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PREFACE 


The  seventh  edition  of  the  Compendium  of  HHS  Evaluations  and  Relevant  Other  Studies  is  an  updated 
and  expanded  version  of  this  annual  publication  from  the  Policy  Information  Center  (PIC)  in  the  Office 
of  the  Assistant  Secretary  for  Planning  and  Evaluation  (OASPE),  Department  of  Health  and  Human 
Services  (HHS).  The  new  edition  of  the  Compendium  contains  approximately  3000  project  descriptions 
of  in-process  and  completed  HHS  evaluations,  research  of  a  short-term  evaluative  nature  conducted  by 
the  Department,  the  Inspector  General's  program  inspections  and  audits,  and  studies  conducted  by  the 
Congressional  Budget  Office,  General  Accounting  Office,  and  Office  of  Technology  Assessment  of 
relevance  to  the  Department. 

Thanks  to  the  contributions  of  many  persons  throughout  HHS,  we  believe  the  seventh  edition  of  the  Com- 
pendium of  HHS  Evaluations  and  Relevant  Other  Studies  will  be  a  useful  resource  for  those  in  this  Depart- 
ment and  for  others  interested  in  health  and  human  services. 


1988 
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and  Evaluation 
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INTRODUCTION 
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HOW  TO  USE  THE  COMPENDIUM  OF  HHS  EVALUATIONS 
AND  RELEVANT  OTHER  STUDIES 


ORGANIZATION  OF  THE  COMPENDIUM 

This  two-volume  Compendium  is  divided  into  four  sec- 
tions: Section  I,  Project  Descriptions;  Section  II,  Index 
of  Descriptor  Terms;  Section  III,  Index  of  Agency  Spon- 
sors; and  Section  IV,  Index  of  Program  Names.  Users 
can  access  any  of  the  project  descriptions  by  using  one 
of  the  three  indexes  contained  in  Sections  II,  III,  or  IV. 
To  find  studies  that  address  a  selected  subject,  users  are 
referred  to  Section  II,  Index  of  Descriptor  Terms.  More 
than  350  descriptor  terms  are  listed,  each  describing 
characteristics  of  departmental  programs,  activities,  and 
populations.  Under  each  descriptor  term,  studies  are 
listed  alphabetically  by  report  title  if  the  studies  have 
been  completed  and  by  project  title  if  the  studies  are 
in  process  or  no  report  was  generated.  The  Index  of 
Descriptor  Terms  also  refers  users  to  related  terms  listed 
in  the  index.  For  example,  when  users  look  under  the 
descriptor  term  "Home  Care,"  they  will  find  studies 
that  have  been  indexed  by  that  term  as  well  as  a  refer- 
ral to  the  terms  "Medicaid"  and  "Social  Services 
Delivery  Systems"  for  additional  studies  that  may  be 
related  to  the  users'  topics  of  interest.  Next  to  each  title 
is  an  accession  number  that  refers  users  to  Section  I, 
Project  Descriptions  for  the  study  information. 

To  find  studies  sponsored  by  a  selected  agency,  users 
are  referred  to  Section  III,  Index  of  Agency  Sponsors. 
The  order  in  which  the  studies  are  presented  follows: 
the  index  first  lists  studies  sponsored  by  the  Office  of 
the  Secretary  and  its  subcategories,  and  second  lists 
studies  sponsored  by  operating  divisions  and  their  agen- 
cies, offices,  and  other  subcategories  (the  organizational 
levels  are  listed  alphabetically  as  are  the  report  and 
project  titles).  Therefore,  users  searching  for  studies 
produced  by  the  National  Heart,  Lung,  and  Blood 
Institute  need  to  find  first  the  Operating  Division  Pub- 
lic Health  Service,  then  the  subcategory  National 
Institutes  of  Health,  and  then  the  National  Heart, 
Lung,  and  Blood  Institute.  (The  organizational  chart 
on  page  ix  of  this  Compendium  provides  users  with 
a  quick  reference  to  the  operating  divisions,  agencies, 
offices,  and  other  subcategories  of  HHS  organization.) 
An  accession  number  is  listed  for  each  study  and  refers 
users  to  Section  I,  Project  Descriptions. 

To  find  studies  that  evaluate  a  selected  program,  users 
are  referred  to  Section  IV,  Index  of  Program  Names. 
The  index  first  lists  programs  of  the  Office  of  the 
Secretary,  then  programs  of  the  operating  divisions, 
agencies,  offices,  and  other  subcategories  of  HHS. 


Program  names  are  alphabetized  within  the  organiza- 
tional level  under  which  they  are  listed.  Examples  of 
program  names  listed  in  the  index  are  "SSA-Supple- 
mental  Security  Income-Beneficiary  Benefits"  and 
"PHS-ADAMHA-Mental  Health-Research  and  Dem- 
onstration," in  which  the  operating  divisions  and  any 
subcategories  are  identified  first,  general  program  in- 
formation next,  and  specific  program  information  last. 

Some  program  names  include  notations  that  indicate 
program  status  or  another  special  circumstance.  For  ex- 
ample, if  a  program  no  longer  exists,  studies  nevertheless 
may  be  listed  for  it  in  the  Compendium.  Such  a  pro- 
gram is  identified  by  the  word  "Terminated"  appear- 
ing after  its  name,  e.g.,  "PHS-HRSA-Regional  Medical 
Programs  (Terminated)."  If  a  program  has  been  incor- 
porated into  a  block  grant,  the  former  program  name 
is  identified  by  the  phrase  "Consolidated-See  (ap- 
propriate block  grant  name),"  e.g.,  "HD-OASHDS- 
Social  Services/Title  XX-Services  to  Children  and 
Youth  (Consolidated-See  SSBG)."  Some  program 
names  are  followed  by  the  phrase  "Entire  Program 
Area"  to  identify  those  studies  that  address  general 
aspects  of  the  program  rather  than  specific  ones,  e.g., 
"HD-FSS-Child  Welfare  Services  (Entire  Program 
Area)"  as  opposed  to  "HD-FSS-Child  Welfare  Services- 
Research  and  Demonstration-Day  Care." 

In  addition  to  the  program  names,  22  cross-cutting 
terms  have  been  included  in  the  index  to  be  used  if  a 
study  evaluates  several  programs  sponsored  by  HHS, 
evaluates  one  or  more  programs  sponsored  by  a  depart- 
ment or  agency  outside  of  HHS,  or  focuses  on  char- 
acteristics of  populations  of  interest  to  the  Department, 
but  does  not  evaluate  any  specific  HHS  program.  For 
example,  for  studies  evaluating  several  programs,  the 
general  cross-cutting  term  used  is  "X-Many  HHS  Pro- 
grams," in  which  "X"  replaces  the  operating  division 
abbreviation  in  a  program  name  listing  and  "Many 
HHS  Programs"  replaces  the  general  program  infor- 
mation. If  all  the  programs  evaluated  by  the  study  relate 
to  the  same  topic,  then  a  term  describing  that  topic  may 
be  added,  e.g.,  "X-Many  HHS  Programs-Employment 
and  Training."  Similarly,  for  studies  evaluating  pro- 
grams sponsored  by  a  department  or  agency  outside  of 
HHS  or  focusing  on  specific  populations  without 
evaluating  any  HHS  program,  the  general  cross-cutting 
term  used  is  "X-Non-HHS  Programs."  This  phrase  also 
may  be  followed  by  a  term  identifying  a  particular  topic, 
e.g.,  "X-Non-HHS  Programs-Health  and  Safety 
Regulation."  Regardless  of  the  format  of  the  program 
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name  or  cross-cutting  term,  an  accession  number  is 
listed  for  each  study  and  refers  users  to  Section  I, 
Project  Descriptions. 

Approximately  3000  project  descriptions  comprise  the 
first  section  of  the  Compendium.  Provided  in  each 
description  are  an  abstract  and  18  other  fields  of 
information  for  each  study.  The  abstract  discusses 
background  information,  study  purpose,  analytical 
techniques,  data  collection,  target  population,  findings, 
conclusions,  and  recommendations.  The  other  informa- 
tion included  in  the  project  descriptions  for  each  study 
is: 

Agency  Sponsor 
Project  Title 
Report  Title 
Performer 
Project  Officer 
Program(s)  Evaluated 
Descriptors 
Study  Type 

PIC  ID  No.  (Policy  Information  Center  identification 

number) 
Fund  Source 
Mechanism 
Contract/Grant  No. 
Cost 

Project  No. 

NTIS  No.  (National  Technical  Information  Service 
number) 

ERIC  No.  (Educational  Resources  Information  Center 
number) 

THE  POLICY  INFORMATION  CENTER 

The  Policy  Information  Center  (PIC),  which  publishes 
the  Compendium,  is  the  Department  of  Health  and 
Human  Services'  centralized  source  of  information  on 
HHS  in-process  and  completed  evaluations,  HHS  short- 
term  evaluative  research  studies,  and  the  Inspector 
General's  program  inspections  and  audits.  Relevant 
reports  from  selected  other  government  agencies  also 
are  available  from  PIC. 

OriginaUy,  PIC  was  created  as  the  Evaluation  Docvmien- 
tation  Center  (EDC)  in  1971  to  identify,  categorize,  and 
index  Department-sponsored  health  evaluations.  By 
1977,  what  had  been  started  as  a  recordkeeping  system 
was  transformed  into  a  full-fledged  information  sys- 
tem providing  detailed  information  on  in-process  and 
completed  HHS  evaluations.*  At  that  time,  the  first 
compendium  of  project  descriptions  was  published.  In 


1984,  the  system  was  computerized.  Since  then,  the 
system  has  been  broadened  to  include  the  full  range 
of  evaluative  research  activities  performed  by  the 
Department. 

To  better  serve  PIC  library  and  database  users,  PIC 
staff  maintain  contact  with  liaisons  throughout  the 
Department  from  whom  up-to-date  information  on 
studies  is  obtained  (see  list  of  agency  liaison  offices  in- 
cluded on  page  x).  Upon  request,  PIC  staff  will  con- 
duct specialized  searches  of  its  on-line  database,  which 
is  updated  daily,  and  provide  project  descriptions  of 
studies  relating  to  a  particular  topic.  HHS  employees 
may  borrow  from  the  PIC  library  most  of  the  reports 
that  are  listed  in  the  Compendium;  the  general  public 
may  purchase  from  the  following  two  clearinghouses 
many  of  the  reports: 

National  Technical  Information  Service 

U.S.  Department  of  Commerce 

5285  Port  Royal  Road 

Springfield,  VA  22161 

(703)  487-4650  (Sales) 

(703)  487-4780  (Title  search  service) 

ERIC  Document  Reproduction  Service 
Computer  Microfilm  Corporation 
3900  Wheeler  Avenue 
Alexandria,  VA  22304 
(703)  823-0500 

In  addition  to  the  Compendium,  PIC  publishes  the 
Sponsors'  Guide  to  the  HHS  Policy  Information  Center, 
which  describes  PIC  operations  and  provides  instruc- 
tion to  HHS  staff  on  submitting  materials  to  be  included 
in  the  PIC  collection  and  database;  the  Users'  Guide 
to  the  Policy  Information  Center  (PIC)  On-line 
Database  System,  which  provides  instruction  on  gain- 
ing access  to  the  on-line  database;  and  the  quarterly 
MEMORANDUM  from  the  Policy  Information  Center 
(PIC),  which  highlights  selected  reports  recently  received 
by  PIC. 

For  additional  assistance,  users  may  contact: 

Policy  Information  Center  (PIC) 
Office  of  the  Assistant  Secretary  for  Planning  and 
Evaluation 

U.S.  Department  of  Health  and  Human  Services 
Room  438F,  Hubert  H.  Humphrey  Building 
200  Independence  Avenue,  S.W. 
Washington,  D.C.  20201 
(202)  245-6445 
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LIST  OF  LIAISON  OFFICES 


1.  Alcohol,  Drug  Abuse,  and  Mental  Health  Ad- 

ministration (ADAMHA) 
Office  of  Policy  Coordination 
Room  12C-16  Parklawn  Building 
5600  Fishers  Lane 
Rockville,  MD  20857 
301-443-4111 

2.  Centers  for  Disease  Control  (CDC) 
Office  of  Program  Planning  and  Evaluation 
Room  2035  Building  1 

1600  Clifton  Road,  NE 
Atlanta,  GA  30333 
FTS-236-3453 

3.  Family  Support  Administration  (FSA) 
370  L'Enfant  Promenade,  SW 
Washington,  D.C.  20447 
202-252-4500 

4.  Food  and  Drug  Administration  (FDA) 
Office  of  Planning  and  Evaluation 
Room  14-66  Parklawn  Building 

5600  Fishers  Lane 
Rockville,  MD  20857 
301-443-4230 

5.  Health  Care  Financing  Administration  (HCFA) 
Office  of  Research  and  Demonstrations 
Room  2230  Oak  Meadows  Building 

6325  Security  Boulevard 
Bahimore,  MD  21207 
FTS-646-6506 


7.  National  Institutes  of  Health  (NIH) 
Division  of  Planning  and  Evaluation 
Suite  200,  Control  Data  Building 
6003  Executive  Boulevard 
Rockville,  MD  20892 
301-496-4418 

8.  Office  of  Human  Development  Services 

(OHDS) 

Division  of  Program  Analysis  and  Evalua- 
tion 

Room  326-E  Humphrey  Building 
200  Independence  Avenue,  SW 
Washington,  D.C.  20201 
202-472-4415 

9.  Office  of  the  Assistant  Secretary  for  Health 

(OASH) 

Division  of  Program  Development  and 
Review  , 
Room  740-G  Humphrey  Building 
200  Independence  Avenue,  SW 
Washington,  D.C.  20201 
202-472-7911 

10.  Social  Security  Administration  (SSA) 
Office  of  Research  and  Statistics 
205  Van  Ness  Center 
4301  Connecticut  Avenue,  NW 
Washington,  D.C.  20008  ' 
202-282-7200 


6.  Health  Resources  and  Services  Administration 
(HRSA) 

Office  of  Planning,  Evaluation  and  Legisla- 
tion 

Room  14-33  Parklawn  Building 
5600  Fishers  Lane 
Rockville,  MD  20857 
301-443-2460 
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OFFICE  OF  THE  SECRETARY 


OFFICE  OF  THE  ASSISTANT  SECRETARY 
FOR  MANAGEMENT  AND  BUDGET 


0001 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for 
Management  and  Budget 

PROJECT  TITLE:  Health  Care  Cost  Containment:  A  Compilation  of 
Research  Projects 

REPORT  TITLE:  Heahh  Care  Cost  Containment:  A  Compilation  of 

Research  Projects 
PERFORMER:  Office  of  the  Assistant  Secretary  for  Management 

and  Budget,  Washington  D.C.  20201 
PROJECT  OFFICER;  Wormser,  Ellen;  Rm  1751,  PKLN  Bldg; 

301-443-2084 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Basic  Care; 

HCFA-Medicare-Hospital  Insurance; 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Social  Research  Demonstration  and 
Statistics 

ABSTRACT:  This  report  presents  a  compilation  of  HEW's  research, 
demonstration,  and  evaluation  studies  that  are  primarily  concerned 
with  health  care  cost  containment.  Included  are  intramural  and  ex- 
tramural projects  on  restraining  hospital,  physician,  auxiliary  service 
or  technological  cost  increases.  It  briefly  describes  projects  started 
during  the  mid-1970s  by  HEW  agencies,  and  includes  project  dates 
and  funding  levels.  Approximately  200  projects  are  included.  (Final 
report  133  pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  Social  Research, 
Medical  Practice,  Hospitals,  Physicians,  Demonstration  Projects, 
Paraprofessionals,  Bibliography  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1250  PROJECT  NO:  ASMB  77-01 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  April  77 


0002 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for 
Management  and  Budget 

PROJECT  TITLE:  Options  for  Internal  Organization,  Department  of 
Health,  Education,  and  Welfare 

REPORT  TITLE:  Options  for  Internal  Organization,  Department  of 

Health,  Education,  and  Welfare 
PERFORMER:  Working  Group  on  Internal  Organization 
PROJECT  OFFICER:  Mahoney,  James;  Rm  9A03,  PKLN  Bldg; 

301-443-6350 
PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management; 

PHS-OASH-PHS  Program  Direction  and  Management; 

HCFA-Program  Direction  and  Management  (Entire  Program 

Area); 

SSA-Commissioners  Office-Program  Direction  and 
Management 

ABSTRACT:  This  report  presents  options  for  internal  reorganization 
of  HEW.  It  contains  criteria  for  evaluating  organizational  proposals 
and  compares  the  impacts  of  some  key  options  pertaining  to  HEW's 
cash  assistance  programs  (Social  Security,  Old  Age  Survivors'  and 
Disability  Insurance,  Supplemental  Security  Income,  and  Aid  to 
Families  with  Dependent  Children);  health  care  financing  (Medicare 
and  Medicaid);  and  management  functions  (planning  and  evaluation, 
financial  management,  budgeting,  legislative  planning,  etc.).  The 
study  provided  a  substantial  input  to  a  major  HEW  reorganization 
involving  substantial  consolidation  announced  in  March  1977.  This 
reform  included  (1)  creation  of  a  new  Health  Care  Financing  Ad- 
ministration to  include  Medicaid  and  Medicare;  (2)  transfer  of  the 
AFDC  program  to  the  Social  Security  Administration;  (3)  transfer  of 
social  services  programs  to  the  Office  of  Human  Development;  (4) 
transfer  of  certain  student  assistance  programs  involving  health 
professions  to  the  Office  of  Education;  and  (5)  merger  of  the  budget- 
ing and  management  functions  of  the  Office  of  the  Secretary.  Also 
available  from  PIC  is  a  March  1977  fact  sheet  on  the  HEW  reorgani- 
zation. (Final  report  93  pages  plus  appendices  97  pages;  fact  sheet  17 
pages  plus  10  exhibits.) 

DESCRIPTORS:  Reorganization,  Planning,  Budgeting,  Program  Coor- 
dination, Federal  Administration,  Health  Insurance  and  Financing, 
Income  Maintenance,  Scholarships  Fellowships  and  Loans 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1249  PROJECT  NO:  ASMB  76-01 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '76  through  May  '77 
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AGENCY  SPONSOR;  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluability  Assessment  of  a  Survey  of  Absent 
Parents 

REPORT  TITLE:  Absent  Parents:  Who  Are  They'^  Do  They  Pay 
Child  Support? 

PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Research  and  Evaluation; 
OS-Policy  Research  (Entire  Program.  Area) 

ABSTRACT:  The  failure  of  absent  parents  to  provide  financial  support 
for  their  children  is  one  of  the  major  social  problems  of  our  time.  In 
addition  to  the  hardships  imposed  on  individual  children  and  their 
custodial  parents,  widespread  failure  to  provide  child  support  is  the 
predominant  reason  for  dependence  on  public  assistance.  The  two 
studies  discussed  in  this  report  look  at  ( 1 )  the  characteristics  of  absent 
parents;  (2)  the  extent  to  which  absent  parents  provide  financial  sup- 
port to  custodial  parents  for  the  care  of  their  children;  and  (3)  wheth- 
er significant  differences  exist  between  absent  parents  who  pay  child 
support  and  those  who  do  not.  See  also  PIC  ID  No.  2151.  (Final 
report  83  pages.) 

DESCRIPTORS:  Child  Support,  Families  with  Dependent  Children, 

Case  or  Site  Study  Feature 

STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO;  2151.1  PROJECT  NO:  ASPE  83-2  1 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  100-82-0038 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  "82  through  January  '85 
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PROJECT  TITLE:  Development  of  an  AFDC  Administrative 
Performance  Measurement  System 

REPORT  TITLE:  Administration  of  AFDC  in  Washington:  A 

Description  of  Three  Local  Offices 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 

PROJECT  OFFICER:  Snipper,  Reuben;  Rm  408F,  HHH  Bldg; 

202-245-1880 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  describes  administrative  operations  in  three 
local  AFDC  offices  in  the  state  of  Washington,  specifically  how  each 


office  defines  and  carries  out  the  tasks  associated  with  determining 
eligibility  and  providing  financial  assistance.  Descriptions  were  based 
on  the  findings  of  a  management  survey  that  was  conducted  nation- 
wide. The  report  provides  information  on  (1)  the  organization  of  the 
state  agency  responsible  for  AFDC,  including  information  on  the 
programs  run  by  that  agency,  the  state  standard  of  need,  benefits 
provided,  and  the  agency's  caseloads  and  staffing;  (2)  the  specific 
characteristics  of  each  of  the  three  local  offices;  (3)  five  programmat- 
ic activities  administered  at  the  state  rather  than  local  office  level:  the 
workload  planning  and  control  program,  the  child  support  enforce- 
ment program,  the  Office  of  Special  Investigations  functions,  quality 
control,  and  fair  hearings;  (4)  the  roles,  attitudes,  and  perceptions  of 
the  agency  employees;  and  (5)  the  agency's  clients.  See  also  PIC  ID 
No.  1578. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Families  with  Dependent 
Children,  State  or  Local  Administration,  Management  Techniques, 
Survey  or  Questionnaire  Feature 

STUDY  TYPE:  Case  Studies;  Research  and  Data  Development 

PIC  ID  NO;  1578  1  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO;  PIC  Only 

MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO  100-78-0120 
COST  (In  Thousands):  Not  available 
STATUS;  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  September  '78  through  July  '80 
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PROJECT  TITLE:  Federal  Interagency  Day  Care  Requirements 
(FIDCR) 

REPORT  TITLE:  Administration  of  the  FIDCR:  A  Description  and 
Analysis  of  the  Federal  Day  Care  Regulatory  Role 

PERFORMER;  Social  Services  Policy,  Washington  D.C.  20201 

PROJECT  OFFICER:  Prosser,  William;  Rm  410E,  HHH  Bldg; 
202-245-1805 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT;  This  technical  paper  expounds  upon  information  present- 
ed in  Chapter  4  of  this  study's  main  report,  "Appropriateness  of  the 
Federal  Interagency  Day  Care  Requirements  (FIDCR):  Report  of 
Findings  and  Recommendations."  This  paper  analyzes  and  describes 
the  FIDCR  within  the  context  of  the  federal  regulatory  process. 
Section  I  describes  the  FIDCR  as  a  legal  document  and  discusses 
how  the  requirements  relate  to  state  licensing  codes.  Section  II  ana- 
lyzes the  experience  the  federal  government  has  had  in  developing 
and  implementing  the  FIDCR  as  a  form  of  social  service  regulation. 
Section  III  discusses  the  ability  the  states  have  shown  to  administer 
the  regulations.  See  also  PIC  ID  Nos.  1659,  1659.1,  and  1659.3.  (Final 
report  63  pages.) 

DESCRIPTORS:  Child  Care,  Regulation  and  Standard  Setting,  Federal 
Administration 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1659  2  PROJECT  NO; 
FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO;  PIC  Only 

MECHANISM;  In-house  ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  June  '78  through  January  '80 
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and  Evaluation 

PROJECT  TITLE:  Effects  of  the  Social  and  Economic  Attainments 
of  Children  as  Adults 

REPORT  TITLE:  Adolescent  Years  with  Parents  Divorced  or 

Separated:  Effects  on  the  Social  and  Economic  Attainments 

of  Children  as  Adults 
PERFORMER:  University  of  Michigan,  Institute  for  Social 

Research,  Ann  Arbor  MI  48109 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Adolescent  Family  Life  (Entire  Program  Area); 

PSA-Assistance  Payments-AFDC 

ABSTRACT:  This  paper  examines  the  effects  of  the  father's  absence, 
because  of  divorce  or  separation,  during  an  individual's  adolescence 
on  the  individual's  social  and  economic  attainments  as  an  adult.  It 
focuses  on  educational  attainment,  family  income,  family  formation 
(daughters  heading  a  family),  and  welfare  dependency.  Almost  all 
coefficients  for  all  outcomes  are  indicative  of  detrimental  effects,  but 
they  are  not  necessarily  significant.  There  were  also  diverse  race  and 
gender  differences.  The  analysis  tested  five  alternative  hypotheses 
about  the  mechanism  of  the  effect:  mother's  absence,  early  assump- 
tion of  adult  roles,  welfare  stigma,  role  model,  and  income  depriva- 
tion hypotheses.  There  was  limited  support  for  the  mother's  absence 
and  welfare  stigma  hypotheses,  no  effect  of  the  early  assumption 
hypothesis,  strong  support  for  the  income  deprivation  hypothesis, 
and  no  support  for  the  male  role  hypothesis.  Further  development  of 
hypotheses  about  the  mechanism  through  which  the  effects  operate 
appears  warranted  because  substantial  portions  of  the  detrimental 
effects  are  unexplained. 

DESCRIPTORS:  Children  and  Youth,  Labor  Markets  and  Problems, 
Women,  Family,  Economic  Analysis  Feature,  Economics,  Welfare 
Dependency 

STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO:  2202  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PB  86-219151/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  94A-83 

COST    (In  Thousands):  FY  83-$30 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '82  through  June  '86 
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REPORT  TITLE:  AFDC  Payment  Error  Rate  Case  Studies: 

Comparative  Analysis 
PERFORMER:  National  Academy  of  Public  Administration,  1120  G 

Street  N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  contains  major  findings  from  eight  case  stu- 
dies completed  during  the  summer  of  1980.  The  case  studies  were 
performed  under  the  auspices  of  the  National  Academy  of  Public 
Administration.  Case  study  researchers  interviewed  key  personnel 
from  a  local  office  in  each  state,  state  welfare  officials,  and  federal 
regional  officials  to  determine  the  most  important  causes  of  payment 
error  and  actions  taken  by  state  and  local  officials  to  reduce  error. 
The  eight  states  studied  were  California,  Georgia,  Illinois,  Massa- 
chusetts, Michigan,  Texas,  Washington,  and  Wisconsin.  Major  find- 
ings were  the  following:  (1)  the  nature  of  the  caseworker's  job 
contributed  error,  according  to  all  eight  of  the  field  researchers;  (2) 
federal  and  state  officials  were  taking  the  incorrect  approach  to  im- 
proving performance  by  insisting  that  the  position  of  casework  was 
primarily  clerical,  while  simultaneously  adding  to  the  workers'  re- 
sponsibilities; (3)  the  federal  control  program  and  the  error  statistics 
it  produced  were  misleading  and  of  little  use  to  Aid  to  Families  with 
Dependent  Children  (AFDC)  managers;  (4)  a  number  of  manage- 
ment problems  were  contributing  to  error  in  the  AFDC  program;  (5) 
states  had  made  substantial  progress  in  reducing  error;  and  (6)  "Error 
Fever"  (the  unfocused,  somewhat  panicky  pursuit  of  corrective  ac- 
tions) was  causing,  not  alleviating,  error  and  seemed  to  be  contribut- 
ing to  a  lower  quality  of  client  service.  (Final  report  92  pages.) 

DESCRIPTORS:  State  or  Local  Administration,  Families  with  Depend- 
ent Children,  Quality  Assurance,  Statistical  Data  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1683  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '80  through  January  '81 
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202-245-6613 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  addressed  problems  concerning  the  inadequa- 
cies of  statistical  information  and  methodology  available  to  make 
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policy  decisions  for  the  elderly.  The  major  objectives  of  this  study 
were  (1)  to  determine  data  requirements,  statistical  adequacy,  and 
major  shortcomings  for  policy  development  for  health  care  of  the 
elderly  during  the  1990s;  (2)  to  identify  the  essentia]  components  of 
a  comprehensive  program  of  statistics  on  the  elderly  that  could  be 
implemented  within  a  decentralized  statistical  system  and  that  would 
provide  adequate  data  on  aging  for  all  functional  areas;  and  (3)  to 
determine  whether  changes  were  needed  in  the  statistical  methodolo- 
gy used  in  health  policy  analysis  for  the  elderly.  The  study  recom- 
mended that  (1)  a  core  group  of  national  longitudinal  health  surveys 
to  study  health  transitions  and  service  needs  among  the  elderly  be 
developed  and  maintained;  (2)  design  changes  in  other  major  survey 
programs  be  introduced  to  improve  their  usefulness  for  studying  the 
health  of  the  elderly,  health  care  expenditures,  and  quality  of  care;  (3) 
definitions  and  instrumentation  across  data  collection  and  dissemina- 
tion activities  be  standardized;  (4)  mechanisms  for  the  broad  dissemi- 
nation of  all  types  of  data  collected  with  federal  support  be  improved; 
and  (5)  an  adequate  level  of  support  for  statistical  and  forecasting 
research  be  provided.  The  final  report  is  available  from  NAS.  (Final 
report  323  pages.) 

DESCRIPTORS:  Elderly,  Information  Processing,  Health  Care  Deliv- 
ery Systems,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2691  PROJECT  NO:  ASPE/SSP  86-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  IATO-85-36  SSP 
COST    (In  Thousands):  FY  85-$86 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '86  through  June  '88 
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REPORT  TITLE:  Agricultural  Continuum:  A  Descriptive  Study  of 

the  Farmworker  Population  and  the  Settling-Out  Process 
PERFORMER:  Development  Associates,  Inc.,  2924  Columbia  Pike, 

Arlington  VA  22204 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

FSA-Work  Incentive-Research  and  Evaluation; 

X-Non-HHS  Programs-Employment  and  Training; 

X-Non-HHS  Programs-Other 

ABSTRACT:  This  report  describes  the  nature  of  the  farmworker  popu- 
lation in  the  United  States  and  the  settling  out  process  that  it  has 
undergone.  The  study  was  made  to  determine  what  federal  policies/ 
programmatic  changes  were  needed  to  maximize  the  probability  that 
barriers  to  socioeconomic  advancement  for  farmworkers  would  be 
removed.  The  report  recommends  that  the  federal  government  deve- 
lop a  coordinated  posture  that  takes  into  account  the  continuing  and 
perhaps  increasing  need  for  a  hired  farm  workforce.  The  report  sug- 
gests that  this  strategy  should  have  as  two  of  its  major  objectives  the 
upgrading  of  the  agricultural  work  environment  so  as  to  make  farm- 
work  a  realistic  occupational  alternative  rather  than  one  of  last  resort, 
and  the  creating  of  a  socioeconomic  infrastructure  in  rural  America. 
The  report  concludes  with  six  specific  recommendations  on  how  this 
strategy  could  be  carried  out.  (Final  report  139  pages.) 


DESCRIPTORS:  Migrants,  Labor  Markets  and  Problems,  Training  and 
Employment  of  the  Disadvantaged,  Economic  Growth,  Urban  or 
Rural  Places  or  Problems,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0356  PROJECT  NO:  ASPE  72-17 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  244-712 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-72-217 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '72  through  June  '73 
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PROJECT  TITLE:  AIDS  Children  and  Child  Welfare 

REPORT  TITLE:  AIDS  Children  and  Child  Welfare 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Silverman,  Gerald;  Rm  419E,  HHH  Bldg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  This  study  focused  on  the  child  welfare  service  problems 
of  children  with  AIDS  (acquired  immune  deficiency  syndrome) 
whose  parents  are,  or  have  had  sexual  contact  with,  intravenous  drug 
abusers.  The  report  (I)  summarizes  what  is  known  about  the  course 
the  disease  takes  in  HIV-infected  children  and  the  types  of  nonmedi- 
cal services  appropriate  for  them;  (2)  defines  service  and  financing 
policy  issues;  (3)  describes  how  the  three  cities  with  the  highest 
incidence  of  HIV-infected  children  (New  York  City;  Newark,  New 
Jersey;  and  Miami,  Florida)  are  coping  with  the  care  of  these  chil- 
dren; and  (4)  describes  specific  activities  and  responses  that  appear  to 
work  in  each  city.  The  project  included  the  design  of  an  analytic 
framework  to  outline  the  information  obtained,  a  literature  review, 
telephone  discussions  with  people  involved  in  AIDS  policy  issues, 
and  site  visits  to  New  York  City,  Newark,  and  Miami.  The  results  of 
each  of  these  activities  are  included  in  the  appendices.  (Final  report 
19  pages  plus  appendices.) 

DESCRIPTORS:  Child  Welfare,  Children  and  Youth,  Acquired  Im- 
mune Deficiency  Syndrome,  Needs  and  Needs  Assessment,  Litera- 
ture Review  Feature,  Social  Services  Delivery  Systems,  Statistical 
Data  Feature,  Bibliography  Feature,  Health  Care  Expenditures,  Case 
or  Site  Study  Feature 

STUDY  TYPE:  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 

PIC  ID  NO:  3117  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-214838/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-85-0070 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '87  through  March  '88 
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PROJECT  TITLE:  Evaluation  of  Sources  of  Funds  and  Barriers  to 

Funding 

REPORT  TITLE:  Alcoholism  Funding  Study:  Evaluation  of  the 
Sources  of  Funds  and  Barriers  to  Funding  Alcoholism 
Treatment  Programs 

PERFORMER:  Booz,  Allen  &  Hamilton,  4330  East-West  Highway, 
Bethesda  MD  20814 

PROJECT  OFFICER:  Hewitt,  Warren 

PROGRAM(S)  EVALUATED: 

PHS- AD AMH A- Alcoholism-Services-Community  Program 
Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  sources  of 
funds  for  programs  on  alcoholism  and  the  barriers  to  long-term  fund- 
ing. It  also  examined  the  impact  of  a  matching  rate  policy  on  the 
special  funding  projects  of  the  National  Institute  on  Alcohol  Abuse 
and  Alcoholism  (NIAAA).  Results  show  that  (1)  there  were  major 
third-party  reimbursement  deficiencies  in  alcoholism  financing;  (2) 
projects  serving  poor  and  ethnic  minorities  would  discontinue  opera- 
tion if  federal  funds  were  terminated;  (3)  a  parallel  system  of  treat- 
ment was  run  by  the  states;  and  (4)  there  were  major  deficiencies  in 
program  management.  The  researchers  recommended  that  the  role  of 
the  federal  government  in  funding  alcoholism  treatment  programs  be 
reconsidered;  that  the  purpose  of  special  project  grants  be  redefined; 
that  the  NIAAA  develop  and  implement  a  stable  funding  policy  tor 
special  projects;  and  that  the  funding  and  project  management  proc- 
ess be  strengthened.  (Final  report  251  pages.) 

DESCRIPTORS:  Alcoholism,  Literature  Review  Feature,  Case  or  Site 
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ABSTRACT:  Two  hundred  and  seventy  cases  of  vulnerable  adults 
referred  to  the  Los  Angeles  Public  Guardian  for  conservatorship 
during  the  first  quarter  of  1985  were  studied  to  identify  service  system 
and  policy  gaps  that  might  impede  the  use  of  less  restrictive  alterna- 
tives. The  project  sought  to  develop  recommendations  regarding 
feasible  methods  for  maximizing  nongovernmental  as  well  as  govern- 
mental resources  to  meet  the  often  costly  needs  of  this  highly  vulnera- 
ble group  of  older  persons.  The  most  prevalent  problems  were  money 
management  or  protection  of  assets,  chronic  or  acute  physical  illness, 
chronic  or  new  mental  impairments,  and  lack  of  family  support.  Four 
out  of  five  cases  were  determined  inappropriate  for  public  conser- 
vatorship but  in  need  of  some  assistance  in  making  major  life  deci- 
sions. These  cases  were  referred  to  the  Public  Guardian  because  of 
the  lack  of  knowledge  or  unavailability  of  less  intrusive  measures 
such  as  casework/case  management  services,  intermediate  care  in 
nonmedical  settings,  temporary  conservatorships,  or  the  "durable 
power  of  attorney."  (Final  report  86  pages.) 

DESCRIPTORS:  Elderly,  Law  and  Legislation,  Supportive  Services, 
Social  Services  Delivery  Systems,  Family  Support 
STUDY  TYPE:  Case  Studies 
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MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  85-ASPE-154A 
COST    (In  Thousands):  FY  85-$84 
STATUS:  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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ABSTRACT:  This  short-term  evaluation  focused  on  state-level  public 
social  service  programs  using  non-traditional  (alternative)  financing 
mechanisms:  vouchers,  cash  subsidies,  and  tax  reductions.  The  study 
did  not  find  broad-scale  use  of  alternative  mechanisms.  States  were 
trying  alternative  mechanisms  primarily  for  two  major  public  pro- 
grams: (1)  day  care  for  children,  and  (2)  community-  and  home-based 
long-term  care.  Voucher  programs  were  the  least  common  of  the 
three  alternative  mechanisms.  Although  the  use  of  alternative  fund- 
ing mechanisms  appeared  to  enhance  client  choice  among  services 
and  providers,  it  was  not  at  the  expense  of  agency  accountability  or 
control.  The  social  service  agencies  incorporated  control  and  ac- 
countability features  into  a  system  that  gave  client  choice  within 
limits.  In  some  sites  alternative  mechanisms  resulted  in  an  expansion 
of  the  supply  base  of  providers  and  higher  quality  of  services.  Gener- 
ally, social  service  officials  viewed  the  alternative  mechanism  pro- 
grams positively,  citing  cost  savings,  increased  family  unity  and 
responsibility,  and  control  in  the  area  of  home-based  care.  In  the  area 
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of  day  care,  the  public  officials  stated  that  use  of  vouchers  permitted 
desired  flexibility  for  client  choice,  quality  control,  and  accountabili- 
ty. Overall,  vouchers  and  cash  subsidies  appeared  to  be  effective  and 
efficient  mechanisms  for  financing  public  social  services. 

DESCRIPTORS:  Social  Services  Delivery  Systems,  Financial  Manage- 
ment, State  or  Local  Administration,  Vouchers,  Child  Care,  Long 
Term  Care 
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ABSTRACT:  This  bibliography  lists  materials  to  facilitate  understand- 
ing of  some  of  the  basic  issues  involved  in  changing  the  welfare 
system.  The  materials  listed  represent  a  diversity  of  sources  and  view- 
points; both  technical  and  lay  material  are  included.  The  bibliography 
consists  of  three  parts.  The  first  is  a  selected  list  of  95  books,  magazine 
accounts,  journal  articles,  and  pamphlets.  The  second  is  a  brief  an- 
notated list  of  some  of  the  more  significant  items.  The  third  is  a 
cross-reference  to  help  researchers  find  discussions  of  some  of  the 
more  important  aspects  of  income  maintenance.  (Final  report  13 
pages.) 
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ABSTRACT:  This  report  examines  a  small  but  key  aspect  of  channel- 
ing-the  costs  of  operating  the  demonstration  itself  The  10  sites  in- 
curred costs  of  $23  million  as  they  prepared  for  and  later  provided 
case  management  and  long-term  care  services  to  clients  between 
September  1980  and  June  1984.  In  addition  to  the  project  costs,  the 
states  spent  $2.8  million  and  the  technical  assistance  contractor  spent 
$1.6  million  between  September  1980  and  June  1984.  During  the 
period  studied,  the  basic  case  management  sites  enrolled  3,300  clients; 
the  financial  control  sites  enrolled  3,900  clients.  Over  51,000  ongoing 
casemonths  of  service  were  provided  by  the  10  sites.  These  cost 
estimates  correspond  to  the  demonstration  as  fielded  and  therefore 
reflect  the  small  scale  extra  administrative  and  research  costs  that  are 
part  of  a  demonstration.  Based  on  the  available  literature,  the  estimat- 
ed average  costs  for  channeling  are  comparable  with  those  of  other 
demonstrations.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.C, 
2166.E-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  study's  objectives  were  to  (1)  determine  reasonable 
national  cost  figures  for  child  welfare  services  and  child  day  care 
services;  (2)  obtain  information  on  service  expenditures  and  funding 
sources  for  child  welfare  services  and  child  day  care  services;  and  (3) 
assess  the  difficulty  of  collecting  and  aggregating  state  child  welfare 
services  data.  The  study  found  that  an  estimated  total  of  more  than 
$2.7  billion  of  federal,  state,  and  local  funds  was  spent  on  six  child 
welfare  services  (adoption,  substitute  care,  protective  services,  pre- 
ventive services,  services  for  juvenile  delinquents  or  status  offenders, 
and  pregnancy/parenting  .services  for  young  adults)  in  FY  1985.  An 
estimated  total  of  $1.07  billion  was  spent  on  day  care  services  for 
children  in  FY  1985.  The  report  includes  data  tables  containing  origi- 
nal, revised,  and  estimated  data,  conclusions  and  recommendations 
for  improving  national  reporting  of  child  welfare  services  and  child 
day  care  services,  and  state  profiles  of  service  expenditures.  A  revised 
final  report  verifying  the  data  in  this  report  is  forthcoming.  (Final 
report  193  pages.) 
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ABSTRACT:  This  report  discusses  data  sets  that  could  be  used  to  study 
some  aspect  of  the  impact  of  the  Medicare  prospective  payment 
system  (PPS)  on  long-term  care.  It  looks  only  at  those  databases  that 
contain  variables  relevant  to  hospital  use  and  its  linkages  with  Medi- 
care beneficiaries  who  use  long-term  care,  including  home  health 
services,  or  who  have  some  functional  limitation.  The  databases  are 
divided  into  three  categories,  depending  on  their  usefulness  to  a  study 
of  the  impact  of  PPS  on  long-term  care.  The  basic  criteria  used  to  sort 
these  data  sets  were  ( 1 )  whether  pre-  and  post-PPS  periods  are  or  will 
be  available;  (2)  whether  the  sample  size  is  large  enough  to  allow 
multiple  disaggregation  by  variables  such  as  location  and  diagnosis- 
related  group  (DRG)  category;  and  (3)  whether  some  linkage  be- 
tween hospital  treatment  and  care  following  the  hospital  stay  is  possi- 
ble. See  also  PIC  ID  Nos.  2410  and  2410.2.  (Final  report  79  pages.) 
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ABSTRACT:  This  report  provides  information  to  the  intradepartmen- 
tal  working  group  established  to  develop  cost-effective  federal  policy 
options  for  enhancing  independence,  productivity,  and  community 
integration  for  mentally  retarded  and  other  developmentally  disabled 
persons.  The  report  provides  information  on  the  impact  of  federal 
programs  and  policies  regarding  community-based  services  (CBS) 
for  mentally  retarded  and  developmentally  disabled  persons.  It  exam- 
ines the  organization  and  financing  of  community-based  services  in 
six  states,  three  high-CBS  emphasis  states  and  three  low-CBS  empha- 
sis states.  Interviews  were  conducted  with  key  state  officials  and 
representatives  of  other  organizations  to  determine  major  factors  in 
developing  state  policies  regarding  community  services  to  mentally 
retarded  and  other  developmentally  disabled  persons. 
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ABSTRACT:  This  study  analyzed  the  financial  impact  that  the  equal 
contribution  requirements  had  on  six  employers  by  assessing  whether 
the  employees  who  selected  federally  qualified  HMOs  during  various 
one-year  time  periods  differ  (by  characteristics  such  as  age)  from 
employees  who  continued  to  participate  in  the  employers'  traditional 
plans.  The  study  found  that  the  health  benefit  cost  for  HMO  enrollees 
in  the  year  prior  to  selecting  HMO  coverage  was  less  than  the  health 
benefit  cost  for  employees  who  remained  on  the  companies'  tradition- 
al plans.  In  addition  to  the  final  report,  individual  reports  are  availa- 
ble from  PIC  documenting  the  financial  impact  of  HMO  offerings  on 
the  following  six  participating  employers:  AMR  Corporation 
(American  Airlines),  Dallas,  Texas;  Digital  Equipment  Corporation, 
Maynard.  Massachusetts;  Honeywell.  Inc.,  Minneapolis,  Minnesota; 
Illinois  Bell  Telephone  Company,  Chicago,  Illinois;  Pepsico,  Inc., 
Purchase,  New  York;  and  Texas  Instruments,  Dallas,  Texas.  (Reports 
76,  27,  25,  34,  23,  21,  and  25  pages,  respectively.) 
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ABSTRACT:  This  project  is  examining  longitudinal  Medicare  Part  B 
data  in  four  states  for  the  period  1982-1985  to  determine  the  extent 
of  increase  of  ( 1 )  physicians  submitting  complex  and  expensive  billing 
codes;  (2)  physician  referrals  to  other  practitioners;  (3)  physicians 
ordering  ancillary  services  and  tests;  and  (4)  frequency  of  follow-up 
visits.  The  study  also  is  investigating  the  extent  to  which  complex 
diagnostic  procedures  are  billed  in  outpatient  settings  rather  than 
inpatient  settings  by  physicians.  The  Health  Care  Financing  Adminis- 
tration (HCFA)  implemented  the  uniform  common  procedure  code 
system  in  1981.  Therefore,  examining  the  period  1982-1985  allows  the 
investigator  to  hold  the  coding  system  constant.  Selected  carrier  data 
are  used  for  the  analysis  because  the  central  HCFA  Part  B  records 
do  not  contain  all  data  elements  necessary  for  the  analysis. 
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PROJECT  TITLE:  Analysis  of  Multiple  Benefits  Receipt  among 
Low-Income  Population 

REPORT  TITLE:  Analysis  of  Multiple  Benefits  Receipt  among 

Low-Income  Population:  Program  Incidence  and  Aspects  of 
Benefit  Equity 

PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security; 
X-Non-HHS  Programs-Income  Security 

ABSTRACT:  This  report  analyzes  the  distribution  of  income  and  bene- 
fits evidenced  by  tabulations  prepared  from  the  Seattle,  Denver,  and 
Gary  experiments'  databases.  These  show  the  incidence  of  private 
and  public  cash  and  in-kind  income  sources  among  the  experimental 
populations  at  these  sites.  Since  the  structure  of  the  tables  makes  them 
more  useful  in  some  areas  of  concern  than  in  others,  a  narrow  range 
of  issues  are  considered.  These  relate  to  program  participation  and 
benefit  equity.  The  first  chapter  describes  the  data  and  sample  base 
utilized  to  construct  the  tables.  The  second  chapter  examines  the 
extent  of  program  participation  by  various  population  subgroups,  the 
characteristics  of  programs  and  their  recipients,  and  the  degree  of 
multiple  benefits  receipt  by  transfer  families  in  general  and  by  some 
specific  program  participants.  The  third  chapter  explores  issues  of 
benefit  equity  between  male  and  female  heads  of  household.  Finally, 
the  report  presents  rank-order  correlations  indicating  the  extent  to 
which  families  were  "leapfrogged"  over  others  higher  in  the  private- 
income  distribution  due  to  benefit  cumulation.  This  was  done  for  all 
families  and  for  more  narrowly  defined  subgroups.  (Final  report  91 
pages;  appendices  40  pages.) 

DESCRIPTORS:  Low-Income  Population,  Income  Maintenance,  In- 
come Distribution 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0999  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable      '      .  , 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '73  through  December  '74  -  -  ^  : 
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REPORT  TITLE:  Analysis  of  Payment  Error  in  Aid  to  Families  with 

Dependent  Children  (Two  Volumes) 
PERFORMER:  Office  of  Income  Security  Policy,  Washington  D.C. 

20201 

PROJECT  OFFICER:  Snipper.  Reuben;  Rm  408F,  HHH  Bldg: 

202-245-1880 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 

FSA-Assistance  Payments-State  and  Local  Administration 
(Entire  Program  Area); 

FSA-Assistance  Payments-Program  Direction  and 
Management 

ABSTRACT:  This  report  identifies  socioeconomic  influences,  case 
characteristics,  administrative  practices,  and  state  program  policies 
that  can  significantly  affect  the  accuracy  of  payment  in  the  AFDC 
program.  Less  than  10%  of  the  variation  in  combined  payment  error 
was  explained  by  these  factors;  consequently,  the  findings  should  be 
interpreted  with  caution.  Given  the  above  limitation,  several  adminis- 
trative procedures  effectively  reduced  incorrect  payments.  Particu- 
larly effective  were  procedures  that  record  interim  changes  in  client 
circumstances  such  as  mailed  change  forms,  mandatory  monthly  re- 
porting, face-to-face  interviews,  employer  verification  for  earnings, 
and  several  computer  applications,  such  as  file  matches  with  other 
agency  files,  checks  for  consistent  data,  and  tickler  files  to  identify 
cases  likely  to  e.xperience  changes  in  circumstances.  Although  the 
data  on  which  the  report  is  based  are  somewhat  out-of-date  (1978), 
the  study  identified  a  variety  of  strategies  that  some  states  have  per- 
fected, and  that  others  could  use,  to  reduce  error  rates.  Apparently, 
states  do  respond  to  incentives  and  can  lower  their  error  rates  because 
the  error  rate  has  declined  considerably  without  a  higher  than  usual 
increase  in  administrative  costs  since  1978. 

DESCRIPTORS:  State  or  Local  Administration.  Quality  Assurance. 
Families  with  Dependent  Children,  Welfare  Dependency,  Statistical 
Data  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2578  PROJECT  NO:  ASPE/ISP  85-18 

FUND  SOURCE:  Research  NTIS  NO:  PB  86-173432/AS 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC, 

Available  from  NTIS 
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PROJECT  TITLE:  Analysis  of  Policies  of  Private  Employers  tow^ard 

the  Disabled 
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PERFORMER:  Berkeley  Planning  Associates,  3200  Adeline  Street, 

Berkeley  CA  94703 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities  (Entire  Program  Area) 

ABSTRACT:  This  report  recommends  the  most  feasible  and  appropri- 
ate study  designs  for  analyzing  a  series  of  issues:  private  employers' 
hiring  practices,  job  modification,  the  provision  of  fringe  benefits, 
and  the  productivity  of  the  disabled  on  the  job  as  compared  to  other 
workers.  It  assesses  a  wide  range  of  research  design  options  for  each 
set  of  issues;  recommends  detailed  analytic  plans,  questionnaires,  and 
data  collection  instruments  for  investigating  the  different  issues;  and 
proposes  sampling  strategies  and  the  best  approach  to  defining  disa- 
bility in  industry  surveys.  It  also  presents  pretest  findings  based  on 
review  of  study  design  alternatives  with  industry;  the  specific  on-site 
administration  of  the  proposed  questionnaire  instruments;  and  the 
data  collection  experiences  of  other  studies  on  related  issues.  Special 
attention  is  given  to  the  special  analysis  and  data  collection  problems 
posed  by  the  mentally  ill  and  retarded.  There  is  also  an  extensive 
literature  review,  synthesizing  United  States  and  British  publications 
on  the  central  issues  of  hiring,  job  modification,  fringe  benefits,  and 
productivity  of  the  handicapped.  (Final  report  495  pages.) 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Training  and 

Employment  of  the  Disadvantaged,  Research  and  Evaluation  Meth- 
ods Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1039  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0180 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC 
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Simulation  Models 
PERFORMER:  University  of  Michigan,  Institute  for  Social 
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PROJECT  OFFICER:  Adler,  Michele;  Rm  405F,  HHH  Bldg; 
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PROGRAM(S)  EVALUATED: 
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and  Management; 

X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  study  developed  a  simulation  model  of  household 
savings,  the  retirement  process,  and  the  well-being  of  the  elderly  for 
use  in  policy  analysis  of  retirement-related  issues.  Chapter  1  of  the 
report  provides  a  general  overview  of  the  microsimulation  model 
referred  to  as  MASS  5.  Chapter  2  provides  a  detailed  technical  de- 
scription of  the  model.  Chapter  3  describes  the  highly  detailed  Social 
Security  submodel  of  MASS.  Chapter  4  describes  the  labor  force 
behavior  submodel  of  MASS.  Chapter  5  details  the  macro  model  that 
was  designed  to  run  interactively  with  the  micro  model  and  to  pro- 
vide the  macro  context  within  which  the  micro  behavior  embodied 
in  MASS  5  would  play  itself  out.  Chapter  6  presents  an  application 
of  the  mass  model  to  the  processes  of  income  generation,  saving,  and 
wealth  accumulation. 
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REPORT  TITLE:  Analysis  of  Site-Specific  Results 

PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 
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HD-AOA-Aging-Research  and 

Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  This  report  examines  the  site-specific  impacts  of  the 
channeling  demonstration  in  an  effort  to  determine  whether  any  one 
site  or  group  of  sites  was  more  successful  than  others  in  achieving  the 
objectives  of  the  demonstration.  Overall,  the  core  case  management 
functions  were  implemented  consistently  across  the  10  sites.  Caseload 
sizes  ranged  from  36  per  assessor/case  manager  in  Baltimore  to  54  in 
Houston.  While  there  were  site-specific  differences  in  such  areas  as 
time  elapsed  from  assessment  to  service  initiation  and  overall  service 
expenditures,  no  overall  patterns  are  obvious.  Similarly,  the  effects  of 
environmental  factors  such  as  nursing  home  bed  and  hospital  bed 
supply  do  not  manifest  patterns  that  appear  to  affect  channeling's 
impacts.  There  is  little  evidence  that  one  site  or  group  of  sites  was 
markedly  more  or  less  effective  in  achieving  the  objectives  of  the 
channeling  demonstration.  See  also  PIC  ID  Nos.  2166-2166.9, 
2166.A-2166.U,  2166.W-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166V  PROJECT  NO:  ASPE/SSP  80-31 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  80-0157 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '80  through  May  '86 
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REPORT  TITLE:  Analysis  of  the  Benefits  and  Costs  of  Channeling 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 

HD-AOA-Aging-Research  and 

Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  The  principal  finding  of  this  report  is  that  channeling  led 
to  an  increase  in  total  costs  for  clients,  including  costs  for  medical  and 
long-term  care  services  and  costs  for  shelter,  food  and  other  daily 
living  expenses.  The  basic  case  management  model  appeared  to  in- 
crease these  costs  by  about  $1300  during  the  18-month  period  of  the 
demonstration.  This  represents  an  increase  of  approximately  7%  over 
the  $18,500  per  client  costs  expected  in  the  absence  of  channeling. 
For  the  financial  control  model,  costs  per  client  increased  by  approxi- 
mately $3,400  for  the  18-month  period  or  approximately  15%  over 
the  $23,000  expected  in  the  absence  of  channeling.  In  both  models, 
these  increased  costs  appeared  to  produce  benefits  in  the  form  of 
reduced  unmet  client  needs  and  increases  in  the  reported  levels  of  life 
satisfaction  by  clients.  Primary  caregivers  also  reported  more  satis- 
faction with  their  lives  and  with  the  care  arrangements  for  clients. 
The  underlying  question  is  whether  the  largely  intangible  benefits  of 
channeling  are  worth  the  net  costs  of  producing  them.  See  also  PIC 
ID  Nos.  2166-2166.7,  2166.9,  2166.A-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  paper  examines  the  impact  that  three  different  sets 
of  provisions  contained  in  the  Social  Security  Act  would  have  on 
future  retirement  benefit  level  determination.  These  three  sets  of 
provisions  are  (1)  those  governing  the  automatic  adjustments  to  infla- 
tion; (2)  those  governing  the  automatic  adjustments  to  wage  in- 
creases; and  (3)  those  governing  the  adjustments  to  be  made  in  the 
preretirement  average  monthly  wage  averaging  period.  Based  on  the 
results  of  this  analysis,  it  seems  clear  that  provisions  of  the  Social 
Security  Act  could  insert  unanticipated  results  into  the  process  by 
which  replacement  ratios  are  set.  The  report  concludes  that  the  So- 
cial Social  Security  system  at  the  time  of  the  study  was  capable  of 
producing  both  high  replacement  ratios  and  rapidly  escalating  pay- 
roll tax  rates.  It  was  a  system  that  needed  to  be  brought  under  greater 
control,  so  that  the  behavior  of  retirement  benefits  over  time  would 
reflect  a  more  conscious  decision  about  where  the  system  should  go 
rather  than  the  chance  interaction  of  certain  economic  variables. 
(Final  report  35  pages.) 
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ABSTRACT:  Several  health  insurance  proposals,  such  as  the  Compre- 
hensive Health  Insurance  Program  (CHIP),  include  health  credit 
system  provisions  that  will  require  the  development  of  enhanced 
administrative  and  processing  capabilities,  especially  in  maintaining 
the  database,  account  status  query,  and  billing  and  collection  of  the 
insured's  cost-sharing.  This  study  examined  these  problems.  It  found 
that  the  direct  costs  for  performing  these  functions  are  estimated  at 
SI  billion  annually.  The  major  portion  of  these  incremental  costs 
would  be  incurred  in  maintaining  the  database.  A  substantial  portion, 
however,  would  be  incurred  in  a  national  health  insurance  program 
without  a  health  credit  system.  Moreover,  the  minimum  coverage 
provisions  of  CHIP  would  promote  greater  standardization  in  the 
health  insurance  industry,  thus  directing  the  industry  toward  in- 
creased automation  in  claims  processing  systems  that  could  form  the 
building  blocks  for  more  complex  health  credit  systems.  (Final  report 
158  pages.) 
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ABSTRACT:  This  study's  objective  was  maintaining  constant  wage 
replacement  rates  over  time  for  successive  groups  of  retirees  who 
occupied  the  same  relative  position  in  the  distribution  of  covered 
wages,  and  examining  the  issues  involved  in  effecting  this.  This  ex- 
amination indicated  that  the  necessary  ingredients  were  (1)  indexing 
of  the  wages  that  were  used  to  compute  workers'  average  monthly 
wages  (AMW),  which  provided  the  basis  for  the  calculation  of  pri- 
mary insurance  amounts  (PIAs),  which  in  turn  determined  the  level 
of  initial  benefit  entitlements;  (2)  annual  widening  (by  the  percentage 
increase  in  AMWs)  of  the  bracket  widths  of  the  computational  for- 
mula that  was  used  to  convert  AMWs  into  PIAs;  and  (3)  adjustment 
of  the  benefits  after  retirement  for  inflation  in  a  manner  that  did  not 
affect  the  calculation  of  PIAs  at  the  time  of  retirement,  thus  yielding 
what  was  often  referred  to  as  a  "decoupled"  system.  It  was  suggested 
that  the  AMW  be  computed  in  the  same  manner  as  the  denominator 
of  the  replacement  rate  and  that  both  the  AMW  and  replacement  rate 
calculation  be  made  in  terms  of  constant  value  dollars.  (Final  report 
56  pages.) 
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ABSTRACT:  This  report  was  the  first  in  a  series  addressing  certain 
gaps  in  research  concerning  rural  hospitals  and  their  difficulties  and 
opportunities  in  obtaining  public  support.  The  report  presented  statis- 
tical analysis  of  factors,  particularly  geographic  isolation,  that  may 
affect  the  scope  of  .services  offered  by  rural  hospitals.  It  addressed  the 
degree  to  which  rural  hospitals  offer  an  unusually  broad  (and  expen- 
sive) scope  of  services  in  the  context  of  the  known  characteristics  and 
problems  of  rural  facilities,  the  response  of  policymakers  to  the  prob- 
lem, and  the  relationship  of  scope  of  services  programming  to  other 
hospital  characteristics  and  health  care  issues.  See  also  PIC  ID  No. 
2790.1.  (Final  report  76  pages.) 
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ABSTRACT:  This  study  examined  patterns  of  welfare  use  among  fami- 
lies in  the  Aid  to  Families  with  Dependent  Children  (AFDC)  pro- 
gram. The  study  was  intended  to  (1)  provide  estimates  that  were 
more  refined  that  those  produced  by  previous  studies  of  the  pattern 
of  periods  of  time  spent  on  welfare  using  different  data  sets  and 
measures  and  examine  how  the  period  of  time  spent  on  welfare  may 
have  changed  over  time;  (2)  identify  the  characteristics  of  welfare 
recipients  who  will  have  long  periods  of  dependency;  (3)  determine 
the  effects  of  program  characteristics  and  changes  in  the  economy  on 
the  length  of  dependency;  and  (4)  do  some  preliminary  investigation 
of  the  effect  of  welfare  duration  on  the  recipient's  ability  to  be  self- 
sufficient.  The  analyses  of  the  Panel  Study  of  Income  Dynamics 
(PSID)  and  the  National  Longitudinal  Survey  (NLS)  show  that  (1) 
an  individual's  market  productivity  has  a  very  significant  effect  on 
welfare  dependency;  (2)  continuing  to  have  children  while  on  welfare 
increases  dependency;  (3)  schooling  is  associated  with  more  rapid 
exits  off  welfare;  and  (4)  a  woman  who  has  never  married,  who  lived 
in  a  mother-only  family  during  adolescence,  and  who  was  living  with 
a  parent  at  the  start  of  welfare  receipt  was  more  likely  to  spend  more 
time  on  welfare.  A  companion  report  ("A  New  Survey  to  Study 
Duration  on  AFDC")  outlines  the  design  for  a  study  that  provides 
information  that  may  help  identify  would-be  long-term  recipients  at 
program  entry.  See  also  PIC  ID  No.  2357.1.  (Final  report  1 15  pages.) 
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ABSTRACT:  This  study  analyzed  the  impact  of  regional,  racial,  ethnic, 
and  socioeconomic  factors  upon  the  four  components  of  special  edu- 
cation participation:  the  educable  mentally  retarded,  trainable  men- 
tally retarded,  special  disabilities  programs,  and  other  special 
education.  Analysis  was  accomplished  for  four  delineated  geographic 
regions  and  for  the  nation  as  a  whole  by  merging  various  pertinent 
data  sources  for  the  year  1973.  The  distribution  of  local  special  educa- 
tional services  was  also  examined  to  clarify  the  assumption  that  most 
children  attending  such  programs  live  in  the  school  district  providing 
the  program.  Three  general  factors  were  shown  to  create  differences 
in  rates  of  pupil  participation  in  all  aspects  of  special  education.  First, 
significant  variation  existed  in  special  education  among  the  four  re- 
gions of  the  country.  Second,  it  was  found  that  pupils'  racial  and 
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ethnic  background  had  a  strong  effect  on  their  hkelihood  of  being 
placed  in  special  education  programs.  In  particular,  minority  children 
were  involved  in  special  education  at'a  much  higher  rate  than  non- 
minority  children.  Third,  school  district  socioeconomic  conditions 
had  a  considerable  impact  on  the  rates  at  which  pupils  participated. 
Specifically,  as  a  district  became  poorer,  smaller,  and  less  urban,  more 
minority  students  participated  at  higher  rates.  (Final  report  141 
pages.) 
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ABSTRACT:  The  Transfer  Income  Model  (TRIM)  is  a  computer- 
based  model  that  simulates  income  conditioned  tax  and  transfer  pro- 
grams, and  provides  federal  and  state  policymakers  and  other  analysts 
with  projections  of  the  costs  and  effects  of  existing  and  proposed 
programs.  It  combines  into  one  model  the  major  government  income 
transfer  programs  with  their  many  interrelationships.  The  model  is 
designed  to  be  static  and  uses  cross-section  population  surveys  as 
databases.  TRIM  has  been  used  to  simulate  (1)  the  future  cost  and 
caseload  of  the  Aid  to  Families  with  Dependent  Children  and  Supple- 
mental Security  Income  programs;  (2)  numerous  negative  income  tax 
schemes;  (3)  a  job  opportunities  program;  (4)  an  allowance  for  basic 
living  expenses  program;  (5)  numerous  variations  of  a  housing  allow- 
ance program;  (6)  the  effect  of  varying  poverty  line  cutoffs;  (7)  the 
effects  of  altering  individual  components  (such  as  asset  limits,  income 
limits,  income  definitions,  and  payment  standards)  of  specific  pro- 
grams; and  (8)  the  combined  impact  of  several  benefit  programs  on 
specific  subgroups  of  the  population.  The  model  is  updated  and  modi- 
fied in  response  to  changing  program  structures.  (Final  report  104 
pages.) 
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ABSTRACT:  Phase  I  of  this  study  was  a  pilot  study  in  a  single  geo- 
graphic location  in  which  toddlers  and  infants  were  videotaped  func- 
tioning in  either  day  care  centers,  family  day  care  homes,  or  in  their 
own  homes  for  30  minutes  on  two  separate  occasions.  (The  contract 
was  partially  terminated  in  May  1981  after  the  government  changed 
its  policy  direction  away  from  research  that  addressed  such  issues  as 
quality  of  care  in  day  care  settings  and  caregiver  competency.)  This 
technical  report  presents  the  purpose,  study  design,  and  results  for 
Phase  I  activities  and  the  unterminated  portions  of  Phase  II.  The 
report  (1)  analyzes  child  and  caregiver  behavior;  (2)  describes  the 
child  care  environments;  (3)  discusses  the  development  of  I-TIES,  a 
new  infant  observational  coding  system;  and  (4)  describes  the  modifi- 
cation of  the  Greenspan-Lieberman  Observational  Scale  to  group 
child  care  settings.  Another  report  ("Design  for  Phase  I  of  the  Na- 
tional Infant  Care  Study")  is  also  available  from  PIC.  Parts  of  this 
study  were  performed  by  Research  for  Children,  Menlo  Park,  Cali- 
fornia, and  Abt  Associates,  Inc.,  Cambridge,  Massachusetts.  (Final 
report  252  pages  plus  appendices.) 
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ABSTRACT:  The  "Annotated  Aging  Directory  for  Health  Promo- 
tion" contains  brief  descriptions  of  organizations  for  the  elderly  and 
professionals  who  work  in  the  aging  field  as  well  as  other  relevant 
broad-based  organizations  and  interest  groups.  The  directory  in- 
troduces a  broad  range  of  national  organizations  in  the  aging  field 
specifically,  as  well  as  broad-based  entities  with  some  focus  on  geron- 
tological and  health  promotion  issues.  It  contains  contact  ppints  of  58 
organizations  including  their  methods  of  disseminating  information 
and  their  audiences  and  constituencies. 
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ABSTRACT:  This  annotated  bibliography  summarizes  approximately 
200  of  the  books,  articles,  and  monographs  on  the  causes,  correlates, 
and  consequences  of  welfare  dependency  among  the  nonelderly.  The 
summaries  include  descriptions  of  study  methodologies,  information 
on  the  databases,  and  highlights  of  major  study  findings.  See  also  PIC 
ID  Nos.  2624-2624.4,  2624.6,  and  2624.7.  (Final  report  309  pages.) 
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ABSTRACT:  The  set  contains  the  standardized  instrument  that  was 
used  to  screen  applicants  to  the  channeling  project  according  to 
specific  criteria  thought  to  contribute  to  being  "at  risk"  of  institution- 
alizaton.  The  screen  was  usually  conducted  over  the  telephone  with 
the  person  referring  the  applicant.  Completion  of  the  screen  over  the 
phone  generally  took  from  15-25  minutes.  Some  screens  were  done 
in  person  when  the  respondents  could  not  use  the  telephone.  The 
backgrounds  and  educational  level  of  screeners  in  the  channeling 
demonstration  varied  widely.  All  screeners  received  standard  three- 
day  training  in  the  administration  of  the  applicant  screen.  Channeling 
was  an  HHS  initiative  designed  to  test  in  10  sites  in  10  states,  under 
rigorous  experimental  conditions,  the  extent  to  which  a  community- 
based  long-term  care  system  that  combines  case  management,  care 
planning,  and  the  delivery  of  health  and  social  services  is  a  cost- 
effective  alternative  to  the  present  medical/institutional  system  of 
long-term  care.  Temple  University  provided  training  and  technical 
assistance  to  the  10  sites  and  Mathematica  Policy  Research,  Inc., 
conducted  the  evaluation.  Included  in  this  document  are  the  "Nation- 
al Long-Term  Care  Demonstration  Applicant  Screening  Instrument 
Training  Manual"  and  "Screening  Training  for  Screeners:  A  Trai- 
ner's Guide."  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.R, 
2166.T-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  project  was  an  evaluation  design  contract.  It  prov- 
ided summary  documentation  on  the  background,  goals,  and  objec- 
tives of  the  national  area  health  education  center  (AHEC)  program, 
as  viewed  by  the  federal,  state,  and  local  personnel.  Based  on  this,  an 
evaluation  design  or  framework  was  developed.  The  national  AHEC 
program  consists  of  1 1  projects.  Each  AHEC  is  a  "system"  linking 
health  service  institutions  and  educational  organizations  to  serve  both 
the  needs  of  the  students  and  the  surrounding  communities.  The  goal 
of  the  program  is  to  affect  the  distribution  of  health  personnel 
through  changes  in  the  educational  process  involving  interinstitution- 
al  systems.  The  report  indicates  methods  by  which  to  secure  direct 
and  proxy  evidence  of  the  degree  to  which  the  program,  in  fact,  has 
influenced  the  distribution  of  health  manpower.  It  assessed  changes 
at  the  educational  level,  the  remote  or  community  level,  and  the 
administrative  and  operational  functions,  systems,  and  procedures 
that  link  central  and  remote  organizations  to  each  other  as  well  as  to 
the  process  of  manpower  needs  assessment. 
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PIC  ID  NO:  1201  PROJECT  NO:  ASPE/HP  76-202 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  SA-10182  76 
COST    (In  Thousands):  FY  76.  l-$8 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  "76  through  November  '77 
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PROJECT  TITLE:  Analysis  of  Research/Evaluation  Rating  Systems 
with  Special  Focus  on  Common  Sources  of  Flaws  and 
Failures 

REPORT  TITLE:  Approaches  to  Assessing  the  Methodological 

Quality  of  Research 
PERFORMER:  Carnegie-Mellon  University,  Pittsburgh  PA  15213 
PROJECT  OFFICER:  Turek-Brezina,  Joan;  Rm  438F,  HHH  Bldg; 

202-245-6141 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Research  Demonstration  and 

Statistics; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  Ratings  of  documents  from  more  than  100  funded  social 
science  research  projects  were  compiled  and  used  to  (1)  predict  the 
methodological  quality  of  the  project's  final  report  from  research 
proposals;  (2)  analyze  the  rating  instrument  in  order  to  select  items 
usable  in  a  short  form  for  evaluating  proposals;  and  (3)  review  the 
process  by  which  reviewers  rate  projects.  Based  on  these  analyses, 
two  strategies  were  suggested  for  constructing  an  evaluation  instru- 


ment tailored  to  rating  proposals.  These  strategies  were  that  (1)  items 
should  reflect  at  least  three  topics:  labeling  of  the  research,  evaluating 
it,  and  forecasting  its  success;  and  (2)  response  alternatives  should  be 
enlarged.  (Final  report  24  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Research  and 
Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1186  PROJECT  NO:  ASPE/E&TA  76- 

134 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76  0122 
COST    (In  Thousands):  FY  76-$9 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '76  through  June  77 
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PROJECT  TITLE:  Hospital  Capital  Finance 

REPORT  TITLE:  Approaches  to  Setting  the  Level  of  Payment  for 
Hospital  Capital  Costs  under  a  Prospective  Payment  System 

PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 
2067  Massachusetts  Avenue,  Cambridge  MA  02140 

PROJECT  OFFICER  Hewitt,  Warren 

PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report  examines  issues  associated  with  setting  the 
level  of  capital  payment  in  the  Diagnosis-Related  Group  (DRG) 
based  on  the  Medicare  prospective  payment  system  for  inpatient 
hospital  services.  The  report  examines  the  following  areas:  (1)  a  brief 
typology  of  hospital  assets  and  the  payment  elements  associated  with 
them  in  the  Medicare  capital  payment  system;  (2)  the  incentives 
inherent  in  Medicare's  cost-based  capital  payment  system,  the  capital 
payment  methods  used  in  selected  prospective  hospital  payment 
proggrams,  and  the  literature  regarding  the  existing  hospital  stock 
and  the  relationship  between  capital  and  labor  costs;  (3)  seven  possi- 
ble methods  for  establishing  a  special  payment  level;  (4)  standards  and 
principles  for  design  of  a  revised  Medicare  capital  payment  system; 
(5)  the  relationship  between  case-mix  and  capital  costs;  and  (6)  the 
various  estimates  of  the  impact  of  various  capital  payment  appro- 
aches and  levels  on  the  actual  ratio  of  capital  to  operating  costs.  See 
also  PIC  ID  Nos.  2108-2108.3  and  2108.5-2108.7. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Hospitals,  Regula- 
tion and  Standard  Setting,  Medicare  Prospective  Payment  System, 
Health  Care  Reimbursement  Systems 

STUDY  TYPE:  Research  and  Data  Development;  Program  Strategy 

PIC  ID  NO:  2108.4  PROJECT  NO:  ASPE/HP  82-18.2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-172062/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0038 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  July  "84 
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PROJECT  TITLE:  Federal  Interagency  Day  Care  Requirements 
(FIDCR) 

REPORT  TITLE:  Appropriateness  of  the  Federal  Interagency  Day 

Care  Requirements  (FIDCR):  Report  of  Findings  and 

Recommendations 
PERFORMER:  Social  Services  Policy,  Washington  D.C.  20201 
PROJECT  OFFICER:  Prosser,  William;  Rm  410E,  HHH  Bldg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  This  report  is  based  on  three  years  of  exterior  research, 
21  state-of-the-art  papers  especially  commissioned  for  this  project, 
and  comments  from  practitioners,  parents,  administrators,  and  other 
parties  interested  in  day  care.  It  addressed  two  fundamental  ques- 
tions: ( 1 )  Is  the  federal  regulation  of  day  care  financed  under  Title  XX 
appropriate?  and  (2)  Are  the  specific  requirements  now  imposed  ap- 
propriated? To  answer  these  questions,  the  report  presents  back- 
ground information  on  FIDCR  and  day  care;  examines  research, 
expert  opinion,  and  consensus  of  practical  experience  on  the  effects 
of  the  FIDCR  components  on  reducing  risk  of  harm  and  on  promot- 
ing the  well-being  of  children  in  care;  presents  cost  estimates  of 
certain  FIDCR;  analyzes  the  efforts  by  the  federal  and  state  govern- 
ments fo  implement  the  FIDCR;  and  discusses  policy  options,  find- 
ings, and  recommendations.  See  also  PIC  ID  Nos.  1659.1-1659.3  for 
technical  papers  produced  in  conjunction  with  this  report.  (Final 
report  304  pages.) 

DESCRIPTORS:  Child  Care,  Federal  Administration,  State  or  Local 
Administration,  Regulation  and  Standard  Setting 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1659  PROJECT  NO: 

FUND  SOURCE  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Are  the  Poor  Falling  Behind?  The  Impact  of 
Unemployment,  Inflation,  and  Transfer  Payments  on  the 
Distribution  of  Income 

REPORT  TITLE:  Are  the  Poor  Falling  Behind?  The  Impact  of 

Unemployment,  Inflation,  and  Transfer  Payments  on  the 

Distribution  of  Income  (Selected  Reports) 
PERFORMER:  Office  of  Income  Security  Policy,  Washington  D.C. 

20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED 

X-Many  HHS  Programs-Income  Security; 

X-Non-HHS  Programs-Income  Security 


ABSTRACT:  The  government's  policy  of  attempting  to  stabilize  the 
economy  is  the  underlying  theme  of  the  set  of  studies  that  are  summa- 
rized in  this  report.  The  impact  on  the  distribution  of  income  of 
unemployment,  economic  growth,  inflation  and  the  secular  growth 
in  government  transfer  payments  is  examined.  Since  there  was  much 
more  public  concern  with  the  lower  end  of  the  income  distribution 
than  with  the  upper  end,  the  papers  focused  mainly  on  what  hap- 
pened to  the  lower-income  groups  in  response  to  economic  and  pub- 
lic policy  changes.  The  papers  suggest  that  Americans  might  have  to 
(1)  accept  the  implicit  tradeoff-to  recognize  that  it  might  not  be 
possible  to  have  further  equalizing  of  the  income  distribution  or  sub- 
stantial reductions  in  poverty  without  accepting  still  higher  levels  of 
transfer  payments;  (2)  recognize  the  serious  distributional  costs  of 
high  unemployment  and  adopt  new  policies  in  an  effort  to  improve 
the  inflation/unemployment  relationship  and  to  lower  unemploy- 
ment; and  (3)  correct  a  possible  maldistribution  of  private  earned 
incomes.  The  technical  reports,  also  available  from  PIC,  are  (1)  "The 
Distribution  of  Income  during  Inflation";  (2)  "The  Sensitivity  of 
Transfer  Payments  to  Changes  in  Economic  Conditions  and  Public 
Policy";  (3)  "Cyclical  Earnings  Changes  of  Low  Wage  Workers";  (4) 
"The  Distribution  of  the  Unemployment  Burden:  Are  the  Last  Hired 
Fired  First?";  and  (5)  "The  Distributional  Effects  of  Higher  Unem- 
ployment." (Final  report  36  pages.) 

DESCRIPTORS:  Income  Distribution,  Low-Income  Population,  Eco- 
nomics, Income  Maintenance,  Inflation,  Labor  Markets  and  Prob- 
lems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  0993  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available  ^ 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '76  through  March  '77 
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PROJECT  TITLE:  Asian-American  Field  Study:  Reconceptualization 
and  Creation  of  Consumer  Data  Files 

REPORT  TITLE:  Asian-American  Field  Study:  Summary  of  the 
Data 

PERFORMER:  Georgia  State  University,  Atlanta  GA  30303 
PROJECT  OFFICER:  Pian,  Canta;  Rm  408F,  HHH  Bldg; 

202-245-1880 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  The  Asian-American  Field  Survey  is  a  study  of  the  cha- 
racteristics of  selected  Asian-American  communities  in  low-income 
urban  areas  and  those  populations"  need  for  and  use  of  health,  educa- 
tion, and  welfare  services.  Five  groups  in  three  cities  (the  Chinese  in 
New  York  City,  the  Filipinos  in  San  Francisco,  and  the  Japanese, 
Koreans,  and  Samoans  in  Los  Angeles)  were  surveyed.  This  report 
presents  a  comprehensive  summary  of  the  data  from  this  survey. 

DESCRIPTORS:  Asian  Americans,  Consumer  Evaluation  Feature,  Sur- 
vey or  Questionnaire  Feature,  Low-Income  Population,  Demogra- 
phy 

STUDY  TYPE:  Research  and  Data  Development  • 
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PIC  ID  NO   1141  PROJECT  NO;  ASPE/E&TA  76- 
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FUND  SOURCE  Evalualion        NTIS  NO:  PB  296  510 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  76  0168 
COST    (In  Thousands):  FY  76-$33 
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Available  from  PIC, 

Available  from  NTIS 
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PROJECT  TITLE:  Compilation  and  Evaluation  of  Reference  Data  on 
Asian  Americans 

REPORT  TITLE:  Asian  American  Reference  Data  Directory 
PERFORMER:  R.J.  Associates,  Inc.,  1018  Wilson  Boulevard, 

Arlington  VA  22209 
PROJECT  OFFICER:  Young,  Janie;  Rm  737F,  HHH  Bldg; 

202-245-7155 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  The  purpose  of  the  Asian  American  Reference  Data 
Directory  is  multifold.  It  is  a  research,  planning,  and  evaluation  tool 
for  use  by  HEW,  other  federal  agencies,  state  and  local  governments, 
research  and  service  institutions,  and  individual  scholars.  The  direc- 
tory contains  abstracts  of  approximately  480  of  the  major  reference 
materials  related  to  the  health,  education,  and  social  welfare  charac- 
teristics of  Asian  Americans.  It  also  includes  reference  materials  in 
areas  such  as  demography,  curriculum  development,  employment 
and  training,  culture,  immigration,  and  housing.  All  of  the  abstracts 
are  divided  into  four  indexes:  subject,  geography,  subgroup,  and 
author.  (Final  report  589  pages.) 

DESCRIPTORS:  Asian  Americans,  Bibliography  Feature,  Non-English 
Speaking,  Immigrants  Refugees  and  Aliens,  Compensatory  Educa- 
tion, Research  and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  1 162  PROJECT  NO:  ASPE/E&TA  76- 

002 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  251-261 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0011 
COST    (In  Thousands):  FY  75-$40,  FY  76-$40 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
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REPORT  TITLE:  Assessing  a  New  Personnel  System:  Developing  an 
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PERFORMER:  Consad  Research  Corporation,  121  North  Highland 

Avenue,  Pittsburgh  PA  15206 
PROJECT  OFFICER:  Abramson,  Mark 
PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  The  objectives  of  the  HHS  Senior  Executive  Service 
(SES)  evaluability  assessment  were  to  (I)  document  the  program 
objectives  and  expectations  of  SES  program  managers,  policymak- 
ers, and  SES  members  themselves;  (2)  estimate  the  likelihood  that 
measurable  progress  would  be  made  toward  program  objectives  es- 
tablished for  the  SES  program;  (3)  identify  changes  in  program  ac- 
tivities or  uses  of  information  through  which  program  managers  and 
policymakers  could  produce  a  better  designed,  more  effective  SES 
program;  and  (4)  design  a  full-scale  evaluation  study.  All  the  objec- 
tives were  achieved  and  actions  were  taken  to  improve  the  HHS  SES 
program.  (Final  report  19  pages.) 

DESCRIPTORS:  Administrative  Personnel,  Management  Techniques, 
Productivity 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO  1740  PROJECT  NO:  ASPE/ISP  79-8 

FUND  SOURCE:  Evaluation        NTIS  NO  PIC  Only 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0064 
COST    (In  Thousands):  FY  80-$l 34 
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PERFORMER:  Georgetown  University,  Washington  D.C.  20057 
PROJECT  OFFICER:  Schiffer,  Clara 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  A  method  for  evaluating  ambulatory  health  services 
based  on  sampling  and  assessing  sets  of  different  units  of  the  medical 
process  is  described.  Medical  process  units  are  selected  in  such  a  way 
that  they  are  indicators  or  tracers  that  highlight  important  aspects  of 
medical  care  delivery.  In  adapting  the  tracer  method  of  evaluation  to 
data  that  could  be  collected  on  a  patient  encounter  form,  an  effort 
was  made  to  develop  a  pragmatic  system  that  could  be  useful  as  a 
quality  assessment  tool.  During  1974,  data  were  collected  for  six 
medical  practices  in  Washington,  D.C,  that  involved  9,188  encoun- 
ters between  7,480  adult  patients  and  their  medical  care  providers. 
The  management  of  a  set  of  four  indicator  or  tracer  conditions  served 
as  a  vehicle  for  structuring  the  analysis  of  medical  care  data.  The 
utilized  tracers  were  hypertension,  anxiety  and  depression,  urinary 
tract  infection,  and  anemia.  Encounter  form  design  procedures  are 
described,  along  with  sampling  procedures  and  data  processing  and 
analysis  techniques.  Study  results  are  presented  in  terms  of  patients 
and  services,  selected  medical  processes,  and  costs.  It  is  concluded 
that  the  encounter  form  method  can  be  a  useful  technique  for 
managerial  and  quality  assessment  needs  of  medical  practices.  See 
also  PIC  ID  No.  0468.1.  (Final  report  108  pages  plus  appendices.) 
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Programs  (Two  Volumes) 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  report  responds  to  Section  2355  of  the  1981  Om- 
nibus Budget  Reconciliation  Act.  The  first  activity  pursued  to  deve- 
lop this  report  was  a  review  of  existing  literature  on  effectiveness  and 
efficiency  and  federal  experience  with  incentive  systems.  The  litera- 
ture review  focused  on  actual  criteria  and  mechanisms  used  by  the 
states.  The  second  major  activity  was  a  field  study  in  seven  states- 
Maine,  Iowa,  Wisconsin,  Washington,  Colorado,  Florida,  and  Texas. 
The  study  consisted  primarily  of  discussions  with  staff  involved  in  the 
administrative,  policymaking,  or  analytic  responsibility  of  the  state's 
social  service  agency.  Materials  gathered  in  the  seven  states  revealed 
that  there  are  several  operational  definitions  of  program  effective- 
ness. Such  definitions  were  either  based  on  types  and  amount  of 
service  delivery,  changes  in  client  status,  reactions  of  the  community 
to  a  program,  or  procedural  compliance.  To  judge  the  effectiveness 
and  efficiency  of  social  service  programs,  several  criteria  were  used. 
These  included  comparing  a  program's  current  performance  to  pre- 
specified  performance  targets,  to  the  program's  previous  perfor- 
mance, to  the  performance  of  comparative  programs,  or  to  the  per- 
formance of  different  organizational  units.  The  factors  that  lead  to  a 
conducive  environment  for  assessment  are  described  in  the  report. 
See  also  PIC  ID  No.  1833.1. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Field  Test  Feature,  Social 
Services  Delivery  Systems,  State  or  Local  Administration,  Block 
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OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  R.J.  Associates  and  its  subcontractor,  Stanford  Research 
Institute,  evaluated  a  sample  of  approximately  30  partnership  grants. 
These  demonstration  grants,  funded  by  EOA  232  Policy  Research 
Funds,  were  intended  to  strengthen  general  purpose  government 
planning  and  management  capabilities.  The  focus  was  on  policy  man- 
agement functions  of  chief  elected  officials.  The  evaluation  was  ori- 
ented toward  learning  more  about  the  effectiveness  of  different 
human  service,  planning,  management,  and  delivery  techniques  being 
tested  by  the  demonstration  projects.  End-products  consisted  of  clear 
documentation  of  project  experiences  and  analyses  of  common  les- 
sons learned  across  projects. 

DESCRIPTORS:  Planning,  Services  Integration,  State  or  Local  Ad- 
ministration, Demonstration  Projects,  Research  and  Evaluation  Per- 
formance 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1166  PROJECT  NO:  ASPE/SSP  76-012 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0095 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '76  through  February  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  National  Long-Term  Care  Channeling 
Demonstration 

REPORT  TITLE:  Assessment  and  Care  Planning  for  the  Frail 

Elderly 

PERFORMER:  Temple  University,  Institute  on  Aging,  Philadelphia 
PA  19122 

PROJECT  OFFICER:  Tavani,  Cleo;  Rm  1436,  PKLN  Bldg; 

301-443-1900 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Research  and 
Demonstration-Demonstration  and  Model  Projects; 
HCFA-Medicaid-Long  Term  Care 
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ABSTRACT:  This  problem-specific  approach  describes  various  cir- 
cumstances iiicely  to  be  encountered  among  frail  elderly  persons  in 
the  community.  Each  problem  area  includes  a  comprehensive  list  of 
items  that  should  be  considered  by  a  case  manager.  Model  care  plans 
are  also  included.  This  document  can  be  used  for  training  case  manag- 
ers in  the  specifics  of  effective  assessment  and  case  management. 
Channeling  was  an  HHS  initiative  designed  to  test  in  10  sites  in  10 
states,  under  rigorous  experimental  conditions,  the  extent  to  which  a 
community-based  long-term  care  system  that  combines  case  manage- 
ment, care  planning,  and  the  delivery  of  health  and  social  services  is 
a  cost-effective  alternative  to  the  present  medical/institutional  system 
of  long-term  care.  Temple  University  provided  training  and  technical 
assistance  to  the  10  sites  and  Mathematica  Policy  Research,  Inc., 
conducted  the  evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A- 
2166.0,  2166.Q-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Community  Based  Care,  Home  Care,  Elderly,  Plan- 
ning 

STUDY  TYPE:  Case  Studies;  Program  Strategy 

PIC  ID  NO:  2166.P  PROJECT  NO:  ASPE/ISP  80-09.25 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PB  87-141073/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  80-0133 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '80  through  August  '86 


0050 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Assessing  Ambulatory  Care:  An  Evaluation 
Project  (Three  Phases) 

REPORT  TITLE:  Assessment  of  Ambulatory  Care:  Policy 

Implications  for  Quality  Assurance  Systems  (Three  Phases) 
PERFORMER:  University  of  Massachusetts  Medical  School, 

Worcester  MA  01605 
PROJECT  OFFICER:  Schiffer,  Clara 
PROGRAM(S)  EVALUATED: 

HCFA-Quality  Control; 

PHS-OASH-Special  Health  Programs 

ABSTRACT:  The  major  objective  of  this  study  was  to  compare  the 
utility  and  cost  of  three  different  data  sources  (enriched  encounter 
form,  medical  record  review,  and  selected  patient  interview  and  ex- 
amination) in  assessing  process  and  outcome  of  four  common  ambula- 
tory health  problems.  A  sample  of  approximately  9,000  adult  patient 
encounters  was  studied  at  six  different  ambulatory  care  settings.  The 
study  revealed  that  medical  care  assessments  based  on  encounter 
form  data  can  be  misleading  and  should  not  be  used  as  a  sole  source 
of  data  for  evaluating  ambulatory  care.  A  limited  chart  abstract  and 
selective  patient  interview  and  examination  provides  process  and 
outcome  data  in  addition  to  information  on  compliance  and  patient 
understanding.  Work  for  this  project  was  also  supported  by  Contract 
No.  100-76-0105.  See  also  PIC  ID  No.  0468. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Quality  As- 
surance, Information  Systems 
STUDY  TYPE:  Case  Studies 


PIC  ID  NO:  0468  1  PROJECT  NO:  ASPE/H  75-6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  291-744 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0105 

COST    (In  Thousands):  FY  75-$44,  FY  76-$5 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  April  '75  through  December  '78 


0051 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Assessment  of  Clinical  Laboratory  Regulations 

REPORT  TITLE:  Assessment  of  Clinical  Laboratory  Regulations 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Hammond,  Herbert;  Rm  446F,  HHH  Bldg; 

202-245-7272 
PROGRAM(S)  EVALUATED: 

HCFA-Quality  Control; 

HCFA-Survey  and  Certification-Laboratories; 
PHS-CDC-Technology  Development-Laboratory 
Improvement 

ABSTRACT:  This  synthesis  of  extant  literature  and  expert  judgment 
found  that  federal  regulations  under  Medicare  and  the  Clinical 
Laboratory  Improvement  Act  (of  1967)  are  factors  along  with  auto- 
mation, technologist  education,  and  voluntary  programs  that  have 
contributed  to  substantial  improvement  in  clinical  laboratory  perfor- 
mance since  the  inception  of  regulations  in  the  late  1960s.  However, 
there  is  only  a  limited  scientific  understanding  of  which  requirements 
do  or  do  not  contribute  to  performance  as  measured  by  laboratory 
accuracy  and  precision.  There  is  evidence  in  the  limited  number  of 
extant  scientific  studies  that  certain  outcome  requirements  (e.g., 
proficiency  testing)  correlate  with  performance,  while  certain  struc- 
tural standards  (e.g.,  the  earned  doctorate  for  lab  directors)  are  ques- 
tionable. The  report  found  the  existing  regulatory  structure  based  on 
arbitrary  definitions  of  lab  location  (i.e.,  hospital,  physician's  office, 
and  independent  labs)  to  be  obsolete.  However,  the  basis  for  reform 
should  be  empirical  studies  assessing  the  effectiveness  of  structural, 
process,  and  performance  standards  in  maintaining  the  level  of  ac- 
curacy and  performance  necessary  for  public  health  needs  to  be 
served. 

DESCRIPTORS:  Laboratories,  Medical  Technology,  Regulation  and 
Standard  Setting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2617  PROJECT  NO:  ASPE/HP  84-22 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-2 10440/ .A.S 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-84-0035 
COST    (In  Thousands):  FY  85-$135 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC. 

Available  from  NTIS 
START/END  DATES:  June  '85  through  April  '86 
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0052 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Assessment  of  FDA's  Total  Diet  Study 

REPORT  TITLE:  Assessment  of  FDA's  Total  Diet  Study 
PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rockville  MD  20850 
PROJECT  OFFICER:  Jewell,  Mike;  Rm  435D,  HHH  Bldg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug-Foods-Chemical  Contaminants; 

PHS-FDA-Food  and  Drug-Foods  (Entire  Program  Area) 

ABSTRACT:  The  Total  Diet  Study  was  used  by  the  Food  and  Drug 
Administration  as  a  monitoring  and  early  warning  system  for  con- 
taminant and  nutrient  composition  of  234  food  items  that  served  as 
proxies  for  items  consumed  by  the  U.S.  population.  This  assessment 
of  the  study  concluded  that  this  $1.6  million  (FY  1982)  activity  pro- 
duced useful  estimates  and  trend  information  on  the  intake  of  chemi- 
cal contaminants  and  selected  minerals  infood  consumed  by  the 
American  public. 

DESCRIPTORS:  Food  and  Nutrition,  Trends  and  Forecasts,  Informa- 
tion Systems 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO  2116  PROJECT  NO:  ASPE/E&TA  82-15 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-223354 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0076 
COST    (In  Thousands):  FY  82-S38 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '82  through  April  '83 


0053 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Proposed  Review  Systems  for  the  Evaluation  of 
Technical  Quality  of  R&D  Projects  in  the  Department  of 
Health,  Education,  and  Welfare 

REPORT  TITLE;  Assessment  of  Methods  to  Evaluate  the  Scientific 

Rigor  of  Social  Research:  A  Study  of  Six  Rehabilitation 

Research  Projects 
PERFORMER:  Minnesota  Systems  Research,  Inc.,  2412  University 

Avenue  S.E.,  Minneapolis  MN  55414 
PROJECT  OFFICER;  Turek-Brezina,  Joan;  Rm  438F,  HHH  Bldg; 

202-245-6141 
PROGRAM(S)  EVALUATED; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  study  was  exploratory  in  nature  and  sought  to  ac- 
complish a  number  of  objectives;  (1)  to  compare  the  mail  review 
method  with  the  single-panel  review  method;  (2)  to  compare  propos- 
al ratings  with  ratings  of  the  same  projects  based  on  more  complete 
information;  (3)  to  test  the  effects  of  grantee  presence  and  of  ratings 
prior  to  panel  meetings;  (4)  to  compare  individual  rankings  with 
group  rankings;  and  (5)  to  observe  the  panel  interaction  and  the 
decision-making  process.  It  was  found  that  raters  who  met  with  the 
grantees  rated  the  projects  more  favorable  than  those  who  did  not 


meet  with  the  grantees,  and  that  ratings  of  proposals  only  were  less 
favorable  than  ratings  of  the  six  projects  agreed  with  panel  rankings. 
The  observational  study  of  panel  interaction  and  decision  making 
uncovered  important  presentation  effects  supporting  the  results  of  the 
analysis  of  variance.  See  also  PIC  ID  Nos.  0362  and  0362.2.  (Final 
report  68  pages  plus  appendices.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Management  Techniques,  Management  Information  and  Re- 
porting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO;  0362  1  PROJECT  NO: 

FUND  SOURCE;  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM;  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  22-P-55936 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '72  through  May  '73 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Policy  Assessment  of  Indian  Health  Service's 
Reimbursement  Potential 

REPORT  TITLE:  Assessment  of  Private  Insurance  Coverage  and 
Medicare/Medicaid  Reimbursement  among  Indian  Tribes 
Eligible  for  Health  Care  Provided  by  the  IHS 

PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 
Spring  MD  20910 

PROJECT  OFFICER:  Mellgren,  Linda;  Rm  409E,  HHH  Bldg; 
202-245-7507 

PROGRAM(S)  EVALUATED; 

PHS-IHS-Indian  Health-Program  Direction  and 
Management; 

HCFA-Medicare-Contractors/Fiscal  Intermediaries; 
HCFA-Program  Direction  and  Management-Medicaid; 
HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT;  The  purpose  of  this  study  was  to  forecast  the  reimburse- 
ments that  the  Indian  Health  Service  (IHS)  could  reasonably  expect 
during  the  mid-  to  late- 1 980s.  The  study  was  designed  to  (1)  provide 
estimates  of  potential  IHS  reimbursements  from  Medicaid,  Medicare, 
and  private  health  insurance;  and  (2)  identify  factors  that  may  affect 
IHS  third-party  reimbursements.  The  estimates  generated  show  that 
IHS  can  increase  substantially  the  amounts  of  third-party  reimburse- 
ments during  the  mid-  to  late- 1 980s,  especially  from  Medicaid  and 
Medicare.  Several  factors,  not  all  of  which  are  directly  quantifiable, 
were  found  that  may  potentially  affect  the  IHS  third-party  billing  and 
collection  effort.  Some  factors  are  specific  to  the  IHS  organization 
itself,  such  as  organizational  and  operational  structure.  Others  in- 
volve the  nature  and  availability  of  the  third-party  payment  programs 
and  the  payment  programs'  specific  requirements  and  processes.  All 
of  these  combine  to  create  a  constantly  changing  third-party  payment 
environment,  infiuencing  billings  and  collections.  Factors  that  have 
contributed  to  the  variation  in  IHS  historical  billings  and  collection 
performance,  and  that  presumably  may  continue  to  have  an  influence, 
are  presented  and  analyzed.  See  also  PIC  ID  No.  2338.1. 

DESCRIPTORS;  Health  Insurance  and  Financing,  Health  Planning, 
Financial  Management,  Economic  Analysis  Feature,  Trends  and 
Forecasts,  Native  Americans 

STUDY  TYPE:  Research  and  Data  Development;  Program  Manage- 
ment or  Efficiency 
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PIC  ID  NO:  2338  PROJECT  NO:  ASPE/HP  83-1 1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-120541 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0001 
COST    (In  Thousands):  FY  83-$123 
STATUS:  Study  completed, 

Available  from  PIC,  i 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  August  '84 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Hospital  Capital  Finance 

REPORT  TITLE;  Assessment  of  Recent  Estimates  of  Hospital 

Capital  Requirements 
PERFORMER:  ICF,  Inc.,  1850  K  Street  N.W.,  Washington  D.C. 

20006 

PROJECT  OFFICER:  Wolman,  Dianne 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource 
Development-State  Planning  and  Regulation; 
PHS-HRSA-Health  Facilities  (Entire  Program  Area); 
HCFA-Medicaid-State  and  Local  Administration; 
HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  During  the  late  1970s  and  early  1980s,  various  authors 
estimated  potential  community  hospital  capital  requirements  for  the 
1980s  to  be  between  $80  billion  and  $193  billion.  The  study  analyzed 
11  of  these  estimates  to  understand  the  causes  of  variation  and  pre- 
sented new  normative  estimates  of  hospital  capital  requirements  that 
reflect  a  range  of  values  for  the  key  assumptions  underlying  the 
methodologies  of  previous  estimates.  The  study  concluded  that  the 
estimates  of  hospital  capital  requirements  differed  primarily  because 
the  researchers  used  different  definitions  (some  studies  covered  only 
fixed  assets  or  particular  types  of  investment),  different  approaches 
(some  estimated  capital  needs  in  current  dollars  for  the  1981-90  peri- 
od, while  others  examined  the  current  value  of  all  future  replacement 
requirements;  some  used  aggregate  methods  and  others  took  a  state- 
by-state  approach)  and  different  assumptions  (costs  per  bed  and  infla- 
tion rates  varied).  Once  definitions  were  standardized  and  a  state-by- 
state  approach  using  current  (1981-90)  dollars  was  used,  normative 
estimates  showed  particular  sensitivity  to  assumptions  concerning 
inflation  rates,  replacement  cycles,  and  demand  for  services.  The  low 
estimate  was  $49  billion,  the  mid-range  estimate  was  $1 12  billion,  and 
the  high  estimate  was  $231  billion.  See  also  PIC  ID  Nos.  2108.1- 
2108.7. 

DESCRIPTORS:  Planning,  Hospitals,  State  or  Local  Administration, 
Federal  State  and  Local  Relations,  Regulation  and  Standard  Setting, 
Inflation 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2108  PROJECT  NO:  ASPE/HP  82-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-244871 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0077 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '82  through  June  '83 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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and  Evaluation 

PROJECT  TITLE:  Assessment  of  State  and  Local  Government 
Evaluation  Practices 

REPORT  TITLE:  Assessment  of  State  and  Local  Government 
Evaluation  Practices  in  Human  Services  (Ten  Volumes) 

PERFORMER:  University  of  Denver,  Denver  Research  Institute, 
Denver  CO  80210 

PROJECT  OFFICER:  Henton,  Doug 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  report  assesses  the  practices  used  by  state  and  local 
governments  to  evaluate  their  human  service  delivery  systems.  It 
describes  in  detail  nine  operational  evaluation  systems;  assesses  the 
effectiveness  of  each  system  from  conceptual,  methodological,  and 
management  perspectives;  and  assesses  the  effectiveness  of  each  sys- 
tem in  providing  information  on  the  efficiency  and  effectiveness  of 
service  programs  for  decision  makers.  The  transferability  of  evalua- 
tion systems  to  other  jurisdictions  is  discussed.  The  final  report  and 
the  nine  site  profile  reports  are  available  from  PIC  and  from  NTIS. 
The  NTIS  Nos.  are  SHR-0002103  (final  report);  SHR-0002104  (Cali- 
fornia Department  of  Finance);  SHR-0002105  (Michigan  Vocational 
Rehabilitation  Service);  SHR-0002106  (Florida  Department  of 
Health  and  Rehabilitative  Services);  SHR-0002107  (Virginia  Joint 
Legislative  Audit  and  Review  Commission);  SHR-0002108  (San 
Diego  County  Office  of  Program  Evaluation);  SHR-0002109  (Office 
of  Research  and  Program  Evaluation,  Human  Resources  Division, 
New  York,  New  York);  SHR-00021 10  (Program  Evaluation  and  Re- 
view Division,  Texas  Department  of  Puolic  Welfare);  SHR-00021 1 1 
(Development  of  Productivity  Measurement  Systems  for  State  Gov- 
ernment, Office  of  the  Governor,  State  of  Washington);  and  SHR- 
00021 12  (Program  Evaluation  Resource  Center,  Hennepin  County 
Mental  Health  Service,  Minneapolis,  Minnesota). 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  Re- 
search and  Evaluation  Planning  and  Administration,  Case  or  Site 
Study  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1189  PROJECT  NO:  ASPE/SSP  76-138 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0158 
COST    (In  Thousands):  FY  76-$53 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '76  through  February  '77 
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PROJECT  TITLE:  Assessment  of  the  Usefulness  of  AFDC  and 
Medicaid  Quality  Control  Information  for  Management 
Improvement 

REPORT  TITLE:  Assessment  of  the  Usefulness  of  AFDC  and 
Medicaid  Quality  Control  Information  for  Management 
Improvement 
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PERFORMER:  Macro  Systems,  Inc..  8630  Fentoii  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Jewell,  Mike;  Rm  435D,  HHH  BIdg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

FSA-Assistaiice  Payments-AFDC; 

HCFA-Quality  Control; 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  This  study  addressed  whether  quality  control  data  are 
useful  to  states  for  management  improvement  (i.e.,  error  reduction). 
Seven  state  Aid  to  Families  with  Dependent  Children  (AFDC)  pro- 
grams and  five  state  Medicaid  programs  were  chosen  for  the  study 
because  they  were  considered  well  managed.  Chapter  I  discusses  the 
"intended"  quality  control  systems  in  the  AFDC  and  Medicare  pro- 
grams. Chapter  II  addresses  the  actual  state  activities  in  quality  con- 
trol and  corrective  action.  Chapter  III  evaluates  the  usefulness  of  the 
federally  mandated  quality  control  data  for  management  purposes. 
Chapter  IV  concludes  that  these  data  are  useful  to  the  states  for 
program  management  improvement,  but  a  more  prescriptive  ap- 
proach to  specifying  mechanisms  of  state  data  analysis  and  use  of 
quality  control  data  for  the  development  of  corrective  action  should 
not  be  taken.  (Final  report  78  pages  plus  appendices.) 
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ABSTRACT:  The  National  Long-Term  Care  Demonstration  Clinical 
Baseline  Assessment  Instrument  (C-BAI)  is  a  modification  of  the 
original  clinical  and  research  instrument  used  in  the  Channeling 
demonstration.  This  instrument  was  used  to  conduct  face-to-face  in- 
terviews with  very  impaired  elderly  clients  who  wanted  to  remain  in 
their  own  homes.  This  guide  provides  trainers  with  materials  for  a 
three-day  training  program  on  use  of  the  C-BAI  utilizing  a  case-study 
method  designed  to  give  workers  experiential  training  in  the  tech- 
niques of  effective  assessment.  The  C-BAI  Instrument  Set  consisting 
of  blank  forms  and  the  Training  Manual  designed  for  individual 


workers  is  included  (Instrument  Set  also  available  separately).  Chan- 
neling was  an  HHS  initiative  designed  to  test  in  10  sites  in  10  states, 
under  rigorous  experimental  conditions,  the  extent  to  which  a  com- 
munity-based long-term  care  system  that  combines  case  management, 
care  planning,  and  the  delivery  of  health  and  social  services  is  a 
cost-effective  alternative  to  the  present  medical/institutional  system 
of  long-term  care.  Temple  University  provided  training  and  technical 
assistance  to  the  10  sites  and  Mathematica  Policy  Research,  Inc., 
conducted  the  evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A- 
2166.P,  2I66.R-2I66.Z,  and  2648-2648.2. 
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ABSTRACT:  This  study  examined  the  role  of  assets  in  labor  supply 
functions.  Although  assets  have  been  used  with  increasing  frequency 
to  measure  the  response  of  hours  worked  to  nonwage-related  income, 
researchers  believed  that  it  was  incorrect  to  include  them  in  a  labor 
supply  function.  They  used  a  simple  life-cycle  model  to  examine  the 
expected  relationships  between  working  hours  and  assets.  The  sav- 
ings behavior  implied  by  the  life-cycle  model  shows  that  savings  are 
determined  by  a  life-cycle  variation  in  the  wage  rates  of  family  mem- 
bers and  the  interplay  of  interest  rates  and  time  preferences.  The 
asset-hours  relationship  is  discussed  in  four  separate  examples.  Within 
each  example,  a  statistical  relationship  between  net  assets  and  labor 
supply  exists,  but  this  is  independent  of  any  wealth  arising  from  assets 
from  labor  supplied.  The  researchers  attempted  some  empirical  ap- 
plications, using  data  from  the  1967  Survey  of  Economic  Opportuni- 
ty. The  most  direct  test  consisted  of  estimating  a  life-cycle  savings 
function,  and  the  signs  of  the  coefficients  seemed  to  be  generally 
consistent  with  the  predictions  of  the  model.  (Final  report  50  pages.) 

DESCRIPTORS:  Women,  Labor  Markets  and  Problems,  Income  Dis- 
tribution .  ,  .  • 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0722  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 


2^  COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


Accession  No.  0062 


CONTRACT/GRANT  NO:  90088-D-74-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '74  through  May  '75 


0060 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  Civil  Service  Reform  in  the 
Department  of  Health  and  Human  Services 

REPORT  TITLE:  Better  Management  through  Personnel  System 
Reform:  Has  the  Civil  Service  Reform  Act  Helped? 

PERFORMER:  Advanced  Technology,  Inc.,  12001  Sunrise  Valley 
Drive,  Reston  VA  22091 

PROJECT  OFFICER:  Schmidt,  Richard 

PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  The  purpose  of  the  project  was  to  monitor  and  evaluate 
the  effectiveness  of  the  Civil  Service  Reform  Act  (CSRA)  within  the 
Department  of  Health  and  Human  Services.  The  study  included  mail 
questionnaire  surveys  of  members  of  the  Senior  Executive  Service 
(SES)  for  three  years,  case  studies  of  selected  agencies  to  determine 
the  impact  of  the  CSRA  on  agency  management  and  performance, 
in-depth  interviews  with  selected  SES  members  and  representatives 
of  top  management,  and  analysis  of  data  provided  by  the  Office  of  the 
Assistant  Secretary  for  Personnel  Administration.  The  study  found 
that  the  mechanisms  outlined  m  the  act  (such  as  the  new  performance 
management  system  and  bonus  awards)  were  in  place  and  operating. 
It  also  identified  examples  of  creative  uses  of  these  new  personnel 
tools.  The  study  further  concluded,  however,  that  additional  changes 
would  depend  on  the  commitment  of  top  management  to  continued 
innovation  and  use  of  the  system. 
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ABSTRACT:  The  block  grants  created  by  the  Omnibus  Reconciliation 
Act  of  1981  (Public  Law  97-35)  consolidated  funding  and/or  simpli- 
fied federal  regulation  in  many  diverse  program  areas.  At  the  same 
time  states  were  presented  with  new  direction;  they  were  also  faced 
with  the  immediate  need  to  exercise  that  discretion  to  accommodate 
reduced  funding.  Given  this  movement  toward  block  grants,  this 
study  examined  whether  the  states  had  an  ongoing  commitment  to 
activities  previously  supported  by  categorical  grants  or  had  aban- 
doned these  programs.  Focus  is  on  the  FY  1982  and  FY  1983  im- 
plementation of  six  of  the  seven  block  grants  administered  by  HHS: 
Social  Services  Block  Grant,  Low-Income  Home  Energy  Assistance 
Block  Grant,  Community  Services  Block  Grant,  Maternal  and  Child 
Health  Services  Block  Grant,  Preventive  Health  and  Health  Services 
Block  Grant,  and  Alcohol,  Drug  and  Mental  Health  Services  Block 
Grant.  See  also  PIC  ID  No.  2101.1. 
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ABSTRACT:  This  study  of  board  and  care  homes  and  the  services 
provided  to  their  mentally  retarded,  mentally  ill,  or  elderly  residents 
involved  a  seven-state  survey  and  led  to  a  description  of  each  state's 
delivery  system  and  the  place  of  board  and  care  homes  in  each  sys- 
tem, an  analysis  of  state  regulations,  a  set  of  model  regulations,  and 
a  review  of  the  literature.  The  final  product  is  a  public  use  data  tape. 
Data  are  based  on  764  interviews  with  facility  operators,  an  in- 
dependent assessment  of  each  facility,  3,956  interviews  with  resi- 
dents, 712  interviews  with  family  members  and  150  interviews  with 
professional  service  providers.  The  study  found  that  efforts  for  the 
mentally  retarded  were  more  successful  than  those  for  the  mentally 
ill  or  the  elderly.  Differences  were  found  in  the  care  provided  to  the 
three  categories  of  residents  in  the  size  of  facilities,  their  location. 
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their  ownership,  fees,  regulations,  staffing,  services,  and  in  the  resi- 
dents' turnover,  employment,  physical  status,  and  family  and  social 
relations.  The  study  recommends  that  (1)  discussion  and  research 
begin  with  the  development  of  criteria  to  measure  and  attain  mini- 
mum standards  of  care;  (2)  standards  be  enforceable  at  the  federal 
level;  (3)  funding  be  increased  for  residential  facilities;  (4)  in-home 
care  be  expanded;  and  (5)  community  receptivity  be  increased.  Two 
tapes  containing  data  collected  for  this  research  project  are  available 
from  NTIS. 
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ABSTRACT:  The  objective  of  this  paper  is  to  review  the  literature  on 
payment  policies  in  other  industries  (1)  to  determine  the  types  of 
payment  methodologies  that  are  and  have  been  used;  (2)  to  assess  the 
desirability  of  alternative  approaches  based  on  the  results  of  empirical 
studies;  and  (3)  to  relate  this  experience  to  Medicare  capital  payment 
options.  Specifically,  the  paper  provides  more  detailed  information  of 
(1)  the  regulation  and  capital  payment  policies  in  the  defense  industry 
and  within  the  Civil  Aeronautics  Board;  (2)  trends  in  the  sources  of 
funds  for  investment  in  the  U.S.  economy  as  a  whole;  and  (3)  an 
examination  of  the  experience  of  other  industries  and  the  insights  that 
may  be  useful  in  shaping  the  development  of  Medicare  capital  pay- 
ment policies.  See  also  PIC  ID  Nos.  2108-2108.2  and  2108.4-2108.7. 
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ABSTRACT:  This  set  of  materials  includes  the  care  plan  and  reassess- 
ment forms  and  guidelines  for  their  use.  These  should  be  useful  to 
persons  actually  engaged  in  case  management  as  well  as  their  trainers. 
The  care  plan  is  organized  to  describe  problems,  outcome  measures, 
types  of  help  needed  and  informal/formal  service  providers.  Reas- 
sessment in  channeling  was  done  every  six  months  or  when  an  event 
triggered  a  need  for  re-evaluation  of  the  care  plan.  The  reassessment 
form,  organized  for  easy  clinical  use,  is  significantly  shorter  than  the 
clinical  baseline  assessment  instrument.  Channeling  was  an  HHS 
initiative  designed  to  test  in  10  sites  in  10  states,  under  rigorous 
experimental  conditions,  the  extent  to  which  a  community-based 
long-term  care  system  that  combines  case  management,  care  planning 
and  the  delivery  of  health  and  social  services  is  a  cost-effective  alter- 
native to  the  present  medical/institutional  system  of  long-term  care. 
Temple  University  provided  training  and  technical  assistance  to  the 
10  sites  and  Mathematica  Policy  Research,  Inc.,  conducted  the 
evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.D, 
2166.F-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  Case  management  involves  working  with  a  client  and 
family  to  agree  upon  problems,  goals,  and  services  necessary  to  sup- 
port the  client  in  the  community.  Data  collected  from  an  assessment 
is  used  to  develop  a  care  plan.  Case  management  includes  arranging 
services,  monitoring  the  client's  situation  on  an  ongoing  basis  and 
adjusting  the  service  package  as  needed.  This  guide  presents  an  out- 
line and  course  content  for  a  three-day  training  program  in  case 
management  utilizing  the  tools,  documents  and  techniques  developed 
for  the  channeling  demonstration.  The  course  utilizes  a  case  study 
method  designed  to  give  workers  experiential  training  in  the  tech- 
niques of  case  management.  Included  is  the  Case  Management  Forms 
Set  (also  available  separately)  containing  the  care  plan  and  reassess- 
ment forms  and  guidelines  for  their  use.  Channeling  was  an  HHS 
initiative  designed  to  test  in  10  sites  in  10  states,  under  rigorous 
experimental  conditions,  the  extent  to  which  a  community-based 
long-term  care  system  that  combines  case  management  and  the  deliv- 
ery of  health  and  social  services  is  a  cost-effective  alternative  to  the 
present  medical/institutional  system  of  long-term  care.  Temple  Uni- 
versity provided  training  and  technical  assistance  to  the  10  sites  and 
Mathematica  Policy  Research,  Inc.,  conducted  the  evaluation.  See 
also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.F,  2166.H-2166.Z,  and 
2648-2648.2. 
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ABSTRACT:  This  report  describes  in  detail  the  13  case  studies  used  as 
the  basis  for  a  study  of  the  management  of  demonstration  programs 
in  HHS.  The  case  studies  address  the  use  of  demonstrations  by  agen- 
cies and  the  means  by  which  the  agencies  (1)  plan  programs;  (2) 
solicit,  select,  and  evaluate  performers;  (3)  implement  projects;  and 
(4)  disseminate  and  aid  in  the  use  of  demonstration  results.  The  case 
studies  show  that  (1)  program  planning  usually  emphasized  new 
initiative  or  the  fine-tuning  of  old  ones;  (2)  most  demonstration  pro- 
jects were  supported  by  grants;  (3)  outside  experts  contributed  signifi- 
cantly to  the  technical  evaluation  of  proposals  in  all  programs;  (4) 
programs  that  served  federal  audiences  and  specified  the  tasks  to  be 
performed  tended  to  use  a  controlling  strategy  to  ensure  that  the 
projects  operated  more  or  less  as  planned,  while  those  serving 
nonfederal  audiences  tended  to  use  a  facilitating  strategy  to  help 
individual  projects  evolve  successfully  even  if  their  purposes 
changed  over  time;  (5)  evaluation  constituted  an  important  manage- 
ment problem  and  approaches  to  it  varied;  and  (6)  most  programs 
considered  their  dissemination  and  utilization  strategies  to  be  satisfac- 
tory, but  the  Public  Health  Service  (PHS)  programs  seemed  to  dis- 
seminate and  promote  the  use  of  policy-implementing  demonstration 
results  most  effectively.  See  also  PIC  ID  No.  2286.  (Final  report  343 
pages.) 

DESCRIPTORS:  Demonstration  Projects,  Case  or  Site  Study  Feature, 
Grant  and  Contract  Management,  Management  Techniques 
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ABSTRACT:  The  report  discusses  methods  of  calculating  personal 
income  that  takes  into  account  both  monetary  and  nonmonetary  re- 
ceipts. Measures  of  income  that  include  only  money  do  not  give  an 
accurate  picture  of  relative  economic  well-being,  since  in-kind  in- 
come may  constitute  a  large  part  of  the  total  amount.  If  the  incomes 
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of  recipients  of  federal  benefits  included  allowances  for  receipt  of 
food  stamps,  public  housing.  Medicaid,  and  social  services,  they 
would  more  accurately  reflect  true  value.  The  author  examines  meth- 
ods of  valuing  in-kind  income.  These  included  the  utility  approach, 
the  relative  cash-equivalent,  the  exchange  value,  and  the  demand 
theory.  Project  objectives  included  providing  a  basis  for  determining 
what  should  be  included  in  income;  placing  monetary  value  on  in- 
kind  elements;  and  valuing  empirically  food  stamps,  health  insurance. 
Medicaid,  and  public  housing.  (Final  report  249  pages.) 
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ABSTRACT:  Phase  I  of  this  study  of  human  services  information  clear- 
inghouses produced  a  working  definition  of  the  term  "information 
clearinghouse"  and  included  an  extensive  data-collection  effort  to 
identify  all  known  human  services  resource  organizations.  This  re- 
port on  Phase  I  contains  descriptive  profiles  of  1 57  organizations  that, 
as  of  June  1980,  disseminated  human  services-related  information  on 
a  national,  regional,  or  statewide  basis  to  researchers,  practitioners, 
administrators,  and  the  general  public.  In  addition  to  clearinghouses, 
the  catalog  mcludes  profiles  of  information  analysis  centers,  special 
libraries,  "document  depots,"  resource  centers,  abstracting  and  in- 
dexing services,  and  diffusion  networks.  This  report  is  No.  15  in 
Project  Share's  Human  Services  Monograph  Series.  See  also  PIC  ID 
Nos.  1911.1  and  1911.2.  (Final  report  343  pages.) 
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ABSTRACT:  Case  management  is  the  process  of  integrating  and  syn- 
thesizing information  from  an  assessment  into  a  care  plan.  It  involves 
working  with  a  client  and  family  to  agree  upon  problems,  goals,  and 
services  necessary  to  support  the  client  in  the  community.  Case  man- 
agement also  includes  arranging  for  services,  monitoring  the  client's 
situation  on  an  ongoing  basis,  and  adjusting  the  service  package  as 
needed.  This  manual  contains  an  overview  of  the  core  functions  of 
the  channeling  program  and  the  role  of  the  case  manager  and  de- 
scribes support  functions  such  as  record  keeping.  It  is  a  basic  primer 
covering  the  principles  of  good  practice  for  case  managers.  Channel- 
ing was  an  HHS  initiative  designed  to  test  in  10  sites  in  10  states, 
under  rigorous  experimental  conditions,  the  extent  to  which  a  com- 
munity-based long-term  care  system  that  combines  case  management, 
care  planning  and  the  delivery  of  health  and  social  services  is  a 
cost-effective  alternative  to  the  present  medical/institutional  system 
of  long-term  care.  Temple  University  provided  training  and  technical 
assistance  to  the  10  sites  and  Mathematica  Policy  Research,  Inc., 
conducted  the  evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A- 
2166. E,  2166.G-2166.Z,  and  2648-2648.2. 
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stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
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ABSTRACT:  The  National  Long-Term  Care  Channeling  Demonstra- 
tion was  established  by  the  Department  of  Health  and  Human  Ser- 
vices to  evaluate  community-based  approaches  to  long-term  care  for 
the  elderly.  This  demonstration  tested  whether  a  carefully  managed 
approach  to  the  provision  of  community-based  long-term  care  could 
help  control  overall  long-term  care  costs  while  maintaining  or  im- 
proving the  well-being  of  its  elderly  clients.  This  report  is  based  on 
a  preliminary  analysis  of  interview  data  at  six-month  follow-up  for  a 
sample  of  approximately  3000  enrollees.  The  demonstration  has  been 
successful  identifying  those  at  high  risk  of  being  institutionalized,  that 
is,  an  extremely  frail  group  experiencing  severe  physical  limitations. 
While  channeling  was  not  introduced  into  an  environment  free  of 
case  management,  those  in  the  treatment  group  received  substantially 
more  case  management  services  than  those  in  the  control  group.  The 
six-month  evidence  shows  that  channeling  increased  the  receipt  of 
formal  community  services  although  there  was  some  variation  be- 
tween the  two  models  tested.  The  financial  model  control  model  had 
a  larger  effect,  as  expected,  than  the  basic  case  management  model 
due  to  a  greater  ability  to  authorize  and  pay  for  services.  The  propor- 
tions of  those  receiving  in-home  services  increased  in  both  the  control 
and  treatment  groups  with  the  treatment  group  increases  being  sig- 
nificantly larger.  See  also  PIC  ID  Nos.  2166. 1-2166.9,  2166.A-2166.Z, 
and  2648-2648.2.  ,  , 
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ABSTRACT:  Both  the  treatment  group  and  control  group  members  in 
the  channeling  demonstration  used  community  services  extensively. 
Channeling  increased  the  use  of  services  by  the  treatment  group 
compared  to  the  control  group.  The  expectations  at  the  outset  of  the 
demonstration  were  that  such  increases  would  be  due  to  the  fact  that 
greater  numbers  of  the  elderly  would  remain  in  the  community,  as 
well  as  increased  use  of  services  by  those  already  in  the  community. 
In  reality,  all  the  observed  service-use  increases  were  due  to  the  latter 
effects,  since  no  impact  was  observed  on  mortality  or  institutionaliza- 
tion. The  largest  increases  in  service  use  were  observed  for  personal 
care  and  housekeeping  services,  which  are  the  ones  usually  not  cov- 
ered by  existing  public  programs  or  private  insurance.  There  were 
increases  in  public  and  total  costs.  At  the  same  time,  there  is  evidence 
that  in  the  financial  control  model  projects  were  able  to  use  their 
purchasing  power  to  reduce  the  per-unit  costs  of  some  services.  See 
also  PIC  ID  Nos.  2166-2166.9.  2166.A-2166.I,  2166.K-2166.Z,  and 
2648-2648.2. 
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ABSTRACT:  The  impacts  of  the  Channeling  demonstration  on  hospi- 
tal, nursing  home  and  other  medical  service  use  as  well  as  mortality 
can  be  summarized  as  follows;  (1)  channeling  had  no  impact  on 
mortality;  death  rates  for  the  treatment  and  control  groups  were  \  ery 
high,  but  not  statistically  significant;  (2)  the  population  served  was 
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not  at  high  risk  of  institutionahzation;  (3)  private  persons  and  Medi- 
caid were  the  major  payors  for  nursing  home  care;  (4)  nursing  home 
use  and  expenditures  were  lower  for  the  treatment  group  and  the 
control  group,  but  the  differences  were  not  large  and  generally  not 
statistically  significant;  (5)  reductions  in  nursing  home  use  in  the  basic 
model  were  concentrated  in  one  site  (Southern  Maine);  (6)  channel- 
ing reduced  nursing  home  use  for  persons  in  a  nursing  home  at  the 
time  of  their  screen  for  channeling  eligibility;  and  (7)  control  group 
hospital  use  and  expenditures  were  very  high,  although  they  de- 
creased over  time.  The  control  group  exhibited  a  high  use  of  and 
expenditures  on  other  medical  services.  Channeling  had  no  impact  on 
the  use  of  or  expenditures  for  hospital,  physician,  and  other  medical 
services.  See  also  PIC  ID  Nos.  2166-2166.5,  2166.7-2166.9,  2166.A- 
2166.Z,  and  2648-2648.2. 
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ABSTRACT:  Channeling  was  expected  to  increase  the  use  of  formal 
community-based  care  by  the  frail  elderly.  However,  if  this  led  to 
substitution  of  formal  for  informal  care,  the  public  sector  would  then 
be  paying  for  services  otherwise  provided  by  family  and  friends. 
There  was  no  evidence  that  such  substitution  occurred  in  the  basic 
case  management  model.  In  the  financial  control  model,  channeling 
did  lead  to  modest  substitution  of  certain  services,  but  there  is  no 
evidence  of  widespread  substitution.  Nor  is  there  evidence  of  reduc- 
tions in  informal  care  by  primary  caregivers.  The  effect  appears  to  be 
due  to  withdrawal  by  some  friends  and  neighbors.  Additionally, 
channeling  improved  the  well-being  of  primary  caregivers  by  some 
measures,  such  as  reducing  caregiver  worry  about  receiving  suffi- 
cient help  and  increasing  overall  life  satisfaction.  See  also  PIC  ID 
Nos.  2166-2166.9,  2I66.A-2166.J,  2166.L-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  report  presents  channeling's  impacts  on  the  quality 
of  clients"  lives.  The  two  client-centered  case  management  models 
that  the  channeling  demonstration  tested  were  (1)  the  basic  case 
management  model,  which  augmented  the  case  management  inter- 
vention with  a  small  amount  of  direct  service  purchasing  power  to 
fill  service  gaps;  and  (2)  the  financial  control  model,  which  through 
the  pooling  of  categorical  program  funds  in  the  catchment  area  per- 
mitted channeling  case  managers  to  order  the  amount,  duration,  and 
scope  of  services  they  deemed  necessary  subject  to  a  number  of  cost 
controls.  The  two  components  of  the  channeling  intervention— com- 
prehensive case  management  and  direct  provision  of  formal  services- 
were  expected  to  affect  life  quality  directly  (the  result  of  providing 
more  comprehensive  case  management  and  expanded  services  to  peo- 
ple who  would  have  been  in  the  community  even  without  channel- 
ing) and  indirectly  (the  result  of  an  expected  reduction  in 
institutionalization).  Effects  were  expected  in  three  major  dimensions 
of  life  quality:  unmet  need/satisfaction  with  service  arrangements; 
social  and  psychological  well-being;  and  functioning.  The  results 
generally  bear  out  these  expectations.  See  also  PIC  ID  Nos.  2166- 
2166.9,  2166.B-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Health  Care  Delivery  Sys- 
tems, Nursing  Homes,  Handicapping  Conditions  and  Problems, 
Facilities,  Research  and  Evaluation  Methods  Feature,  Demonstra- 
tion Projects,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2 166. A  PROJECT  NO:  ASPE/SSP  80-09.1 

FUND  SOURCE:  Research  NTIS  NO:  PB  86-218690/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 

COST    (In  Thousands):  Not  available  i-,.  ' 
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Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  The  10  sites  of  the  National  Long-Term  Care  Channeling 
Demonstration  provided  case  management  to  very  impaired  elderly 
clients  who  wished  to  remain  in  the  community.  Five  of  the  sites  that 
developed  the  financial  control  model  could  pay  for  services  from  a 
pool  of  waiver  dollars  and  state  and  local  funds.  This  report  describes 
the  computerized  and  manual  cost  control  system  that  was  used  by 
the  five  financial  control  model  sites  to  keep  service  expenditures  for 
clients  below  a  pre-determined  level  or  "cap."  The  system's  strengths 
and  weaknesses  are  described  and  recommendations  are  included. 
Channeling  was  an  HHS  initiative  designed  to  test  in  10  sites  in  10 
states,  under  rigorous  experimental  conditions,  the  extent  to  which  a 
community-based  long-term  care  system  that  combines  case  manage- 
ment, care  planning,  and  the  delivery  of  health  and  social  services  is 
a  cost-effective  alternative  to  the  present  medical/institutional  system 
of  long-term  care.  Temple  University  provided  training  and  technical 
assistance  to  the  10  sites  and  Mathematica  Policy  Research,  Inc., 
conducted  the  evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A- 
2166.S,  2166.U-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care.  Elderly.  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166.T  PROJECT  NO:  ASPE/SSP  80-09.29 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PB  86-240041/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO  100-80-0133 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '80  through  July  '85 
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ABSTRACT:  This  catalog  presents,  in  summary  form,  detailed  and 
comprehensive  descriptions  of  the  characteristics  of  the  major  gener- 
al assistance  (GA)  programs  in  each  of  the  50  states  and  the  District 
of  Columbia.  General  assistance  is  a  generic  term  used  to  comprise 
all  state  and  local  programs  of  continuing  or  emergency  income 
assistance.  The  information  presented  in  the  catalog  was  derived 
primarily  from  a  mail  and  telephone  survey  of  GA  programs  in  each 
state.  The  survey  instrument  was  designed  to  collect  information  on 
program  purpose  and  administrative  structure,  costs  and  caseloads, 
most  common  uses,  eligibility  requirements,  standards  of  assistance, 
payment  methods,  medical  assistance,  work  programs,  and  relation- 
ship of  GA  to  SSI  and  AFDC.  The  catalog  is  organized  into  sections 
containing  format  and  rules  (including  key  definitions),  a  glossary  of 
abbreviations  and  terms,  and  state-by-state  descriptions  of  general 
assistance  programs.  The  catalog  was  prepared  as  part  of  a  larger 
study  to  assess  the  impact  of  the  April  1982  changes  in  Federal 
Refugee  Assistance  Regulations,  which  for  the  first  time  involved  the 
federal  government  in  state  and  local  general  assistance  programs. 
See  also  PIC  ID  No.  2269. 

DESCRIPTORS:  Immigrants  Refugees  and  Aliens,  Low-Income  Popu- 
lation, State  or  Local  Administration.  Survey  or  Questionnaire  Fea- 
ture, Income  Maintenance 
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Available  from  NTIS 
START/END  DATES:  September  '82  through  May  '83 


0077 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Review  of  Research  on  Welfare  Dependency 

REPORT  TITLE:  Child  Support  and  Dependency 
PERFORMER:  Brandeis  University,  The  Florence  Heller  Graduate 
School,  Waltham  MA  02254,  Ellwood,  David,  and  Lerman, 

Robert 

PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 
202-245-7148 


PROJECT  DESCRIPTIONS 


31 


Accession  No.  0077 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement  (Entire  Program  Area); 
X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  paper  reviews  the  hterature  on  how  much  the  non- 
payment of  child  support  contributes  to  poverty  and  welfare  depend- 
ency. The  report  covers  (1)  data  on  child  support  payments;  (2)  the 
potential  for  increased  child  support  collections;  (3)  studies  of  varia- 
tions in  receipt  of  child  support;  (4)  studies  of  the  father's  child 
support  payments  and  capacity  to  pay;  (5)  the  expected  behavioral 
responses  of  mothers  to  increased  child  support  payments;  and  (6) 
conclusions  and  topics  for  further  study.  The  research  shows  that  (1) 
nonpayment  or  underpayment  of  existing  awards;  (2)  failure  to  estab- 
lish a  support  award;  and  (3)  low  award  levels  relative  to  the  income 
of  absent  parents  are  responsible  for  child  support  underpayments. 
Robert  I.  Lerman  of  Brandeis  University  is  the  author  of  this  paper. 
See  also  PIC  ID  Nos.  2624-2624.2  and  2624.4-2624.7.  (Final  report  39 
pages.) 

DESCRIPTORS:  Families  with  Dependent  Children,  Low-Income 
Population,  Welfare  Dependency,  Child  Support,  Literature  Review 
Feature,  Economic  Analysis  Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  2624  3  PROJECT  NO:  ASPE/ISP  86-01 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-86-0021 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '86  through  June  "87 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  dictionary  contains  a  minimum  set  of  data  elements 
for  successful  Title  IV-D  (Child  Support  Enforcement)  system  proc- 
essing. The  data  elements  included  are  those  that  have  been  found 
necessary  in  a  typical  child  support  enforcement  system.  The  data 
elements  reflect  information  requirements  for  (1)  Title  IV-D,  as  set 
forth  in  the  Certification  Guide;  (2)  Interstate  Case  Processing,  as 
contained  in  the  draft  interstate  data  elements  and  proposed  interstate 
forms;  (3)  Internal  Revenue  Service  (IRS)  intercept  data  submission; 
and  (4)  Federal  Parent  Location  Service  (FPLS)  submission  require- 
ments. The  dictionary  is  divided  into  three  major  sections  that  relate 
to  the  functional  types  of  data  within  a  Title  IV-D  case;  these  sections 
are  further  divided  into  data  segments.  The  sections  and  data  seg- 
ments are  (1)  case  data:  general,  custodial  parent,  absent  parent,  and 
child;  (2)  case  management  data:  case  processing,  location,  paternity, 
obligation,  enforcement,  and  liens  and  bonds;  and  (3)  financial  man- 
agement data:  billing,  payment,  distribution,  and  fees.  A  few  of  the 
data  elements  included  are  absent  parent  previous  address,  interstate 
county,  and  past  due  balance. 


DESCRIPTORS:  Information  Processing,  Child  Support,  Information 
Systems  ■  .■ 

STUDY  TYPE:  Other 

PIC  ID  NO:  2976  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-84-0035 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '86  through  April  '87 
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PROJECT  TITLE:  Review  of  Research  on  Welfare  Dependency 

REPORT  TITLE;  Class,  Culture,  Poverty,  and  Welfare 
PERFORMER:  Brandeis  University,  The  Florence  Heller  Graduate 
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X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  paper  seeks  to  assess  the  extent  to  which  the  con- 
cepts of  social  class  and  culture  are  useful  in  understanding  poverty 
and  welfare  dependency,  and  in  particular  for  understanding  whether 
poverty  and  dependency  are  inherited  by  generations.  The  report 
concludes  that  there  exists  overwhelming  evidence  that  culture  is 
responsive  to  changes  in  the  environment  and  that  lasting  changes  in 
people's  behavior  develop  only  from  lasting  changes  in  their  environ- 
ment. Lee  Rainwater  of  Harvard  University  is  the  author  of  this 
report.  See  also  PIC  ID  Nos.  2624,  2624.1,  and  2624.3-2624.7.  (Final 
report  54  pages.) 
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ABSTRACT:  The  National  Long-Term  Care  Demonstration  Clinical 
Baseline  Assessment  Instrument  (C-BAI)  is  a  modiTication  of  the 
original  clinical  and  research  baseline  assessment  instrument  used  in 
the  demonstration.  The  instrument  was  used  to  conduct  face-to-face 
interviews  of  elderly  clients  who  wanted  to  remain  in  their  own 
homes.  Assessment  interviews  usually  took  one  to  one  and  one-half 
hours  to  complete.  Two  versions  of  the  form  were  used:  one  for 
clients  being  interviewed  in  their  community  residence  and  one  for 
clients  being  interviewed  in  an  institution.  This  set  includes  both 
institutional  and  community  versions  of  the  ir;strument  and  a  training 
manual  designed  to  introduce  workers  to  the  instrument.  Channeling 
was  an  HHS  initiative  designed  to  test  in  10  sites  in  10  states,  under 
rigorous  experimental  conditions,  the  extent  to  which  a  community- 
based  long-term  care  system  that  combines  case  management,  care 
planning,  and  the  delivery  of  health  and  social  services  is  a  cost- 
effective  alternative  to  the  present  medical/institutional  system  of 
long-term  care.  Temple  University  provided  training  and  technical 
assistance  to  the  sites  and  Mathematica  Policy  Research,  Inc.,  con- 
ducted the  evaluation.  See  also  PIC  ID  Nos.  2166-2166.9.  2166  A- 
2I66.Q,  2166.S-2I66.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 
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ABSTRACT:  This  project  will  develop  a  systematic  plan  for  the  de- 
partment to  encourage  the  dissemination  and  application  of  clinically 
useful  information  on  medical  practices.  In  particular,  the  contractor 
will  provide  strategies  to  (1)  ensure  that  resources  for  protocol  deve- 
lopment are  targeted  toward  priority  clinical  situations;  (2)  enhance 
the  application  of  information  produced;  and  (3)  coordinate  and 
evaluate  public  and  private  efforts  to  improve  the  quality  of  care  and 


reduce  inappropriate,  costly  care.  Information  for  this  project  will  be 
drawn  from  recent  literature  on  alternative  approaches  to  influencing 
clinical  practice  patterns  and  from  interviews  with  individuals  and 
groups  who  currently  use  or  could  heneni  from  clinical  practice 
guidelines.  See  also  PIC  ID  No.  3128. 

DESCRIPTORS:  Medical  Practice,  Quality  Assurance 
STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  The  purpose  of  this  project  is  to  critique  existing  systems 
for  enhancing  quality  medical  care.  A  comprehensive  summary 
("white  paper")  will  be  developed  to  ( 1 )  review  the  literature  on  how 
physicians  and  other  health  professionals  acquire  information  regard- 
ing clinical  practices;  (2)  identify  and  review  existing  models,  proto- 
cols, and  guidelines  for  enhancing  quality  medical  care;  and  (3) 
develop  a  taxonomy  of  clinical  decision-making  systems  and  their 
potential  uses  to  improve  the  quality  of  health  care  delivery.  The 
information  for  this  project  will  be  drawn  from  recent  literature  on 
clinical  practice  protocols  and  from  interviews  with  public-  and  pri- 
vate-sector experts.  See  also  PIC  ID  No.3 128.1 
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ABSTRACT:  This  report  describes  the  changing  pattern  of  doctor 
location  in  nonmetropolitan  areas  and  presents  the  methodology  used 
to  construct  a  unique  probability  sample  of  small-town  communities. 
This  study  does  not  focus  on  individual  doctors  but  on  the  nature  of 
communities  that  compete  for  their  services.  With  the  increasing  pool 
of  doctors  who  are  willing  to  locate  in  rural  areas,  evaluation  of 
physician  personnel  policy  requires  insight  into  what  determines  a 
community's  ability  to  attract  new  practice.  Using  a  national  proba- 
bility sample,  a  profile  of  community  characteristics  was  gathered 
from  a  dozen  different  sources  and  combined  with  physician  data 
from  the  American  Medical  Association.  This  study  was  designed  to 
answer  two  key  questions:  (1)  To  what  degree  has  the  recent  increase 
in  rural  practices  been  shared  by  towns  of  all  sizes  and  in  all  regions? 
and  (2)  To  what  degree  do  noneconomic  variables  influence  physi- 
cian location? 
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ABSTRACT:  This  study  used  Medicaid  claims  data  to  evaluate  the  cost 
and  use  patterns  of  Medicaid  beneficiaries  who  use  CHCs  as  com- 
pared with  similar  Medicaid  beneficiaries  who  use  other  sources  of 
ambulatory  care.  Annual  cost  and  annual  use  of  inpatient  and  ambula- 
tory services  were  compared  for  groups  of  beneficiaries  in  Kentucky, 
Michigan,  and  Minnesota.  All  three  states  used  computerized  Medi- 
caid data  systems.  The  study  assessed  the  cost-effectiveness  of  CHCs 
and  developed  techniques  for  using  Medicaid  data  for  analyses  of 
costs  and  utilization  of  specified  provider  groups.  In  addition  to  the 
final  report  are  "Synthesis  of  Study  Findings";  the  three  state  case 
studies;  "Analytical  Plan";  "Sampling  Plan";  and  "Report  on  the 
Dataset",  most  of  which  are  available  from  PIC. 
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ABSTRACT:  This  study  was  designed  to  evaluate  the  effectiveness  of 
the  seed  money  approach  in  financing  CMHCs  in  accord  with 
CMHC  program  objectives.  However,  a  detailed  case  study  analysis 
reveals  that,  after  the  actual  termination  of  the  staffing  grants, 
CMHCs  find  that  the  potential  rate  of  growth  in  centers'  budgets 
cannot  keep  pace  with  inflationary  rises  in  program  costs.  Thus, 
providers  of  alternative  funds  come  with  their  own  program  priori- 
ties, which  often  differ  from  those  of  the  federal  CMHC  program. 
Although  there  are  no  discernible  changes  in  client  characteristics 
resulting  directly  from  the  termination  of  the  staffing  grants,  reduc- 
tion in  certain  services  suggests  a  potentially  negative  effect  on  the 
access  of  community  mental  health  services  to  the  poor  and  the 
elderly.  For  all  of  the  seed  money  achievements,  this  strategy  has 
been  marred  by  flaws  that  can  be  considered  in  future  policy  discus- 
sions. Among  these  flaws  are  the  CMHC  program's  inability  to  fully 
correct  the  maldistribution  of  mental  health  services  in  this  country; 
the  reluctance  of  federal  officials  to  plan  and  coordinate  community 
mental  health  services  with  state  agencies;  and  the  failure  to  train 
mental  health  executives  to  manage  centers  more  effectively  and 
thereby  maximize  the  returns  the  federal  government  has  made  in 
community  mental  health.  (Final  report  106  pages  plus  appendices 
and  case  studies.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Budgeting,  Fed- 
eral Role,  Grant-in-Aid  Formulas,  Mental  Health 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1180  PROJECT  NO:  ASPE/HP  76-111 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  288-751 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0205 
COST    (In  Thousands):  FY  76-$85 


34 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


Accession  No.  0088 


STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  September  '76  through  September  "77 


0086 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  National  Long-Term  Care  Channeling 
Demonstration 

REPORT  TITLE:  Community  Services  and  Long-Term  Care  Issues 

of  Negligence  and  Liability 
PERFORMER:  Temple  University,  Institute  on  Aging,  Philadelphia 

PA  19122 

PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED:  ' 

HCFA-Medicaid-Long  Term  Care; 
HD-AOA-Aging-Research  and 
Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  Agencies  operating  under  the  National  Long-Term  Care 
Channeling  Demonstration  program  had  complex  assignments  to  as- 
sess the  needs  of  older  people  requiring  long-term  care,  to  determine 
what  services  met  such  needs  and  to  arrange  for  the  delivery  of 
services.  Responsibility  for  a  client  was  spread  across  several  agen- 
cies, organizations,  and  individuals.  This  paper  examines  the  liability 
issues  inherent  in  the  practice  of  case  management  and  can  be  used 
as  a  guide  for  avoiding  liability,  and  avoiding  or  minimizing  risks  of 
negligence.  Channeling  was  an  HHS  initiative  designed  to  test  the 
extent  to  which  a  community-based  long-term  care  system  that  com- 
bines case  management  and  the  delivery  of  health  and  social  services 
is  a  cost-effective  alternative  to  the  present  medical/institutional  sys- 
tem of  long-term  care.  Temple  University  provided  training  and 
technical  assistance  and  Mathematica  Policy  Research,  Inc.,  conduct- 
ed the  evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.M, 
2166.0-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
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ABSTRACT:  Community  Shares  is  a  program  in  which  corporations 
and  public  employers  in  Portland,  Oregon,  contract  with  the  Child 
Care  Coordinating  Council  (4-C),  a  nonprofit  agency,  to  provide 
child  care  information,  advice  and  consultation,  referral,  resource 
development,  planning,  seminars,  and  evaluation  of  employee  child 
care  needs.  This  report  presents  Community  Shares  as  an  experiment 
in  alternative  financing.  It  discusses  the  program's  rationale  and  un- 
derlying assumptions  and  assesses  its  feasibility  based  on  evidence 
from  the  Portland  experiment.  Chapter  1  presents  the  rationale  for 
corporate  support  of  a  community  child  care  information,  referral, 
and  resources  development  program.  Chapter  2  describes  the  deve- 
lopment of  Community  Shares,  the  mobilization  of  community  sup- 
port, and  the  effort  to  market  the  program.  Chapter  3  identifies  the 
first  companies  to  participate  and  the  factors  that  were  important  in 
their  decisions  to  participate.  Chapter  4  discusses  major  issues  such 
as  the  need  for  the  service,  whether  it  is  an  employer  benefit  or  a 
community  service,  the  cost,  and  the  essential  elements  of  the  service. 
Chapter  5  summarizes  what  was  learned  from  the  Community  Shares 
project.  This  project  was  also  supported  by  Grant  No.  90-PD-86522 
from  the  Administration  for  Children,  Youth,  and  Families  and  by  a 
supplemental  grant  from  the  Office  of  Pi-ogram  Development,  Hu- 
man Development  Services.  (Final  report  70  pages  plus  appendices.) 
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ABSTRACT:  This  report  documents  the  methodology,  process,  and 
results  of  a  project  that  developed  a  performance  measurement  sys- 
tem for  the  National  Institute  of  Mental  Health's  (NIMH's)  Com- 
munity Support  Program  (CSP).  The  project  was  a  follow-up  to  an 
earlier  exploratory  evaluation  of  the  CSP.  It  also  included  a  short- 
term  evaluation  that  addressed  the  following  CSP  outcome  areas:  ( 1 ) 
establishment  of  a  state-level  organizational  unit;  (2)  definition  of  the 
target  population  and  its  needs;  (3)  state-level  mobilization;  (4)  re- 
source mobilization;  (5)  local  community  support  system  (CSS)  deve- 
lopment; and  (6)  statewide  service  improvement.  The  information 
indicates  that  the  1 7  CSP  states  have  undertaken  a  considerable  range 
of  activities  and  initiatives  to  focus  attention  on  and  address  the  needs 
of  the  chronically  mentally  ill.  See  also  PIC  ID  No.  1939. 

DESCRIPTORS:  Mental  Illness,  Community  Based  Care,  State  or  Lo- 
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ABSTRACT:  This  study  evaluated  the  relative  performance  of  differ- 
ent models  of  health  care  delivery  in  rural  communities.  Tier  III  of 
the  study  consisted  of  site  visits,  including  interviews  with  staff  and 
board  members,  to  40  rural  primary  care  projects  representing  vari- 
ous organizational  models  and  geographic  areas.  In  Tier  IV  data  were 
collected  from  residents  of  the  target  areas  of  each  of  these  projects 
and  from  residents  of  control  or  comparison  communities.  The  data 
are  useful  for  comparing  project  users  and  nonusers  in  terms  of  demo- 
graphic and  socioeconomic  characteristics,  health  services  utiliza- 
tion, satisfaction  with  source  of  care,  perceived  health  status, 
geographic  proximity  to  providers,  and  source  of  payment  for  medi- 
cal care.  The  report  includes  an  overview  of  the  community  surveys, 
the  sample  plan,  the  survey  instruments,  and  the  survey  execution. 
The  University  of  North  Carolina  Health  Services  Research  Center, 
JRB  Associates,  and  the  Robert  Wood  Johnson  Foundation  also 
contributed  to  the  development  and  completion  of  the  community 
surveys.  (Final  report  35  pages  plus  appendices.) 
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ABSTRACT:  This  report  analyzes  the  treatment  and  control  groups  in 
the  National  Long-Term  Care  Channeling  Demonstration  and  con- 
cludes that  the  randomization  procedure  resulted  in  groups  that  have 
very  similar  observable  characteristics.  Even  for  site-level  compari- 
sons, where  larger  differences  were  expected  because  of  smaller  sam- 
ple sizes,  the  number  of  statistically  significant  differences  was  no 
larger  than  would  be  expected  by  chance.  These  findings  iinply  that 
the  channeling  control  group  provided  a  reliable  measure  of  what 
would  have  happened  to  the  treatment  group  in  the  absence  of  the 
channeling  intervention.  Additionally  they  imply  that  other  investi- 
gations that  rely  on  screening  data  to  assess  other  possible  sources  of 
noncomparability  of  data  (e.g.,  noncomparability  of  baseline  assess- 
ment data  or  differential  sample  attrition)  would  not  be  confounded 
by  differences  between  groups  at  randomization.  See  also  PIC  ID 
Nos.  2166-2166.9,  2166.A-2166.K,  2166.M-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  The  principle  of  horizontal  equity  means  equal  treatment 
of  equals  (i.e..  policies  that  redistribute  economic  welfare  should 
levee  identical  taxes  or  provide  identical  transfers  to  all  units  with  the 
same  level  of  well-being;  the  redistribution  must  not  alter  or  reverse 
the  rank  order  of  units).  As  more  attention  has  been  paid  to  the 
concept  of  horizontal  equity,  methods  for  appropriately  measuring 
the  extent  of  horizontal  inequity  have  received  increased  scrutiny. 
This  study  provided  empirical  results  for  five  measures  of  horizontal 
inequity  using  alternative  definitions  of  economic  well-being.  This 
report  examines  the  concept  of  horizontal  inequity  and  develops  the 
reasons  for  properly  measuring  it;  (2)  describes  the  measures  of  hori- 
zontal inequity  and  well-being  and  the  data  set  used;  and  (3)  presents 
the  empirical  findings.  The  conclusion  does  not  identify  the  best  index 
on  the  basis  of  empirical  evidence.  The  findings,  however,  show  that 
(1)  the  choice  of  index  may  affect  one's  perceptions  of  the  relative 
amount  of  horizontal  inequity  of  different  redistributions;  (2)  the 
particular  needs  adjustment  affects  the  absolute  value  of  the  indices; 
and  (3)  the  choice  of  needs  adjustment  tends  to  have  little  effect  on 
how  each  index  scales  the  relative  degree  of  horizontal  inequity  of 
various  redistributions.  The  report  does  offer  some  suggestions  for 
improving  the  measures"  usefulness  for  policy  applications.  See  also 
PIC  ID  Nos.  2354-2354.2,  and  2354.4.  (Final  report  32  pages.) 
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ABSTRACT:  This  report  presents  the  findings  from  a  comparison  of 
publicly  and  privately  provided  social  service  programs.  Similarities 
and  differences  between  programs  delivered  by  non-profit  and  for- 
profit  providers,  and  between  private  programs  that  receive  govern- 
ment funds  and  those  that  do  not,  are  also  examined.  Part  I  of  the 
study  is  an  inventory  of  all  providers  of  alcoholism  services,  in-home 
health  care  and  residential  treatment  of  children  in  Boston,  Denver, 
and  Memphis.  Part  II  compares  various  types  of  providers  of  alcohol 
and  in-home  health  care  services  in  Denver.  The  objective  of  this 
exploratory  case  study  was  to  compare  selected  programs  as  to  costs 
of  service,  nature  of  the  client  population,  staffing  patterns,  qualifica- 
tions and  training,  management  flexibility  and  program  outcomes. 
The  service  system  in  the  three  cities  examined  had  a  wide  variety 
of  provider  and  funding  arrangements.  Not  only  is  the  system  diverse, 
but  it  has  changed  rapidly.  While  government  providers  are  com- 
monly perceived  as  major  funders  of  services,  the  study  did  not  find 
this  to  be  the  case  in  the  three  major  service  areas  examined.  The 
for-profit  service  sector  has  rapidly  grown.  Many  of  the  agencies 
studied  have  also  diversified  their  funding  sources  in  order  to  survive. 
However,  government  legislation  and  funding  policies  powerfully 
shape  the  service  delivery  area  structure. 

DESCRIPTORS:  Children  and  Youth,  Elderly,  Social  Services  Deliv- 
ery Systems,  Case  or  Site  Study  Feature,  Private  Sector 
STUDY  TYPE:  Program  Impact;  Program  Management  or  Efficien- 
cy 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0078 
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ABSTRACT:  This  project  encompassed  five  tasks  over  a  two-year 
period,  all  of  which  involved  estimation  of  the  costs  of  various  nation- 
al health  insurance  (NHI)  proposals.  Task  1  involved  the  preparation 
of  the  official  HEW  cost  estimates  for  the  Administration's  national 
health  insurance  proposal  of  1974  (CHIP).  Task  2  covered  prepara- 
tion of  a  report  entitled  "Estimated  Health  Expenditures  under  Se- 
lected National  Health  Insurance  Bills,  A  Report  to  the  Congress" 
(July  1974).  This  report  contains  estimates  of  the  cost  in  1975  of  eight 
NHI  bills  and  was  the  official  HEW  response  to  a  request  by  the 
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House  Ways  and  Means  Committee  for  NHI  cost  estimates.  Task  3 
involved  preparation  of  the  NHI  cost  estimates  used  by  the  Adminis- 
tration during  the  consideration  in  1974  by  the  Ways  and  Means 
Committee  of  the  Kennedy-Mills  proposal.  Task  4  covered  the  deve- 
lopment of  cost  estimates  for  miscellaneous  NHI  proposals  during  the 
Fall  of  1974  and  Spring  of  1975  at  the  request  of  the  Deputy  Assistant 
Secretary  for  Planning  and  Evaluation/Health.  Task  5  involved  the 
preparation  of  the  major  final  report  ("A  Comparison  of  the  Costs  of 
Major  National  Health  Insurance  Proposals")  (January  1976,  revised 
September  1976),  which  contained  the  most  comprehensive  and  ac- 
curate cost  estimates  available  in  1976  for  six  major  NHI  proposals. 
These  estimates  show  that  there  are  differences  in  total  national  costs 
reaching  tens  of  billions  annually  among  the  various  proposals.  (Final 
report  136  pages  plus  appendices.) 
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COST    (In  Thousands):  FY  74-J88 
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Available  from  PIC, 

Executive  summary  at  PIC, 
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ABSTRACT:  This  study  was  undertaken  to  determine  if  there  was  a 
significant  difference  in  the  productivity  of  women  and  men  physi- 
cians in  terms  of  time  devoted  to  the  practice  of  medicine  and  various 
factors  related  to  productivity.  Previous  studies  were  examined  and 
a  questionnaire  was  administered  by  trained  interviewers  to  87  female 
and  95  male  physicians.  The  study  focused  on  five  areas:  (1)  demo- 
graphics; (2)  education  and  training;  (3)  practice  patterns;  (4)  affilia- 
tions; and  (5)  role  overload.  The  study  found  that  female  M.D.'s 
practiced  9/10  as  much  as  males,  that  both  males  and  females  had 
tension  between  work  and  other  activities,  and  that  most  differences 
were  due  to  childbearing  and  rearing.  It  recommended  dissemination 
of  up-to-date  findings  about  practice  patterns  and  special  treatment 
for  female  medical  students  and  practitioners.  (Final  report  65  pages; 
executive  summary  12  pages.) 
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ABSTRACT:  This  compilation  covers  many  services  provided  to  trou- 
bled families  and  individuals.  Many  of  the  services  are  part  of  broader 
programs  or  projects  that  address  family  violence,  i.e.,  spouse  abuse, 
child  abuse  (including  sexual  abuse),  sibling  abuse,  elder  abuse,  and 
marital  rape.  Most  of  the  programs  included  are  within  HHS,  but 
information  from  other  departments  is  also  included.  A  basic  descrip- 
tion, authorizing  legislation,  and  the  federal  agency  responsible  are 
given  for  each  of  the  programs;  the  project  title,  summary,  and  grant 
information  are  given  for  specific  projects  within  programs.  (Final 
report  157  pages.) 
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ABSTRACT:  This  report  identifies  HEW  programs  that  required  needs 
assessment  (NA)  in  their  authorizing  statutes  or  regulations,  provides 
relevant  excerpts,  and  briefly  analyzes  the  requirements.  Also  includ- 
ed for  comparison  are  excerpts  from  several  major  programs  outside 
the  department  and  from  a  number  of  HEW  programs  without  NA 
requirements.  Approximately  30  HEW  programs  were  identified  as 
requiring  NA,  whether  at  the  federal,  state,  or  local  level.  For  the 
programs  identified,  generally  the  most  recent  versions  of  the  law  and 
regulations  (and  guidelines  published  in  the  "Federal  Register"  when 
available)  were  examined  and  excerpted,  using  compilations  of  the 
statutes  and  the  "Code  of  Federal  Regulations."  See  also  PIC  ID  Nos. 
1199  and  1199.2.  (Final  report  307  pages.) 
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ABSTRACT:  This  study,  based  on  a  sample  of  33 1  homeless  individuals 
in  Minneapolis,  attempted  to  isolate  conditions  that  may  contribute 
to  the  duration  of  homelessness,  where  this  variable  is  measured  as 
the  sum  of  all  spells  of  homelessness  rather  than  simply  the  length  of 
the  current  spell.  While  some  individual  attributes  previously  linked 
to  the  onset  of  homelessness  were  found  to  be  linked  to  the  duration 
of  homelessness  as  well,  some  phenomena  previously  identified  rele- 
vant to  homelessness  either  were  not  associated  with  its  persistence 
or  were  associated  in  relatively  complex  ways.  In  addition,  some 
attributes  that  by  the  time  of  the  study  had  received  virtually  no 
attention  in  the  homeless  literature  were  also  found  to  be  associated 
with  long-term  homelessness.  Predictors  of  long-term  homelessness 
in  this  sample  include  being  older,  male,  Native  American,  less  well 
trained  or  educated,  and  being  in  out-of-home  care  as  a  child.  Other 
attributes  of  long  term  homelessness  (two  years  or  more)  were  the 
possession  of  a  criminal  history  and  less  of  a  work  history  than  those 
individuals  experiencing  shorter  periods  of  homelessness.  Substance 


abuse  failed  to  correlate  positively  with  longer  spells  of  homelessness, 
and  mental  hospitalization  was  a  factor  only  when  the  first  hospitali- 
zation occurred  after  the  individual  became  homeless.  Many  of  these 
individuals  were  hospitalized  because  they  were  homeless  and  al- 
coholic, not  because  they  were  mentaly  ill.  (Final  report  41  pages.) 
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ABSTRACT:  To  improve  understanding  of  the  role  pensions  play  in 
providing  income  for  the  elderly  and  the  impact  of  Social  Security 
policy  changes  on  private-sector  pension  policy,  this  conference  was 
held  in  March  1985  in  Baltimore,  Maryland.  The  papers  presented  at 
the  conference  discuss  various  aspects  of  pension  policy  and  include 
(1)  "State  and  Local  Government  Pension  Plans:  Labor  Economics 
or  Political  Economy?";  (2)  "Pension  Funding  and  Saving";  (3)  "Pen- 
sion Funding  and  Investment  Policy";  (4)  "The  Determinants  of  IRA 
Contributions  and  the  Effect  of  Limit  Changes";  (5)  "Annuity  Yields 
and  Saving  Behavior  in  the  United  States";  (6)  "Poverty  among  the 
Elderly:  Where  Are  the  Holes  in  the  Safety  Net?";  (7)  "The  Cost  of 
Annuities:  Implications  for  Saving  Behavior  and  Bequests";  (8)  "De- 
fined Benefit  and  Defined  Contribution  Plans:  What  Are  the  Real 
Trade-Offs?";  and  (9)  "Pensions  and  Turnover."  Most  of  the  papers 
from  the  1985  conference  have  been  published  in  a  book,  "Pensions 
in  the  United  States  Economy"  (1988),  which  is  available  from  the 
University  of  Chicago  Press.  See  also  PIC  ID  No.  2348. 
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STATUS;  Study  completed, 

Available  from  PIC 
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ABSTRACT:  This  technical  paper  contains  additional  data  and  more 
detailed  analysis  of  the  information  presented  in  Chapter  3  of  this 
study's  main  report,  "Appropriateness  of  the  Federal  Interagency 
Day  Care  Requirements  (FIDCR):  Report  of  Findings  and  Recom- 
mendations." However,  because  of  the  limitations  on  estimating  costs 
for  other  provisions,  only  the  FIDCR  child-staff  ratio  cost  estimates 
are  presented.  In  addition  to  a  detailed  explanation  of  the  derivation 
of  the  estimates  actually  used,  estimates  of  the  cost  of  FIDCR  ratios 
based  on  alternative  assumptions  are  given.  Statistics  on  the  separa- 
tion of  FFP  and  non-FFP  children,  details  on  the  estimates  of  average 
cost  by  center  type,  and  a  brief  analysis  of  the  differences  between 
the  average  cost  estimates  in  the  main  report  and  those  estimates 
reported  in  the  "Final  Report  of  th  National  Day  Care  Supply  Study" 
are  included.  Finally,  limitations  of  the  various  estimates  are  noted. 
See  also  PIC  ID  Nos.  1659-1659.2.  (Final  report  54  pages.) 
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ABSTRACT:  The  objectives  of  this  study  were  to  (1)  give  a  compre- 
hensive health  education  course  (already  developed  and  field-tested), 
stressing  consumer  participation  and  self-care,  to  one  Medicare  and 
one  Medicaid  group;  (2)  assess  its  impact  on  health  behavior  and  life 
style  compared  to  two  control  groups;  and  (3)  determine  if  the  con- 
cept could  be  readily  explored.  Course  goals  were  to  teach  consumers 
how  to  use  resources  more  efficiently  and  effectively;  help  them 
better  understand  the  importance  of  self-care  and  prevention;  and 
increase  their  ability  to  deal  with  common  illness  and  injury  by  train- 
ing them  to  do  some  easy  procedures,  make  better  clinical  observa- 
tions, and  take  appropriate  action.  Some  evaluation  data  were 
inconclusive,  but  encouraging  results  included  increased  ability  of 
experimental  groups  to  perform  simple  self-care  tasks,  as  well  as  a 
greater  proportion  of  appropriate  self-care  measures  than  shown  by 
controls.  The  final  report  and  the  executive  summary  are  also  availa- 
ble from  NTIS  (Nos.  PB  280-277  and  PB  280-276,  respectively). 
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ABSTRACT:  As  part  of  an  effort  to  examine  policy  options  in  disability 
and  long-term  care,  ASPE  initiated  this  review  of  HEW -sponsored 
research  on  alternatives  for  long-term  care  of  the  aged.  Twenty-five 
research  projects  were  reviewed,  including  a  survey  of  10  day-care 
programs.  The  study  found  that  the  research  was  based  on  the  as- 
sumptions that  key  services  can  improve  physical,  mental,  and  social 
functioning  and  prevent  institutionalization.  The  research  failed  to 
confirm  these  assumptions.  The  review  also  found  that  there  is  a 
marked  difference  in  the  population  served  by  the  day-care  center 
and  by  the  nursing  home,  which  suggests  that  day-care  services  may 
be  less  likely  to  serve  as  an  alternative  to  institutionalization  than  to 
provide  a  new  service  to  a  new  target  group  of  impaired  elderly 
persons  and  their  relatives.  Costs  were  often  as  high  as  in  nursing 
homes.  While  all  the  day-care  programs  studied  were  intended  to 
serve  persons  with  fairly  substantial  impairments,  the  characteristics 
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of  the  clients  and  the  services  provided  varied  considerably.  This 
variance  in  service  was  an  important  factor  in  the  wide  range  of  costs 
found.  The  study  also  found  much  of  the  research  to  have  faulty 
design  (e.g.,  invalid  control  group).  The  study  makes  1 1  recommen- 
dations that  emphasize  the  need  for  more  research  based  on  better 
review  and  monitoring,  better  utilization,  and  better  technical  stand- 
ards. (Fmal  report  81  pages.) 
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ABSTRACT:  This  working  paper  reports  the  results  of  studies  on  a 
provision  in  the  Aid  to  Families  with  Dependent  Children  (AFDC) 
program  that  disregarded  certain  income  of  the  family  unit  in  the 
determination  of  both  eligibility  and  the  amount  of  benefits  received 
by  the  family.  One  category  of  income  disregards  is  work-related 
expenses  such  as  mandatory  payroll  deductions,  transportation,  uni- 
forms, and  the  cost  of  child  care.  This  paper  attempts  to  determine 
who  were  the  beneficiaries  of  the  work-related  expense  incorne  disre- 
gard provision,  using  data  from  a  1975  AFDC  survey.  Separate  ana- 
lyses were  made  of  child  care  expenses  and  all  other  work-related 
expenses.  The  results  could  be  used  in  the  Micro-Analysis  of  Trans- 
fers to  Households  (MATH)  model  to  estimate  the  budget  cost  and 
distributional  impacts  of  the  AFDC  program.  Most  of  the  results  of 
the  study  were  as  expected.  Among  the  major  findings  were  that  the 
majority  of  families  reporting  positive  earned  income  listed  work- 
related  expenses;  that  the  level  of  earned  income  was  the  best  predic- 
tor of  the  level  of  both  child  care  expenses  and  other  work-related 
expenses;  and  that  the  two  types  of  work-related  expenses  acted,  to 
a  degree,  as  substitutes.  (Final  report  27  pages.) 
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ABSTRACT:  This  paper  has  a  twofold  purpose.  First,  it  examines 
systematically  the  cyclical  sensitivity  of  major  portions  of  the  public 
income  security  system  of  the  United  States.  Quantitative  analyses 
were  conducted  on  the  relation  of  the  1975  recession  to  each  of  the 
following  programs:  Aid  to  Families  with  Dependent  Children 
(AFDC);  AFDC-Unemployed  Fathers;  food  stamps;  general  assist- 
ance; Medicaid;  Old  Age,  Survivors,  and  Disability  Insurance  (Social 
Security);  public  service  employment;  and  unemployment  insurance. 
Second,  ability  of  the  transfer  system  to  mitigate  the  impact  of  the 
recession  is  analyzed  through  three  different  measures  of  adequacy: 

(1)  individual  programs  are  examined  for  the  extent  to  which  they 
tempered  income  loss  due  to  unemployment  for  program  recipients; 

(2)  a  "maintenance  rate"  for  various  "typical"  hypothetical  types  of 
household  is  presented-a  "maintenance  rate"  is  a  ratio  of  transfer 
income  received  during  unemployment  to  total  income  (net  earnings 
plus  transfers)  received  while  employed;  and  (3)  the  extent  to  which 
transfers  replaced  lost  or  reduced  earnings  for  all  those  affected  by 
the  recession  is  measured,  not  just  for  those  receiving  benefits.  (Final 
report  173  pages.) 
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ABSTRACT:  This  report  compiles  and  summarizes  statistical  data  on 
the  elderly.  Chapter  I  presents  a  demographic  profile  of  the  elderly, 
including  data  on  age,  race  and  ethnic  origin,  language  and  ancestry, 
living  arrangements,  mobility  and  migration,  and  voting.  Chapter  II 
discusses  the  health  status,  health  care  utilization  and  expenditures, 
and  long-term  care  of  the  elderly.  Chapter  III  addresses  factors  relat- 
ed to  the  economic  condition  of  the  elderly,  including  retirement, 
trends  in  income,  trends  in  poverty,  sources  of  income,  individual 
retirement  accounts  (IRAs),  pensions,  and  expenditures.  Chapter  IV 
covers  Social  Security,  Supplemental  Security  Income,  Medicare, 
Medicaid,  and  other  federal  programs  targeted  at  the  elderly.  Chap- 
ter V  provides  information  on  (I)  the  world  population;  (2)  the  elder- 
ly in  developed  versus  developing  countries;  (3)  the  aging  of  the 
world  population;  (4)  social  security  systems  in  various  countries;  (5) 
international  pension  reform;  and  (6)  international  trends  in  long-term 
care  for  the  elderly.  (Final  report  259  pages.) 
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ABSTRACT:  This  study  identified  and  evaluated  five  states  that  have 
taken  a  comprehensive  systems  approach  to  deinstitutionalization  of 
the  developmentally  disabled.  The  purpose  was  to  identify  states  that 


are  leaders  in  systematic  planning  and  operations  for  deinstitutionali- 
zation, to  critically  evaluate  their  efforts  from  a  constructive  point  of 
view,  and  to  document  findings  for  use  by  other  states  interested  in 
undertaking  a  deinstitutionalization  program.  Particular  emphasis 
was  given  to  evaluating  state  budgeting  mechanisms,  state  planning 
mechanisms,  and  how  local  governments  are  organized  to  develop 
appropriate  community  residential  facilities  and  services  to  develop- 
mentally  disabled  clients.  This  report  summarizes  and  compares  the 
experiences  of  five  states  (California,  Connecticut,  Minnesota, 
Georgia,  and  Pennsylvania)  in  deinstitutionalization  and  the  develop- 
ment of  community-based  residential  facilities. 
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ABSTRACT:  This  study  used  a  multi-plan,  cross-sectional  design  to 
analyze  voluntary  HMO  disenrollment  patterns.  It  represents  one  of 
the  first  efforts  to  examine  the  disenrollment  experience  of  multiple 
HMOs  using  consistent  data  collection  and  analysis  methods.  The 
analyses  conducted  included  comparisons  within  and  across  plans  for 
determination  of  patterns  of  disenrollment  and  identification  of  plan- 
specific  variables  that  influence  disenrollment  behavior.  Seven  HMO 
plans  participated  in  the  study.  (Final  report  Volume  I  152  pages; 
Volume  II/Appendices  156  pages;  executive  summary  24  pages.) 
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ABSTRACT:  The  Hispanic  population  is  the  second-largest  and  fastest- 
growing  minority  in  the  country.  While  the  total  U.S.  population  is 
expected  to  double  between  the  years  1950  and  2000,  the  Hispanic 
population  is  expected  to  increase  approximately  five  times.  Between 
1950  and  1980  this  group  tripled  in  size,  growing  from  about  4  million 
to  over  14  million.  By  1990,  it  is  expected  to  reach  over  19  million. 
By  the  end  of  the  century,  it  is  likely  to  number  close  to  24  million. 
The  above  projections  are  the  first  estimates  made  by  anyone,  includ- 
ing the  U.S.  Census  Bureau,  regarding  future  trends  in  the  growth  of 
the  U.S.  Hispanic  population.  Eighty  percent  of  the  Hispanics  now 
live  in  nine  states:  California,  Texas,  New  York,  Florida,  Illinois, 
New  Jersey,  New  Mexico,  Arizona,  and  Colorado.  The  following 
groups  have  been  identified  within  the  Hispanic  population:  Mexican- 
Americans,  Puerto  Ricans,  Cubans,  Central  Americans,  South 
Americans,  and  Spaniards.  In  1950  the  Hispanic  population  was 
primarily  of  Mexican  origin  and  was  concentrated  in  the  southwest- 
ern U.S.  Since  the  1950s,  there  have  been  growing  concentrations  of 
Puerto  Ricans  in  the  New  York  area,  Cubans  in  Florida,  and  other 
Hispanics  dispersed  throughout  several  states.  Various  factors,  such 
as  fertility,  age  distribution,  immigration  and  mortality  are  likely  to 
result  in  differential  growth  patterns  for  each  of  these  groups.  (Final 
report  239  pages,  plus  an  appendix.) 
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ABSTRACT:  This  paper  summarizes  the  findings  of  the  major  studies 
of  welfare  (i.e.,  AFDC)  use.  The  paper's  major  conclusions  concern 
definitions  of  dependency;  extent  of  dependency;  effects  of  age  on 
dependency;  size  of  the  dependent  population;  correlates  of  depend- 
ency; entry  and  exit  paths;  attitudes  and  dependency;  economic  fac- 
tors; experiential  factors;  and  intergenerational  factors.  The  paper 
also  explains  and  critiques  the  research  methodologies  involved  in 
these  studies.  See  also  PIC  ID  Nos.  2625-2625.9  and  2625. B.  (Final 
report  68  pages.) 
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ABSTRACT:  As  part  of  an  effort  to  develop  meaningful  standards  of 
performance  for  the  Aid  to  Families  with  Dependent  Children 
(AFDC)  program  and  to  support  state  efforts  to  implement  correc- 
tive actions  that  will  improve  the  accuracy  with  which  AFDC  grants 
are  determined  in  a  cost-effective  manner,  this  study  (1)  identified  10 
administrative  methods  believed  to  significantly  reduce  errors;  (2) 
described  the  methods;  and  (3)  collected  data  to  determine  the  cost- 
effectiveness  of  each  method.  Volume  I  of  this  report  discusses  the 
10  methods,  which  are  (1)  enhanced  quality  control;  (2)  monthly 
reporting  systems;  (3)  computer  modification  and  selective  case  ac- 
tion; (4)  supervisory  case  review;  (5)  increased  verification;  (6)  data 
exchange;  (7)  manual  revisions;  (8)  fraud  control;  (9)  training;  and 
(10)  improved  staffing.  Volume  II,  the  appendices,  contains  the  inter- 
view guides  used  in  the  study  and  the  functional  cost  analyses  of  six 
administrative  methods.  (Final  report:  Volume  I,  314  pages;  Volume 
II,  appendices.) 
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ABSTRACT:  Phase  II  of  this  study  of  human  services  information 
clearinghouses  included  site  visits  to  27  clearinghouses  and  five  relat- 
ed information  resource  organizations;  the  site  visits  provided  de- 
scriptive information  on  the  organizations'  management,  structure, 
operating  procedures,  costs,  and  evaluation.  This  phase  of  the  study 
revealed  that  each  clearinghouse's  design  and  operation  depended  in 
part  on  such  factors  as  the  clearinghouse's  mission,  the  type  of  audi- 
ence it  was  designed  to  reach,  and  its  relationship  to  a  parent  or 
sponsoring  agency.  Other  influencing  factors  included  the  year  the 
clearinghouse  was  founded,  the  history  of  its  mission,  and  its  subject 
focus  (e.g.,  health,  education,  and  social  services).  See  also  PIC  ID 
Nos.  1911  and  1911.2. 
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ABSTRACT:  This  report  presents  the  activities  of  the  Foster  Grand- 
parent Program  (FGP)  and  the  Retired  Senior  Volunteer  Program 
(RSVP)  volunteers  participating  in  the  FGP/RSVP  Head  Start 
Demonstration  Program.  It  provides  a  descriptive  evaluation  of 
volunteer  activities,  reports  on  the  effectiveness  of  volunteer  satisfac- 
tion and  self-fulfillment  as  perceived  by  the  FGP  and  RSVP  volun- 
teers. In  general,  FGP  and  RSVP  volunteers  were  of  value  to  Project 
Head  Start  at  the  sites  where  they  served,  and  a  large  majority  of  the 
volunteers  felt  that  their  assignments  were  personally  very  meaning- 
ful all  or  most  of  the  time. 
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data  to  be  used  in  the  proposed  PCRA  record-keeping  and  monitor- 
ing system  can  be  collected,  and  (2)  that  specific  achievements  of 
OCR's  PCRA  program  can  be  documented  using  the  proposed  me- 
thodology. Data  on  key  outcome  indicators  can  be  collected  effi- 
ciently and  at  reasonable  cost.  The  contractor's  recommended 
record-keeping  and  monitoring  system  also  is  highly  compatible  with 
OCR's  Case  Information  Management  System  (CIMS).  Minor 
modifications  would  enable  even  more  complete  documentation  of 
OCR's  PCRA  efforts  and  would  allow  for  a  thorough  evaluation. 
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ABSTRACT:  This  report  is  the  final  one  in  a  series  of  five  reports 
prepared  to  provide  a  better  understanding  of  the  nature  of  the  long- 
term  welfare  dependency  problem  and  to  explore  the  potential  gains 
from  targeting  a  particular  subgroup  of  welfare  recipients  for  em- 
ployment and  social  services.  This  paper  presents  a  design  for  a  social 
demonstration  project  to  measure  the  costs  and  benefits  of  such  tar- 
geting strategies.  See  also  PIC  ID  Nos.  2393-2393.3.  (Final  report  165 
pages.) 
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ABSTRACT:  The  project  designed  and  planned  a  nationwide  survey 
of  persons  in  long-term  care  institutions.  Such  a  survey  instrument 
will  facilitate  obtaining  baseline  data  on  the  characteristics  of  this 
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ABSTRACT:  For  this  study,  literature  was  collected  and  synthesized 
on  the  living  arrangements  of  unmarried  mothers.  The  paper  reviews 
the  demographics  of  living  arrangements,  suggests  a  conceptual 
framework  to  examine  them,  illustrates  the  limitations  of  previous 
research  efforts,  and  discusses  the  consequences  and  determinants  of 
particular  choices.  The  paper  concludes  by  offering  a  theory  of  living 
arrangements  choice.  See  also  PIC  ID  Nos.  2625,  2625.1,  2625.3- 
2625.9,  2625. A,  and  2625. B.  (Final  report  73  pages.) 
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ABSTRACT:  Individual  retirement  account  (IRA)  contributions  in 
1982  totaled  more  than  $29  billion.  Despite  the  potential  significance 
of  tax-deferred  savings,  little  is  known  about  the  determinants  of  IRA 
contributions.  The  paper  presents  (I)  an  analysis  of  the  effect  of 
individual  attributes  on  whether  a  person  contributes;  (2)  an  analysis 
of  the  effect  of  individual  attributes  on  how  much  is  contributed;  and 
(3)  simulations  of  the  effect  of  potential  changes  in  contribution  limits 
on  the  amount  that  is  contributed  to  IRAs.  Results  of  a  similar  anal- 
ysis based  on  Canadian  data  are  compared  with  results  for  the  United 
States.  Persons  with  low  incomes  are  unlikely  to  have  IRAs.  In 
addition,  after  controlling  for  income,  age,  and  other  variables,  per- 
sons without  private  pension  plans  are  no  more  likely  than  those  with 
them  to  contribute  to  an  IRA.  The  analysis  of  Canadian  data  yields 
similar  findings.  Simulations  suggest  that  the  Treasury  Department 
proposal  to  change  IRA  contribution  limits  would  lead  to  approxi- 
mately a  30%  increase  in  IRA  contributions.  This  study  was  funded 
in  part  by  HHS  Grant  No.  84  ASPE  130A.  See  also  PIC  ID  Nos. 
2685.1  and  2685.2.  (Final  report  51  pages  plus  appendix;  executive 
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ences.  It  also  explores  the  determinants  of  marriage,  marital  dissolu- 
tion, and  remarriage,  and  attempts  to  synthesize  the  results  into  an 
overall  theory  of  marriage  pattern  differences.  Two  trends,  acting 
together,  have  greatly  increased  the  number  of  young  women  who 
are  single  parents  and  the  proportion  of  their  lives  that  they  spend  in 
single  parenthood:  (I)  a  substantial  share  of  those  women  who  never 
marry  or  who  marry  later  in  life  do  not  remain  childless;  and  (2)  the 
rates  of  marital  dissolution  have  risen  sharply  (to  nearly  50%  of  all 
marriages).  These  developments  have  made  more  women  at  risk  to 
poverty,  short-term  welfare  receipt,  and  long-term  welfare  depend- 
ency. To  explain  the  differences  between  black  and  white  women's 
marriage  patterns,  this  report  presents  the  theory  that,  in  addition  to 
economic  reasons,  behavioral,  cultural,  and  experiential  factors  affect 
a  woman's  decision  to  become  or  remain  involved  in  a  marriage.  See 
also  PIC  ID  Nos.  2625-2625.8,  2625.A,  and  2625. B.  (Final  report  150 
pages.) 
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ABSTRACT:  Factors  that  have  the  potential  to  account  for  the  success 
or  failure  of  health  education  are  assessed,  and  recommendations  are 
offered  for  federal  policy  regarding  health  education.  Health  educa- 
tion is  found  to  be  interwoven  with  complementary  and  overlapping 
technologies  of  motivational  and  behavioral  control  such  as  mass 
communication  and  behavior  modification.  Health  education  is  de- 
fined as  any  combination  of  learning  opportunities  designed  to  facili- 
tate voluntary  adaptations  of  behavior  that  will  improve  or  maintain 
health.  It  is  concluded  that  greater  investments  in  health  education 
on  selected  problems  for  selected  populations  would  have  a  greater 
payoff  in  cost-benefit  terms  than  comparative  investments  in  con- 
struction, specialized  training,  equipment  for  tertiary  medical  care,  or 
on  diffuse,  untargeted  health  education.  Because  high-risk  groups  and 
optimum-age  ranges  can  be  clearly  identified  for  most  preventive  and 
self-care  actions  that  health  education  can  facilitate,  it  is  possible  to 
target  scarce  educational  resources  on  those  problems  and  popula- 
tions where  payoff  will  be  greatest.  Among  the  recommendations 
presented  are  those  suggesting  federal  priority  for  programs  using 
multiple  health  education  methods  and  federal  support  for  programs 


that  include  a  systematic  assessment  of  the  factors  supporting  old 
behavior  or  blocking  new  behavior,  prior  to  the  selection  of  educa- 
tional methods.  (Final  report  95  pages.) 
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ABSTRACT:  The  Omnibus  Budget  and  Reconciliation  Act  of  1981 
(OBRA)  and  other  federal  legislation  have  encouraged  states  to  deve- 
lop and  test  strategies  to  reduce  the  number  of  families  receiving  Aid 
to  Families  with  Dependent  Children  (AFDC).  This  guide  was  pre- 
pared to  assist  states  in  implementing  demonstrations  in  developing 
regression  models  that  can  be  used  to  estimate  what  AFDC  caseloads 
would  have  been  in  the  absence  of  the  demonstration.  The  report 
provides  an  introduction  to  regression  analysis;  describes  the  process 
for  developing  prediction  models,  ranking  alternative  models,  and 
assessing  the  overall  quality  of  the  models  estimated;  and  summarizes 
the  steps  that  should  be  taken  to  develop  a  model.  See  also  PIC  ID 
Nos.  2773  and  2773.1.  (Final  report  46  pages  plus  appendix.) 
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that  policy  analysis,  in  the  past,  has  been  constrained  by  operating  in 
a  microeconomic  mode  only.  To  these  "technical"  parameters  (ob- 
jectives, nature  of  production  function,  measurability  of  outcomes) 
should  be  added  organizational  ones:  analysis  of  the  organization(s) 
involved;  reasons  for  involvement;  and  the  missions,  goals,  profes- 
sional skills,  clientele,  and  resources  of  organizations  involved  either 
positively  or  negatively  in  the  proposed  change. 
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ABSTRACT:  This  report  describes  a  follow-up  study  to  a  previously 
completed  evaluabiltity  assessment  of  the  National  Diabetes  Informa- 
tion Clearinghouse  (NDIC).  This  project  developed  a  performance 
monitoring  system  for  formalizing  the  collection,  analysis,  and  re- 


porting of  reliable  information  on  NDIC  performance  to  assist  in  the 
monitoring,  planning,  and  evaluation  of  future  NDIC  activities.  In 
Phase  I  of  the  study  a  performance  indicator  was  designed  to  measure 
the  preparation  and  distribution  of  annotated  bibliographies  on  select- 
ed topics,  which  is  a  key  NDIC  activity.  Bibliography  users  were 
surveyed  to  assess  their  satisfaction  with  the  bibliographies  provided. 
The  report  presents  the  results  for  Phase  1  and  makes  recommenda- 
tons  for  Phases  II  and  III  of  the  performance  monitoring  system 
development.  Phases  II  and  III  were  never  conducted.  See  also  PIC 
ID  No.  1938.  (Final  report  69  pages.) 
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ABSTRACT:  This  study  developed  and  tested  an  assessment  process 
to  assist  ASPE  in  assessing  the  overall  performance  of  HHS  evalua- 
tion offices  and  OPDIVs  use  of  their  authority  to  approve  evaluation 
projects  estimated  to  cost  less  than  $100,000.  The  assessment  process 
determines  the  extent  to  which  the  delegation  of  authority  to  OP- 
DIVs results  in  projects  responsive  to  the  needs  of  program  managers 
and  policymakers;  the  effectiveness  of  evaluation  offices  in  providing 
timely,  high  quality  information;  the  degree  to  which  evaluation  of- 
fices accomplish  the  activities  proposed  in  their  annual  evaluation 
plans;  and  the  effectiveness  of  evaluation  offices  in  assuring  utilization 
of  information  produced  by  evaluation  projects.  The  assessment 
process  includes  discussions  with  agency  evaluators,  a  user  survey, 
and  a  review  of  completed  studies.  Specific  tasks  performed  under 
this  contract  in  the  development  of  the  assessment  process  included 
the  development  of  an  initial  design  based  on  a  literature  review  and 
a  series  of  interviews  with  HHS  officials,  a  pilot  test  of  the  proposed 
assessment  process  in  two  HHS  agencies,  and  a  final  design  of  the 
assessment  process. 
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ABSTRACT:  This  project  involved  several  major  tasks.  Exploratory 
research  into  the  nature  and  extent  of  variation  in  administrative 
procedures  across  state  and  local  welfare  offices,  including  a  manage- 
ment survey  of  operations  of  the  AFDC  program  in  selected  state  and 
local  offices,  was  conducted.  Targeted  research  reports,  which  in- 
cluded some  fundamental  theory  building  concerning  the  measure- 
ment of  administrative  performance  in  the  AFDC  and  Food  Stamp 
programs  and  conceptual  work  concerning  the  categorization  of  ad- 
ministrative process  variation,  were  prepared.  Finally,  the  PAMSIM 
(Public  Assistance  Management  Simulation)  model  was  developed. 
The  final  report  and  the  bibliography  listing  all  reports  prepared 
under  this  study  are  available  from  PIC.  Other  information  and  re- 
ports can  be  obtained  directly  from  the  contractor.  See  also  PIC  ID 
No.  1578.1.  (Final  report  37  pages.) 
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of  practical  procedures  and  specific  measures  that  state  governments 
can  use  to  regularly  (at  least  annually)  monitor  the  effectiveness  of 
selected  human  resource  programs.  The  principal  focus  of  attention 
was  on  public  health,  mental  health,  and  social  services.  Five  reports 
in  this  series  that  are  available  from  PIC  are  "Monitoring  the  Out- 
comes of  State  Chronic  Disease  Control  Programs:  Some  Initial 
Suggestions";  "Monitoring  the  Outcomes  of  Social  Services"  (Vo- 
lumes I  and  II);  "Social  Services:  What  Happens  to  the  Clients?"; 
"Monitoring  the  Outcomes  of  State  Mental  Health  Treatment  Pro- 
grams: Some  Initial  Suggestions";  and  "Mental  Health  Services: 
What  Happens  to  the  Clients?"  (Final  reports  59  pages,  87  pages  plus 
appendices,  88  pages  plus  appendix,  83  pages  plus  appendices,  48 
pages  plus  appendices,  and  119  pages,  respectively.) 
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ABSTRACT:  The  second  phase  of  this  exploratory  evaluation  of  the 
Community  Mental  Health  Center  (CMHC)  program  developed  uni- 
form indicators  of  CMHC  performance  in  financial  viability,  produc- 
tivity and  efficiency,  accessibility,  continuity  of  care,  and  quality  of 
care.  This  report  on  Phase  II  includes  (1)  a  discussion  of  the  context, 
purposes,  and  uses  of  performance  indicators;  (2)  a  description  of  the 
indicators  developed;  and  (3)  a  description  of  the  implementation  of 
these  and  other  indicators.  See  also  PIC  ID  No.  1932. 
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ABSTRACT:  The  final  report  from  the  HEW  Information  Systems 
Workshop  presents  an  analysis  and  summary  of  the  recommendations 
for  HEW  capacity-building  projects  and  an  analysis  of  the  priority 
information  systems  problems  at  the  state  and  local  level.  The  identi- 
fied problems  were  (1)  related  to  a  lack  of  a  common  language  or 
taxonomy  of  human  services;  (2)  lack  of  strategies  and  techniques  for 
evaluation  of  human  services;  (3)  lack  of  horizontal  and  vertical 
coordination  of  programs;  (4)  weaknesses  in  planning  and  resource 
allocation  at  the  state  and  local  levels;  (5)  needs  for  systems  develop- 
ment and  transfer  methodologies;  and  (6)  confidentiality  issues  that 
affect  systems  development  and  service  delivery.  The  workshop  was 
attended  by  representatives  from  state  and  local  human  service 
policymaking  levels,  university  researchers,  and  the  federal  agencies. 
The  workshop  participants  concluded  that  HEW  should  identify  the 
development  and  transfer  of  information  systems  as  a  high  priority 
within  its  capacity-building  Partnership  Grant  Program.  (Final  re- 
port 64  pages.) 
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ABSTRACT:  This  report  examines  the  variation  among  subgroups  in 
impacts  of  the  National  Long-Term  Care  Channeling  Demonstration. 
In  general,  there  was  substantial  uniformity  of  channeling  impacts 
within  the  research  sample.  Differential  impacts,  where  they  existed, 
occurred  primarily  for  nursing  home  use  and  expenditure  variables. 
Both  the  basic  case  management  model  and  the  financial  control 
model  showed  reduced  nursing  home  use  and/or  cost  for  the  small 
fraction  of  the  sample  residing  in  a  nursing  home  when  screened  into 
the  program.  The  financial  control  model  also  reduced  nursing  home 
use  for  those  on  a  nursing  home  waiting  list  at  screen,  though  this 
effect  appears  to  be  confined  to  persons  ineligible  for  Medicaid.  The 
cost  savings  from  reduced  nursing  home  use  appeared  to  accrue 
primarily  for  private  payers  rather  than  for  the  Medicare  and  Medi- 
caid programs.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.V, 
2166.X-2166.Z,  and  2648-2648.2. 
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«■  ABSTRACT:  This  report,  which  serves  as  a  supplement  to  "Channel- 

ing Effects  for  an  Early  Sample  at  6-Month  Follow-up"  (Kemper,  et 
al.,  1984),  addresses  the  issue  of  variation  in  channeling  impacts 
among  subgroups  of  sample  members.  In  general,  where  channeling 
impacts  exist,  there  is  not  strong  evidence  that  those  impacts  differ 
markedly  among  various  types  of  clients.  For  the  most  part,  differ- 
ences were  not  highly  significant  statistically  and  did  not  produce 
consistent  patterns  of  differences  across  outcome  measures  and  sub- 
groups. The  study  did  provide  some  insight  into  factors  underlying 
channeling  impacts  and  suggested  areas  for  further  investigation.  See 
also  PIC  ID  Nos.  2166-2166.8,  2166.A-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166.9  PROJECT  NO:  ASPE/SSP  8O-09.9 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PB  86-235348/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
COST    (In  Thousands):  Not  available 
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Available  from  PIC, 
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ABSTRACT:  This  paper  analyzes  the  determinants  of  female  labor 
force  participation,  especially  the  extent  to  which  availability  and 
generosity  of  public  income  transfers  targeted  at  disabled  workers 
affect  the  level  of  desired  labor  supply  of  older  women.  The  study's 
estimates  provided  the  basis  for  evaluating  the  economic  and  pro- 
gram implications  forjudging  proposed  changes  in  the  generosity  of 
disability  transfer  programs,  and  the  stringency  of  the  terms  by  which 
one  gains  access  to  them.  They  also  suggest  the  characteristics  of 
women  that  determine  the  probability  that  they  will  choose  income 
transfer  recipiency  over  market  work.  The  findings  show  (1)  both 
older  female  heads  of  households  and  female  spouses  appear  to  be 
responsive  to  the  incentives  implicit  in  disability  transfer  programs; 
(2)  Vv-omen  with  more  serious  health  problems  are  more  likely  to 
choose  the  nonwork  options;  (3)  women  with  young  children  often 
choose  the  nonwork  option;  and  (4)  married  women  with  spousal 
income  large  enough  to  support  the  household  more  often  chose  the 
nonwork  option.  See  also  PIC  ID  Nos.  1704.1  and  1704.2.  (Final 
report  30  pages.) 
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ABSTRACT:  This  report  describes  the  disabled  population  from  1962- 
1984.  Individuals  were  defined  as  disabled  if  they  reported  work 
limitations  and/or  if  they  received  a  disability  benefit.  The  public  use 
files  of  the  Current  Population  Survey  for  1962,  1968,  1973,  1976, 
1980,  1982,  and  1984  were  used  to  estimate  the  size  of  the  adult  (aged 
18-64)  disabled  population.  The  disabled  population  was  further 
broken  into  subgroups  by  age,  sex,  race,  and  education  to  determine 
whether  patterns  affecting  the  disabled  population  as  a  whole  are 
reflected  among  various  subgroups.  The  wages,  incomes,  and  family 
incomes  of  the  disabled  were  compared  to  one  another  and  to  the 
nondisabled  to  determine  whether  the  economic  circumstances  of  the 
disabled  have  improved  or  deteriorated  from  1962-1984.  Major  re- 
search findings  relate  to  (1)  the  size  of  the  disabled  population;  (2)  the 
likelihood  of  becoming  disabled;  (3)  the  effects  of  the  unemployment 
rate;  (4)  the  earnings  of  the  disabled;  and  (5)  the  relative  well-being 
of  the  disabled.  See  also  PIC  ID  Nos.  1704  and  1704.1.  (Final  report 
90  pages.) 
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ABSTRACT:  This  paper  explores  the  distributional  impacts  of  the  new 
taxing  provision.  Simulation  results  for  1984,  the  initial  year  of  im- 
plementation, and  for  1994,  the  year  in  which  the  thresholds  would 
be  approximately  34%  lower  in  real  terms,  are  presented.  These 
distributional  results  are  also  compared  to  the  simulation  impact  of 
certain  other  taxing  plans  that  were  not  implemented,  including  plans 
with  zero  thresholds  for  all  filing  units.  Results  showed  that  the 
effects  of  the  taxing  provision  in  the  1983  Social  Security  Amend- 
ments were  largely  progressive.  Nearly  90%  of  the  increase  in  the  tax 
burden  fell  on  beneficiaries  with  total  income  above  $40,000.  (Final 
report  26  pages.) 

DESCRIPTORS:  Taxation,  Social  Security.  Old  Age  and  Survivors 
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STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  This  paper  attempted  to  ascertain  the  impact  of  tax  limi- 
tations on  the  rich  and  the  poor,  on  the  young  and  the  elderly,  and 
on  homeowners,  renters,  landlords,  and  owners  of  capital.  Califor- 
nia's experience  with  Proposition  13  was  used  as  a  type  of  case  study 
to  help  explore  the  distributional  impacts  of  tax  limitation.  A  detailed 
microsimulation  model  of  the  property  tax  system  and  the  state  and 
federal  income  tax  systems  was  used  to  study  the  income  distribution- 
al consequences  of  Proposition  13.  The  model  allowed  for  accurate 
mimicking  of  the  complexities  and  the  interactions  that  characterize 


these  tax  systems.  Because  state  revenues  largely  replaced  lost  prop- 
erty tax  revenues,  public  service  cuts  in  California  were  relatively 
small.  The  major  impact  of  Proposition  13  took  the  form  of  reduced 
property  tax  burdens.  The  researchers'  conclusion  was  that,  although 
in  isolation  Proposition  13  appeared  to  favor  the  rich,  the  reduction 
in  the  importance  of  the  property  tax  relative  to  more  broad-based 
state  taxes  was  highly  favorable  to  the  poorest  citizens  of  California. 
(Final  report  45  pages.) 
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ABSTRACT:  The  National  Long-Term  Care  (LTC)  Survey  of  1982  is 
a  detailed  interview  study  of  the  65-or-over  population  not  living  in 
hospitals,  nursing  homes  or  other  institutions.  The  survey  was  de- 
signed to  provide  (1)  nationally  representative  data  on  the  pattern  of 
functional  limitations;  medical  conditions  and  recent  medical  prob- 
lems; the  kind  and  amount  of  health  social  services  and  of  informal 
services  received  by  impaired  individuals;  and  (2)  information  on  the 
caregivers;  age,  race,  sex,  education  and  veterans  status;  the  cost  of 
services,  health  insurance,  and  the  ability  to  pay  (income  and  owner- 
ship of  homes  and  cars)  of  the  impaired  person  and  his/her  immediate 
family;  some  attitude  and  psychological  questions;  housing  and  neigh- 
borhood characteristics;  and  cognitive  functioning  (using  a  simple 
test  battery).  The  LTC  was  planned  by  several  agencies  and  funded 
by  two  agencies  of  the  U.S.  Department  of  Health  and  Human  Ser- 
vices~the  Office  of  the  Assistant  Secretary  for  Planning  and  Evalua- 
tion (ASPE)  and  the  Health  Care  Financing  Administration 
(HCFA)-and  conducted  by  the  Bureau  of  the  Census.  In  addition, 
the  National  Opinion  Research  Center  (NORC)  conducted  a  series 
of  preliminary  studies  in  preparation  for  the  LTC,  and  provided 
consultative  services  on  sampling  and  questionnaire  design.  It  also 
conducted  a  linked  Survey  of  Informal  Caregivers  which  is  discussed 
in  Part  Two  of  this  documentation.  (Final  report  48  pages  plus  appen- 
dices and  exhibits.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  investigate  the  possible 
refinement  of  diagnosis-related  groups  (DRGs)  that  were  used  to 
classify  cases  for  the  Medicare  prospective  payment  system  for  hospi- 
tals. The  study  used  measures  of  disease  severity,  unrelated  comor- 
bidity, and  age.  Analyses  were  based  on  Medicare  hospital  discharge 
and  cost  data  from  two  states.  A  small  set  of  DRGs  was  selected  for 
analysis  purposes,  and  adjacent  DRGs  split  on  age  and/or  complica- 
tions or  comorbidities  were  combined  to  form  10  disease  categories. 
Within  these  categories,  multivariate  analyses  were  conducted  to 
examine  the  amount  of  variation  in  cost  and  length  of  stay  explained 
by  differences  in  principal  condition,  state  of  disease,  unrelated  co- 
morbidity, and  age.  The  study  also  proposed  alternative  groupings 
based  on  these  measures  within  four  of  the  10  disease  categories  and 
compared  their  clinical  and  statistical  homogeneity  to  the  existing 
DRGs  splits  to  determine  the  feasibility  and  utility  of  DRG  refine- 
ment. Alternative  groupings  based  on  stage,  unrelated  comorbidity, 
and  age  had  greater  clinical  integrity  and  explained  significantly 
greater  cost  and  length  of  stay  variance  (10%-12%)  than  did  the 
existing  DRG  splits  (2%-3%)  within  the  selected  disease  categories, 
without  requiring  an  increase  in  number  of  groups.  The  study  con- 
cluded that  DRG  refinement  based  on  disease  staging  and  measures 
of  unrelated  comorbidity  was  feasible. 
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ABSTRACT:  Low-wage  jobs,  classified  in  dual  labor  market  theory  as 
jobs  in  the  secondary  sector  of  the  labor  market,  are  typically  charac- 
terized by  other  undesirable  traits  such  as  little  specific  training,  no 
regular  paths  to  promotion,  high  absenteeism,  and  frequent  turnover. 
Frequent  turnover  is  of  particular  concern  to  policymakers  because 
long  job  tenure  is  one  way  for  a  worker  to  move  out  of  low-wage 
labor  markets.  To  determine  whether  federally  sponsored  job-search 
training  results  in  better  jobs  with  less  turnover  for  low-wage  work- 
ers, the  government  sponsored  the  Employment  Opportunities  Pilot 
Projects  (EOPP)  to  train  persons,  especially  welfare  recipients,  in 
job-seeking.  This  report  analyzes  the  job  stability  of  a  sample  of 
workers  participating  in  EOPP.  It  determines  which  worker,  job,  and 
EOPP  characteristics  are  most  important  in  lengthening  job  tenure. 
It  also  determines  which  type  of  job-search  program  is  most  effective 
and  isolates  groups  of  individuals  and  jobs  that  cause  particular  prob- 
lems with  stability.  Some  of  the  findings  are  that  (1)  among  workers 
exhibiting  unstable  employment  patterns  and  receiving  welfare,  in- 
dividual and  job  characteristics  and  government  policy  can  influence 
job  length;  (2)  traditional  human  capital  influences  such  as  education 
and  job  experience  do  not  encourage  job  stability;  and  (3)  human 
capital  investment  in  health  or  through  union  membership  does  yield 
a  payoff  See  also  PIC  ID  Nos.  2599  and  2599.1.  (Final  report  28 
pages.) 
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ABSTRACT:  This  study  focused  on  changes  m  family  structure  and 
living  arrangements  from  the  1960s  into  the  1980s.  It  explores  (1)  the 
number  of  children  affected  by  changing  family  structures  and  the 
time  they  spend  in  settings  other  than  two-parent  households;  (2) 
which  events  (marriage,  separation  and  divorce,  or  births  to  unmar- 
ried women)  seem  to  be  primarily  responsible  for  the  dramatic 
changes  in  family  structure  that  have  occurred;  and  (3)  the  extent  to 
which  the  changes  in  family  structure  can  be  traced  to  the  welfare 
system,  particularly  Aid  to  Families  with  Dependent  Children 
(AFDC)  benefits  to  single  mothers.  This  report,  one  of  three  on  the 
study,  examines  the  extent  to  which  children  grow  up  in  families  that 
are  not  headed  by  both  their  parents.  It  (1)  describes  the  childhood 
family  experience  of  children  who  were  15-17  years  old  at  the  time 
of  the  study  and  (2)  projects  what  the  childhood  experience  of  those 
children  who  will  be  15-17  years  old  in  1996  will  have  been.  The 
findings  show  (1)  surprisingly  high  incidence  and  long  durations  of 
childhood  experience  in  single-parent  and  no-parent  situations  and  (2) 
fundamentally  different  patterns  of  childhood  experience  for  blacks 
and  whites.  The  three  papers  in  the  series  are  summarized  in  "Family 
Structure  and  Living  Arrangements  Research:  Summary  of  Find- 
ings" (available  from  PIC).  A  separate  study  was  prepared  under  the 
same  grant.  See  also  PIC  ID  Nos.  2353-2353.5,  2353.7,  and  2353.8. 
(Final  report  43  pages;  summary  15  pages.) 
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ABSTRACT:  This  study  was  designed  to  aid  the  department's  under- 
standing of  factors  explaining  movement  of  female-headed  families 
with  children  on  and  off  the  AFDC  program.  Three  broad  questions 
were  addressed:  (1)  What  was  the  length  of  stay  on  the  program?  (2) 
What  are  the  characteristics  of  those  who  receive  welfare  income  for 
extended  periods?  (3)  What  are  the  characteristics  of  the  subpopula- 
tion  of  women  who  escape  welfare,  in  particular  those  who  escape 
by  an  increase  in  earnings?  The  Panel  Study  of  Income  Dynamics 
(PSID),  a  longitudinal  survey,  was  the  datasource.  Analysis  of  the 
PSID  indicated  that  half  of  AFDC  recipients  exit  the  program  within 
two  years,  and  that  a  substantial  majority  remain  off  the  rolls  perma- 
nently. However,  the  bulk  of  AFDC  expenditures  are  accounted  for 
by  women  who  had  been  on  AFDC  eight  years  or  more.  The  follow- 
ing subgroups  were  found  to  have  longer  stays  on  AFDC:  women 
who  have  become  heads  of  households  by  having  a  child,  non-whites, 
high  school  dropouts,  mothers  with  many  children,  and  those  with- 
out previous  earning  histories.  An  equal  percentage  of  recipients 
(33%  each)  leaves  the  program  due  to  increased  earnings  or  to  a 
change  in  marital  status.  The  probability  of  leaving  the  program  due 
to  increased  earnings  is  much  higher  in  the  first  two  years,  while  the 
probability  of  leaving  due  to  marriage  remains  constant  for  the  entire 
period  of  benefits. 
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ABSTRACT:  This  report  presents  the  results  of  an  evaluability  assess- 
ment of  the  Early  and  Periodic  Screening,  Diagnosis  and  Treatment 
(EPSDT)  Program.  This  program  was  established  to  screen,  diag- 
nose and  treat  the  nation's  Medicaid-eligible  children  to  detect  and 
correct  physical  or  mental  defects.  It  is  state  administered,  but  feder- 
ally managed.  It  is  this  federal  management  that  is  the  focus  of  this 
evaluability  assessment.  The  report  concentrates  on  ways  to  improve 
program  management.  Its  findings  are  also  relevant  to  the  Child 
Health  Assurance  Program  (CHAP).  Some  of  the  findings  of  the 
study  are  the  following:  (1)  it  is  questionable  whether  EPSDT,  as 
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designed,  will  achieve  its  intended  objectives;  (2)  there  are  few 
agreed-on  program  measures  for  EPSDT  aside  from  the  number  of 
screenings  performed;  (3)  the  availability  of  data  for  EPSDT  manage- 
ment state  by  state  is  incomplete;  (4)  while  the  legislative  mandate  for 
EPSDT  is  general,  a  defined  set  of  program  activities  exists  at  the 
federal,  state  and  local  levels;  and  (5)  states  have  chosen  to  implement 
a  program  model  that  is  most  compatible  with  existing  provider 
resources  and  relationships.  (Final  report  26  pages.) 
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ABSTRACT:  This  paper  presents  the  relative  importance  of  increased 
transfers  and  increased  earnings  in  reducing  poverty  from  1963  to 
1973.  Section  I  reviews  the  trends  in  economic  growth,  transfer 
payments,  and  poverty  reduction  during  the  1960s  and  early  1970s. 
Section  II  presents  new  evidence,  based  on  retabulations  of  Popula- 
tion Surveys,  which  gave  information  about  the  relative  importance 
of  increases  in  earnings,  private  unearned  income,  and  public  trans- 
fers in  reducing  poverty.  The  data  were  analyzed  to  see  whether 
cyclical  conditions  or  demographic  changes  in  the  population  were 
responsible  for  some  of  the  new,  surprising  results.  Special  attention 
is  paid  to  three  subgroups  (households  headed  by  nonaged  males, 
nonaged  females  with  children,  and  aged  persons)  to  see  whether  the 
overall  results  were  equally  applicable  to  households  with  quite  dif- 
ferent coverage  under  the  existing  welfare  programs.  Section  III 
places  the  new  evidence  into  a  broader  perspective  and  speculates  on 
the  causes  of  the  observed  trends.  (Final  report  56  pages.) 
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ABSTRACT:  This  paper  reviews  the  findings  of  a  variety  of  studies  on 
income  support  programs,  focusing  on  cash  benefits,  in-kind  assist- 
ance (food  and  medical  care),  and  child  support  enforcement.  Of 
particular  interest  is  the  effectiveness  of  the  programs  in  reducing 
poverty,  meeting  the  financial  and  health  needs  of  beneficiaries,  espe- 
cially those  most  in  need,  and  providing  incentives  to  work.  This 
analysis  focuses  largely  on  programs  targeted  to  the  needy,  but  it  also 
discusses  programs,  such  as  Social  Security  and  Unemployment  In- 
surance, that  distribute  large  amounts  of  money.  See  also  PIC  ID 
Nos.  2625-2625.7,  2625.9,  2625.A,  and  2625. B.  (Final  report  50  pages.) 
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cants  to  the  program  were  randomly  assigned  to  either  the  treatment 
group,  which  had  the  opportunity  to  receive  channehng  services,  or 
the  control  group,  which  was  barred  from  participation.  Both  groups 
were  interviewed  at  basehne,  six  months,  12  months,  and  (for  half  the 
sample)  18  months.  Under  this  arrangement,  some  treatment  group 
members  could  refuse  channeling  case  management  and  services, 
while  some  control  group  members  were  allowed  to  obtain  similar 
services  elsewhere  in  the  community.  This  report  bases  its  analysis 
not  on  treatment-control  differences,  but  on  differences  between 
those  who  received  case  management  and  those  who  did  not  (regard- 
less of  whether  they  were  in  the  treatment  or  control  group).  Because 
of  methodological  problems,  it  was  not  possible  to  determine  unam- 
biguously whether  case  management  and  formal  community  service 
affect  nursing-home  use  or  other  outcomes.  Reliable  answers  to  these 
issues  require  data  that  is  collected  expressly  to  address  them.  See  also 
PIC  ID  Nos.  2648,  2648.1,  2166-2166.9,  and  2166.A-2166.Z. 
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ABSTRACT:  The  Survey  of  Income  and  Program  Participation  (SIPP) 
was  intended  to  provide  the  data  needed  for  planning,  implementing, 
and  evaluating  the  numerous  large-scale  social  welfare  programs  of 
the  government.  In  1979,  a  panel  of  10,000  households  was  inter- 
viewed at  quarterly  intervals  six  times.  One  important  task  was  to 
develop  an  imputation  procedure  for  missing  asset  and  liability  data 
in  the  1979  panel.  A  serious  problem  that  arose  in  the  examination  of 
the  1979  net  worth  data  was  the  inordinate  rate  of  nonresponse  with 
respect  to  the  value  of  asset  and  liability  holdings.  Among  the  major 
net  worth  categories,  approximately  25%-33%  of  the  values  were 
missing.  The  nonresponse  rates  on  amounts  ranged  from  50%-67% 
for  sectors  such  as  corporate  stocks,  bonds,  certificates  of  deposit, 
and  business  equity.  Consequently,  the  need  for  an  imputation  proce- 
dure for  missing  values  became  evident.  Because  of  the  concentration 
of  nonresponse  in  the  upper  income  and  age  brackets,  the  effects  of 
the  imputation  was  to  boost  the  average  size  of  holdings  in  various 
categories,  as  compared  to  the  averages  of  other  respondents.  The 
survey  data  appeared  to  depict  with  reasonable  accuracy  the  major 
trends  in  this  field  over  time.  (Final  report  40  pages.) 
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ABSTRACT:  This  report  results  from  an  investigation  of  the  extent  to 
which  differential  attrition  from  the  research  sample  in  the  channel- 
ing demonstration  might  have  led  to  biased  estimates  of  program 
impact.  Two  analytical  approaches  were  adopted:  a  heuristic  ap- 
proach and  a  statistical  modeling  approach.  The  results  from  these 
approaches  lead  to  the  conclusion  that,  in  spite  of  observed  differ- 
ences in  attrition  rates  between  treatment  group  and  control  group 
members,  there  is  very  little  evidence  that  such  attrition  resulted  in 
biased  estimates  of  channeling's  impacts.  The  occasional  bits  of  evi- 
dence to  the  contrary  were  scattered  and  inconsistent  across  time, 
channeling  model,  and  outcome  variables.  See  also  PIC  ID  Nos. 
2166,  2166.1,  2166.3-2166.9,  2166.A-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  In  the  evaluation  of  the  National  Long-Term  Care  Chan- 
neling Demonstration,  some  members  of  the  research  sample  were 
lost  to  the  analysis  due  to  sample  attrition.  Sample  attrition  could 
distort  the  treatment  group/control  group  comparison,  depending  on 
the  type  of  attrition  that  occurred  This  report  investigates  whether 
there  was  evidence  of  bias  due  to  attrition  in  the  preliminary  estimates 
of  channeling's  impacts.  Essentially,  the  report  describes  the  pattern 
of  attrition,  discusses  how  attrition  bias  might  arise,  outlines  the  statis- 
tical procedures  used  to  correct  for  bias  and  contains  the  results 
obtained  when  this  procedure  is  used  to  estimate  the  impacts  of 
channeling  for  key  outcome  measures  drawn  from  the  preliminary 
findings.  The  report  concludes  that  no  global  patterns  of  attrition  bias 
emerge  from  the  analysis.  See  also  PIC  ID  Nos.  2166-2166.4,  2166.6- 
2166.9,  2166.A-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  report  presents  analyses  of  the  effects  of  the  mini- 
mum wage  on  the  employment  of  young  men  and  women,  both  those 
in  school  and  those  out  of  school.  The  analyses  used  individual  data 
from  the  1978  Current  Population  Survey.  The  results  show  that  the 
effect  of  the  minimum  wage  on  women  is  greater  than  the  effect  on 
men.  This  effect  is  due  to  different  market  wage  rates  for  men  and 
women.  According  to  the  findings,  approximately  40%-50%  of 
youth  with  market  wages  below  the  minimum  wage  are  without 
work  because  of  the  minimum  wage.  This  report  is  one  in  a  series  on 
the  effects  of  government  programs  on  the  schooling  and  employ- 
ment of  youth.  "The  Effect  of  Government  Programs  on  Youth: 
Summary  of  Findings"  summarizes  the  six  reports  in  the  .series.  It  is 
available  from  PIC  and  from  NTIS  (PB  84-195734).  See  also  PIC  ID 
Nos.  2353-2353.3  and  2353.5-2353.8.  (Final  report  33  pages  plus  ap- 
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ABSTRACT:  This  paper  investigated  the  issue  of  whether  the  under- 
reporting of  income  by  participants  in  the  income  maintenance  ex- 
periments caused  the  estimated  effects  on  work  effort  of  different 
income  maintenance  plans  to  be  measured  with  error.  If  this  were  the 
case,  then  changes  in  reported  earnings  might  have  resulted  from  a 
change  in  the  extent  to  which  earnings  were  reported  rather  than  a 
change  in  actual  work  effort.  The  Indiana  Department  of  Employ- 
ment Security  data  were  used  for  research  purposes.  Some  of  the 
major  findings  of  the  study  follow:  (1)  the  underreporting  of  earnings 
to  Gary  Experiment  interviewers  was  substantial;  (2)  underreporting 
during  interviews  was  considerably  more  prevalent  among  wives  and 
female  family  heads  than  among  husbands;  (3)  underreporting  during 
interviews  was  greater  among  persons  eligible  for  experimental  trans- 
fer payments  ("experimentals")  than  among  persons  in  the  control 
group  ("controls").  (Final  report  23  pages.) 
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ABSTRACT:  The  purpose  of  this  report  is  to  provide  tabulation  on 
Medicaid  services  and  expenditures  to  assist  in  the  Medicaid  program 
assessment  that  was  being  conducted  by  the  departmental  task  force 
on  federalization  of  the  Medicaid  program  in  1982.  The  report  pro- 
vides data  that  can  be  used  in  estimating  the  Medicaid-eligible  popula- 
tions falling  into  a  full  range  of  federally  defined  mandatory  and 
optional  medical  assistance  categories.  They  also  can  be  used  in  es- 
timating the  total  and  per  capita  expenditures  for  mandatory  and 
optional  medical  services  offered  by  various  state  Medicaid  agencies. 
Fart  of  the  eligibility  data  was  obtained  through  additional  processing 
and  analysis  of  the  complete  1982  eligibility  history  file  of  downstate 
New  York.  The  remaining  eligibility  data  and  the  services  data  were 
obtained  from  a  sample  of  the  states.  Twenty-seven  states  were  con- 
tacted based  on  the  following  criteria:  (1)  the  combination  of  states 
selected  should  represent  all  of  the  optional  services;  (2)  states  select- 
ed should  offer  the  largest  number  of  optional  services;  (3)  states 
selected  should  provide  services  to  the  largest  number  of  recipients; 
(4)  states  selected  should  utilize  a  wide  range  of  detailed  eligibility 
categories;  and  (5)  states  selected  should  have  had  a  certified  Medi- 
caid Management  Information  System  (MMIS)  for  one  year.  (Final 
report  Volume  I,  302  pages;  Volume  II,  279  pages.) 
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ABSTRACT:  This  paper  describes  a  massive  computational  study  un- 
dertaken to  investigate  empirically  the  impacts  of  merging  scheme, 
distance  function,  and  data  measurement  error  on  the  statistical  cha- 
racteristics of  the  resultant  merge  file.  More  than  7,000  merges  of 
both  randomly  generated  files  and  national  data  sets  were  performed 
to  test  the  procedures"  ability  (or  lack  thereoO  to  create  composite 
files  that  replicate  an  actual  sample  drawn  from  the  original  popula- 
tion. The  results  indicate  specific  cases  where  merging  works  well 
and  other  cases  in  which  it  does  not.  The  optimal  constrained  merge 
technique  with  an  absolute  difference  distance  function  appeared  to 
be  the  best  of  the  methodologies  in  use  at  the  time  of  the  study.  Other 
distance  functions  proposed  in  the  literature  yielded  extremely  poor 
matches  when  applied  to  sample  survey  data.  The  robustness  of 
merge  techniques  when  bias  and  noise  are  present  is  clearly  demon- 
strated as  is  the  need  for  a  reasonable  number  of  variables  in  the 
distance  function.  In  addition,  the  need  for  modifications  to  existing 
merge  procedures  that  address  their  shortcomings  is  discussed  and 
easily  implemented  improvements  described.  (Final  report  119  pages 
plus  appendices.) 
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ABSTRACT:  This  report  is  based  on  a  survey  of  the  job-related  hbrary 
service  needs  of  professional  employees  in  the  HEW  Southwest  Dis- 
trict of  Columbia  complex,  including  employees  dealing  in  planning, 
evaluation,  social  research,  legal  issues,  education  policy,  and  social 
services  policy.  The  survey  found  a  wide  range  of  needs:  9%  never 
used  the  departmental  library,  but  26%  used  it  21  or  more  times  a 
year.  Substantial  dissatisfaction  was  voiced  with  the  physical  appear- 
ance, services,  and  quality  of  the  collection.  Alternatives  such  as 
interlibrary  loans  were  not  found  desirable.  Recommendations  were 
made  to  expand  both  staff  and  collections,  particularly  for  up-to-date 
policy-related  materials.  A  number  of  improvements  were  subse- 
quently made  to  the  library,  partly  as  a  result  of  this  study.  (Final 
report  volumes  72  and  90  pages,  respectively.) 
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transfer  recipients.  These  offsets  would  occur  if  job  vacancies  initially 
resulting  from  the  transfer  program  were  filled  by  unemployed  trans- 
fer recipients  or  if  employers  raised  wages  in  response  to  the  vacan- 
cies and  this,  in  turn,  reduced  increases  in  hours  worked  by  transfer 
recipients.  The  findings  suggest  that  employer  adjustments  in  wage 
rates  had  little  potential  for  offsetting  transfer  program  induced  re- 
ductions in  work  effort,  but  that  responses  to  job  vacancies  by  unem- 
ployed transfer  recipients  did,  particularly  during  periods  when 
low-wage  labor  markets  would  have  been  slack  in  the  absence  of  the 
transfer  program.  (Final  report  28  pages.) 
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ABSTRACT:  This  study  represents  an  exploratory  effort  to  investigate 
problems  in  dual  choice  implementation.  An  effort  is  being  made— 
notably  in  the  dual  choice  provisions  of  the  HMO  Act— to  get  em- 
ployers to  offer  employees  a  choice  of  benefit  plans,  thereby  en- 
couraging consumer  cost-consciousness  and  competition  among 
health  insurers.  Funding  constraints  limited  the  time  to  two-person 
months  and  focus  to  nine  firms.  The  employers  interviewed  em- 
ployed from  3,000  employees  to  more  than  750,000,  representing 
diverse  fields  of  business.  Some  firms  present  a  long  history  of  offer- 
ing HMOs  while  others  implemented  HMOs  for  the  first  time  in  1977 
or  had  not  yet  implemented  the  HMO  option.  The  experience  of  nine 
employers  is  too  limited  to  draw  firm  conclusions  about  the  im- 
plementation of  dual  choice.  However,  if  their  views  are  in  fact 
representative,  the  study  findings  have  the  following  policy  implica- 
tions: Impediments  to  expanded  choice  are  not  administrative  prob- 
lems and  cost  as  much  as  employers'  preoccupation  with  immediate 
premium  savings  through  use  of  HMOs  and  employers'  and  unions' 
desire  to  maintain  their  responsibility  and  influence  over  employees' 
insurance.  Limited  experience  with  a  large  number  of  HMOs,  em- 
ployers' insufficient  attention  to  evaluation,  and  differences  of  opin- 
ion on  the  costs  vs.  the  benefits  of  expanded  HMO  offerings  suggest 
the  importance  of  further  research  on  dual  choice  implementation  as 
a  guide  to  policy. 
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ABSTRACT:  The  issues  of  releasing  organisms  that  have  been  modi- 
fied through  the  process  of  genetic  manipulation  (i.e.,  genetic  engi- 
neering) were  discussed  through  24  scientific  papers  presented  in  six 
sessions:  Case  Histories;  Genetic  Variation  and  Gene  Transfer;  Other 
Introductions  into  the  Environment;  Biological  Responses  to  Pertur- 
bation: Genome  to  Ecosystem;  Future  Trends:  Toward  a  Predictive 
Capability;  and  Rapporteurs:  Summaries  and  Recommendations. 
These  papers  and  panel  and  participant  discussions  of  each  session  are 
included  in  the  proceedings.  A  lay  summary  by  science  writer  Ber- 
nard Dixon  accompanies  the  proceedings. 
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ABSTRACT:  This  project  established  a  marketing  cooperative  to  test 
the  feasibility  of  marketing  products  produced  by  work  activity  cen- 
ters employing  developmentally  disabled  persons.  Work  Center  Mar- 
keting Service  (WCMS)  targeted  the  market  for  each  product  or  line 
of  products  and  identified  journals  and  magazines  matching  that  tar- 
get group  and  tested  advertising  in  those  periodicals.  The  project  also 
developed  a  direct-mail  catalog  and  marketed  products  at  trade  fairs. 
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calculations  of  various  poverty  estimates  for  1944-1958  using  the 
definition  of  poverty  that  was  considered  the  official  definition  at  the 
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11  pages,  respectively.) 

DESCRIPTORS:  Low-Income  Population 
STUDY  TYPE:  Other 

PIC  ID  NO:  2618  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  , 

Available  from  PIC 
START/END  DATES:  June '85  through  June '86  / 


0156  4i 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Short-Term  Policy  Assessment:  SSA,  HCFA, 
FSA  Programs  (Program  Area  I) 

REPORT  TITLE:  Estimating  the  New  Jersey  AFDC  Caseload 
PERFORMER:  ICE,  Inc.,  1850  K  Street  N.W.,  Washington  D.C. 

20006 

PROJECT  OFFICER:  Garasky,  Steve;  Rm  404E,  HHH  Bldg; 
202-245-7148 


60 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


Accession  No.  0158 


PROGRAM(S)  EVALUATED: 

OS-Policy  Research  (Entire  Program  Area); 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  The  Realizing  Economic  Achievement  (REACH)  pro- 
gram is  a  New  Jersey  welfare  reform  demonstration  that  represents 
a  comprehensive  change  in  its  AFDC  program  and  that  may  substan- 
tially change  its  caseload.  The  REACH  program  differs  from  other 
welfare  initiatives  in  that  it  is  a  mandatory  program  targeted  at  groups 
such  as  long-term  recipients  and  recipients  with  young  children  that 
have  frequently  been  exempt  from  such  efforts.  Because  the  program 
provides  a  wide  array  of  activities  and  supportive  services,  the  state 
expects  the  program  to  dramatically  reduce  the  caseload  and  pro- 
gram costs.  The  program  will  eventually  affect  the  entire  state,  which 
precludes  using  the  comparison  of  caseloads  in  covered  and  uncov- 
ered portions  of  the  state  as  a  means  of  obtaining  estimates  of  the 
program's  impact  on  the  basic  and  unemployed  parent  (UP)  AFDC 
caseloads.  Consequently,  the  purpose  of  this  project  was  to  develop 
and  estimate  models  to  be  used  to  predict  what  the  AFDC  caseload 
would  have  been  between  1987  and  1992  if  REACH  had  not  been 
instituted.  These  data  provided  the  state  of  New  Jersey  and  HHS 
with  the  information  needed  to  assess  the  impact  that  REACH  has 
had  on  the  basic  and  UP  caseloads.  This  report  describes  the  strategy 
for  developing  and  estimating  the  projection  models  and  presents  the 
findings.  See  also  PIC  ID  Nos.  2773  and  2773.2.  (Final  report  40 
pages  plus  appendix.) 

DESCRIPTORS:  Families  with  Dependent  Children,  Demonstration 
Projects,  Economic  Analysis  Feature,  Statistical  Data  Feature,  Low- 
Income  Population,  Case  or  Site  Study  Feature,  State  or  Local  Gov- 
ernment, Welfare  Reform 
STUDY  TYPE:  Case  Studies;  Other 

PIC  ID  NO:  2773  1  PROJECT  NO:  ASPE/ISP  86-02  1 

FUND  SOURCE:  Research  NTIS  NO:  PB  88-216650/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  86-0051 
COST    (In  Thousands):  FY  88-$60 
STATUS:  Study  completed. 

Available  from  PIC,  '  ■ 

Available  from  NTIS 
START/END  DATES:  October  '87  through  February  '88 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluability  Assessment:  Making  Public  Programs 
Work  Better 

REPORT  TITLE:  Evaluability  Assessment;  Making  Public  Programs 

Work  Better 
PERFORMER:  Project  Share,  Rockville  MD 
PROJECT  OFFICER:  Schmidt.  Richard 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs 

ABSTRACT:  Evaluability  assessment  is  a  descriptive  and  analytic 
process  intended  to  produce  a  reasoned  basis  for  proceeding  with  an 
evaluation  of  use  to  both  management  and  policymakers.  It  is  a  four- 
step  process  that  includes  (1)  describing  the  program;  (2)  validating 
and  analyzing  the  program  description  to  determine  the  extent  to 
which  the  program  can  be  evaluated;  (3)  constructing  alternatives 
wherever  necessary;  and  (4)  implementing  management  decisions. 
This  report  describes  all  four  steps  in  detail  as  well  as  the  value  of  an 
evaluability  assessment.  (Final  report  103  pages.) 


DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Research 
and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2002  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  November  '78  through  November  '79 
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PROJECT  TITLE:  Evaluability  Assessment  of  a  Survey  of  Absent 
Parents 

REPORT  TITLE:  Evaluability  Assessment  of  a  Survey  of  Absent 
Parents 

PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Poppink,  Sue 
PROGRAM(S)  EVALUATED; 

FSA-Child  Support  Enforcement-Research  and  Evaluation; 
OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  An  evaluability  assessment  of  a  survey  of  absent  parents 
was  conducted  to  determine  the  cost-effectiveness  of  increased  ef- 
forts in  child-support  enforcement.  The  project  involved  (1)  a  review 
of  relevant  literature;  (2)  interviews  with  potential  users  of  the  survey 
data  to  be  collected;  (3)  analysis  of  data  obtained  from  the  Panel 
Study  of  Income  Dynamics  (PSID);  (4)  review  of  state  and  local  data 
files  relevant  to  absent  parent  characteristics  and  their  payment  and 
non-payment  for  child  support;  and  (5)  attempts  to  locate  absent 
parents  by  telephone.  Through  these  and  other  means  of  research,  it 
was  concluded  that  a  great  deal  is  known  about  absent  parents.  These 
statistical  profiles  suggest  some  generalizations  about  absent  parents 
who  meet  their  child-support  obligations.  Almost  90%  of  all  success- 
ful contacts  was  completed  in  six  attempted  telephone  calls  or  20 
minutes;  additional  effort  yielded  very  little  result.  The  report  also 
discusses  five  major  options  for  fielding  a  new  cross-sectional  survey 
of  absent  parents.  See  also  PIC  ID  No.  2151.1.  (Final  report  94  pages 
plus  appendices.) 

DESCRIPTORS:  Case  or  Site  Study  Feature.  Family,  Feasibility  Study 
Feature,  Survey  or  Questionnaire  Feature,  Literature  Review  Fea- 
ture, Child  Welfare 

STUDY  TYPE:  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 

PIC  ID  NO:  2151  PROJECT  NO:  ASPE/E&TA  83-2 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0038 
COST    (In  Thousands):  FY  83-$95 
STATUS:  Study  completed, 

Available  from  PIC. 

Executive  summary  at  PIC 
START/END  DATES:  October  '83  through  September  '84 
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PROJECT  TITLE:  Evaluability  Assessment  of  Child  Care  Options 
for  Work-Welfare  Programs 

REPORT  TITLE:  Evaluability  Assessment  of  Child  Care  Options  for 

Work-Welfare  Programs  (Two  Volumes) 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 

22101 

PROJECT  OFFICER:  Prosser,  William;  Rm  410E,  HHH  Bldg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services-Research  and 
Demonstration-Day  Care; 
FSA-Assistance  Payments-AFDC; 
HD-ACYF-Head  Start  (Entire  Program  Area); 
HD-ACYF-Program  Direction  and  Management; 
FSA-Assistance  Payments-Program  Direction  and 
Management 

ABSTRACT:  This  two-volume  report  presents  the  results  of  an  evalua- 
bility assessment  of  child  care  options  for  work-welfare  programs. 
The  assessment  (1)  identified  the  relationship  of  child  care  practices, 
issues,  and  barriers  to  welfare  reform  and  work-welfare  programs  in 
selected  states;  and  (2)  explored  the  extent  to  which  Head  Start 
programs  could  supplement  child  care  services  to  work-welfare  par- 
ticipants. The  study  found  the  issues  that  are  related  to  work-welfare 
and  child  care  and  cause  the  most  concern  are  (1)  minimum  age 
requirements  and  child  care  supply  and  demand;  (2)  licensed/regulat- 
ed  child  care;  and  (3)  transitional  services.  Volume  I  of  the  report 
presents  background  information  on  the  study,  a  synthesis  of  child 
care  practices  for  work-welfare  programs  in  selected  states,  a  descrip- 
tion of  Head  Start  grantees  with  innovative  full-day  programs,  and 
major  findings  and  conclusions.  Volume  II  provides  detailed  state 
summaries,  Head  Start  grantee  case  studies,  and  an  example  of  cost 
principles  applied  to  a  Head  Start  program  to  expand  services.  See 
also  PIC  ID  No.  2597. 

DESCRIPTORS:  Families  with  Dependent  Children,  Welfare  Reform, 
Child  Care,  Labor  Markets  and  Problems.  Low-Income  Population, 
Federal  Role,  State  or  Local  Administration,  Federal  Administration 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2597  1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-85-0004 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  "86  through  April  "88 
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PROJECT  TITLE:  Evaluability  Assessment  of  the  Bureau  of  Health 
Planning  Appropriateness  Review  Function 

REPORT  TITLE:  Evaluability  Assessment  of  the  Appropriateness 
Review  Function 


PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Abramson,  Mark 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  The  evaluability  assessment  of  the  appropriateness  re- 
view function  of  the  Health  Planning  Program  was  conducted  to 
define  and  document  the  activities,  objectives,  products,  performance 
measures,  and  information  and  evaluation  needs  of  program  manag- 
ers. An  assessment  of  the  likelihood  of  the  program  achieving  its 
intended  objectives  was  also  made.  It  was  found  that  the  program 
needed  to  be  modified  in  order  to  achieve  its  legislated  objectives. 
Management  options  were  provided  to  suggest  ways  to  improve 
program  performance.  For  those  areas  of  the  program  determined  to 
be  fruitful  for  evaluation,  options  were  developed  that  provide  an 
approach  to  purchasing  information  incrementally  on  the  design, 
performance,  and  outcomes  of  appropriateness  review. 

DESCRIPTORS:  Health  Planning,  Research  and  Evaluation  Perfor- 
mance, Research  and  Evaluation  Planning  and  Administration,  Feasi- 
bility Study  Feature 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1931  PROJECT  NO:  ASPE/E&TA  79-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0057 
COST    (In  Thousands):  FY  81-$94 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  February  '80  through  March  '81 
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PROJECT  TITLE:  Evaluability  Assessment  of  the  Emergency 
Medical  Services  Program 

REPORT  TITLE:  Evaluability  Assessment  of  the  Emergency  Medical 

Services  Program 
PERFORMER:  System  Sciences,  Inc.,  4330  East-West  Highway, 

Bethesda  MD  20014 
PROJECT  OFFICER:  Yates,  Edward;  Rm  737F,  HHH  Bldg; 

202-245-7155 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Emergency  Medical  Services 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  In  conducting  the  Evaluability  Assessment  of  the  Emer- 
gency Medical  Services  (EMS)  program,  varying  degrees  of  empha- 
sis both  above  and  below  the  Division  of  EMS  (DEMS)  were  given 
to  the  perceived  program  objectives.  In  general,  three  objectives 
were  articulated:  (1)  the  reduction  of  death  and  disability  due  to 
emergency  medical  episodes  (outcome  objective);  (2)  the  develop- 
ment of  a  national  network  of  financially  viable  EMS  systems  (out- 
come objective)  through  provision  of  federal  "seed"  monies;  and  (3) 
system  development  and  implementation  (operational  objective).  A 
program  logic  emerged  that  had  as  its  foundation  two  primary  causal 
assumptions:  (1)  developing  EMS  systems  (operational  objective) 
will  lead  to  a  reduction  in  death  and  disability  and  achievement  of 
financial  viability  (outcome  objective);  and  (2)  certain  system  activi- 
ties relate  more  directly  to  the  reduction  in  death  and  disability  in- 
cluding manpower  and  training,  communications,  transportation. 
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facilities  categorization  and  designation  and  development  of  proto- 
cols and  agreements.  This  study  was  cosponsored  by  the  Health 
Services  Administration. 

DESCRIPTORS:  Emergency  Medical  Care.  Management  Information 
and  Reporting 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1908  PROJECT  NO:  ASPE/ETA  79-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-155632 
MECHANISM:  Contract  ERIC  NO:  Not  applicable  „ 

CONTRACT/GRANT  NO:  100-79-0042 
COST    (In  Thousands):  FY  80-$81 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '80  through  October  "80 
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PROJECT  TITLE:  Evaluability  Assessment  of  the  HHS  Family 
Planning  Program 

REPORT  TITLE:  Evaluability  Assessment  of  the  HHS  Family 

Planning  Program 
PERFORMER:  System  Sciences,  Inc.,  4330  East-West  Highway, 

Bethesda  MD  20014 
PROJECT  OFFICER:  Yates,  Edward;  Rm  737F,  HHH  Bldg; 

202-245-7155 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX-Family  Planning 

(CONSOLIDATED-See  SSBG); 

PHS-HRSA-Health  Services-Community-Family  Planning 

ABSTRACT:  The  purpose  of  this  evaluability  assessment  was  to  exam- 
ine the  broad  range  of  policy-related  issues  and  activities  of  the  family 
planning  program.  Specifically,  the  objectives  were  (1)  to  document 
the  intended  program  at  all  levels  (managers"  and  policymakers"  ex- 
pectations for  program  activities  and  accomplishments,  agreed-upon 
measures,  data  sources  and  data  availability,  and  intended  users  of 
program  information);  (2)  to  document  actual  program  activities  and 
results  in  umbrella  agencies/grantees  in  clinic  sites;  (3)  to  identify,  in 
the  context  in  which  family  planning  services  are  operating,  the  key 
variables  that  appear  to  facilitate  or  impede  the  achievement  of  family 
planning  goals;  important  actors  and  entities,  relationships  among 
them  (including  those  among  umbrella  agencies/grantees,  delegate 
agencies  and  clinics);  and  key  leverage  points  (e.g.,  funding  organiza- 
tion, legislation)  that  are  potentially  sensitive  to  change;  (4)  to  deve- 
lop (based  on  the  analytic  framework  developed  in  the  previous 
objectives)  a  preliminary  set  of  program  performance  and  state-, 
local-,  and  client-level  change  indicators  related  to  the  goals;  and  (5) 
to  formulate  management  and  evaluation  options. 

DESCRIPTORS:  Family  Planning,  Management  Information  and  Re- 
porting, Research  and  Evaluation  Performance,  Clinics 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1941  PROJECT  NO:  ASPE/E&TA  79-23 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0042 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  November  "80  through  June  "81 
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PROJECT  TITLE:  Evaluability  Assessment  of  the  Indian  Health 
Service  (IHS)  Financial  Management  System 

REPORT  TITLE:  Evaluability  Assessment  of  the  Indian  Health 
Service  Financial  Management  System  (Two  Reports) 

PERFORMER:  System  Sciences,  Inc.,  4330  East-West  Highway, 
Bethesda  MD  20014 

PROJECT  OFFICER:  Schmidt,  Richard 

PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Program  Direction  and  Management 

ABSTRACT:  The  general  objective  of  this  contract  was  to  describe  the 
IHS  financial  management  system.  Specifically,  the  tasks  included 
describing  the  IHS  data  system,  delineating  data  uses  at  all  manage- 
ment levels,  and  recommending  alternatives  to  improve  data  usage 
for  resource  allocation  decisions.  Activities  of  the  financial  manage- 
ment system  covered  in  this  report  are  planning,  programming,  budg- 
eting, funding,  accounting,  reporting,  reviewing  and  analyzing 
operations.  Also  available  from  PIC  is  the  supplementary  report 
"Management  Systems  Description:  Indian  Health  Service."  (Final 
reports  33  and  346  pages,  respectively.) 

DESCRIPTORS:  Financial  Management,  Health  Care  Delivery  Sys- 
tems, Information  Systems,  Management  Information  and  Reporting, 
Research  and  Evaluation  Performance,  Native  Americans 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1925  PROJECT  NO:  ASPE  79-17 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0042 
COST    (In  Thousands):  FY  79-$70 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  "79  through  April  '80 
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ABSTRACT:  This  report  presents  the  findings  and  recommendations 
from  a  short-term  evaiuability  assessment  of  the  National  Diabetes 
Information  Clearinghouse  (NDIC).  The  purpose  of  the  study  was  to 
assist  federal  program  managers  in  assessing  the  feasibility  of  program 
evaluation,  developing  measurable  program  activities,  and  identify- 
ing management  options  for  improved  program  performance.  The 
results  indicate  that  the  program  is  evaluable  on  a  short-term  basis 
U'ith  the  use  of  objectives  that  are  in  place  and  agreed  upon  by 
program  managers  and/or  policymakers.  The  project  produced  an 
updated  statement  of  NDIC  goals,  objectives,  activities,  and  program 
perforamnce  indicators.  The  report  reviews  the  activities  carried  out 
in  the  evaiuability  assessment,  discusses  the  evolution  and  structure 
of  the  NDIC,  presents  the  evaluation  issues  that  resulted  from  anal- 
ysis of  the  program,  and  outlines  options  for  future  evaluation  and 
program  management.  See  also  PIC  ID  No.  1938.1.  (Final  report  58 
pages.) 

DESCRIPTORS:  Feasibility  Study  Feature,  Information  Dissemina- 
tion, Diabetes,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1938  PROJECT  NO:  ASPE/ETA  81-07 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-188046 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-81-0029 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '81  through  February  '82 
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PROJECT  TITLE:  Evaiuability  Assessment  of  the  National  Institute 
on  Alcohol  Abuse  and  Alcoholism  State  Manpower 
Development  Program 

REPORT  TITLE:  Evaiuability  Assessment  of  the  National  Institute 
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PROJECT  OFFICER:  Yates,  Edward;  Rm  737F,  HHH  Bldg; 

202-245-7155 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Training 

ABSTRACT:  The  State  Manpower  Development  Program  was  de- 
signed as  a  federal/state  partnership  with  the  federal  government 
providing  technical  assistance  and  money  ($90,000  over  three  years) 
to  each  state  grantee  towards  integrating  human  resources  manage- 
ment and  development  with  the  alcoholism  treatment  services  sys- 
tem. A  sample  of  nine  sites  was  selected  from  a  universe  of  43 
grantees,  and  intensive  on-site  analysis  was  conducted  to  assess  pro- 
gram plausibility.  Major  findings  revealed  that  (1)  program  resources 
were  insufficient  to  achieve  program  objectives  without  the  inclusion 
of  NIAAA  formula  funds;  (2)  monitoring  and  technical  assistance 
were  insufficient  for  implementing  program  activities  and  accom- 
plishing objectives;  (3)  achievement  of  long-range  program  impact 
via  attainment  of  SMDP  objectives  was  questionable;  and  (4)  it  was 
unclear  whether  the  then-current  information  system  provided  state 
alcoholism  authorities  with  valid  and  useful  information.  The  study 
proposes  policy  and  management  options  (along  with  associated 
costs)  for  overcoming  barriers  to  effective  program  performance, 
thereby  enabling  the  SMDP  to  progress  towards  its  objectives. 
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ABSTRACT:  The  purpose  of  this  study  was  to  conduct  an  evaiuability 
assessment  of  the  Community  Hospital  Oncology  Program  (CHOP) 
of  the  National  Cancer  Institute  (NCI)  to  specifically  determine  infor- 
mation needs  and  future  directions  for  a  national  evaluation  of  CHOP 
from  a  federal  policy  and  programmatic  point  of  view.  The  final 
report  recommended  that  a  minimal  set  of  performance  indicators 
and  data  requirements  be  selected  and  implemented  immediately  for 
ongoing  CHOP  monitoring;  that  a  short-term  assessment  of  im- 
plementation plans  be  conducted  to  provide  information  useful  for 
CHOP  development  and  preliminary  evaluation;  and  that  design  and 
implementation  of  a  long-term  evaluation  of  the  impact  of  CHOP  be 
integrated  with  evaluation  designs  for  CHOP. 

DESCRIPTORS:  Cancer,  Morbidity  and  Mortality,  Needs  and  Needs 
Assessment 

STUDY  TYPE:  Program  Performance  Evaluation 
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PROJECT  TITLE:  Evaluability  Assessment  of  the  Role  of  RSA  in 
the  Internal  Management  of  the  Basic  VR  Program 

REPORT  TITLE:  Evaluability  Assessment  of  the  Role  of  RSA  in  the 

Internal  Management  of  the  Basic  VR  Program 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Yates,  Edward;  Rm  737F,  HHH  Bldg; 

202-245-7155 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  1980  report  contained  a  summary  of  the  methodolo- 
gy, findings,  and  recommendations  from  a  year-long  study  of  the  role 
of  the  federal  Rehabilitation  Services  Administration  (RSA)  Central 
Office  in  carrying  out  its  internal  management  responsibilities  for  the 
basic  Vocational  Rehabilitation  (VR)  Program.  The  overall  goal  of 
the  program  was  to  provide  services  to  handicapped  Americans  that 
would  improve  their  ability  to  secure  productive  employment.  The 
study  focused  on  the  management  of  the  VR  program  from  the 
perspective  of  Washington  decision  makers,  rather  than  the  outcomes 
experienced  by  VR  clients.  Four  purposes  of  the  study  were  (1)  to 
specify  the  goals  of  the  RSA  Central  Office  with  respect  to  the 
internal  management  responsibilities  for  the  basic  VR  programs;  (2) 
to  describe  the  planning  and  operational  activities  that  were  carried 
out  in  RSA  to  accomplish  these  goals;  (3)  to  assess  the  likelihood  that 
these  activities  were  leading  to  the  achievement  of  the  goals;  and  (4) 
to  suggest  options  to  planning  and  operational  activities  where  such 
options  have  the  potential  to  improve  goal  attainment.  (Final  report 
110  pages.) 
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STUDY  TYPE:  Program  Performance  Evaluation 
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Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  "79  through  October  "80 


0168 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluability  Assessment  Study  of  the  NCI 
Clinical  Cooperative  Group  Outreach  Program 

REPORT  TITLE:  Evaluability  Assessment  Study  of  the  NCI  Clinical 

Cooperative  Group  Outreach  Program 
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ABSTRACT:  The  final  report  documents  the  background,  methods, 
and  findings  of  a  project  designed  to  produce  a  preliminary  evaluabil- 
ity assessment  of  the  Clinical  Cooperative  Group  Outreach  Program 
(CCGOP)  of  the  National  Cancer  Institute  (NCI),  National  Institutes 
of  Health.  A  foreshortened  version  of  the  traditional  evaluability 


assessment  design  was  used,  with  the  intent  of  providing  pertinent 
federal  personnel  with  immediately  useful  information  on  CCGOP 
structure  and  activity  and  their  implications  for  program  evaluation 
plans,  the  design  of  similar  community  cancer  programs,  and  other 
major  aspects  of  clinical  cancer  research.  Preliminary  analyses,  in- 
cludingicomparisons  of  the  federal  intent  for  the  program  with  the 
actual  operationsiof  the  six  participating  groups  resulted  in  a  set  of 
management,  evaluation  and  planning  issues  for  consideration  by 
NCI/federal  personnel  associated  with  the  CCGOP  and  other  cancer 
control  programs.  The  major  issues  are  discussed  in  detail,  and 
recommendations  regarding  future  evaluation  (including  areas  that 
require  further  study  prior  to  evaluation)  are  presented. 
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ABSTRACT:  The  National  Academy  of  Sciences  was  asked  by  HEW 
to  assess  the  quality  and  impact  of  the  work  of  the  Institute  for 
Research  on  Poverty  at  the  University  of  Wisconsin  in  the  context 
of  an  overall  assessment  of  research  on  poverty  and  the  role  of  this 
research  in  federal  policy  formation.  Specifically,  the  academy  was 
asked  to  consider  four  subjects:  (1)  the  state  of  research  on  poverty 
and  important  directions  for  future  work;  (2)  the  pattern  of  support 
for  research  on  poverty;  (3)  the  role  of  research  on  poverty;  and  (4) 
the  contribution  and  impact  of  the  Institute  for  Research  on  Poverty. 

DESCRIPTORS:  Social  Research,  Research  and  Evaluation  Perfor- 
mance, Research  and  Evaluation  Planning  and  Administration 
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PIC  ID  NO:  1739  PROJECT  NO:  ASPE/ISP  79-9 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  79-$100 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '78  through  March  '79 


PROJECT  DESCRIPTIONS 


65 


Accession  No.  0170  Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


0170 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Retirement  and  Aging 

REPORT  TITLE:  Evaluating  Preventive  Care:  Report  on  a 
Workshop 

PERFORMER:  Brookings  Institution,  1775  Massachusetts  Avenue 

N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER:  Adler,  Michele;  Rm  405F,  HHH  BIdg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

SSA-Old  Age  and  Survivors  Insurance-Benefit 

Payments-Retirement  Insurance; 

SSA-Disability  Insurance-Benefit  Payments; 

X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  volume  summarizes  the  proceedings  of  a  workshop 
held  at  the  Brookings  Institution  in  Washington,  D.C,  on  May  8-9, 
1986,  to  assess  the  potential  of  prevention  for  improving  the  elderly's 
health  and  capacity  for  work.  A  growing  body  of  evidence  indicates 
that  some  of  the  major  causes  of  illness  and  disability  can  be  prevent- 
ed through  specific  interventions  (e.g.,  drugs  to  control  high  blood 
pressure)  or  through  changes  in  personal  habits  (e.g.,  diet  and  exer- 
cise). Individual  health  prevention  may  have  significant  effects  on  (1) 
individuals'  ability  to  cope  with  growing  old;  (2)  the  number  of 
elderly  persons  in  poverty;  and  (3)  the  financial  demands  on  govern- 
ment programs.  Part  one  of  the  report  discusses  how  to  model  the 
health  effects  of  prevention,  using  the  example  of  screening  and  drug 
therapy  for  hypertension  in  the  mid-1970s,  and  how  to  translate 
health  effects  into  work  capacity.  Part  two  of  the  report  presents  the 
health  effects,  interventions,  and  cost-effectiveness  analysis  of  pre- 
ventive intervention  in  five  areas:  smoking,  exercise,  dietary  calcium, 
alcohol  use,  and  obesity.  The  report  is  available  from  the  Brookings 
Institution.  See  also  PIC  ID  No.  2345.  (Book  107  pages.) 
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ABSTRACT:  Information  on  state  and  local  expenditures  in  mental 
health,  drug  abuse,  and  alcoholism  does  not  exist  within  the  federal 
government  in  a  form  that  would  allow  intra-  or  interstate  compari- 
sons or  summation  to  national  totals.  Few  steps  are  currently  under- 
way that  would  change  required  federal  reporting  to  permit  these 
comparisons  or  summation  at  the  national  level.  The  most  effective 
approach  to  collecting  and  properly  interpreting  meaningful  histori- 
cal data,  and  for  making  expenditure  projections,  appears  to  be  a 
national  50-state  on-site  survey  to  be  conducted  every  three  years. 
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ABSTRACT:  The  study  developed  an  evaluation  methodology  for  the 
End-Stage  Renal  Disease  Program.  It  recommended  further  studies 
in  the  following  eight  major  areas:  medical  technology;  forecasting 
models;  cost  accounting;  epidemiology  and  clinical  medicine;  the 
patient  role  and  patient  incentives;  institutional  operations;  mech- 
anisms of  financing;  and  administration  interaction  with  other  pro- 
grams. (Final  report  45  pages.) 
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ABSTRACT:  MPR,  Inc.  will  evaluate  and  provide  technical  assistance 
to  demonstrations  in  Chicago  and  in  Newark  and  Camden,  New 
Jersey  that  will  target  teenage  AFDC  applicants,  incorporate  random 
assignment  to  experimental  or  control  groups,  and  apply  a  mandato- 
ry, comprehensive  package  of  program  interventions  intended  to 
reduce  welfare  dependency,  increase  self-sufficiency,  and  strengthen 
responsibility.  Teenagers  applying  for  AFDC  have  been  chosen  as 
the  target  group,  because  they  are  highly  likely  to  become  long-term 
dependent  on  welfare  as  well  as  to  complete  fewer  years  of  education 
and  have  a  higher  incidence  of  poverty  over  time  than  average.  A 
case-management  approach  will  be  used  to  increase  the  operating 
efficiency  of  the  demonstration,  prevent  cases  from  "falling  through 
the  cracks,"  and  provide  the  demonstration  with  better  assessment 
and  supervision  of  recipients.  The  demonstration  is  funded  by  the 
Office  of  Family  Assistance  (OFA);  the  evaluation  is  jointly  funded 
by  OFA  and  ASPE. 
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ABSTRACT:  This  report  discusses  the  reasons  why  the  caesarean  rate 
increased  from  5.0%  in  1968  to  12.0%  in  1977  and  continued  to  rise. 


The  research  is  based  on  a  review  of  the  available  literature,  inter- 
views with  over  100  obstetricians  and  an  analysis  of  the  available  data 
both  nationally  and  at  state  levels.  Eleven  principal  factors  are  identi- 
fied and  analyzed  in  order  of  significance,  but  their  interdependence 
is  stressed.  These  are  threat  of  malpractice  suits,  U.S.  obstetrical 
policy  of  repeat  caesareans,  obstetrical  training,  belief  in  superior 
outcome  from  caesareans  changing  indications  for  C-sections  (includ- 
ing breech  management),  age,  parity  and  fertility  characteristics,  eco- 
nomics, obstetric  technology,  birth  weight,  women  with  severe 
medical  conditions,  and  Herpes  II.  The  report  contains  an  overview 
of  the  history,  procedure  and  frequency  of  this  major  operation  with 
a  discussion  of  its  physiological,  economic  and  psychological  costs. 
A  description  of  the  federal  activities  in  relation  to  C-sections  and 
general  maternal  welfare  is  also  included.  The  report  concludes  with 
a  summary  discussion  and  recommendations  on  data  collection,  re- 
search, training,  procedure,  and  economics  as  they  pertain  to  Ca- 
esarean sections  and  the  Department  of  Health  and  Human  Services. 
Tables,  appendices,  and  an  extensive  bibliography  supplement  the 
study. 
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REPORT  TITLE:  Evaluation  of  California's  Prepaid  Health  Plans 
(PHPs) 

PERFORMER:  General  Research  Corporation,  7655  Old 

Springhouse  Road,  McLean  VA  22102 
PROJECT  OFFICER:  WiUging,  Paul 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management  (Entire  Program 
Area); 

HCFA-Quality  Control 

ABSTRACT:  This  study  evaluated  the  quality  of  medical  care  provid- 
ed by  California's  prepaid  health  plans  (PHPs).  Analysis  was  based 
on  the  quality  and  availability  of  (1)  physical  and  human  resources; 
(2)  ambulatory  care;  and  (3)  specialty  coverage.  The  study's  findings 
indicate  that  the  PHP  concept  is  workable.  Key  recommendations  for 
the  improvement  of  the  PHP  program  are  also  given.  The  principal 
recommendation  was  the  development,  implementation,  and  enforce- 
ment of  an  effective  monitoring  and  control  system.  The  appendices 
review  California's  PHP  monitoring  system  and  document  the  base- 
line process  and  disease-specific  process  analysis  used  in  the  study. 
(Final  report  274  pages.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Health  Care 
Delivery  Systems,  Comprehensive  Health  Care,  Health  Insurance 
and  Financing,  Research  and  Evaluation  Performance.  Quality  As- 
surance 
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STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0407  PROJECT  NO:  ASPE  73-16 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-73-194 

COST    (In  Thousands):  FY  73-S46 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  July  '73  through  September  '74 
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PROJECT  TITLE:  Assessing  and  Improving  State  Social  Service 
Programs 

REPORT  TITLE:  Evaluation  of  Criteria  and  Mechanisms  for 

Assessing  Effectiveness  and  Efficiency  of  State  Social 

Services  Block  Grant  Programs 
PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 

MD  20850 
PROJECT  OFFICER:  Heinberg.  John 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 

Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  report  (1)  identifies  practices  useful  to  states  for 
assessing  the  effectiveness  and  efficiency  of  their  social  service  pro- 
grams; (2)  summarizes  information  about  apparent  usefulness  and 
impact  of  practices;  (3)  summarizes  information  gathered  through  a 
literature  review  and  discussions  with  federal  officials  about  the  im- 
plications of  existing  federal  incentive  systems  for  state  social  service 
programs;  and  (4)  presents  a  list  of  alternative  practices,  approaches, 
and  issues  to  be  explored  during  visits  to  study  sites.  See  also  PIC  ID 
No.  1833. 

DESCRIPTORS:  Social  Services  Delivery  Systems,  State  or  Local  Ad- 
ministration, Block  Grants 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1833  1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  81-0033 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '80  through  November  "81 


0177 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  Effectiveness  and  Efficiency  of 
Workplace  Health  Enhancement 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Research  Triangle  Institute,  Research  Triangle  Park 
NC  27709 


PROJECT  OFFICER:  Austein,  Cheryl;  Rm  424E,  HHH  BIdg; 

202-245-6102 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion  (Entire  Program  Area) 

ABSTRACT:  This  project,  partially  funded  with  $246,000  in  FY  1985 
policy  research  funds,  will  evaluate  the  effectiveness  and  efficiency 
associated  with  corporate-sponsored  health-enhancement  programs 
over  a  four-year  period.  Programs  in  three  firms  will  be  studied.  Nine 
issue  papers  and  one  evaluation  monograph  aimed  at  the  corporate 
audience  are  among  the  deliverables.  Analyses  will  be  based  on  data 
collected  by  the  participating  firms. 

DESCRIPTORS:  Health  Promotion,  Preventive  Health  Care 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2784  PROJECT  NO:  ASPE/HP  86-03 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0055 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  October  '86  through  August  '88 
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PROJECT  TITLE:  Evaluation  of  Human  Services  Information 
Systems  Transfer  Project 

REPORT  TITLE:  Evaluation  of  Human  Services  Information 

Systems  Transfer  Project 
PERFORMER:  Center  for  Public  Management,  12713  Steeple  Chase 

Way,  Potomac  MD  20854 
PROJECT  OFFICER:  Raymond,  Robert;  Rm  435D,  HHH  Bldg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

OS-Policy  Research  (Entire  Program  Area); 

X-Many  HHS  Programs-Social  Research  Demonstration  and 

Statistics 

ABSTRACT:  This  project  assessed  an  overall  HEW  effort  to  stimulate 
human  service  information  systems  transfers  between  state  and  local 
governments.  The  issues  that  were  examined  include  (1)  HEW  pro- 
ject administration  and  the  role  of  a  systems  transfer  agent  in  bringing 
about  efficient  transfers;  (2)  specific  transfer  issues  such  as  organiza- 
tional readiness,  efficiency  of  various  transfer  methods,  potential  sys- 
tems transfer  savings  of  recipient  site  development  costs,  and  the 
factors  inhibiting  systems  transfer;  and  (3)  issues  related  to  the  degree 
to  which  the  capacity  for  planning,  management,  or  delivery  of  ser- 
vices is  actually  improved  at  the  recipient  site. 

DESCRIPTORS:  Information  Systems,  information  Dissemination, 
Grant  and  Contract  Management,  Discretionary  and  Project  Grant 
Performance,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1196  PROJECT  NO:  ASPE/SSP  76-189 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0231  '■' 
COST    (In  Thousands):  FY  76.1 -$49,  FY  77-$7        ,  '  '  ' 
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STATUS:  Study  completed 

START/END  DATES:  September  "76  through  September  '78 
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PROJECT  TITLE:  Evaluation  of  Human  Services  Planning 
Approaches  at  Stale  and  Local  Levels 

REPORT  TITLE:  Evaluation  of  Human  Services  Planning 

Approaches  at  State  and  Local  Levels 
PERFORMER:  Cornell  University,  Ithaca  NY  14850 
PROJECT  OFFICER:  Henton.  Doug 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  project  examined  the  factors  contributing  to  suc- 
cessful human  services  planning  at  state  and  local  levels.  It  identified 
ways  of  advising  planners  on  management  and  procedural  tech- 
niques. The  study  included  a  general  review  of  planning  practices. 
These  practices  were  reviewed  through  an  interdisciplinary  method 
that  included  technological,  managerial,  political,  economic,  social, 
and  psychological  realities.  Approaches  to  human  service  planning 
were  cataloged  in  each  of  the  50  states  via  telephone  interview  and 
document  analysis.  The  study  produced  definitions  of  successful 
planning  from  a  variety  of  perspectives  and  an  empirical  basis  for 
synthesizing  conclusions  and  recommendations  for  effective  human 
service  planning.  Volume  I  and  "The  Best  Laid  Plans"  (a  summary 
of  the  evaluation  report)  are  available  from  PIC. 

DESCRIPTORS:  Planning,  Survey  or  Questionnaire  Feature,  State  or 
Local  Administration 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1178  PROJECT  NO:  ASPE/PS  76-107 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0002244 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0163 
COST    (in  Thousands):  FY  76-$  127 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '76  through  November  "77 
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PROJECT  TITLE:  Evaluation  of  Human  Services  Taxonomies 

REPORT  TITLE:  Evaluation  of  Human  Services  Taxonomies 
PERFORMER:  National  Assembly  of  National  Voluntary  Health  & 

Social  Welfare  Organization,  Inc.,  345  East  46th  Street,  New 

York  NY  10017 
PROJECT  OFFICER:  Silverman,  Gerald;  Rm  419E,  HHH  BIdg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  Given  the  wide  disparities  in  the  definitions  of  human 
services  at  the  federal,  state,  and  local  level  in  both  the  public  and 
private  sector,  the  purpose  of  this  project  was  to  determine  the  feasi- 


bility, scope,  utility,  and  impact  of  developing  a  nationwide  common 
language  or  taxonomy  of  human  services.  The  project  reviewed  and 
generally  evaluated  the  common  languages/taxonomies  that  were 
being  used  in  this  country  at  the  time  of  the  study.  In  addition,  five 
common  languages/taxonomies  of  human  services  were  studied  in 
depth.  The  study  (1)  summarized  in  detail  the  "state  of  the  art"  in  the 
development  and  utilization  of  common  languages/taxonomies;  and 
(2)  recommended  the  next  steps  for  the  development  of  a  nationwide 
common  language/taxonomy  for  human  services. 

DESCRIPTORS:  Indices  and  Taxonomies,  Literature  Review  Feature, 
Feasibility  Study  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  1197  PROJECT  NO:  ASPE/PS  76-191 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0227 
COST  (In  Thousands):  FY  76.  l-$58 
STATUS:  Study  completed 

START/END  DATES:  September  '76  through  September  '77 
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PERFORMER:  Marshall  Kaplan,  Gans,  &  Kahn,  222  Columbus 

Avenue,  San  Francisco  CA  94133 
PROJECT  OFFICER:  Scully,  John 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Grants-in-Aid; 
X-Non-HHS  Programs-Other 

ABSTRACT:  This  study  examined  local  chief  executive  use  of  10  feder- 
ally assisted  mechanisms  for  local-level  planning  and  coordination  of 
federal  programs.  The  10  mechanisms  are  comprehensive  areawide 
health  planning;  community  mental  health  center  planning;  coopera- 
tive area  manpower  planning  system;  law  enforcement  assistance 
planning;  ESEA  Title  1  planning;  community  coordinated  child  care 
planning;  model  cities  planning;  community  action  agency  "check- 
point procedure";  certification  sign-off  on  HEW  programs  by  model 
cities  director;  and  A-95  project  notification  and  review.  Most  of 
these  mechanisms  were  relatively  new  at  the  time  of  this  study,  so 
local  officials  generally  were  not  well  informed  about  them,  and 
much  of  the  local  government  response  was  still  formative.  In  a  few 
cases,  cities  were  aware  of  them,  but  had  decided  not  to  use  them 
because  the  potential  benefits  did  not  seem  to  justify  the  costs  in  city 
staff  time  or  political  friction.  The  local  chief  executives,  their  staffs, 
or  other  city  government  representatives  were  involved  in  some  way 
in  most  of  the  mechanisms.  The  study  found  that  these  mechanisms 
presented  a  management  problem  for  the  local  chief  executive.  The 
expansion  of  local  involvement  in  federal  programs  was  causing 
problems  in  chief  executive  coordination  and  control.  In  addition, 
federal  field  support  and  technical  assistance  were  deficient.  (Final 
report  83  pages.) 

DESCRIPTORS:  Federal  State  and  Local  Relations,  State  or  Local 
Administration,  Program  Coordination,  Decentralization,  Grant  and 
Contract  Management 
STUDY  TYPE:  Case  Studies 
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PROJECT  TITLE:  Evaluation  of  Methodological  Adequacy  of 
Research  and  Evaluation  Studies 

REPORT  TITLE:  Evaluation  of  Methodological  Adequacy  of 
Research  and  Evaluation  Studies:  An  Annotated 
Bibliography 

PERFORMER:  Minnesota  Systems  Research,  Inc.,  2412  University 

Avenue  S.E.,  Minneapolis  MN  55414 
PROJECT  OFFICER:  Turek-Brezina,  Joan;  Rm  438F,  HHH  BIdg; 

202-245-6141 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  During  the  early  1 970s,  a  series  of  investigations  of  feder- 
ally funded  research  and  evaluation  studies  was  conducted  to  evalu- 
ate research  in  general  and  methodological  adequacy  of  research  in 
particular.  The  resulting  annotated  bibliography  is  divided  into  four 
sections:  (1)  empirical  studies  relating  to  the  development  of  instru- 
ments for  evaluating  the  methodological  adequacy  of  the  research 
reported  in  the  social  sciences;  (2)  papers,  articles,  and  reports  that 
focus  on  evaluation  as  well  as  management  considerations  that  arise 
in  programmatic  research  and  development;  (3)  preliminary  pub- 
lished "workmg  notes"  and  other  documents  that  contain  descrip- 
tions of  the  methods  that  the  National  Institute  of  Mental  Health 
(NIMH),  the  United  States  Department  of  Agriculture,  and  the  Of- 
fice of  Economic  Opportunity  use  in  managing  practice-oriented  re- 
search; and  (4)  book  publications  in  the  general  area  of  evaluation  of 
research.  (Final  report  91  pages.) 

DESCRIPTORS:  Bibliography  Feature,  Research  and  Evaluation 
Methods  Feature,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0635  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  005A-7501-P2021 
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Available  from  PIC 
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REPORT  TITLE:  Evaluation  of  Methodologies  to  Measure  the  Cost 

of  Hospital-Based  Ambulatory  Care 
PERFORMER:  Center  for  Health  Policy  Studies,  6310  Steven's 

Forest  Road,  Columbia  MD  21046 
PROJECT  OFFICER:  Greenberg,  George;  Rm  446F,  HHH  Bldg; 

202-245-1874 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  study  was  undertaken  to  identify  and  evaluate  alter- 
native methodologies  for  measuring  hospital-based  ambulatory  care 
costs.  It  addressed  longstanding  concern  that  existing  methods  of 
calculating  hospital-based  ambulatory  care  costs  are  artifacts  of  reim- 
bursement approaches  that  concentrate  on  inpatient  costs.  The  study 
also  addressed  the  considerable  interest  in  determining  the  composi- 
tion of  hospital-based  ambulatory  care  costs  that  has  been  expressed 
in  the  past.  The  effort  to  address  these  concerns  led  to  a  study  design 
that  identified  alternative  cost-finding  methodologies  and  evaluated 
them  in  twenty-five  urban  hospitals.  It  must  be  remembered,  howev- 
er, that  the  study's  small  sample  size  and  the  variability  of  cost  data 
collected  meant  that  findings  relating  to  costs  of  care  must  be  consid- 
ered as  suggestive  rather  than  definitive.  It  should  also  be  understood 
that  findings  related  to  cost-finding  methodologies  are  primary  study 
products.  Other  findings  related  to  levels  of  cost,  hospital  efficiencies, 
and  hospital  accounting  systems  are  more  appropriately  considered 
as  study  by-products. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Hospitals, 
Health  Insurance  and  Financing,  Cost-Effectiveness  Analysis  Fea- 
ture 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2109  PROJECT  NO: 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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Executive  summary  at  PIC 
START/END  DATES:  September  '81  through  April  '83 


0184 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  Options  to  Reform  the  MAC/EAC 
Drug  Reimbursement  System 
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Drug  Reimbursement  System 
PERFORMER:  Professional  Management  Associates,  Inc.,  15825 

Shady  Grove  Road,  Rockville  MD  20850 
PROJECT  OFFICER:  Kessler,  Austin;  Rm  442E,  HHH  Bldg; 

202-245-1870 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  This  report  presents  the  results  of  an  evaluation  of  op- 
tions intended  to  reform  the  Maximum  Allowable  Cost/Estimated 
Acquisition  Cost  (MAC/EAC)  system  of  drug  reimbursement  under 
Medicaid.  Three  options  that  were  proposed  in  the  fall  of  1986  are 
considered:  (1)  a  revision  of  the  MAC  program;  (2)  the  Pharmacists 
Incentive  Program  (PhIP);  and  (3)  the  Competitive  Incentive  Pro- 
gram (CIP).  Data  on  96  multiple-source  drugs  and  100  single-source 
drugs,  representing  prescriptions  transacted  in  March  1985  in  15 
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states,  were  analyzed  using  (1)  a  computer  model  and  (2)  probability 
models.  The  analyses  estimated  savings  of  the  three  proposed  options 
in  relation  to  MAC/EAC  reimbursement  levels.  Results  are  also 
given  in  relation  to  a  description  of  the  data  and  how  it  compares  with 
national  data  and  savings  that  will  be  realized  in  the  future  by  poten- 
tial increased  penetration  of  the  market  by  generic  drugs  and  by 
single-source  drugs  coming  off  patent.  (Final  report  83  pages  plus 
appendices.) 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Medicaid,  Health 
Care  Reimbursement  Systems,  Drugs  Therapeutic  and  Devices,  Sta- 
tistical Analysis  Methods  Feature 
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SSA-Disability  Insurance-Benefit  Payments 

ABSTRACT:  This  project  addressed  alternatives  to  institutionalization 
for  the  elderly  and  long-term  disabled,  with  special  attention  to  exist- 
ing projects  with  an  evaluation.  Those  concerned  with  health  care  of 
the  elderly  were  contacted,  and  a  list  of  projects  providing  services 
that  prevent  or  act  as  an  alternative  to  institutionalization  of  the 
infirm  elderly  was  developed.  The  report  contains  summaries  of  the 
nine  projects  with  completed  evaluation  components;  details  of  me- 
thodology used  in  the  literature  search  and  the  telephone  survey;  and 
a  list  of  approximately  70  projects  that  were  identified.  Also  included 
is  a  format  for  the  project  data  file  that  was  to  be  developed  in  later 
stages  of  the  study  and  a  draft  of  the  screenmg  criteria  for  site  visits 
to  selected  projects.  Abstracts  of  evaluation  studies  reviewed,  plus  a 
substantial  bibliography  of  published  materials,  are  appended.  The 
study  found  that  several  alternatives  were  promising  for  some  types 
of  patients,  that  none  had  been  proven,  and  that  often  research  suffers 
from  severe  methodological  problems  and  is  suspect  on  both  internal 
and  external  validity  grounds.  The  final  report  and  four  interim  re- 
ports are  available  from  PIC. 

DESCRIPTORS:  Deinstitutionalization,  Long  Term  Care,  Nursing 
Homes,  Literature  Review  Feature,  Home  Health  Care,  Research 
and  Evaluation  Methods  Feature,  Bibliography  Feature 
STUDY  TYPE:  Research  and  Data  Development 


PIC  ID  NO:  0601  PROJECT  NO:  ASPE/SSHD  74-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  256-009 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-74-294 
COST    (In  Thousands):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 
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REPORT  TITLE;  Evaluation  of  Research:  An  Annotated 
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202-245-6141 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  annotated  bibliography,  designed  for  researchers, 
contains  four  sections;  (1)  social  science  source  books,  magazines,  and 
periodicals;  (2)  relevance,  or  anthologies  on  the  subject  of  evaluation 
research;  (3)  methodology,  or  the  assessment  of  methods  of  evaluat- 
ing scientific  reports;  and  (4)  utilization,  or  the  ways  of  utilizing 
research.  (Final  report  15  pages.) 

DESCRIPTORS;  Information  Dissemination,  Research  and  Evaluation 
Performance,  Bibliography  Feature 
STUDY  TYPE;  Other 

PIC  ID  NO:  0769  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO;  PIC  Only 

MECHANISM:  In-house  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  November  '76 
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ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  potential 
usefulness  of  statistical  matching  with  respect  to  data  from  the  In- 
come Survey  Development  Program  (ISDP)  1979  Research  Panel. 
There  were  two  parts  to  the  evaluation.  The  first  part  was  general 
and  mathematical:  the  question  of  what  types  of  assumptions  underlie 
statistical  matching  techniques,  and  the  possible  consequences  of  in- 
correct assumptions  was  asked.  The  second  part  was  empirical  and 
specific  to  the  1979  Research  Panel  data.  Data  from  this  source  were 
treated  as  if  collected  from  two  separate  samples,  and  several  statisti- 
cal matches  performed.  Information  from  these  matched  files  was 
then  compared  to  the  information  on  the  original,  complete  file. 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  1530  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0127 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '79  through  January  '82 
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Demonstration  Project 

REPORT  TITLE:  Evaluation  of  the  Baltimore  Blueprint 

Demonstration  Project 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Raymond,  Robert;  Rm  435D,  HHH  BIdg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  study  is  a  process  evaluation  of  the  Baltimore  Blue- 
print Demonstration  Project,  an  intergovernmental  effort  to  identify 
practical  reforms  in  the  delivery  of  human  services  in  Baltimore  and 
to  test  those  reforms  in  a  target  neighborhood  of  about  50,000  per- 
sons. The  primary  mechanisms  for  identifying  and  prompting  reform 
under  the  demonstration  project  were  seven  policy  teams  composed 
of  city,  state  and  federal  representatives.  The  teams  were  organized 
around  seven  program  areas:  income  maintenance,  social  services, 
education,  juvenile  services,  employment,  health,  and  housing  ser- 
vices. Each  team  identified  reforms  in  the  area  of  the  service  program 
and  then  worked  with  relevant  federal,  state  and  city  agencies  to 
implement  the  reforms.  The  purpose  of  the  evaluation  was  to  assess 
the  Baltimore  Blueprint  Program  as  a  means  of  stimulating  the  reform 
of  human  services.  The  evaluators  (I)  developed  a  narrative 
chronology  of  significant  project  and  organizational  characteristics; 
and  (2)  assessed  the  utility  of  the  resulting  reforms. 

DESCRIPTORS:  Social  Services  Delivery  Systems,  Program  Coordi- 
nation, Services  Integration,  Federal  State  and  Local  Relations, 
Demonstration  Projects,  Case  or  Site  Study  Feature,  Bibliography 
Feature 

STUDY  TYPE:  Program  Performance  Evaluation 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
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CONTRACT/GRANT  NO:  100-80-0097 
COST    (In  Thousands):  FY  80-$112 
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Available  from  PIC 
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REPORT  TITLE:  Evaluation  of  the  Bedford-Stuyvesant/Crown 

Heights  Demonstration  Project 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 

PROJECT  OFFICER:  Thornton,  Elwood;  Rm  963,  PKLN  BIdg; 

301-443-4441 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers; 
PHS-HRSA-Health  Services-Community-Primary  Health 
Care  Research  and  Demonstration  (TERMINATED) 

ABSTRACT:  The  Bedford-Stuyvesant/Crown  Heights  Demonstra- 
tion Project  was  a  three-year  experiment  in  health  care  system  recon- 
figuration and  cost  containment  in  Brooklyn,  New  York,  jointly 
funded  by  the  Health  Care  Financing  Administration  and  the  state  of 
New  York.  It  involved  six  health  care  institutions.  Three  of  the 
institutions  were  hospitals:  the  Jewish  Hospital  and  Medical  Center 
of  Brooklyn  (JHMCB),  St.  John's  Episcopal  Hospital  of  Brooklyn, 
and  St.  Mary's  Hospital  of  Brooklyn.  The  other  three  were  freestand- 
ing health  centers:  the  Bedford-Stuyvesant  Family  Health  Center,  the 
Lyndon  Baines  Johnson  Health  Complex,  and  the  Charles  Drew 
Neighborhood  Health  Center.  This  report  on  the  evaluation  of  the 
demonstration  project  discusses  (1)  the  history  of  the  demonstration 
project;  (2)  the  financial  position  of  the  demonstration  participants; 
(3)  the  changes  in  management  during  the  project  and  their  impact 
on  productivity  and  efficiency;  and  (4)  the  merger  of  the  JHMCB  and 
St.  John's  Episcopal  Hospital  into  Interfaith  Medical  Center.  (Final 
report  142  pages.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Community 
Health  Centers,  Demonstration  Projects,  Hospitals,  Low-Income 
Population,  Urban  or  Rural  Places  or  Problems 
STUDY  TYPE:  Case  Studies 
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Accession  No.  0192 


PROJECT  TITLE:  Impact  of  Selected  Health  Education  Programs 
on  Patterns  of  Utilization  of  Health  Care  Services  and  Costs 
of  Care 

REPORT  TITLE:  Evaluation  of  the  Effectiveness  of  Selected  Patient 

Education  Programs  at  United  Hospitals,  St.  Paul  (MN)  and 

Group  Health  Cooperative  of  Puget  Sound 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 
PROJECT  OFFICER:  Mitnick,  Mona 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health;  ^ 

X-Non-HHS  Programs-Health 

ABSTRACT:  Under  contract  to  Arthur  D.  Little  (A.D.L.)  (with  sub- 
contracts to  United  Hospitals  in  St.  Paul,  Minnesota  and  Group 
Health  of  Puget  Sound),  this  project  was  a  follow-up  to  contract 
HEW  100-75-0082,  which  identified  and  surveyed  health  education 
programs  with  ongoing  or  planned  evaluations,  and  discussed  ongo- 
ing projects  that  could  yield  valuable  evaluation  data  on  the  impact 
of  health  education,  if  not  hampered  by  the  lack  of  evaluation  money. 
This  project  then  (1)  selected  ongoing  health  education  projects  that 
met  certain  criteria  (in  data  collection,  duration  of  project,  amenabili- 
ty to  evaluation);  (2)  with  local  personnel,  developed  evaluation 
plans;  and  (3)  measured  the  impact  on  both  consumers  and  providers 
(on  utilization  of  services  and  costs  of  care).  Results  reiterated  desira- 
bility of  prospective  evaluation,  amenability  of  health  education  to 
long-term  evaluation.  The  report  recommended  stressing  impact  on 
health  status,  costs,  utilization  of  health  services,  and  manpower.  See 
also  PIC  ID  No.  0482. 

DESCRIPTORS:  Consumer  Education,  Food  and  Nutrition,  Health 
Care  Delivery  Systems,  Preventive  Health  Care 
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REPORT  TITLE:  Evaluation  of  the  Impact  of  Competitive 
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(Three  Volumes) 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 
PROJECT  OFFICER:  Steinwald,  Bruce 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Health 

ABSTRACT:  The  study  was  designed  to  develop  the  best  available 
data  on  firms  or  employee  groups  using  some  form  of  competitive 
benefit  plans,  and  to  draw  conclusions,  where  possible,  from  the  data 
on  employee  plan  choice  and  the  effect  of  competitive  plan  selection 
on  health  care  costs.  Analyses  were  designed  to  gain  information 


about  some  of  the  following  questions:  (1)  To  what  extent  do  com- 
petitive incentives  result  in  employees  choosing  lower  cost  plans  with 
higher  cost-sharing  choices?  (2)  Does  consumer  choice  generate 
economies  in  health  care  consumption?  and  (3)  How  do  specific 
employee  characteristics  influence  choice  of  plan?  The  three  volumes 
of  the  final  report  are  also  available  from  NTIS  (Nos.  PB  83-222927, 
PB  83-222935,  and  PB  83-222943,  respectively).  The  complete  set  is 
available  under  NTIS  No.  PB  83-222919. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Information  Proc- 
essing, Research  and  Evaluation  Methods  Feature,  Case  or  Site 
Study  Feature 

STUDY  TYPE:  Research  and  Data  Development;  Case  Studies 

PIC  ID  NO:  2119  PROJECT  NO:  ASPE/HP  81-06 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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ABSTRACT:  The  study  sought  to  provide  a  better  understanding  of 
major  supply  and  demand  factors  affecting  the  growth  of  skilled, 
intermediate,  and  other  nursing  homes  from  1964  to  1974.  It  had  two 
parts:  a  series  of  in-depth  interviews  in  12  states  about  the  factors 
affecting  nursing  home  supply  and  demand;  and  a  50-state  cross- 
section  and  time-series  econometric  model  development.  The  model 
was  used  to  predict  the  effects  of  changes  in  supply  and  demand 
factors  on  nursing  home  construction  through  1985. 
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phy 
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ABSTRACT:  The  National  Long-Term  Care  Channeling  Demonstra- 
tion was  designed  as  a  rigorous  test  of  comprehensive  case  manage- 
ment of  community  care  as  a  way  of  containing  long-term  care  costs 
while  providing  adequate  care  to  those  in  need.  A  randomized  experi- 
mental design  was  employed  to  evaluate  the  demonstration.  Two 
models  of  channeling  were  tested  (1)  basic  case  management  model 
(five  sites)  and  (2)  financial  control  model  (five  sites).  Channeling 
enrolled  an  e.xtremely  frail  elderly  group  whose  average  age  was  80 
years.  Channeling  increased  formal  community  service  use,  and  led 
to  reduced  unmet  needs,  increased  client  confidence  in  receipt  of  care 
and  life  satisfaction.  Overall,  the  evidence  indicates  that  the  expan- 
sion of  case  management  and  community  services  beyond  what  exists 
does  not  lead  to  cost  savings.  But  it  does  yield  benefits  in  the  form 
of  increased  home  care,  reduced  unmet  need  and  greater  life  satisfac- 
tion for  clients  and  their  informal  caregivers  who  bear  most  of  the 
care  burden.  See  also  PIC  ID  Nos.  2166-2166.9,  2I66.A-2166.X, 
2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Home  Care,  Cost  Containment  Systems,  Handicapping 
Conditions  and  Problems,  Research  and  Evaluation  Methods  Feature 
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ABSTRACT:  This  report  analyzes  the  process  by  which  the  channeling 
demonstration  was  planned,  implemented,  and  conducted.  The  anal- 
ysis, which  is  largely  descriptive,  is  intended  to  (I)  establish  whether 
the  intervention  was  implemented  as  planned;  (2)  describe  the  charac- 
teristics of  clients  served  and  the  costs  of  case  management;  (3)  pro- 
vide a  basis  for  informed  judgment  about  the  establishment  of  future 
channeling-like  programs;  and  (4)  give  a  sound  contextual  framework 
for  interpreting  the  quantitative  results  presented  elsewhere.  The 
report  is  organized  into  six  parts.  First,  it  provides  an  overview  of  the 
demonstration.  Second,  it  describes  the  management  of  the  local 
projects,  including  cost  information.  Third,  it  addresses  client  recruit- 
ment, case  load  characteristics,  and  the  practice  of  case  management. 
Fourth,  it  describes  relationships  between  channeling  agencies  and 
formal  and  informal  service  providers.  Fifth,  it  depicts  the  long-term 
care  environments  of  the  channeling  sites.  Finally,  it  addresses  the 
implications  of  its  findings  for  the  impact  evaluation  and  for  the 
planning  and  management  of  future  community  care  programs.  See 
also  PIC  ID  Nos.  2648.1,  2648.2,  2166-2166.9,  and  2I66.A-2I66.Z. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2648  PROJECT  NO:  ASPE/SSP  80-09.37 

FUND  SOURCE:  Research  NTIS  NO:  PB  87- 120606/ AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
COST  (In  Thousonds):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES;  January  '85  through  July  '86 
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PERFORMER;  Mathematica  Policy  Research,  Inc.,  101  Morgan 
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202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 

HD-AOA-Aging-Reseaich  and 

Demonstration-Demonstration  and  Model  Projects 

ABSTRACT;  This  is  an  executive  summary  of  a  more  extensive  final 
summary  report  on  the  National  Long-Term  Care  Channeling 
Demonstration.  Channeling  was  designed  as  a  rigorous  test  of  com- 
prehensive case  management  of  community  care  as  a  way  to  contain 
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long-term  care  costs  while  providing  adequate  care  to  those  in  need. 
Two  models  of  channeling  were  tested;  (I)  basic  case  management 
(five  sites)  and  (2)  financial  control  (five  sites).  The  evaluation  em- 
ployed an  experimental  design  with  random  assignment  to  treatment 
or  control  group  status.  Overall,  the  evidence  indicates  that  the  ex- 
pansion of  case  management  and  community  services  does  not  lead 
to  reduced  nursing  home  placement,  hospitalization  or  mortality.  It 
does  yield  benefits  in  the  form  of  increased  home  care,  reduced  unmet 
need  and  greater  life  satisfaction  for  clients  and  their  informal  care- 
givers. See  also  PIC  ID  Nos.  2166-2166.9,  2I66.A-2166.W,  2166.Y, 
2I66.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166  X  PROJECT  NO:  ASPE/SSP  80-09  33 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PB  86-229 127/ AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  "80  through  May  '86 
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PROJECT  TITLE:  Evaluation  of  the  Newark  Comprehensive  Health 
Services  Plan 

REPORT  TITLE:  Evaluation  of  the  Newark  Comprehensive  Health 

Services  Plan  (Selected  Reports) 
PERFORMER:  Kappa  Systems,  Inc.,  1501  Wilson  Boulevard, 

Arlmgton  VA  22209 
PROJECT  OFFICER:  Bladen,  Christopher;  Rm  424E,  HHH  Bldg; 

202-245-6102 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Basic  Care; 

HCFA-Medicaid-State  and  Local  Administration; 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  project  examined  the  development  and  impact  of  a 
major  Section  1115  demonstration,  funded  jointly  with  the  state  of 
New  Jersey,  to  improve  the  delivery  of  quality  health  services  to  the 
medically  needy  of  Newark  while  containing  costs.  The  demonstra- 
tion combined  several  unique  features:  a  shift  from  inpatient  episodic 
to  ambulatory  preventive  care;  use  of  risksharing;  prepaid  capitation; 
establishment  of  a  citywide  health  care  delivery  system;  and  enroll- 
ment of  self-pay,  medically  indigent,  and  Medicaid  patients.  The 
evaluation  focused  on  enrollment  makeup,  costs  and  utilization  pat- 
tern changes,  and  program  impact  on  patient  outcomes.  The  Newark 
Comprehensive  Health  Services  Plan  (NCHSP)  did  not  achieve  its 
announced  goals  and  objectives  as  a  demonstration  project.  During 
its  period  of  operation,  it  did  not  develop  a  sufficient  enrollment  or 
health  care  treatment  database  to  allow  a  comprehensive  assessment 
of  the  potential  of  this  type  of  project  to  achieve  such  objectives.  It 
did  allow  the  identification  of  some  primary  barriers  that  must  be 
overcome  to  allow  any  reasonable  chance  for  success.  The  objective 
was  to  improve  the  accessibility  of  medical  services  for  the  entire 
Newark  population.  NCHSP  achieved  only  1 1.4%  penetration  of  the 
Medicaid  waiver  population.  See  also  PIC  ID  No.  0616. 


DESCRIPTORS:  Demonstration  Projects,  Ambulatory  and  Outpatient 
Health  Care,  Health  Care  Delivery  Systems,  Comprehensive  Health 
Care,  Health  Maintenance  Organizations,  Cost-Effectiveness  Anal- 
ysis Feature,  Low-Income  Population 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0616.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0022 

COST    (In  Thousands):  FY  75-$213,  FY  76-$215 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '75  through  July  '80 
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Media  Campaign 

REPORT  TITLE:  Evaluation  of  the  NIDA  Drug  Abuse  Prevention 

Media  Campaign,  1983-1984  (Six  Reports) 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Jewell,  Mike;  Rm  435D,  HHH  Bldg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  This  evaluation  provided  NIDA  and  ASPE  with  infor- 
mation on  the  effects  of  the  media  campaign  on  youths  (aged  12-14) 
and  their  parents.  The  evaluation  was  based  on  a  research  design  that 
measured  campaign  effects  in  two  experimental  and  two  control  sites. 
Pre-  and  post-campaign  surveys  were  developed  for  youths  and  their 
parents.  The  principal  findings  and  conclusions  of  the  evaluation 
were  (1)  there  was  no  definitive  evidence  that  the  media  campaign 
had  a  signficant  impact  upon  the  attitudes  and  behavior  of  the  youth 
target  audience  during  the  evaluation;  (2)  this  same  finding  was  true 
for  the  parent  target  audience;  and  (3)  the  NIDA  public  service 
announcements  (PSAs)  may  have  been  aired  too  infrequently  by  local 
television  and  radio  stations  to  have  had  a  significant  impact  upon  the 
target  audiences.  The  campaign's  target  audience  was  appropriate. 
The  report  also  presents  recommendations  for  more  effective  market- 
ing and  dissemination  of  PSAs  and  cautions  against  the  use  of  quasi- 
experimental  research  designs  where  the  campaign  is  likely  to  repre- 
sent a  relatively  small-scale  intervention.  Supporting  documents  also 
available  from  PIC  include  "Pre-Campaign  Survey  Results"  (two 
volumes);  "Data  Analysis  Plan";  "Data  Collection  Training  Program 
and  Survey  Logistics  Plan";  "Supporting  Justification  for  OMB 
Clearance  Package";  and  "Monitoring  of  NIDA  Public  Service  An- 
nouncements and  Local  Drug  Prevention  Activities." 

DESCRIPTORS:  Drug  Abuse,  Children  and  Youth,  Media,  Research 
and  Evaluation  Methods  Feature,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact;  Program  Performance  Evaluation 

PIC  ID  NO:  2267  PROJECT  NO:  ASPE/E&TA  83-17 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-174449/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0001 
COST    (In  Thousands):  FY  73-$246 


PROJECT  DESCRIPTIONS 


75 


Accession  No.  0197 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
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PROJECT  TITLE:  Evaluation  of  the  Rubella  Immunization  Program 

REPORT  TITLE:  Evaluation  of  the  Rubella  Immunization  Program 
PERFORMER:  Bio-Dynamics,  Inc.,  Cambridge  MA 
PROJECT  OFFICER:  Schiffer.  Clara 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention-Immunization 

ABSTRACT:  The  infectious  disease  rubella  (German  measles)  was  con- 
sidered a  relatively  harmless  childhood  disease  until  1941.  Since  then 
a  causal  relation  has  been  established  between  infection  of  the  fetus 
by  rubella  and  fetal  damage.  A  live  rubella  vaccine  was  announced 
in  1966,  underwent  extensive  testing,  and  was  licensed  for  general  use 
in  1969.  This  study  evaluated  the  rubella  immunization  program.  Its 
objectives  were  to  identify  methods  for  increasing  the  number  of 
children  receiving  rubella  immunizations  by  January  1971  and  to 
identify  methods  for  most  effectively  and  efficiently  organizing  rubel- 
la and  other  communicable  disease  immunization  programs  to  reach 
the  target  populations.  Three  appendices  provide  results  of  the  ques- 
tionnaire, compilation  of  site  visit  reports,  and  special  reports.  (Final 
report  104  pages  plus  appendices.) 

DESCRIPTORS:  Communicable  Disease,  Preventive  Health  Care, 

Health  Planning 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0280  PROJECT  NO; 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-70-153 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '70  through  June  '71 


0199 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  the  Status  and  Effectiveness  of 
State  and  Local  Human  Services  Information  Systems 

REPORT  TITLE:  Evaluation  of  the  Status  and  Effectiveness  of  State 
and  Local  Human  Services  Information  Systems  (Two 
Volumes) 

PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER  Henton,  Doug 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  This  report  covers  two  phases  of  an  effort  to  (1)  invento- 
ry the  universe  of  state  and  local  human  service  information  systems; 


and  (2)  analyze  30  such  information  systems  and  develop  site  profiles 
covering  the  design,  operation,  cost,  transferability,  unique  features, 
and  report-generation  capapabilities,  as  well  as  the  systems'  hardware 
and  software  configurations.  The  30  site  profiles  provide  a  basis  of 
comparison  of  existing  off-the-shelf  capabilities.  The  assessment  cov- 
ers social  service  information  systems,  information  and  referral,  men- 
tal health  systems,  child  abuse  and  neglect,  and  juvenile  case  tracking 
systems  and  regional  data  bank  systems.  The  systems  that  are  de- 
scribed operate  on  statewide,  multi-county,  county,  and  regional  lev- 
els. Key  recommendations  include  (1)  HEW  should  develop  effective 
transfer  methodologies  to  capitalize  on  previous  development  efforts; 
(2)  systems  should  be  modified  to  require  less  detailed  data  collection; 
and  (3)  processes  for  systematically  funneling  data  into  planning  sys- 
tems and  for  the  resource  allocation  should  be  developed.  Both 
volumes  of  the  final  report  are  also  available  from  NTIS  (Nos.  SHR- 
0001008  and  SHR-0001009,  respectively).  (Final  report  volumes  110 
and  379  pages,  respectively.) 

DESCRIPTORS:  Information  Systems,  Social  Services  Delivery  Sys- 
tems, Case  or  Site  Study  Feature,  State  or  Local  Administration, 
Outreach  and  Referral 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1151  PROJECT  NO:  ASPE/PS  76-017 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0010 
COST    (In  Thousands):  FY  76-$94 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '75  through  August  '76 
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PROJECT  TITLE:  Evaluation  of  the  Use  of  Foreign  Medical 
Graduates  (FMGs)  in  Mental  Institutions 

REPORT  TITLE:  Evaluation  of  the  Use  of  Foreign  Medical  . 

Graduates  in  State  Mental  Hospitals 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 

PROJECT  OFFICER:  Bladen,  Christopher;  Rm  432E,  HHH  Bldg; 

202-245-1874 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 
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PHS-ADAMHA-Mental  Health-Training 

ABSTRACT:  In  order  to  provide  HEW  with  the  input  necessary  to 
project  the  impact  of  the  Health  Professions  Educational  Assistance 
Act  (PL  94-484)  on  state  mental  hospitals,  extensive  and  detailed 
information  was  required  on  the  utilization  of  FMGs  in  the  hospitals. 
To  collect  the  hospital  data,  an  extensive  survey  was  conducted  of 
professional  staff  in  40  state  mental  hospitals  in  20  states.  To  make  any 
determination  of  how  hospitals  may  adjust  to  a  disruption  in  the 
supply  of  FMGs,  it  was  neccessary  to  assess  (1)  state  and  hospital 
characteristics  associated  with  variations  in  reliances  on  FMGs;  (2) 
FMG  demographics  and  credentials  in  comparison  to  those  of  United 
States  medical  graduates  (USMGs)  in  the  hospitals;  (3)  substitutabili- 
ty  of  other  staff  types  for  FMGs;  and  (4)  hospital  administrators' 
perception  of  how  their  hospitals  would  adjust  to  reduced  supplies 
of  FMGs.  The  analysis  conducted  and  presented  in  the  final  report 
produced  in  detail  a  picture  of  the  use  of  foreign  medical  graduates 
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(FMGs)  in  state  mental  hospitals.  Based  on  administrators'  responses, 
approximately  60%  of  hospitals  will  be  affected  by  a  loss  of  FMGs 
if  there  is  stringent  enforcement  of  PL  94-484.  Nearly  every  state  in 
the  sample  had  at  least  one  hospital  with  a  physician  staff  composed 
of  25%  or  more  foreign  medical  graduates.  (Final  report  260  pages.) 

DESCRIPTORS:  Physicians,  Mental  Health,  Hospitals,  Immigrants  Re- 
fugees and  Aliens,  Research  and  Evaluation  Methods  Feature,  Sur- 
vey or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1165  PROJECT  NO:  ASPE/HP  76-009 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0174 
COST    (In  Thousands):  FY  76-$  165 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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) 

0201 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  the  Uses  of  DHHS/USDA  Dietary 
Guidelines  and  Other  Dietary  Advice  to  the  Public 

REPORT  TITLE:  Evaluation  of  the  Uses  of  DHHS/USDA  Dietary 

Guidelines  and  Other  Dietary  Advice  to  the  Public 
PERFORMER:  National  Capitol  Systems,  Inc.,  5205  Leesburg  Pike, 

Falls  Church  VA  22041,  Zamboff,  Richard  B. 
PROJECT  OFFICER:  Byrnes,  Mary;  Rm  424E,  HHH  Bldg; 

202-245-6102 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Health 

ABSTRACT:  The  questionnaire  was  mailed  to  selected  individuals  of 
the  nutrition  education  community  who  were  expected  to  have  re- 
ceived and  used  the  dietary  guidelines  and  whose  responses,  there- 
fore, could  serve  as  surrogate  opinions  for  that  community.  The 
group  was  selected  to  represent  a  wide  range  of  government  pro- 
grams in  various  regions  of  the  country  and  at  state,  regional,  and 
federal  levels.  The  great  majority  who  returned  the  questionnaire  in 
both  the  public  and  private  sectors  reported  that  they  did  use  the 
pamphlet  and  used  it  in  a  variety  of  educational  settings  and  for 
educational  programs,  such  as  food  and  nutrition  classes,  and  health 
affairs.  It  is  perceived  as  not  being  used  in  policymaking  situations  or 
marketing  strategies.  Approximately  half  of  those  from  the  public 
sector  developed  materials  based  on  the  dietary  guidelines,  but  only 
one-third  of  those  in  the  private  sector  did.  If  this  held  true  in  a 
probability  sample,  it  would  suggest  that  the  pamphlet  is  more  useful 
and,  perhaps,  more  valuable  to  those  in  government  programs  than 
in  the  private  sector.  The  report  recommends  considering  these  pos- 
sibilities in  the  development  of  promotional  efforts  and  distribution 
lists.  (Final  report  138  pages.) 

DESCRIPTORS:  Information  Dissemination,  Consumer  Education, 
Food  and  Nutrition,  Survey  or  Questionnaire  Feature,  Private  Sector 
STUDY  TYPE:  Program  Performance  Evaluation;  Research  and 
Data  Development 
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COST    (In  Thousands):  FY  84-$60,  FY  85-$60 
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Housebound  and  Aid  and  Attendance  Allowance  Program 
PERFORMER:  Project  Hope  Health  Science  Education  Center, 

Millwood  VA  22646 
PROJECT  OFFICER:  Tavani,  Cleo;  Rm  1436,  PKLN  Bldg; 
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X-Non-HHS  Programs-Other 

ABSTRACT:  The  Veterans  Administration  ( VA)  Housebound  and  Aid 
and  Attendance  Allowance  Program  provided  cash  grants  to  approx- 
imately 220,000  disabled  veterans  and  surviving  spouses  in  1985  in- 
stead of  formally  provided  homemaker,  personal  care,  and  other 
services  needed  for  assistance  in  activities  of  daily  living  and  other 
help  at  home.  The  program  is  means-tested  for  nonservice-connected 
disabilities  under  the  general  pension  program;  grants  for  service- 
connected  disabilities  are  made  on  the  basis  of  medical  need  only.  For 
this  study  the  health,  functional  needs,  and  use  of  services  of  139 
recipients  of  the  housebound  allowance  or  the  aid  and  attendance 
allowance  were  compared  to  610  recipients  of  in-kind  services.  The 
study's  results  suggest  that  recipients  of  the  cash  disability  allowance 
received  similar  levels  of  long-term  care  and  were  no  worse  off  than 
the  comparison  group  with  regard  to  acute  health  care  utilization. 
Evidence  regarding  hours  of  care  per  week  and  the  direct,  nonad- 
ministrative  costs  of  the  VA  cash  allowance  program  suggest  that  the 
cash  benefit  may  be  the  more  cost-effective  alternative  for  many 
beneficiaries.  The  report  (1)  discusses  the  use  of  cash  versus  in-kind 
subsidies;  (2)  describes  the  VA  Housebound  and  Aid  and  Attendance 
Allowance  Program,  including  benefits,  eligibility  criteria,  and  ad- 
ministration; (3)  describes  the  study's  research  design  and  methodolo- 
gy; and  (4)  presents  the  analytical  results  and  findings,  including 
policy  implications. 
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COST    (In  Thousands):  FY  84-$97 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '84  through  April  '87 
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0203 

AGENCY  SPONSOR;  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  the  Cost  and  Utilization  Patterns  of 
Physicians'  Practice  Arrangements 

REPORT  TITLE:  Evaluation  of  Utilization  Patterns  of  Physicians' 

Practice  Arrangements  (Two  Volumes) 
PERFORMER:  Applied  Management  Sciences,  Inc.,  Silver  Spring 

MD  20910  and  University  of  California,  San  Francisco  CA 

94143 

PROJECT  OFFICER;  Stephens,  Sharman;  Rm  446F,  HHH  Bldg; 

202-245-1860 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations; 
PHS-OASH-PHS  Program  Direction  and  Management; 
PHS-HRSA-Health  Services-Patient  Care  and  Special  Health 
(Entire  Program  Area) 

ABSTRACT;  This  project  was  carried  out  in  three  phases.  First,  a  plan 
was  developed  for  collecting  data  for  the  project.  Second,  data  col- 
lection, coding,  and  preparation  of  research  files  were  performed. 
Third,  the  data  were  analyzed  by  the  Institute  for  Health  Policy 
Studies,  University  of  California,  San  Francisco.  The  study  did  not 
find  that  group  practice,  per  se,  contributed  to  efficiency  in  the  deliv- 
ery of  health  services.  Other  findings  include  ( 1 )  significant  variations 
in  the  delivery  of  ambulatory  services  at  the  practice  level  were 
found;  (2)  for  half  of  the  14  sites  it  was  possible  to  characterize  them 
as  consistently  low-,  medium-,  or  high-average  utilizers  of  ambulato- 
ry care;  and  (3)  the  FFS  practices  were  generally  high  utilizers  of 
both  ambulatory  and  hospital  services;  there  was  one  FFS  practice 
that  was  a  consistently  low  utilizer,  however.  In  addition  to  the 
classification  of  IPA,  FFS,  and  PGP,  the  study  examined  specific 
organizational  variables  that  might  contribute  to  lower  utilization. 
The  variables  examined  were  centralization  of  decision  making,  peer 
interaction/quality  assurance,  utilization  review,  and  financial  incen- 
tives. While  some  utilization  differences  by  organizational  factors 
were  found,  they  were  generally  not  statistically  significant,  or  had 
conflicting  results  between  ambulatory  and  hospital  utilization. 

DESCRIPTORS:  Health  Maintenance  Organizations,  Utilization  Re- 
view, Survey  or  Questionnaire  Feature,  Physicians,  Medical  Prac- 
tice, Financial  Management,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency;Case  Studies 

PIC  ID  NO;  2107  PROJECT  NO:  ASPE/HP  82-13 

FUND  SOURCE:  Evaluation        NTIS  NO;  PB  85-173490/AS 
MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  282-83-0070 

COST    (In  Thousands):  FY  82-$202,  FY  83-$  14,  FY  84-$50 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '82  through  January  '85 
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AGENCY  SPONSOR;  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Medicaid  Evaluability  Assessment 

REPORT  TITLE;  Evaluation  Options  for  Medicaid  (Two  Volumes) 


PERFORMER;  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER;  Heinberg,  John 
PROGRAM(S)  EVALUATED; 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  The  objective  of  this  study  was  to  develop  an  agenda  for 
the  evaluation  of  the  Medicaid  program  that  is  responsive  to  the 
needs  of  policymakers.  The  activity  consisted  of  two  parts:  ( 1 )  a  series 
of  interviews  with  policymakers  to  determine  their  needs  for  evalua- 
tive information,  and  (2)  an  assessment  of  the  relative  capabilities  of 
data  sources.  The  report  describes  short-  and  long-term  evaluation 
study  options  for  (1)  home-  and  community-based  care;  (2)  impatient 
hospital  reimbursement;  (3)  freedom-of-choice  waivers;  (4)  copay- 
ment;  (5)  family  responsibility;  (6)  eligibility;  (7)  institutional  recipi- 
ents; (8)  dual  entitlees  (Medicare  and  Medicaid  recipients);  and  (9) 
distributional  analysis  of  Medicaid  utilization  and  expenditures.  This 
project  was  sponsored  jointly  by  the  Office  of  the  Assistant  Secretary 
for  Planning  and  Evaluation  (ASPE)  and  the  Office  of  Research  and 
Demonstrations  of  the  Health  Care  Financing  Administration 
(ORD/HCFA).  A  separate  volume  of  appendices  ("Technical  Ap- 
pendix; Review  of  HCFA  Data  Sources")  is  also  available  from  PIC 
and  from  NTIS  (PB  83-210054).  See  also  PIC  ID  No.  2029.1.  (Final 
report  167  pages;  executive  summary  10  pages.) 

DESCRIPTORS;  Health  Care  Delivery  Systems,  Low-Income  Popula- 
tion, Regulation  and  Standard  Setting,  Eligibility  Issues,  Minority 
Groups,  Feasibility  Study  Feature,  Health  Insurance  and  Financing, 
Home  Health  Care,  Research  and  Evaluation  Planning  and  Adminis- 
tration 

STUDY  TYPE;  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 

PIC  ID  NO;  2029  PROJECT  NO:  HCFA  81-2 

FUND  SOURCE;  Evaluation        NTIS  NO;  PB  83-227181 
MECHANISM:  Contract/In- 

house  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  100-81-0026 
COST    (In  Thousands):  FY  81-$100 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC,  :    ,  ' 

Available  from  NTIS 
START/END  DATES:  September '81  through  May  '82 
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AGENCY  SPONSOR;  Office  of  the  Secretary  "  ' 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Exact  Match  File  ,  ; 

REPORT  TITLE:  None 

PERFORMER:  Bureau  of  the  Census,  Washington  D.C.  20333 
PROJECT  OFFICER;  Goodfellow,  Gordon 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security; 
OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  The  Exact  Match  File  matches  interviews  from  the 
March  1980  Current  Population  Survey  (CPS)  with  the  administra- 
tive records  of  the  Social  Security  system  for  the  survey  respondents. 
Since  this  file  involves  an  exact  match  of  records  for  the  same  in- 
dividuals, as  opposed  to  a  statistical  match  of  records  for  similar 
individuals,  extensive  checking  of  identifying  information  is  neces- 
sary to  insure  the  correct  records  are  located  and  matched.  The  CPS 
file  provides  the  base  to  which  other  files  are  matched.  In  this  case, 
37,500  households  from  the  March  1980  CPS  were  used.  These 
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households  comprised  six  of  the  eight  rotation  groups  interviewed  in 
March  that  were  also  interviewed  in  April.  New  weights  were  creat- 
ed by  Census  to  allow  for  having  only  six  rotation  groups.  Social 
Security  administrative  data  added  to  the  tape  include  contents  of  the 
Master  Beneficiary  Record  and  the  Summary  Earnings  Record  for 
♦  the  survey  respondents  who  are  successfully  matched.  This  file  is 

similar  to  the  1973  Exact  Match  File,  which  has  been  widely  used  for 
evaluation  of  transfer  programs  and  for  analysis  of  income  distribu- 
tion, labor  supply,  program  participation,  and  related  issues.  That  file, 
however,  includes  information  from  tax  returns,  which  was  not  in- 
cluded on  the  1980  file. 

DESCRIPTORS:  Demography,  Economic  Analysis  Feature,  Elderly, 
Family,  Income  Maintenance,  Long  Term  Care,  Low-Income  Popu- 
lation, Research  and  Evaluation  Methods  Feature,  Survey  or  Ques- 
tionnaire Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  2103  PROJECT  NO:  ASPE/ISP  82  02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  8 1 -$85 
STATUS:  Study  completed,  ^ 

No  final  report 
START/END  DATES:  August  "81  through  December  '85 


0206 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Examination  of  the  Commissioned  Corps  of  the 
Public  Health  Service 

REPORT  TITLE:  Examination  of  the  Commissioned  Corps  of  the 

Public  Health  Service 
PERFORMER:  Office  of  Program  Systems,  Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  Commissioned  Corps  of  the  Public  Health  Service 
is  a  statutory  uniformed  service  that  has  been  in  existence  for  more 
than  100  years.  This  report  explains  its  benefits  and  compares  its  costs 
with  those  of  the  General  Schedule  (GS)  system.  The  paper's  purpose 
is  to  provide  information  for  use  in  deciding  on  possible  changes  in 
the  Corps.  The  Commissioned  Corps  provides  an  experienced,  skilled 
cadre  of  public  health  professionals,  comprising  some  7200  physicians 
who  staff  a  variety  of  programs  such  as  the  Indian  Health  Service  and 
the  Epidemic  Intelligence  Service.  Other  agencies  such  as  the  Coast 
Guard,  the  Environmental  Protection  Agency,  and  the  Bureau  of 
Prisons  also  use  its  staff.  The  Commissioned  Corps  has  advantages 
over  the  GS  system  in  the  following  ways:  staff  can  be  more  easily 
and  frequently  reassigned  geographically,  it  is  often  utilized  for  civil- 
ian emergencies;  and  it  can  be  utilized  for  defense  emergencies.  The 
study  analyzed  the  costs  of  the  Corps  from  three  different  perspec- 
tives: (1)  long-term  cost  to  the  government;  (2)  cash/budgetary  cost 
to  the  government;  and  (3)  cash/budgetary  cost  to  HHS.  The  analysis 
shows  that  the  Corps  costs  much  more  than  a  hypothetical  GS  ana- 
log. (Final  report  56  pages.) 

DESCRIPTORS:  Health  Manpower  Other,  Federal  Administration, 

Cost-Effectiveness  Analysis  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 


PIC  ID  NO:  1433  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  July  '81  through  November  '81 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  National  Long-Term  Care  Channeling 
Demonstration 

REPORT  TITLE:  Examination  of  the  Equivalence  of  Treatment  and 

Control  Groups  and  the  Comparability  of  Baseline  Data 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 

HD-AOA-Aging-Research  and 

Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  This  report  examines  the  baseline  data  for  treatment 
group  and  control  group  members  in  the  National  Long-Term  Care 
Channeling  Demonstration  to  determine  whether  they  are  compara- 
ble and,  if  not  comparable  on  some  variables,  what  should  be  done 
to  ensure  that  regression  estimates  of  channeling's  impact  are  not 
biased  by  such  differences.  Although  there  is  strong  evidence  that 
there  were  no  true  treatment/control  differences  at  randomization 
due  to  chance  (based  on  analysis  of  screening  data),  a  substantial 
number  of  large  and  statistically  significant  differences  emerged  be- 
tween the  two  groups  on  baseline  variables.  It  was  concluded  that 
differential  measurement  largely  accounted  for  these  differences.  In 
the  regression  analysis,  for  noncomparable  baseline  variables  with 
screen  counterparts,  the  screen  version  was  used  as  a  control  variable. 
Other  noncomparable  baseline  variables  (without  a  screen  counter- 
part) were  excluded  from  the  set  of  control  variables  with  the  excep- 
tion of  hospital  and  nursing  home  days,  which  are  replaced  with 
information  from  the  screen  on  whether  the  sample  member  was  in 
a  hospital  or  nursing  home  at  screen  or  referred  to  channeling  by 
hospital  or  nursing  home  staff  See  also  PIC  ID  Nos.  2166-2166.2, 
2166.4-2166.9,  2I66.A-2I66.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166.3  PROJECT  NO:  ASPE/SSP  80-09.3 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO;  PB  86-236775/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  100-80-0157 
COST    (In  Thousands):  Not  available 
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STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  "80  through  October  '84 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Exploratory  Evaluation  of  the  Early  Childhood 
Education  Efforts  of  the  Bureau  of  Education  for  the 
Handicapped 

REPORT  TITLE:  Exploratory  Evaluation  of  BEH's  Early  Childhood 

Education  Effort 
PERFORMER:  Applied  Management  Sciences,  Inc  ,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  McHale,  Carol;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education 

ABSTRACT:  An  exploratory  evaluation  was  conducted  over  an  eight- 
month  period.  The  team  reviewed  legislation,  past  evaluation  studies, 
regulations,  budgets  and  other  program  documents  made  available  by 
BEH  members  of  the  Work  Group  to  document  the  intended  Early 
Childhood  Education  effort  in  the  Bureau.  Further  clarification  of 
the  intended  program  was  obtained  through  interviews  with  BEH 
program  managers  and  policymakers  in  HHS,  congressional  staff  and 
other  pertinent  national  organizations.  Team  members  visited  re- 
presentatives from  24  projects  related  to  Early  Childhood  Education 
in  three  states  to  compare  the  intended  program  with  program  real- 
ity. Work  sessions  with  BEH  staff  were  held  to  refine  the  description 
of  the  agency's  intended  program.  A  more  complete  description  of 
these  activities  is  given  in  the  Introduction  and  in  Appendix  A.  As 
a  result  of  these  activities,  the  study  team  was  able  to  (1)  document 
objectives  and  activities  for  BEH's  Early  Childhood  Education  ef- 
fort; (2)  develop  lists  of  existing  and  suggested  measures;  (3)  develop 
a  preliminary  assessment  of  the  plausibility  of  the  various  program- 
matic areas  that  comprise  BEH's  Early  Childhood  Education  effort; 
and  (4)  summarize  findings  and  propose  options  for  program  manage- 
ment and  evaluation. 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Education- 
ally Disadvantaged 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Strategy 

PIC  ID  NO:  1788  PROJECT  NO:  ASPE/E&TA  79-31 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-200009 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0038 
COST    (In  Thousands):  FY  79-$99 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '79  through  May  '80 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 


PROJECT  TITLE:  Short-Term  Exploratory  Evaluation  of  Grant 
Consolidation  in  the  Insular  Territories 

REPORT  TITLE:  Exploratory  Evaluation  of  Grant  Consolidation  in 

the  U.S.  Territories 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Raymond,  Robert;  Rm  435D,  HHH  Bldg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education; 

X-Many  HHS  Programs-Grants-in-Aid 

ABSTRACT:  The  study  evaluated  the  efforts  of  HHS  and  the  Depart- 
ment of  Education  to  consolidate  under  the  provision  of  P.L.  95-134 
the  administration  of  formula  grants  to  the  Insular  Territories-Guam, 
Northern  Marianas,  American  Samoa,  the  Trust  Territory  of  the 
Pacific  Islands  and  the  Virgin  Islands.  This  report  describes  the  im- 
plementation of  the  consolidation  authority;  assesses  its  adequacy  and 
identifies  options  for  improving  departmental  use  of  the  legislative 
authority,  as  well  as  what  kinds  of  consolidation  could  be  used. 

DESCRIPTORS:  Grants-in-Aid,  Research  and  Evaluation  Methods 
Feature,  Federal  Administration,  Evaluation  by  State  and  Local 
Governments 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1918  PROJECT  NO;  ASPE/PS  80-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-152927 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0134 
COST    (In  Thousands):  FY  80-$  137 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '80  through  September  '81 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Exploratory  Evaluation  of  Head  Start  Training 
and  Technical  Assistance 

REPORT  TITLE:  Exploratory  Evaluation  of  Head  Start  Training  and 

Technical  Assistance  (Selected  Reports) 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  McHale,  Carol;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start-Technical  Assistance  and  Training; 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  The  exploratory  evaluation  was  designed  to  determine 
the  overall  objectives  of  Head  Start  training  and  technical  assistance 
(T  and  TA)  activities  and  to  make  recommendations,  in  the  form  of 
management  and  analysis  options,  on  how  to  improve  the  design, 
management,  information  systems,  and  decision  making  of  the  pro- 
gram. Information  was  drawn  primarily  from  program  documents 
and  interviews  with  headquarters  staff,  staff  of  three  regions,  six 
grantees,  and  21  T  and  TA  providers.  The  study  found  that  though 
T  and  TA  appears  to  be  an  effective  mechanism  for  improving  the 
rate  of  grantee  compliance  with  Head  Start  performance  standards 
and  for  improving  grantees  and  staff  capabilities,  weaknesses  in  the 
program's  needs  assessment,  planning,  resource  allocation  and  infor- 
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mation  collection  functions  impede  the  Administration  for  Children, 
Youth,  and  Families'  ability  to  demonstrate  effective,  efficient  man- 
agement of  T  and  TA  funds.  The  management  options  recommend 
improvements  in  the  needs  assessment,  planning,  allocation,  and  in- 
formation collection  process,  while  the  analysis  options  are  directed 
primarily  toward  developing  information  that  would  lead  to  conclu- 
sions about  how  to  use  the  limited  funds  available  for  T  and  TA  most 
efficiently  and  effectively  and  toward  demonstrating  systematically 
the  impact  of  T  and  TA  on  Head  Start  services  to  children  and  their 
families. 

DESCRIPTORS:  Technical  Assistance,  Management  Information  and 
Reporting,  Planning,  Child  Development,  Family,  Educationally 
Disadvantaged,  Educational  Administration,  Educational  Tech- 
niques 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Impact 

PIC  ID  NO:  1985  PROJECT  NO:  ASPE/ETA  79-16 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-156465 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0033 
COST    (In  Thousands):  FY  79-$98 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '78  through  November  "80 
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PROJECT  TITLE:  Exploratory  Evaluation  of  Projects  Providing 
Mental  Health  and  Aging  Services  to  Asian/Pacific  and 
Hispanic  Americans 

REPORT  TITLE:  Exploratory  Evaluation  of  Projects  Providing 

Mental  Health  and  Aging  Services  to  Asian/Pacific  and 

Hispanic  Americans  (Six  Volumes) 
PERFORMER:  Consad  Research  Corporation,  121  North  Highland 

Avenue,  Pittsburgh  PA  15206 
PROJECT  OFFICER:  Pian,  Canta;  Rm  408F.  HHH  Bldg; 

202-245-1880 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  This  exploratory  evaluation  included  a  review  of  legisla- 
tion and  regulations,  an  inventory  of  projects  providing  aging  and 
mental  health  services  to  Asian/Pacific  and  Hispanic  populations,  a 
literature  review,  conferences  and  other  discussions  with  federal  and 
private-sector  people  knowledgeable  in  the  field,  site  visits  to  exem- 
plary service  delivery  programs,  development  of  a  self-evaluation 
manual  for  service  providers,  and  a  report  summarizing  relevant 
knowledge.  At  the  time  of  the  study,  there  was  no  unified  orientation 
or  activity  in  either  the  mental  health  or  aging  area  pertaining  to  the 
evaluation  and  assessment  of  federally  funded  programs,  and  none 
that  either  integrated  the  monitoring  and  assessment  of  ethnic  pro- 
grams, or  systematically  generated  the  information  required  for  in- 
formed policy  and  management  decisions.  In  addition,  the  study 
presents  six  management/evaluation  options,  for  programs  and  HHS 
that,  given  the  state  of  the  art,  offer  alternative  productive  and  practi- 
cal ways  to  meet  the  HHS  need  for  information,  assessment  and 
evaluation  of  aging  and  mental  health  programs  serving  Asian/Pacif- 
ic and  Hispanic  Americans.  Six  volumes  of  the  report  are  available 
from  PIC  and  from  NTIS.  The  NTIS  Nos.  are  PB  82-111295,  PB 
82-111303,  PB  82-111329,  PB  82-1  1  1352,  and  PB  82-111345. 


DESCRIPTORS:  Asian  Americans,  Mental  Health,  Literature  Review 
Feature,  Bibliography  Feature,  Elderly,  Case  or  Site  Study  Feature, 
Law  and  Legislation,  Aging,  Hispanic 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1936  PROJECT  NO:  ASPE/E&TA  79-30 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0064 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '80  through  June  '81 
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PROJECT  TITLE:  Exploratory  Evaluation  of  the  Allied  Health 
Professions  Grant  Program 

REPORT  TITLE:  Exploratory  Evaluation  of  Section  796  Allied 

Health  Grant  Program  Conducted  under  Title  VII  of  the 

Public  Health  Service  Act 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Armstrong,  Felton;  Rm  15A38,  PKLN  Bldg; 

301-443-4065 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Allied  Health 

ABSTRACT:  This  evaluability  assessment  of  the  Allied  Health  Profes- 
sions Grant  Program  was  conducted  to  define  and  document  the 
activities,  objectives,  products,  performance  measures,  and  informa- 
tion and  evaluation  needs  of  the  allied  health  program.  It  was  general- 
ly found  that  Bureau  of  Health  Professions  and  Division  of 
Associated  Health  Professions  objectives  for  the  Allied  Health  Pro- 
gram have  not  been  operationalized,  i.e.,  no  pre-established  activities, 
performance  measures,  or  expected  values  have  been  developed  that 
would  indicate  success  of  either  process  or  outcome.  The  report 
presents  management  options  for  operationalizing  objectives  so  that 
the  program  as  well  as  individual  grant  projects  can  be  monitored  and 
evaluated. 

DESCRIPTORS:  Higher  Education,  Research  and  Evaluation  Perfor- 
mance. Research  and  Evaluation  Planning  and  Administration.  Feasi- 
bility Study  Feature,  Discretionary  and  Project  Grant  Performance, 
Grants-in-Aid,  Grant  and  Contract  Management,  Health  Manpower 
Training 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1907  PROJECT  NO:  ASPE/ETA  79-6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0057 
COST    (In  Thousands):  FY  80-$ 1 23 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  "79  through  June  '80 
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and  Evaluation 

PROJECT  TITLE:  Exploratory  Evaluation  of  SHCOG  and  HCOP 
Projects  Being  Conducted  by  Undergraduate  Institutions 

REPORT  TITLE:  Exploratory  Evaluation  of  SHCOG  and  HCOP 

Projects  Being  Conducted  by  Undergraduate  Institutions 
PERFORMER:  The  Granville  Corporation,  1425  K  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Abramson,  Mark 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions-Student 

Loans 

ABSTRACT:  The  Special  Health  Careers  Opportunity  Grant 
(SHCOG)  program  and  the  Health  Careers  Opportunity  Grant  Pro- 
gram (HCOP)  are  composed  of  three  components:  undergraduate 
institutions,  health  professions  schools  and  community  organizations 
(non-degree  granting  institutions).  Both  grant  programs  are  adminis- 
tered by  the  Office  of  Health  Resources  Opportunity  (OHRO). 
which  is  a  unit  of  the  Health  Resources  Administration,  to  assure 
equal  access  to  health  services  and  health  careers  for  disadvantaged 
individuals.  The  methodology  documents  the  intended  program; 
documents  the  actual  program  through  review  of  documentation  and 
field  visits  to  program  sites;  analyzes  and  synthesizes  findings,  includ- 
ing analysis  of  the  program's  plausibility  and  measurability;  and  for- 
mulates preliminary  evaluation/management  options  for  improving 
program  performance. 

DESCRIPTORS:  Minority  Groups,  Health  Manpower  Training,  High- 
er Education,  Medical  Training,  Educationally  Disadvantaged 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1935  PROJECT  NO:  ASPE/E&TA  79-21 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0104 
COST    (In  Thousands):  FY  79-$  100 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  "80  through  May  '81 
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PROJECT  TITLE:  Evaluability  Assessment  of  the  Community 
Mental  Health  Center  (CMHC)  Program  (Two  Phases) 

REPORT  TITLE:  Exploratory  Evaluation  of  the  Community  Mental 

Health  Center  Program  (Phase  I) 
PERFORMER:  Office  of  Evaluation  and  Technical  Analysis, 

Washington  D  C.  20201 
PROJECT  OFFICER:  Jewell,  Mike;  Rm  435D,  HHH  BIdg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  Phase  I  of  this  exploratory  evaluation  of  the  Community 
Mental  Health  Center  (CMHC)  program  included  (1)  an  examination 
of  the  expectations  and  experiences  of  program  managers  at  NIMH 
headquarters  and  regional  offices  and  of  policymakers  at  HHS,  Office 


of  Management  and  Budget,  and  relevant  congressional  committees; 
(2)  a  review  of  documents;  and  (3)  on-site  interviews  with  managers 
and  staff  at  a  sample  of  CMHCs.  The  study  found  that,  although  most 
CMHCs  had  some  form  of  management  information  system  (in  some 
cases  including  patient  follow-up),  NIMH  program  managers  lacked 
agreed-on  measures  for  most  important  program  objectives.  In  par- 
ticular, NIMH  program  managers  lacked  agreed-on  measures  of 
"high-quality  services"  or  "cost-efficient  services."  In  response  to 
these  findings  and  to  pressures  toward  greater  accountability,  the 
Division  of  Mental  Health  Service  programs  found  that  the  CMHC 
program  should  be  managed  to  achieve  a  well-defined  group  set  of 
objectives  and  decided  (1)  to  establish  a  work  group  and  a  policy 
advisory  group  to  select  appropriate  measures  of  CMHC  perfor- 
mance in  establishing  "the  capability  to  provide  a  high  quality,  cost- 
efficient,  continuity  of  care  program  (eight  services),  especially  to  the 
elderly,  children,  and  the  chronically  mentally  ill,"  and  (2)  to  estab- 
lish a  performance  measures  work  group  to  implement  these  deci- 
sions. See  also  PIC  ID  No.  1932.1.  (Final  report  44  pages  plus 
appendices.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Management  In- 
formation and  Reporting 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1932  PROJECT  NO:  ASPE/ETA  79-18 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  79-$67 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  December  '78  through  March  '80 
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PROJECT  TITLE:  Exploratory  Evaluation  of  the  Cooperative 
Education  Program 

REPORT  TITLE:  Exploratory  Evaluation  of  the  Cooperative 

Education  Program 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne  ^ 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Yates,  Edward;  Rm  737F,  HHH  Bldg; 

202-245-7155  ,        ,  , .,.  , 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education 

ABSTRACT:  This  study  relates  to  the  specification  of  program  objec- 
tives, the  likelihood  that  objectives  can  be  achieved  and  the  feasibility 
of  measuring  program  accomplishments.  A  summary  of  key  findings 
include  program  managers  and  policymakers  at  the  federal  level  basi- 
cally agree  about  the  objectives  of  the  program  and  the  strategy  for 
achieving  test  objectives  through  the  distribution  of  seed  money- 
they  strongly  support  the  Coop  concept;  program  operators  in  the 
field  understand  and  agree  with  the  federal  program  objectives;  and 
the  short-range  program,  in  other  words,  those  aspects  of  the  pro- 
gram relating  to  the  grant-award  process,  has  measurable  objectives 
and  is  well  documented-therefore,  achievement  of  short-range  ob- 
jectives can  be  measured.  To  address  these  findings,  a  series  of  man- 
agement and  evaluation  options  were  developed  and  presented  to  the 
policymakers  for  the  Coop  program.  These  options  related  to  the 
development  of  a  regular  planning  component  for  the  program,  the 
specification  of  measurable  long-range  objectives  and  annual  priori- 
ties based  on  an  assessment  of  community  needs,  revisions  to  the 
grant-award  process  to  provide  more  federal  direction  to  the  pro- 
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gram,  and  the  establishment  of  more  systematic  monitoring  of  grant 
recipients.  Also  available  from  PIC  is  "Case  Study  of  the  Exploratory 
Evaluation  of  the  Cooperative  Education  Program."  (Final  report  31 
pages.) 

DESCRIPTORS:  Career  or  Vocational  Education,  Training  and  Em- 
ployment of  the  Disadvantaged,  Educational  Techniques,  Case  or 
Site  Study  Feature 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1906  PROJECT  NO:  ASPE/ETA  79-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-166109 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-70-0038 
COST    (In  Thousands):  FY  79-$73 
STATUS;  Study  completed, 

Available  from  PIC,  '  ' 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  "79  through  May  '80 
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REPORT  TITLE:  Exploratory  Evaluation  of  the  General  Internal 

Medicine  and  General  Pediatrics  (Section  784)  Program  of 

the  Health  Resources  Administration 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Yates,  Edward;  Rm  737F,  HHH  Bldg; 

202-245-7155 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education  Programs 

(Entire  Program  Area); 

PHS-HRSA-Health  Manpower-Special  Education 
Programs-General  Internal  Medicine  and/or  General 
Pediatrics 

ABSTRACT:  The  primary  focus  of  the  Exploratory  Evaluation  of 
General  Internal  Medicine  and  General  Pediatrics  Program  was  to 
clarify  objectives  that  would  in  turn  strengthen  the  program's  evalua- 
tion capability.  Our  findings  suggest  that  the  assumptions  underlying 
the  program  cannot  be  conclusively  assessed  as  plausible  due  to  the 
scarcity  of  information  available  on  the  area  of  primary  care  in  gener- 
al and  the  need  for  further  information  on  general  internal  medicine 
and  general  pediatrics  in  particular.  Management  options  have  been 
recommended  that  will  increase  the  ability  of  program  managers  to 
give  more  specific  direction  to  grantees  regarding  the  skills,  knowl- 
edge, attitudes,  and  practices  residents  should  acquire  through  train- 
ing and  that  will  change  several  program  activities  to  facilitate 
management's  assessment  of  achievement  of  the  program's  objec- 
tives. The  Office  of  Evaluation  and  Technical  Analysis  (E&TA) 
intends  to  follow-up  with  the  Health  Resources  Administration 
(HRA)  on  the  implementation  of  the  management  options.  (Final 
report  210  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Physicians,  Medical  Training 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1905  PROJECT  NO:  ASPE/ETA  79-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  100  79-0057 
COST    (In  Thousands):  FY  79-$99 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  November  "79  through  May  '80 
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PROJECT  TITLE:  Exploratory  Evaluation  of  the  HUD/HHS 
Demonstration  Program  for  Deinstitutionalization  of  the 
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REPORT  TITLE:  Exploratory  Evaluation  of  the  HUD/HHS 

Demonstration  Program  for  Deinstitutionalization  of  the 

Chronically  Mentally  III  (Two  Volumes) 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Favors,  Jean  M 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

X-Non-HHS  Programs-Housing; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  report  sets  forth  the  federal  intent  and  expectations 
for  the  HUD/HHS  Demonstration  Program,  which  was  implement- 
ed in  1979.  The  study  also  describes  field  operations  at  the  local  level, 
examines  the  relationships  among  involved  state  agencies,  identifies 
relevant  issues  raised  by  personnel  at  federal,  state,  and  local  levels, 
and  suggests  options  in  the  event  that  more  intensive  evaluation  of  the 
program  should  be  necessary.  Both  volumes  of  the  report  are  availa- 
ble from  PIC  and  from  NTIS  (Volume  I,  NTIS  No.  PB  82-255217; 
Volume  II,  NTIS  No.  PB  82-255225). 

DESCRIPTORS:  Deinstitutionalization,  Mental  Health,  Housing  As- 
sistance, Supportive  Services,  Demonstration  Projects,  Federal  State 
and  Local  Relations,  Residential  Facilities,  Case  or  Site  Study  Fea- 
ture 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1901  PROJECT  NO:  ASPE/SSP  81-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-81-0028 
COST    (In  Thousands):  FY  8I-$100 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC. 

Available  from  NTIS 
START/END  DATES:  September  '81  through  March  "82 
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PERFORMER;  Macro  Systems.  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Jewell,  Mike;  Rm  435D,  HHH  Bldg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  The  exploratory  evaluation  of  the  National  Institute  of 
Mental  Health's  (NIMH's)  Community  Support  Program  (CSP)  as- 
sessed ( 1 )  the  program  management's  objectives  and  expectations;  (2) 
the  feasibility  of  performance  indicators  and  the  availability  of  pro- 
gram performance  data;  (3)  the  extent  to  which  the  actual  program 
matches  the  intended  program;  (4)  the  portion  of  the  program  that 
is  ready  for  useful  evaluation;  and  (5)  the  evaluation/management 
options  that  would  enhance  program  performance.  The  CSP  is  in- 
tended to  stimulate  states  in  developing  community  support  systems 
(CSSs)  for  the  chronically  mentally  ill.  The  report  presents  (1)  an 
overview  of  the  CSP  and  of  the  exploratory  evaluation;  (2)  a  detailed 
discussion  of  the  study  methodology  and  findings;  (3)  the  CSP's 
implementation  and  follow-through  plans;  and  (4)  a  case  study  of  the 
exploratory  evaluation.  See  also  PIC  ID  No.  1939.1. 

DESCRIPTORS:  Mental  Health,  Field  Test  Feature,  Statistical  Data 
Feature,  State  or  Local  Administration,  Handicapping  Conditions 
and  Problems,  Block  Grants,  Mental  Illness,  Community  Based  Care, 
Social  Services  Delivery  Systems 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO  1939  PROJECT  NO:  ASPE/E&TA  79-31 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  79-0057 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '79  through  June  '80 
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PROJECT  TITLE:  Exploratory  Study  of  Senior  Centers 

REPORT  TITLE:  Exploratory  Study  of  Senior  Centers  (Three 
Volumes) 

PERFORMER:  JWK  International  Corporation,  7617  Little  River 

Turnpike,  Annandale  VA  22003 
PROJECT  OFFICER:  Marcus,  Edwin 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community 
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ABSTRACT:  The  primary  objective  of  this  study  was  to  identify  and 
analyze  the  advantages  and  disadvantages  of  alternative  federal  poli- 
cies with  respect  to  the  role  of  senior  centers  in  the  provision  of 
health  and  human  services  to  older  persons.  The  study  consisted  of 
(1)  discussions  with  government  officials  and  national  experts  in  the 
senior  center  field,  as  well  as  with  state  and  area  agency  directors, 
center  directors  and  other  key  informants  in  12  states  in  different 
areas  of  the  country,  to  determine  their  perceptions  of  senior  center 
objectives,  accomplishments  and  future  directions;  (2)  site  visits  to  40 
centers  across  the  country  to  study  actual  center  operations  and  to 
interview  senior  center  staff  area  agency  directors,  local  officials  and 
other  service  providers;  and  (3)  a  policy  options  report  based  on  the 


findings  from  the  discussions  and  site  visits.  The  report  discusses  past, 
present,  and  possible  future  federal  policies  with  regard  to  senior 
centers.  The  three  volumes  of  the  final  report  are  ( 1 )  "Task  I  Report"; 
(2)  "Case  Study  Reports";  and  (3)  "Policy  Options  Report."  (Final 
report  volumes  53  pages  plus  appendix,  134  pages,  and  60  pages, 
respectively.) 

DESCRIPTORS:  Elderly,  Multiservice  Center,  Federal  Role,  Case  or 
Site  Study  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1913  PROJECT  NO:  ASPE/SSP  79-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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ABSTRACT:  This  study  identified  and  explored  the  barriers  women 
face  as  applicants  to  and  students  in  the  health  professions  of  medi- 
cine, dentistry,  veterinary  medicine,  optometry,  podiatry,  pharmacy, 
and  public  health.  The  central  purpose  of  the  study  was  to  develop 
for  future  systematic  testing  a  set  of  conceptual  models  of  the  recruit- 
ment, admissions,  and  education  systems  forming  the  environment 
within  which  men  and  women  are  socialized  as  physicians.  The  mod- 
els and  data  formed  the  basis  for  possible  steps  by  HEW,  the  health 
educational  and  professional  associations,  and  the  schools  to  reduce 
barriers  women  face.  Volume  I  of  the  study's  final  report  is  a  sum- 
mary volume  that  includes  discussions  of  data  analysis,  findings,  con- 
clusions, and  recommendations.  Volumes  II  thru  IX,  the  individual 
health  professions  reports,  discuss  each  profession  in  detail.  Volume 
X  is  an  annotated  bibliography.  Among  the  findings  are  that,  as 
college  students,  women  are  not  encouraged  to  take  the  prerequisite 
science  courses,  that  there  are  major  conflicts  between  training  and 
family  demands,  and  that  stereotypes  are  used  by  male  faculty  and 
students  to  embarrass  and  harass  women  students.  There  are  a  large 
number  of  specific  recommendations  for  reform  in  recruitment,  ad- 
missions, training,  curriculum,  facilities,  and  practice.  A  separate  pre- 
sentation report  of  the  study's  purpose,  methods,  findings, 
conclusions,  and  recommendations  is  also  available  from  PIC.  (Final 
report  1597  pages.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  estimate  the  relationship 

between  health  service  demands  and  a  variety  of  policy  parameters. 
The  researchers  were  looking  for  reliable  information  about  how  the 
beneficiaries  of  a  comprehensive  national  health  insurance  program 
would  respond  to  it.  The  Urban  Institute's  health  utilization  simula- 
tion model  was  utilized.  The  study  described  behavioral  response  that 
related  health  service  utilization  and  expenditures  to  a  number  of 
variables:  demographic,  psychological,  economic,  medical,  and  poli- 
cy-related. Data  from  the  1967  National  Center  for  Health  Statistics 
Health  Interview  Study  (NCHS-HIS)  were  used  as  the  database.  In 
general,  results  agreed  with  those  of  previous  studies.  However,  two 
aspects  stood  out:  (1)  the  apparent  existence  of  a  large  random  com- 
ponent in  the  demand  for  medical  services;  and  (2)  the  presence  of 
non-linearities  in  the  estimated  demand  relationship.  (Final  report  81 
pages.) 
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ABSTRACT:  This  report  presents  the  findings  from  a  project  that 
investigated  the  impact  of  three  factors  on  the  retirement  decisions 
of  workers  at  one  Fortune  500  company:  (1)  financial  incentives, 
including  special  early  retirement  programs  as  well  as  the  incentives 
built  into  the  normal  retirement  benefits  package;  (2)  health  status; 
and  (3)  job  characteristics.  The  study  used  data  on  a  sample  of  work- 
ers who  retired  in  1979,  1980,  or  1982,  or  who  were  still  working  in 
1983.  Some  of  the  findings  from  the  analyses  of  the  data  are  that  (1) 
retirees  were  older,  had  worked  more  years  at  the  company,  had 
larger  profit-sharing  accounts,  and  had  more  assets  than  those  who 
remained  at  their  jobs;  (2)  there  were  no  significant  differences  among 
the  health  statuses  of  sample  subgroups;  (3)  financial  incentives,  espe- 
cially the  special  early  retirement  incentives,  were  the  most  important 
factors  in  the  retirement  decision;  and  (4)  a  higher  proportion  of 
retirees  than  workers  expressed  dissatisfaction  with  some  aspect  of 
work.  (Final  report  71  pages  plus  appendices.) 
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ABSTRACT:  This  paper  explains  the  relationship  between  family 
structure  and  income,  and  traces  the  growth  of  racial  differences  in 
the  proportion  of  families  headed  by  women.  In  the  1970s,  the  ratio 
of  black  family  income  to  white  family  income  fell  from  61%  to  59%. 
This  paper  points  out  a  fundamental  reason  for  the  slight  increase  in 
the  black/white  income  gap:  the  substantially  faster  growth  of 
female-headed  families  among  blacks  than  among  whites.  Perhaps  the 
most  important  reason  for  the  dramatic  growth  during  the  1970s  of 
the  proportion  of  female-headed  families  and  the  widening  black/ 
white  differential  in  the  proportion  was  the  changing  age  structure 
of  the  population.  Two  events  that  lead  to  female-headed  families, 
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out-of-wedlock  births  and  marital  dissolution,  most  frequently  occur 
among  women  in  specific  age  groups.  The  postwar  baby  boom  led 
to  a  great  increase  in  the  number  of  women  in  their  late  teens  and 
early  twenties,  groups  with  the  highest  illegitimacy  and  divorce  rates. 
Data  were  also  presented  derived  from  published  projections  that 
show  the  future  trend  in  a  key  determinant  of  the  proportion  of 
families  headed  by  women,  the  portion  of  adult  women  who  are  in 
their  childbearing  years.  The  ratios  were  predicted  to  peak  in  1986 
for  both  races,  and  to  remain  above  50%  for  whites  and  60%  for 
blacks  until  the  turn  of  the  century,  when  the  ratio  for  the  total 
population  is  expected  to  fall  steadily.  (Final  report  43  pages.) 

DESCRIPTORS:  Income  Distribution,  Black  Americans,  Families  with 
Dependent  Children,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1266  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '80  through  December  "81 


0224 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Family  Relationships  of  Adolescents  in  Crisis:  An 
Assessment  of  Research  and  Programs 

REPORT  TITLE:  Family  Relationships  of  Adolescents  in  Crisis:  An 

Assessment  of  Research  and  Programs 
PERFORMER:  Catholic  University  of  America,  Center  for  the 

Study  of  Youth  Development  and  the  Family  Impact 

Seminar,  Washington  D.C.  20064 
PROJECT  OFFICER:  Silverman,  Gerald;  Rm  4iqE,  HHH  Bldg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Runaway  Youth; 

X-Many  HHS  Programs-Social  Services; 

HD-OASHDS-Socia!  Services-Research  Demonstration  and 

Evaluation 

ABSTRACT:  This  study  explored  parental  involvement  in  services  to 
minors  who  run  away  from  home,  abuse  drugs,  or  become  pregnant. 
The  project  included  (1)  a  review  of  the  developmental  and  clinical 
literature  on  parent-adolescent  relationships  in  general;  (2)  a  review 
of  the  research  on  relationships  between  parents  and  adolescents  who 
run  away  from  home,  abuse  drugs,  or  become  pregnant;  (3)  inter- 
views with  31  experts  on  program  policies  at  national  or  local  levels; 
and  (4)  site  visits  to  and  interviews  with  program  personnel  at  26 
programs  serving  teenagers  in  the  greater  Baltimore-Washington, 
D.C,  area.  Research  results  suggest  that,  although  they  may  be  part 
of  the  problem,  parents  must  be  involved  in  services  to  troubled 
teenagers  if  the  programs  are  to  have  any  long-term  benefit.  Several 
factors  were  found  that  served  as  barriers  to  parental  involvement  in 
these  programs.  (Final  report  74  pages.) 
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ABSTRACT:  This  paper  examined  only  the  largest  transfer  programs, 
both  cash  and  in-kind.  These  programs  were  Aid  to  Families  with 
Dependent  Children  (AFDC),  Old  Age,  Survivors,  and  Disability 
Insurance  (Social  Security),  Supplemental  Security  Income  (SSI), 
Medicaid,  Medicare,  food  stamps,  housing  assistance,  and  other  cash 
welfare.  The  paper  is  organized  as  follows:  Section  1  presents  details 
about  the  transfer  program  participation  of  important  demographic 
subgroups  in  the  population;  Section  2  discusses  the  effects  of  these 
programs  on  the  number  of  pretransfer  poor  and  the  extent  of  their 
poverty;  and  Section  3  provides  some  concluding  remarks.  Several 
feasible  though  not  costless  federal  interventions  likely  to  reduce 
poverty  were  suggested.  These  include  increasing  food  stamp  benefit 
levels,  setting  a  federal  minimum  benefit  level  for  AFDC  at  a  level 
higher  than  that  in  effect  at  the  time  of  the  study  in  the  least  generous 
states,  and  increasing  child  support  enforcement.  See  also  PIC  ID 
No.  2622.1.  (Final  report  43  pages.) 
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ABSTRACT:  This  paper  uses  data  from  the  1984  Survey  of  Income  and 
Program  Participation  to  describe  multiple  transfer  program  partici- 
pation and  its  effect  on  the  poverty  rate  and  the  poverty  gap.  It 
examines  changes  made  between  1979  and  1984.  In  1984,  two-fifths 
of  all  U.S.  families  and  nearly  four-fifths  of  pre-transfer  poor  families 
received  some  transfer  payment  from  the  federal  government.  As  in 
1979,  this  pattern  of  transfers  filled  three-quarters  of  the  poverty  gap 
and  succeeded  in  reducing  the  poverty  rate  by  60%.  Nearly  every 
elderly  family  received  some  transfer  payment,  which  reduced  their 
poverty  rate  to  only  3%.  In  contrast,  government  transfers  reduced 
the  poverty  rate  for  single-parent  families  from  a  pre-transfer  rate  of 
49%  to  a  post-transfer  rate  of  30%.  An  examination  of  target  efficien- 
cy indicates  that  targeting  of  income-conditioned  transfers  improved 
over  from  1979  through  1984:  86%  of  such  transfers  were  given  to 
the  pre-transfer  poor.  See  also  PIC  ID  No.  2622. 

DESCRIPTORS:  Income  Maintenance,  Low-Income  Population,  Eld- 
erly, Families  with  Dependent  Children,  Income  Distribution 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2622  1  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES: 'November  '85  through  March  '86 


0227 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation  ■. 

PROJECT  TITLE:  Exploratory  Evaluation  of  Financial  Contribution 
Practices  under  Title  III-B  of  the  Older  Americans  Act 

REPORT  TITLE:  Financial  Contribution  Practices  under  Title  III-B 

of  the  Older  Americans  Act 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Hertz,  Tom;  Rm  446F,  HHH  BIdg; 

202-245-7272 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs  (Entire 

Program  Area) 

ABSTRACT:  The  contractor  conducted  an  analysis  of  the  legislation 
and  regulations  concerning  financial  contribution  practices.  The  pur- 
pose of  the  analysis  was  to  develop  an  understanding  of  federal  poli- 
cies concerning  these  practices.  The  contractor  conducted 
preliminary  interviews  with  staff  in  the  Administration  on  Aging, 
ASPE,  Congress,  and  national  organizations.  A  site  visit  was  made 
to  the  Office  of  the  Regional  Program  Director  for  Region  III.  Most 
of  the  findings  presented  in  the  final  report  were  obtained  from  per- 
sonal interviews  with  the  staff  of  five  State  Units  on  Aging,  15  Area 
Agencies  on  Aging,  and  service  providers,  program  clients,  and  com- 


munity representatives  at  each  AAA  site.  The  study  concluded  that 
AAA  and  SUA  staff  have  a  good  understanding  of  federal  policy 
with  regard  to  client  contributions,  and  that  for  the  most  part  clients 
understand  the  need  for  financial  contributions  to  support  services 
provided.  The  program  initiative  seems  to  have  been  effective.  All 
but  one  of  the  states  in  the  sample  increased  the  amount  collected 
from  FY  1981  to  FY  1983.  There  is  no  evidence  to  indicate  that  the 
recent  emphasis  on  client  financial  contributions  has  caused  signifi- 
cant numbers  of  clients  to  withdraw  from  the  program.  Staff  inter- 
viewed did  have  some  concern  that  targeted  needy  populations  will 
be  increasingly  unable  to  respond  to  greater  demand  for  financial 
contributions. 
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ABSTRACT:  This  paper  provides  an  overview  of  hospital  financing 
and  planning,  with  particular  emphasis  on  financing  capital  costs  in 
the  United  Kingdom,  France,  Canada,  Finland,  the  Netherlands  and 
West  Germany.  The  paper  presents  a  qualitative  summary  of  the 
hospital  financing  systems  in  each  country  including  discussion  of 
capital  financing,  hospital  planning  and  reimbursement  policies.  The 
hospital  financing  of  West  Germany  is  presented  as  a  case  study.  See 
also  PIC  ID  Nos.  2108,  2108.1,  and  2108.3-2108.7. 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0038 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  July  '84 
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0229 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Findings  of  an  Evaluabihty  Assessment  Regarding 
the  Practice  of  Contracting  with  For-Profit  Social  and 
Health  Services  Firms 

REPORT  TITLE:  Findings  of  an  Evaluability  Assessment  Regarding 
the  Practice  of  Contracting  with  For-Profit  Social  and 
Health  Services  Firms 

PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 
22101 

PROJECT  OFFICER:  Silverman,  Gerald;  Rm  419E,  HHH  Bldg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  This  report  presents  the  findings  of  an  evaluability  assess- 
ment that  examined  the  potential  for  evaluation  of  issues  related  to 
the  role  of  for-profit  providers  in  the  human  services.  The  study's 
purpose  was  to  confirm  or  discount  the  role  of  certain  factors  in 
governing  human  service  contracting,  to  determine  the  relevance  of 
empirical  research  in  supporting  or  countering  those  premises,  and  to 
develop  a  framework  for  their  eventual  evaluation.  A  review  of  the 
literature,  discussions  with  industry  experts,  and  an  examination  of 
contracting  practices  in  several  sites  were  conducted.  Findings  in- 
cluded (1)  the  presence  of  restrictions  on  for-profit  contracting  was 
less  pervasive  than  had  been  assumed;  and  (2)  many  human  services 
practitioners  and  policy  researchers  viewed  the  for-profit/non-profit 
debate  as  only  a  small  part  of  a  larger  issue  surrounding  public  pur- 
chase-of-services  contracting. 

DESCRIPTORS:  Social  Services  Delivery  Systems,  Privatization,  Lit- 
erature Review  Feature,  Case  or  Site  Study  Feature,  Grant  and  Con- 
tract Management 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2927  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '84  through  April  '86 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Firm  Employment  Decisions 

REPORT  TITLE:  Firm  Behavior  in  Making,  Hiring,  Retention,  and 

Promotion  Decisions  for  Low-Wage  Workers 
PERFORMER:  Ohio  State  University,  National  Center  for  Research 

in  Vocational  Education,  Columbus  OH  43210 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Employment  and  Training; 

X-Many  HHS  Programs-Income  Security; 

X-Non-HHS  Programs-Employment  and  Training; 

X-Non-HHS  Programs-Income  Security 


ABSTRACT:  Low-wage  workers~as  compared  with  non-low-wage 
workers-tend  to  be  female,  to  be  younger,  and  to  have  less  human 
capital  in  the  form  of  education,  vocational  training,  and  work  experi- 
ence. They  work  in  smaller  establishments,  in  firms  with  young  work- 
ers, in  nonunionized  firms,  in  retail  and  wholesale  trade 
establishments,  and  in  sales  and  service  occupations.  They  hold  jobs 
requiring  less  training,  less  job  security,  and  work  fewer  hours  per 
week.  Promotion  rates  are  very  similar  between  low-wage  workers 
and  non-low-wage  workers.  However,  wages  are  an  important  causal 
factor  in  explaining  voluntary  separations:  quit  rates  are  higher  for 
low-wage  jobs  than  for  non-low-wage  jobs.  Receiving  more  on-the- 
job  training  (OJT)  than  the  typical  worker  in  the  same  job  is  signifi- 
cantly related  to  a  higher  probability  of  a  promotion  and  a  lower 
probability  of  a  separation  for  both  low-wage  and  non-low-wage 
workers.  The  hypothesis  of  a  "dual"  labor  market  does  not  appear  to 
be  confirmed.  Generally,  firm  and  job  characteristics  are  more  impor- 
tant in  explaining  outcomes  than  are  worker  characteristics.  Policy 
needs  to  be  directed  at  delivery  of  human  capital  enhancements  such 
as  education  and  skills  training,  especially  in  job  search  techniques. 
See  also  PIC  ID  No.  1391. 

DESCRIPTORS:  Economic  Analysis  Feature,  Labor  Markets  and 
Problems,  Statistical  Analysis  Methods  Feature,  Statistical  Data  Fea- 
ture, Training  and  Employment  of  the  Disadvantaged 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1391  1  PROJECT  NO:  ASPE/ISP  83-06  1 

FUND  SOURCE:  Research  NTIS  NO:  PB  86-161 742/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  11 3A-83 

COST    (In  Thousands):  FY  83-$77 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS  ' 

START/END  DATES:  September '83  through  April  '85 
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PROJECT  TITLE:  Panel  Study  of  Income  Dynamics 

REPORT  TITLE:  Five  Thousand  American  Families:  Patterns  of 

Economic  Progress  (Ten  Volumes) 
PERFORMER:  University  of  Michigan,  Institute  for  Social 

Research,  Ann  Arbor  MI  48109 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security; 

X-Non-HHS  Programs-Income  Security 

ABSTRACT:  The  Panel  Study  of  Income  Dynamics  (PSID),  a  nation- 
ally representative  longitudinal  survey  that  began  in  1968  with  a 
sample  of  5,000  families,  has  gathered  data  on  family  composition, 
attitudes,  income,  employment,  housing,  mobility,  and  other  subjects. 
These  reports  present  and  analyze  the  study  data:  (1)  "An  Analysis 
of  the  First  Five  Years  of  the  Panel  Study  of  Income  Dynamics";  (2) 
"Special  Studies  of  the  First  Five  Years  of  the  Panel  Study  of  Income 
Dynamics";  (3)  "Analyses  of  the  First  Six  Years  of  the  Panel  Study 
of  Income  Dynamics";  (4)  "Family  Composition  Change  and  Other 
Analyses  of  the  First  Seven  Years  of  the  Panel  Study  of  Income 
Dynamics";  (5)  "Components  of  Change  in  Family  Well-Being  and 
Other  Analyses  of  the  First  Eight  Years  of  the  Panel  Study  of  Income 
Dynamics";  (6)  "Accounting  for  Race  and  Sex  Differences  in  Earn- 
ings and  Other  Analyses  of  the  First  Nine  Years  of  the  Panel  Study 
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of  Income  Dynamics";  (7)  "Analyses  of  the  First  Ten  Years  of  the 
Panel  Study  of  Income  Dynamics";  (8)  "Analyses  of  the  First  Eleven 
Years  of  the  Panel  Study  of  Income  Dynamics";  (9)  "Analyses  of  the 
First  Twelve  Years  of  the  Panel  Study  of  Income  Dynamics";  and 
(10)  "Analyses  of  the  First  Thirteen  Years  of  the  Panel  Study  of 
Income  Dynamics."  "The  Changing  Economic  Status  of  5,000 
American  Families:  Highlights  from  the  Panel  Study  of  Income  Dy- 
namics" is  also  available.  See  also  PIC  235 1 . 1 .  (FR  vols.  436,  376,  490, 
527,  526,  496,  383,  450,  538,  and  436  pp.,  respectively;  highlights  39 
pp.  plus  appendices.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Income  Distribu- 
tion, Social  Attitudes  and  Public  Opinion,  Labor  Markets  and  Prob- 
lems. Economics,  Family,  Statistical  Data  Feature,  Demography 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2351  PROJECT  NO:  ASPE/ISP  73-01 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  82-$200,  FY  83-$700,  FY  84-$200 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '67  through  January  '83 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Follow-up  to  Physician  Practice  Costs  and 
Income  Survey 

REPORT  TITLE:  Follow-up  to  Physician  Practice  Costs  and  Income 
Survey 

PERFORMER:  National  Opinion  Research  Center  (NORC),  1155 

East  60th  Street,  Chicago  IL  60637 
PROJECT  OFFICER:  Stephens,  Sharman;  Rm  446F,  HHH  Bldg; 

202-245-1860 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Survey  and  Certification  (Entire  Program  Area) 

ABSTRACT:  Information  was  obtained  from  3,500  physicians  to  con- 
duct this  follow-up  to  a  1983  survey.  The  study  examined  (1)  time  and 
complexity  of  frequently  performed  procedures;  (2)  changes  in  costs 
of  malpractice  insurance  and  impact  on  physician  practice;  and  (3) 
participation  in  Medicare's  participation  program.  The  final  report 
will  be  available  in  September  1988. 

DESCRIPTORS:  Physicians,  Survey  or  Questionnaire  Feature,  Quality 

Assurance 

STUDY  TYPE:  Other 

PIC  ID  NO:  2783  PROJECT  NO:  ASPE/HP  86-02 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-86-0023 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  completed 
START/END  DATES:  June  '86  through  June  '88 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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PROJECT  TITLE:  Forward  Plan  for  Medicare  Coverage  and 
Technology  Assessment 

REPORT  TITLE:  Forward  Plan  for  Medicare  Coverage  and 

Technology  Assessment  (Two  Volumes) 
PERFORMER:  Lewin  and  Associates,  Inc.,  1090  Vermont  Avenue 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Austein,  Cheryl;  Rm  424E,  HHH  Bldg; 

202-245-6102 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report  identifies  and  assesses  options  regarding  the 
appropriate  goals  and  needs  for  technology  assessment  and  coverage 
decision  making  within  the  Medicare  program.  Among  the  topics 
covered  are  the  need  for  assessment  through  the  life  cycle  of  a  tech- 
nology; the  impact  of  coverage  on  quality  of  care;  the  potential  cost 
savings  from  refining  coverage  policies;  and  the  timeliness,  clarity, 
and  public  understanding  of  the  coverage  and  assessment  processes. 
Mechanisms  for  improving  coverage  policy  and  assessment  without 
major  increases  in  departmental  manpower  or  resources  are  explored. 
In  addition,  an  exploratory  analysis  of  the  changing  role  of  coverage 
policy  and  technology  assessment  as  Medicare  increasingly  makes 
payments  on  a  per  capita  basis  is  conducted.  These  analyses  are 
intended  to  assist  the  department  in  developing  a  plan  to  guide  policy 
effectively  and  efficiently. 

DESCRIPTORS:  Medicare,  Technology  Assessment  or  Transfer 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2898  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-85-0062 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '85  through  September  '86 
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PROJECT  TITLE:  Development  of  a  Foster  Care  and  Adoptive 
Assistance  Projection  Model 

REPORT  TITLE:  Foster  Care  and  Adoption  Assistance  Projection 

Model  (MAXPAR  Users'  Manual) 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 

22101 

PROJECT  OFFICER:  Prosser,  William;  Rm  410E,  HHH  Bldg; 

202-245-1805 
PROGRAM(S)  EVALUATED: 

HD-FSS-Adoption  Assistance 

ABSTRACT:  The  Foster  Care  and  Adoption  Assistance  Projection 
Model  (FCAA)  was  developed  for  ASPE/SSP  under  a  task  order 
with  Maximus,  Inc.,  to  provide  a  database  of  information  about  chil- 
dren served  and  the  costs  of  these  programs,  as  well  as  relevant  data 
on  related  programs  and  the  general  population.  The  database  is 
mounted  in  a  microcomputer-based  software  package  that  facilitates 
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manipulation  and  analysis  of  the  data.  The  integrated  database  pro- 
vides state  and  national  data  covering  the  years  1977  to  1985.  The 
main  sources  of  these  data  include  (1)  Voluntary  Cooperative  Infor- 
mation System  (VCIS);  (2)  1980  Children  and  Youth  Referral  Survey 
conducted  by  the  Office  for  Civil  Rights  (OCR);  (3)  Child  Welfare 
Indicator  Survey  (CWIS);  (4)  National  Study  of  Social  Services  to 
Children  and  Their  Families  (WESTAT);  (5)  program  statistics  for 
AFDC,  AFDC/FC,  and  Title  IV-E  foster  care  and  adoption  assist- 
ance; (6)  state  foster  care  reimbursement  rates;  and  (7)  1980  census 
and  Census  Bureau  estimates. 

DESCRIPTORS:  Foster  Care  and  Adoption,  Databases  and  Program 
Manpower,  Children  and  Youth 
STUDY  TYPE: 

PIC  ID  NO:  2352  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-85-0040 
COST    (In  Thousands):  FY  85-$52 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '85  through  April  '86 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE;  Framework  for  a  Health  Statistics  Inventory 

REPORT  TITLE:  Framework  for  a  Health  Statistics  Inventory 
PERFORMER:  Bette  Silver  Mahoney,  Washington  D.C.  20008 
PROJECT  OFFICER:  Turek-Brezina,  Joan;  Rm  438F,  HHH  Bldg; 

202-245-6141 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

X-Non-HHS  Programs-Health 

ABSTRACT:  This  report  provides  a  framework  for  reviewing  activi- 
ties within  the  health  statistics  area.  In  total,  11  dimensions  of  health 
data  collection  activities  are  explored.  Five  relate  to  the  statistical 
nature  of  the  activities:  purpose,  method  of  collection,  frequency  of 
collection,  geography,  and  subject  of  data  collection.  The  other  six 
relate  to  the  health  dimensions  of  data  collection  activities:  organiza- 
tion, budget,  health  status,  resources,  utilization,  and  financing.  An 
appropriate  framework  is  needed  for  identifying  information  needs 
and,  combined  with  an  inventory  of  data  being  collected,  should 
reduce  duplication.  It  should  also  assist  in  the  evaluation  of  the  health 
data  system  and  in  planning  future  data  activities  within  the  depart- 
ment. (Final  report  74  pages.) 

DESCRIPTORS:  Needs  and  Needs  Assessment,  Health  Planning,  Sta- 
tistics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO;  0629  PROJECT  NO; 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  SA-82-2667 
COST  (In  Thousands):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  '82  through  December  '82 
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AGENCY  SPONSOR;  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE;  Fuel  Vendor  Payments  for  Low  Income  Energy 
Assistance 

REPORT  TITLE;  Fuel  Vendor  Payments  for  Low  Income  Energy 
Assistance 

PERFORMER;  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER;  Heinberg,  John 
PROGRAM(S)  EVALUATED; 

FSA-Low-Income  Home  Energy  Assistance  Block  Grant 
(LIHEABG) 

ABSTRACT;  To  help  states  deal  with  the  complexity  of  the  vendor 
payment  option,  this  manual  is  organized  (1)  to  describe  and  discuss 
the  debate  over  the  use  of  restricted  vs.  unrestricted  payments  for 
energy  assistance;  (2)  to  describe  the  range  of  choices  open  to  states 
under  vendor  payment  option,  as  well  as  types  of  program  adminis- 
tration; (3)  to  encourage  the  states  to  communicate  and  share  success- 
ful strategies  among  themselves,  including  presentation  of  a  common 
terminology,  and  contact  people  in  each  of  five  state  programs;  (4) 
to  describe  the  ways  in  which  program  design  choices  are  made 
under  a  variety  of  environmental  and  administrative  contacts  (case 
studies  are  presented  as  examples);  and  (5)  to  suggest  possible  solu- 
tions to  some  problems  that  occur  in  vendor  payment  programs. 

DESCRIPTORS;  Energy,  Case  or  Site  Study  Feature,  State  or  Local 
Administration,  Technical  Assistance 

STUDY  TYPE:  Case  Studies;  Program  Management  or  Efficiency 

PIC  ID  NO;  1791  PROJECT  NO;  ASPE/E&TA  82-2 

FUND  SOURCE;  Evaluation        NTIS  NO;  PB  84-115732 
MECHANISM;  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  100-81-0026  * 
COST    (In  Thousands):  FY  81-$100 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES;  June  '81  through  November  '81  '  ^ 
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PROJECT  TITLE:  Relative  Economic  Status,  1940-1980 

REPORT  TITLE:  Full  Income  Estimates  of  the  Relative  Well-Being 

of  the  Elderly  and  the  Nonelderly 
PERFORMER:  University  of  Wisconsin,  Institute  for  Research  on 

Poverty,  Madison  WI  53706 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED; 

OS-Policy  Research  (Entire  Program  Area); 

X-Non-HHS  Programs-Income  Security; 

X-Many  HHS  Programs-Income  Security 

ABSTRACT;  This  study  measured  and  valued  noncash  benefits,  going 
beyond  the  noncash  transfer  programs  now  measured  by  the  Bureau 
of  the  Census.  These  include  Medicare,  Medicaid,  veteran's  health 
benefits,  food  stamps,  school  lunches,  housing  assistance  programs, 
employment-related  benefits  (contributions  to  pensions  and  retire- 
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ment  plans,  health  and  other  insurance,  and  legally  required  benefits), 
rent-free  housing,  and  implicit  rent  for  owner-occupied  housing. 
Comparing  elderly  with  nonelderly  households,  the  addition  of  in- 
kind  transfers  aids  the  elderly  more  than  the  nonelderly;  adding  em- 
ployment-related benefits  aids  the  nonelderly  more  than  the  elderly. 
In  addition,  adjustments  for  differences  in  household  size  and  compo- 
sition add  to  elderly  incomes  much  more  than  to  nonelderly  incomes. 
Direct  taxes  also  substantially  reduce  the  income  inequality  between 
these  two  groups.  Taking  everything  into  account,  it  is  estimated  that 
the  economic  status  of  the  elderly  as  a  group  was  10%  -15%  higher 
than  that  of  the  nonelderly  in  1979  (changes  in  economic  and  income 
transfer  policies  since  1979  may  have  changed  the  statistics).  In  1983, 
for  the  first  time,  the  official  poverty  rate  for  the  elderly  fell  below 
that  for  the  nonelderly.  Results  confirm  this  less  sophisticated  meas- 
ure of  well-being  and  suggest  that  the  government  should  shift  atten- 
tion away  from  maintaining  the  economic  status  of  the  elderly  at  the 
expense  of  the  nonelderly.  See  also  PIC  ID  Nos.  2396  and  2396.2. 

DESCRIPTORS:  Elderly,  Economic  Analysis  Feature,  Statistics,  Hous- 
ing Assistance 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2396.1  PROJECT  NO:  ASPE/ISP  83-01.1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0031 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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PROJECT  OFFICER:  Abramson,  Mark 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation; 

X-Many  HHS  Programs-Social  Research  Demonstration  and 

Statistics  .  .. 

ABSTRACT:  This  book  contains  four  chapters  on  HEW,  presenting 
brief  descriptions  of  each  HEW  social  research,  statistical,  or  evalua- 
tion activity.  In  total,  HEW  spends  approximately  $700  million  annu- 
ally on  these  activities.  For  each  HEW  agency,  the  volume  presents 
information  on  the  purposes,  audiences,  and  scope  of  each  activity, 
making  a  basic  distinction  between  the  actual  production  of  knowl- 
edge and  the  application  of  knowledge.  The  information  contained  in 
the  book  was  originally  collected  from  HEW  staff  for  the  National 
Academy  of  Sciences  Study  Project  on  Social  Research  and  Deve- 
lopment. (Final  report  487  pages.) 

DESCRIPTORS:  Social  Research,  Research  and  Evaluation  Planning 
and  Administration,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1205  PROJECT  NO:  PS  77-01 
FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '77  through  December  '78 
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PROJECT  OFFICER: 
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X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  paper  explores  the  foundation  for  geographic  pay- 
ment variation  in  a  federal  welfare  system.  It  examines  whether  feder- 
al payment  levels  in  a  reformed  welfare  system  should  be  uniform  for 
all  families  of  similar  composition  and  money  income,  or  whether 
they  should  vary  geographically  with  the  cost  of  living  or  the  stand- 
ard of  living.  Adjustment  of  welfare  payments  for  differences  in  the 
cost  of  living  across  geographic  areas  presented  these  difficulties:  (1) 
there  were  no  indices  that  provided  measu.es  of  the  cost  of  living 
across  geographic  areas;  (2)  to  develop  a  reasonably  accurate  geo- 
graphic cost-of-living  index  would  require  a  minimum  of  five  years 
and  $50  million;  (3)  use  of  a  cost-of-living  index  to  adjust  welfare 
payments  would  fall  short  of  the  intended  outcome,  horizontal  equity 
among  recipients;  and  (4)  administration  of  a  welfare  system  in  which 
payment  standards  vary  geographically  would  be  more  complex  and 
costly  than  one  in  which  standards  were  uniform  nationally.  While 
there  was  some  basis  for  varying  federal  transfer  payments  according 
to  regional  differences  in  the  cost  of  living,  there  were  no  available 
indices  on  which  such  variations  could  be  based.  To  vary  federal 
transfer  payments  with  regional  income  levels,  while  procedurally 
easier  to  accomplish,  would  result  in  serious  inequities  across  recipi- 
ents and  states.  (Final  report  59  pages.) 

DESCRIPTORS:  Welfare  Reform,  Income  Maintenance.  Families  with 
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STUDY  TYPE:  Research  and  Data  Development 
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CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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REPORT  TITLE:  Geographic  Variations  in  Health  Care 
Expenditures 

PERFORMER:  Vanderbiit  University,  Institute  for  Public  Policy 

Studies,  1208  18th  Avenue  South,  Nashville  TN  37212 
PROJECT  OFFICER:  Austein,  Cheryl;  Rm  424E,  HHH  Bldg; 

202-245-6102 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  three  major  objectives  of  this  study  were  (1)  to 
provide  descriptive  evidence  of  geographic  area  variations  in  the 
utilization  of  health  services;  (2)  to  provide  an  understanding  of  the 
causal  factors  accounting  for  geographic  differences  in  use,  including 
such  variables  as  patient  health  status;  and  (3)  to  extend  previous 
work  on  geographic  area  variations  to  consider  service  intensity  and 
ambulatory  care  use.  The  study  was  limited  to  31  large  standard 
metropolitan  statistical  areas  (SMSAs).  The  report  presents  a  review 
of  the  literature  and  databases  and  discusses  variations  in  disease 
prevalence,  utilization  rates  of  health  services  and  expenditures  for 
the  total  population  and  the  Medicare  population,  utilization  patterns 
for  persons  with  selected  chronic  conditions,  hospitalization  patterns 
for  Medicare  beneficiaries  with  selected  diseases,  utilization  of  surgi- 
cal and  major  diagnostic  procedures,  and  physician  visit  intensity.  A 
comparison  of  this  project  with  previous  and  future  studies  is  also 
included.  (Final  report  213  pages.) 

DESCRIPTORS:  Health  Care  Expenditures,  Literature  Review  Fea- 
ture, Cost  Containment  Systems,  Health  Care  Utilization 
STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  This  paper  describes  a  practical  step-by-step  approach  to 
negotiating  memoranda  of  understanding.  Although  they  were  writ- 
ten for  channeling  agencies,  the  techniques  as  described  would  be 
useful  for  any  social  service  agency  interested  in  developing  formal- 
ized interagency  agreements.  The  document  includes  model  agree- 
ments. Channeling  was  an  HHS  initiative  designed  to  test  in  10  sites 
in  10  states,  under  rigorous  experimental  conditions,  the  extent  to 
which  a  community-based  long-term  care  system  that  combines  case 


management,  care  planning  and  the  delivery  of  health  and  social 
services  is  a  cost-effective  alternative  to  the  present  medical/institu- 
tional system  of  long-term  care.  Temple  University  provided  training 
and  technical  assistance  to  the  10  sites  and  Mathematica  Policy  Re- 
search, Inc.,  conducted  the  evaluation.  See  also  PIC  ID  Nos.  2166- 
2166.9,  2166.A-2166.L,  2166.N-2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 
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PROJECT  OFFICER:  McHale,  Carol 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  The  principal  purpose  of  this  project  was  to  analyze  data 
provided  by  the  Head  Start  Program  Information  Report  (PIR)  to 
determine  what  relationships,  if  any,  exist  between  program  quality, 
characteristics,  and  cost  among  local  Head  Start  grantees.  The  data 
analysis  provides  a  more  comprehensive  and  uniform  description  of 
local  programs  so  that  meaningful  comparisons  can  be  made  for 
policy  and  programmatic  decision  making.  In  addition,  since  there 
are  analytic  questions  that  cannot  be  addressed  solely  on  the  basis  of 
the  PIR  database,  it  was  also  the  purpose  of  this  project  to  explore 
other  secondary  databases  to  determine  whether,  and  to  what  extent, 
needed  information  is  available  from  other  standardized  Head  Start 
reports  (e.g.,  annual  audit  reports,  self-assessments  by  local  grantees) 
for  analyzing  particular  program  and  cost  variables  related  to  quality 
programs,  and  how  such  information  can  be  systematically  and  peri- 
odically linked  with  the  data  provided  through  the  PIR.  The  analysis 
includes  the  universe  of  Head  Start  programs  covering  a  national 
network  of  over  1,200  public  and  private  nonprofit  organizations. 
The  final  report  includes  recommendations  for  improving  the  PIR 
database  format,  statistical  analyses  of  cost  variables  among  pro- 
grams, and  other  technical  policy/program  issues. 

DESCRIPTORS:  Economic  Analysis  Feature,  Child  Development,  In- 
formation Processing,  Low-Income  Population,  Management  Infor- 
mation and  Reporting,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 
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PERFORMER:  Louis  Harris  and  Associates,  Inc.,  1090  Vermont 
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ABSTRACT:  The  purposes  of  this  study  were  to  learn  (1)  who  uses 
questionable  or  unproven  health  products;  (2)  at  what  cost;  and  (3) 
how  the  users  of  these  questionable  products  differ  from  non-users  in 
demographic  and  psychographic  variables.  The  study  found  (I)  26% 
of  those  surveyed  used  a  questionable  product  at  some  time  in  the  past 
for  one  of  the  15  conditions  studied,  and  21%  used  one  in  the  past 
year;  (2)  if  each  person  used  only  one  questionable  product  the  yearly 
cost  is  estimated  at  $2.24  billion;  (3)  radio  or  television  programs  on 
health  matters  and  manufacturers'  advertisements  about  health  pro- 
ducts are  more  popular  sources  of  health  information  than  doctors; 
(4)  the  users  of  questionable  products  turn  to  the  same  sources  of 
information  but  in  larger  numbers  than  non-users;  (5)  the  demograph- 
ic profile  of  the  questionable  product  or  treatment  user  is  remarkable 
similar  to  the  norm  in  age,  income,  perceived  health  status,  and  num- 
ber of  doctor  visits  per  year;  (6)  the  questionable  product  users  seem 
to  differ  from  the  norm  in  their  attitudes  toward  traditional  medicine; 
and  (7)  future  information  campaigns  should  concentrate  on  tairgeting 
the  message  along  psychographic  rather  than  demographic  variables. 
(Final  report  249  pages  plus  appendices.) 
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ABSTRACT:  This  report  is  an  instructor's  manual  for  the  Course  for 
Activated  Patients  (CAP),  a  comprehensive  health  education  course 
with  emphasis  on  self-care  and  medical  self-help.  The  participants 
used  in  developing  this  course  guide  were  Medicare  recipients  living 
in  northern  Virginia.  The  average  age  of  the  participants  was  72. 
Most  were  in  exceptionally  good  health.  The  course  consisted  of  17 
two-hour  sessions  and  was  designed  to  (I)  teach  the  elderly  to  use 
health  care  resources  more  effectively;  (2)  give  them  better  under- 
standing of  self-help  and  preventive  medicine;  (3)  train  them  to  do 
certain  simple  procedures  and  make  better  observations;  (4)  increase 
their  overall  ability  to  handle  common  health  problems;  (5)  enhance 
the  patient-provider  relationship;  and  (6)  foster  improved  utilization 
patterns.  Preliminary  evaluation  showed  that  individuals  who  took 
the  CAP  (1)  saved  medication  costs;  (2)  to  some  degree  changed  their 
diet  and  exercise  habits;  (3)  decreased  their  amount  of  needless  anxie- 
ty about  health;  and  (4)  learned  to  make  better  observations  about 
minor  illnesses  and  injuries.  See  also  PIC  ID  Nos.  0621  and  0621.2. 
(Final  report  169  pages  plus  appendices.) 
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PHS-HRSA-Maternal  and  Child  Health  Services  Block 
Grant  (MCHSBG)  (Entire  Program  Area); 
HD-OASHDS-Social  Services  Block  Grants  (SSBG); 
FSA-Low-Income  Home  Energy  Assistance  Block  Grant 
(LIHEABG); 

PHS-CDC-Preventive  Health  and  Health  Services  Block 
Grant  (PHHSBG) 

ABSTRACT:  This  report  documents  the  department's  role  in  the  im- 
plementation of  the  HHS  block  grants  in  FY  1983,  the  second  year 
of  block  grant  implementation.  The  department's  major  roles  and 
responsibilities  in  the  administration  of  block  grants  include  (1)  re- 
viewing applications  and  insuring  timely  provision  of  available  funds 
to  states  and  to  Indian  tribes;  (2)  insuring  state  compliance  with  the 
block  grant  statutes;  and  (3)  insuring  the  availability  of  sufficient 
information  on  the  implementation  and  status  of  block  grant  pro- 
grams to  allow  for  effective  program  management,  policy  develop- 
ment, and  reporting  to  Congress.  In  FY  1983,  the  department  focused 
on  developing  and  implementing  policies  to  meet  its  statutory  compli- 
ance responsibilities.  Policies  and  activities  for  compliance  reviews, 
enforcement,  audits,  regulations,  funding,  technical  assitance,  and 
information  collection  and  reporting  activities  in  FY  1983  are  cov- 
ered in  the  report.  See  also  PIC  ID  Nos.  2341  and  2341.2.  (Final 
report  18  pages.) 
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ABSTRACT:  This  report  on  state  implementation  of  six  Health  and 
Human  Services  block  grants  in  FY  1983  focused  on  state  program 
features  and  state  management  and  accountability.  The  section  on 
state  program  features  documents  (1)  the  broad  characteristics  of  the 
programs  states  are  operating  under  the  block  grants;  (2)  how  states 


are  responding  to  the  administrative,  programmatic,  and  fiscal  flexi- 
bility permitted  by  the  block  grant  legislation;  and  (3)  the  effect  of 
earmarking  requirements  and  other  built-in  restrictions  of  the  block 
grants.  The  section  on  state  management  and  accountability  features 
covers  how  states  carried  out  the  procedural  requirements  of  the 
block  grants:  public  participation,  role  of  entities  within  the  states, 
role  of  local  government,  evaluation  and  monitoring  activities,  audit- 
ing activities,  and  nondiscrimination  activities.  See  also  PIC  ID  Nos. 
2341.1  and  2341.2.  (Final  report  86  pages.) 

DESCRIPTORS:  Block  Grants,  State  or  Local  Administration 
STUDY  TYPE:  Research  and  Data  Development;  Program  Manage- 
ment or  Efficiency 

PIC  ID  NO:  2341  PROJECT  NO:  ASPE/E&TA  83-19 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0001 
COST    (In  Thousands):  FY  83-$59 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  .February  '83  through  December  '83 
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PROJECT  TITLE:  Evaluation  of  Implementation  of  HHS  Day-Care 
Regulations  Impact  on  States  (Three  Phases) 

REPORT  TITLE;  Health  and  Human  Services  Day-Care  Regulations 
Impact  on  States:  A  Guide  to  Assist  States  in  Assessing  the 
Impact  of  the  1980  Federal  Day-Care  Regulations 

PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 
2067  Massachusetts  Avenue,  Cambridge  MA  02140 

PROJECT  OFFICER:  Prosser,  William;  Rm  410E,  HHH  Bldg; 
202-245-1805 

PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services-Research  and 
Demonstration-Day  Care 

ABSTRACT:  This  evaluation  was  carried  out  in  three  phases:  Phase  I, 
an  assessment  of  HHS  regional  office  capacity  to  implement  federal 
day-care  regulations;  Phase  II,  a  short-term  evaluation  of  state 
capacity  to  implement  HHS  regulations,  including  self-assessment  of 
states,  state  profits,  and  evaluation  design  for  impact  evaluation;  and 
Phase  III,  an  evaluation  of  the  impact  of  implementing  HHS  day-care 
regulations. 

DESCRIPTORS:  Child  Care,  Regulation  and  Standard  Setting,  Law 
and  Legislation 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1912  PROJECT  NO:  ASPE/SSP  79-11 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  180-79-0033 

COST    (In  Thousands):  FY  79-$  11 8,  FY  80-$  138 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '79  through  August  '80 
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PROJECT  TITLE:  Health  Care  Utilization  and  Medical  Expenses  for 
the  Disabled  and  Nondisabled:  Estimates  from  the  Matched 
SIE/HIS  File 

REPORT  TITLE:  Health  Care  Utilization  and  Medical  Expenses  for 
the  Disabled  and  Nondisabled:  Estimates  from  the  Matched 
SIE/HIS  File 

PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Piamsboro  NJ  08536 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  report  is  based  on  information  obtained  from  a  set 
of  tables  that  was  developed  to  help  fill  the  gap  in  data  on  medical 
care  utiization  by  the  disabled.  To  create  the  tables,  a  data  file  was 
produced,  which  merged  the  Survey  of  Income  and  Education  (SIE) 
and  the  1976  Health  Interview  Survey  (HIS),  constructing  a  single 
file  with  medical  utilization  information.  A  second  microsimulation 
model  was  developed  to  estimate  personal  health  care  costs  and 
payment  sources.  Comparison  of  the  use  of  physician  and  hospital 
services  by  the  disabled  and  nondisabled  reveal  that  the  disabled 
made  much  greater  use  of  basic  medical  services  than  other  groups. 
Overall,  their  number  of  visits  to  the  doctor  was  three  times  greater; 
their  hospitalization  rate  four  times  greater;  and  their  average  number 
of  hospital  days  seven  times  greater  than  the  nondisabled.  The  aged, 
several  of  whom  were  disabled,  tended  to  have  higher  utilization 
rates  than  all  other  age  groups.  The  medical  expense  model's  esti- 
mates showed  that  the  disabled  spent  higher  amounts  of  money  for 
all  medical  services  relative  to  their  proportion  in  the  general  popula- 
tion. In  addition,  they  depended  heavily  on  public  funding  sources. 
(Final  report  60  pages.) 

DESCRIPTORS:  Health  Care  Utilization,  Health  Care  Expenditures, 
Handicapping  Conditions  and  Problems,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1727  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0096 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '79  through  April  '80 
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PROJECT  TITLE:  Health  Insurance  Experiment 

REPORT  TITLE:  Health  Insurance  Experiment  (Sixteen  Reports) 
PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER:  Schuttinga,  Jim;  Rm  B1C35,  Bldg  31; 

301-496-5011 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection; 

OS-Policy  Research  (Entire  Program  Area) 


ABSTRACT:  The  Health  Insurance  Experiment,  which  was  carried 
out  from  November  1974  through  January  1982  in  six  sites  (Dayton, 
Ohio;  Seattle,  Washington;  Fitchburg  and  Franklin  County,  Massa- 
chusetts; and  Charleston  and  Georgetown  County,  South  Carolina), 
investigated  the  effects  of  variation  in  the  cost  of  health  services  to 
the  patient  and  of  provision  of  services  in  either  a  prepaid  group 
practice  or  a  fee-for-service  system  on  use  of  services,  quality  of  care, 
patient  satisfaction,  and  health  status.  Altogether,  3,958  individuals 
between  the  ages  of  14  and  61  were  randomly  enrolled  in  one  of 
several  insurance  plans  for  three  or  five  years;  the  enrollees  belonged 
to  2,005  families  and  were  free  of  any  serious  disability  that  would 
have  made  them  eligible  for  Medicaid.  One  insurance  plan  provided 
free  care.  The  other  plans  (e.g.,  income  deductible,  intermediate  coin- 
surance, and  income-related  catastrophic)  required  enrollees  to  pay 
a  share  of  their  health  care  bills.  All  plans  covered  ambulatory  and 
hospital  care,  preventive  services,  most  dental  services  besides  or- 
thodontia, psychiatric  and  psychological  services,  prescription  drugs, 
and  nonprescription  drugs  for  certain  chronic  conditions. 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Health  Insurance  and 
Financing,  Quality  Assurance,  Health  Care  Utilization,  Case  or  Site 
Study  Feature,  Statistical  Data  Feature,  Statistical  Analysis  Methods 
Feature 

STUDY  TYPE:  Case  Studies;  Research  and  Data  Development 

PIC  ID  NO:  2288  PROJECT  NO:  ASPE/HP  83-10 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  168-80-84/01 

COST    (In  Thousands):  FY  83-$5100,  FY  84-$4100,  FY  85-$3000, 

FY  86-$  1500 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '73  through  November  '86 
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REPORT  TITLE:  Health  Maintenance  Organization  Viability 
PERFORMER:  Jurgovan  and  Blair,  Inc.,  51  Monroe  Street, 

Rockville  MD  20850,  Jurgovan,  Roger 
PROJECT  OFFICER:  Fishman,  Sheldon;  Rm  B1C35,  Bldg  31; 

301-496-5011 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  The  study's  objective  was  to  identify  those  factors  that 
tend  to  characterize  the  successful  HMO  and  those  that  tend  to 
characterize  the  struggling  or  failed  HMO.  The  study  (1)  developed 
criteria  and  standards  that  could  discern  the  likelihood  of  HMO 
success  or  failure;  (2)  incorporated  such  criteria  and  standards  within 
analytical  methods  for  evaluating  and  predicting  success  and  failure; 
(3)  tested  and  validated  criteria,  standards,  and  methods  with  detailed 
survey  findings;  and  (4)  suggested  potential  improvements  in  HMO- 
related  programs  and  policies.  The  study  tracked  performance 
change,  observed  performance  on  a  membership  scale  as  well  as  a 
time  scale,  and  compared  actual  HMO  performance  with  projected 
performance  and  a  norm  representative  of  composite  peer  perfor- 
mance. Based  upon  study  results  and  findings,  a  sound  method  was 
developed  to  define  and  gauge  HMO  success  and  failure.  In  addition, 
23  recommendations  were  made  for  strengthening  HMO  develop- 
ment and  operation  and  federal  monitoring.  The  recommendations 
were  organized  into  the  following  categories:  determinants  of  HMO 
success,  containment  of  administrative  expense,  deficit  control,  utility 
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and  validity  of  the  HMO  National  Data  Reporting  Requirements, 
areas  of  performance  not  addressed  within  existent  reporting  require- 
ments, and  implication  of  study  findings  for  reviewing  applications 
for  HMO  grants,  loans,  qualifications  and  offering  to  employees. 
(Final  report  194  pages.) 

DESCRIPTORS;  Health  Maintenance  Organizations,  Management  In- 
formation and  Reporting,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1552  PROJECT  NO:  ASPE/H  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  295-631 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-77-0109 
COST    (In  Thousands):  FY  77-$121 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  March  '79 
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REPORT  TITLE:  Helping  Pregnant  Adolescents:  Outcomes  and 

Costs  of  Service  Delivery 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Mellgren,  Lmda;  Rm  409E,  HHH  Bldg; 

202-245-7507 
PROGRAM(S)  EVALUATED 

PHS-OASH-Adolescent  Health/Pregnancy 

(CONSOLIDATED-See  Adolescent  Family  Life) 

ABSTRACT:  The  Office  of  Adolescent  Pregnancy  projects  fulfilled  its 
legislative  mandate  to  give  primary  emphasis  to  adolescents  age  17 
or  younger  and  to  serve  areas  with  high  incidence  of  adolescent 
pregnancy.  Projects  were  most  thorough  in  providing  health  services 
to  pregnant  teens  and  new  mothers,  with  less  emphasis  on  nonhealth 
related  activities  such  as  education  and  vocational  training.  Projects 
with  extensive  case  management  provided  more  services  and  a  great- 
er diversity  of  services  per  client  than  did  projects  with  minimal  case 
management.  Where  a  client  received  services  (on-site  or  off-site)  did 
not  affect  the  amount  of  kinds  of  services  they  received.  Project 
clients  showed  better  outcomes  on  low  birth  weight  and  other  com- 
plications of  delivery  in  comparison  to  national  data.  Although  no 
relationship  was  found  between  total  service  package  and  a  number 
of  client  outcomes,  some  individual  services  did  appear  to  be  associat- 
ed with  specific  outcomes,  but  for  entry  mothers  only.  For  example, 
more  day  care  was  associated  with  higher  educational  attainment,  job 
training,  and  employment. 

DESCRIPTORS:  Family  Planning,  Maternal  and  Child  Health,  Chil- 
dren and  Youth,  Women,  Family,  Comprehensive  Health  Care,  Sup- 
portive Services,  Program  Coordination 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1920  PROJECT  NO:  ASPE/PS  80-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0124 
COST    (In  Thousands):  FY  80-$210,  FY  81-$122 


STATUS:  Study  completed. 

Available  from  PIC,  ; 

Executive  summary  at  PIC 
START/END  DATES:  September  '80  through  February  '84 
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REPORT  TITLE:  Helping  the  Homeless:  A  Resource  Guide 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Hertz,  Tom;  Rm  446F,  HHH  Bldg; 

202-245-7272 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Housing; 

X-Non-HHS  Programs-Other  '  . 

ABSTRACT:  This  project  produced  a  resource  guide  intended  to  pro- 
vide information  on  effective  ways  to  establish  and  operate  local 
projects  to  feed,  shelter,  and  in  other  ways  care  for  homeless  in- 
dividuals. The  resource  guide  is  targeted  to  individuals  or  groups 
who  may  wish  to  start  such  projects,  managers  of  existing  programs, 
or  government  officials  responsible  for  planning  and  coordinating 
services  for  the  destitute.  The  guide  is  based  on  a  review  of  inventive 
and  successful  practices  of  30  programs  located  throughout  the  Unit- 
ed States.  The  selected  sample  is  an  intentional  mix  of  programs  that 
encompassed  a  range  of  program  types  and  ages,  funding  sources, 
types  of  communities,  area  unemployment  rates,  and  geographic  lo- 
cations. While  the  generalizability  of  findings  is  limited  to  these  pro- 
grams, the  issues  and  strategies  have  applicability  to  all  programs  that 
help  the  homeless.  The  resource  guide  is  divided  into  four  sections: 
(1)  food  programs— emergency  feeding  stations  and  pantries,  food 
banks,  and  clearinghouse/distributors;  (2)  housing  programs-emer- 
gency, transitional,  and  long-term  housing  programs;  (3)  multi-ser- 
vice programs-general  overview  of  services,  administration,  and 
funding  of  multi-service  programs;  and  (4)  questions  and  answers- 
information  on  a  variety  of  aspects  of  programs  for  the  homeless. 
(Final  report  204  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Food  and  Nutrition, 
Low-Income  Population,  Social  Services  Delivery  Systems,  Urban 
or  Rural  Places  or  Problems,  Housing  Assistance,  Homeless 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2387  PROJECT  NO:  E&TA  82-16 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-120566 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0028 
COST    (In  Thousands):  FY  84-$80 
STATUS:  Study  completed. 

Available  from  PIC, 
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Stamp  Benefits  to  AFDC  Recipients:  1968-1980 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area);  . 

FSA-Assistance  Payments-AFDC; 

X-Non-HHS  Programs-Grants-in-Aid 

ABSTRACT:  This  study  provides  a  progress  report  on  the  Urban  Insti- 
tute's efforts  to  evaluate  the  factors  determining  AFDC  benefit  lev- 
els, and  the  relationship  between  food  stamps,  Medicaid  and  AFDC 
benefits.  The  most  important  overall  results  include  the  following:  ( 1 ) 
there  is  great  diversity  in  the  sources  of  welfare  growth  among  re- 
gions and  over  time;  (2)  the  early  growth  in  total  nominal  benefits  was 
evidently  due  to  the  increase  in  the  number  of  recipients  in  the  AFDC 
program,  while  subsequent  nominal  growth  was  due  largely  to  infla- 
tion; and  (3)  there  was  also  a  decline  in  the  relative  importance  of 
AFDC  benefits,  with  food  stamp  benefits  responsible  for  this  decline 
in  AFDC's  share  in  the  first  part  of  the  1968-1980  period,  and  Medi- 
caid playing  the  dominant  role  later  on.  See  also  PIC  ID  No.  2101. 

DESCRIPTORS:  Grants-in-Aid,  Food  Stamps,  Inflation,  Families  with 
Dependent  Children 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Impact 

PIC  ID  NO:  2101  1  PROJECT  NO:  ISP  81-08 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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Available  from  PIC 
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REPORT  TITLE:  Historical  Trends  in  Hospital  Capital  Investment 
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2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Hewitt,  Warren 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  paper  examines  trends  in  hospital  capital  formation 
from  1946  to  the  present.  Discussion  within  the  paper  focuses  on  (1) 
the  effect  of  the  Hill-Burton  Act  of  1946;  (2)  the  emergence  of  hospi- 
tal insurance  and  the  impetus  it  had  on  the  construction  of  new 
hospitals;  (3)  the  evolution  of  Medicare's  policies  for  reimbursing 
capital;  (4)  trends  in  capital  formation  following  the  establishment  of 
the  Medicare  and  Medicaid  programs  including  the  increase  of  capi- 
tal spending  in  the  late  196Gs  and  early  1970s,  the  emergency  of 
debt-financing  as  capital  spending  during  the  mid-1970s;  (5)  the  shift 
to  multi-hospital  systems  by  most  investor-owned  and  by  church- 


affiliated  hospitals;  and  (6)  a  review  of  studies  that  have  examined  the 
operating  cost  consequences  of  hospital  capital.  See  also  PIC  ID  Nos. 
2108-2108.4,  2108.6,  and  2108.7. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Hospitals,  Regula- 
tion and  Standard  Setting,  Medicare,  Trends  and  Forecasts 
STUDY  TYPE:  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-17 1866/AS 
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STATUS:  Study  completed. 
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ABSTRACT:  The  "Historically  Black  Colleges  and  Universities  Fact 
Book"  was  developed  in  response  to  President  Reagan's  Initiative  on 
Black  Colleges.  A  total  of  107  institutions-identified  from  both  the 
White  House  initiative  staffs  official  list  of  HBCUs  and  from  the 
membership  roster  of  the  National  Association  for  Equal  Opportuni- 
ty in  Higher  Education— were  included  in  information-gathering  ef- 
forts. This  three-volume  report  presents  data  describing  (1) 
geographic  orientation;  (2)  type  and  size  of  institution;  (3)  educational 
orientation;  (4)  course  offerings  and  degrees  conferred;  (5)  learning 
resources  available;  (6)  other  facilities  available;  (7)  institutions'  ex- 
perience with  consortia  arrangements;  and  (8)  future  research  inter- 
ests at  historically  black  colleges.  Volume  I  consists  of  information 
on  15  junior  and  community  colleges;  Volume  II  describes  29  private 
colleges  and  graduate  schools;  and  Volume  III  presents  25  public 
colleges  and  graduate  schools.  Each  volume  includes  two  matrices  on 
its  respective  group  of  institutions. 
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ABSTRACT:  Part  I  of  this  paper  provides  a  conceptual  framework  for 
home  care  and  a  discussion  of  several  of  the  major  problems  of 
definition,  interpretation,  and  implementation  of  programs.  Part  11 
presents  an  historical  and  legislative  framework,  and  in  a  general 
fashion  discusses  a  number  of  supply  problems.  Part  III  describes 
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voluntary,  and  international  methods  of  financing  home  care.  The  last 
section  analyzes  the  state  of  the  art  of  cost-effectiveness  determina- 
tions. This  paper  should  be  viewed  as  part  of  a  dynamic  process,  and 
as  such  be  subject  to  amendment,  revision,  and  additions  as  new 
information  comes  to  light.  It  is  an  effort  to  set  an  objective  basis  for 
further  analysis  and  decisions.  The  reader  should  keep  in  mind  that 
hard  data  in  many  areas  were  non-existent;  where  they  existed,  they 
were  at  times  unavailable  or  difficult  to  obtain.  The  numbers,  costs, 
and  other  figures  reflect  these  problems.  (Final  report  58  pages  plus 
appendices.) 
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ABSTRACT:  This  report  is  composed  of  four  background  chapters 
that  provide  an  orientation  to  the  capital  formation  process  based  on 
an  historical  perspective,  on  laws,  on  experience  in  other  industries, 
and  on  the  perspective  of  health  care  systems  in  other  countries.  The 
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they  examine  various  options,  discuss  the  findings,  and  present  the 
recommendations  of  the  Secretary.  These  recommendations  are 
based  on  the  conclusion  that  the  hospital  industry  is  experiencing  a 
significant  and  costly  excess  capacity.  At  the  time  of  the  study,  there 
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hospitals  by  establishing  a  national  payment  amount  that  does  not 
include  payments  for  return  on  equity;  and  (3)  provide  for  an  ade- 
quate transition  period  from  cost-based  reimbursement  to  the  pros- 
pective payment  system.  See  also  PIC  ID  Nos.  2108-2108.6.  (Final 
report  152  pages.) 
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Study  of  Income  Dynamics  who  were  laid  off  permanently  or  whose 
plants  closed  between  1968  and  1981  and  estimated  the  losses  result- 
ing from  displacement.  Displaced  workers  were  found  to  have  rough- 
ly the  same  characteristics  as  the  typical  labor-force  participant  while 
those  laid  off  were  somewhat  younger  and  less  educated.  Losses  of 
approximately  $6,000  per  worker  in  the  sample  were  derived  using 
best  guesses  about  the  rate  of  depreciation  of  human  capital  and  the 
real  rate  of  interest.  (Final  report  43  pages.) 
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ABSTRACT:  This  study  was  undertaken  because  required  data  on 
vocational  rehabilitation  costs  had  not  been  adequate  for  federal 
monitoring,  planning,  and  evaluation  of  the  delivery  of  services.  The 
specific  study  purpose  was  to  determine  whether  states  maintained 
cost  data  and  handling  capabilities  in  excess  of  (minimal)  federal 
requirement  that  could  be  used  both  by  the  federal  government  and 
other  states.  A  literature  search  on  cost  analysis  was  conducted  and 
almost  all  state  agencies  for  rehabilitation  and  the  blind  were  sur- 
veyed. The  study  found  that  few  states  incorporated  more  detailed 
data  into  management  information  systems.  Although  such  data  were 
available  in  case  files,  new  systems  were  required.  The  study  recom- 
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information  on  their  systems.  The  report  contains  substantial  data  on 
the  details  of  the  state  systems  as  compared  to  federal  requirements. 
(Final  report  58  pages.) 
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ABSTRACT;  The  purpose  of  this  study  was  to  identify  and  examine 
certain  barriers  to  the  achievement  of  the  objectives  of  the  deinstitu- 
tionalization movement,  the  reasons  for  their  existence,  and  the  im- 
pact of  these  problems  on  clients,  staff,  and  the  caregiving  system  as 
a  whole.  In  addition,  an  attempt  was  made  to  formulate  recommenda- 
tions for  policy  changes  or  policy  initiatives  that  would  alleviate 
these  problems  so  that  the  deinstitutionalization  process  can  proceed 
more  efficiently  and  effectively.  Some  279  individuals  in  seven  states- 
-California,  Colorado,  Florida,  Illinois,  Massachusetts,  New  York, 
and  Washington-were  interviewed  in  order  to  obtain  a  broad  cross- 
section  of  views  about  experiences  with  the  deinstitutionalization 
process.  Discussions  with  respondents  were  largely  unstructured,  so 
that  they  covered  both  common  problems  and  a  wide  range  of  unique 
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concerns.  The  common  problems  identified  as  significant  by  the  vast 
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the  impact  of  each  of  the  four  problem  areas  on  institutional  staff  and 
clients  attempting  to  adapt  to  community  settings.  The  results  of  this 
study  indicate  that  supportive  services  are  often  unavailable,  because 
of  the  inaccessibility  of  many  generic  services  and  a  lack  of  clear 
responsibility  for  outreach  and  follow-up  services.  Suggested  policy 
changes  are  cited  in  the  final  report.  (Final  report  65  pages.) 
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such  as  mental  retardation  facilities,  hospitals,  schools,  detention  cen- 
ters, day-care  centers,  and  private  homes.  Benefits  to  the  volunteer 
include  a  stipend,  transportation,  meals,  an  annual  physical  examina- 
tion, and  recognition  of  services.  The  major  finding  was  that  partici- 
pation in  this  program  maintained  or  improved  the  mental  and 
physical  health  and  social  and  economic  resources  of  participants. 
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ents of  various  kinds  of  Negative  Income  Tax  (NIT)  programs.  They 
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save  more  substantial  amounts  with  the  introduction  of  an  NIT  than 
they  did  on  AFDC.  The  studies  indicated  that  no  simple  change  in 
the  system  could  be  made  that  would  substantially  reduce  the  number 
of  cases  negatively  affected.  See  also  PIC  ID  Nos.  0757  and  0757.2. 
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ABSTRACT:  This  paper  explores  the  effect  of  the  Aid  to  Famihes  with 
Dependent  Children  (AFDC)  program  on  family  structure  and  living 
arrangements  in  the  United  States.  It  examines  the  extent  to  which 
welfare  influences  (1)  the  number  of  families  in  which  a  woman  with 
children  does  not  live  with  a  husband  and  (2)  the  odds  that  single 
mothers  (i.e.,  separated,  divorced,  and  never-married  women  with 
children)  and  their  chidren  live  in  their  own  households  or  as  sub- 
families in,  for  example,  the  mother's  parents'  household.  Three  re- 
search methodologies  were  used  in  the  analyses:  longitudinal 
comparisons,  eligible  versus  ineligible  comparisons,  and  likely  versus 
unlikely  recipient  comparisons.  Some  of  the  results  are  that  (1)  differ- 
ences in  welfare  do  not  appear  to  be  the  primary  cause  of  variation 
in  family  structure  across  states  or  over  time;  (2)  welfare  appears  to 
have  a  dramatic  impact  on  the  living  arrangements  of  young  single 
mothers;  (3)  benefit  levels  appear  to  influence  divorce  and  separation 
rates  to  some  degree,  especially  among  very  young  mothers;  and  (4) 
there  is  little  evidence  that  AFDC  influences  the  childbearing  deci- 
sions of  unmarried  women.  This  report  is  one  in  a  series  of  three  on 
a  study  of  family  structure  and  living  arrangements.  "Family  Struc- 
ture and  Living  Arrangements  Research:  Summary  of  Findings"  (a- 
vailable  from  PIC)  summarizes  the  three  papers.  See  also  PIC  ID 
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MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  92A-82 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '82  through  March  "84 
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PROJECT  TITLE:  Impact  of  Central  American  Migrants  on  Social 
Security  Act  Programs 

REPORT  TITLE:  Impact  of  Central  American  Migrants  on  Social 

Security  Act  Programs 
PERFORMER:  Office  of  Income  Security  Pohcy,  Washington  D.C. 

20201,  and  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Brobson,  Thomas;  Rm  403E,  HHH  Bldg; 

202-245-7507 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments  (Entire  Program  Area) 

ABSTRACT:  The  study  examined  the  probable  effect  of  the  admission 
of  Central  American  refugees  into  the  United  States  on  the  costs  of 
Social  Security  and  related  assistance  programs  from  1985-1990.  The 
report  concentrates  on  (1)  the  various  Immigration  and  Nationality 
Act  statuses  and  the  benefits  available  for  each  status;  (2)  a  census  of 
the  numbers  and  demographic  characteristics  of  refugees  and  dis- 
placed persons  in  Central  America;  and  (3)  a  survey  of  the  10  U.S. 
cities  in  which  the  majority  of  Central  Americans  in  this  country  are 


thought  to  reside.  The  report  concludes  that  there  are  approximately 
750,000  to  1.3  million  Central  American  nationals  residing  in  the 
United  States.  The  Central  American  aliens'  use  of  public  assistance 
seems  to  be  very  low.  This  low  participation  rate  is  explained  primari- 
ly as  resulting  from  the  undocumented  immigration  status  held  by 
most  Central  American  aliens.  Only  aliens  who  possess  a  lawful  immi- 
gration status  are  eligible  to  receive  public  assistance. 

DESCRIPTORS:  Migrants,  Immigrants  Refugees  and  Aliens,  Low-In- 
come Population,  Hispanic,  Demography,  Survey  or  Questionnaire 
Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  2409  PROJECT  NO;  ASPE/ISP  84-20 

FUND  SOURCE:  Research  NTIS  NO:  PB  86-182433/AS 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-84-0032 
COST    (In  Thousands):  FY  84-$129 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '84  through  December  '85 


0266 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Implications  of  Research  Findings  for  Early 
Childhood  Programs 

REPORT  TITLE:  Impact  of  Federal  Early  Childhood  Programs  on 
Children 

PERFORMER:  Hertz,  Dr.  Thomas,  Lanham  MD  20706 
PROJECT  OFFICER:  McHale,  Carol;  Rm  405F,  HHH  Bldg: 

202-245-7148 
PROGRAM(S)  EVALUATED: 

HD-ACYF  (Entire  Program  Area); 
HD-ACYF-Program  Direction  and  Management 

ABSTRACT:  This  project  is  an  extension  of  a  previous  project  and 
expands  the  scope  of  the  contractor's  overview  paper.  The  subject 
report  summarizes  existing  major  recent  early  childhood  program 
evaluation  and  research  on  pre-school  aged  children  and  addresses 
key  substantive  and  technical  issues  that  bear  on  the  interpretation  of 
findings.  The  report  extension  covers  the  review  of  additional  refer- 
ences on  day  care  and  project  follow-through  not  included  in  the 
original  agreement  and  discussion  of  additional  issues:  limitation  of 
outcome  measures,  the  importance  of  program-child  interactions,  the 
meaning  "structure"  as  a  program  dimension,  and  the  importance  of 
program  implementation. 

DESCRIPTORS:  Child  Development,  Federal  Role,  Literature  Review- 
Feature 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1569  PROJECT  NO:  ASPE/SSP  77-045 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  SA-1 1455-76 
COST    (In  Thousands):  FY  77-$l 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '77  through  July  '77 
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PROJECT  TITLE:  Fiscal  Contraction  Study 

REPORT  TITLE:  Impact  of  Fiscal  Strain  on  Health  and  Human 

Service  Programs:  A  Thirteen  State  Survey 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Weaver,  Marcia 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Social  Services; 

X-Many  HHS  Programs-Income  Security; 

X-Non-HHS  Programs-Education 

ABSTRACT:  The  report  identifies  four  sources  of  fiscal  stress  for  state 
governments  and  describes  how  these  sources  of  fiscal  stress  affect 
state  expenditures  on  health  and  human  services.  The  information  is 
based  on  case  studies  of  13  states.  The  sources  of  fiscal  stress  are  (1) 
court  orders  that  require  new  or  additional  state  expenditures  on 
relevant  programs;  (2)  state  tax  limitation  efforts;  (3)  reductions  in 
federal  funds  for  health  and  human  service  programs;  and  (4)  eco- 
nomic stress  (either  chronic  or  cyclical).  The  effects  of  fiscal  stress 
described  in  the  report  vary  by  the  source  of  fiscal  stress.  Both  court 
orders  and  tax  limitation  efforts  increased  spending  on  certain  areas 
and  decreased  spending  on  others.  In  the  case  of  court  orders,  the 
expenditures  increased  for  the  programs  that  were  the  subject  of  the 
court  orders.  In  the  case  of  tax  limitation  efforts,  state  expenditures 
on  particular  programs  increased  to  aid  localities.  Reductions  in  fed- 
eral funds  caused  states  to  focus  on  clients  mandated  to  receive  a 
particular  service.  Reductions  in  federal  funds  also  caused  states  to 
seek  additional  federal  funds  for  the  services  through  intertitle  trans- 
fers. Economic  stress  led  to  reduced  rates  of  growth  for  programs 
with  rapid  growth  rates,  and  thus  led  to  more  equalized  growth  rates 
across  programs.  See  also  PIC  ID  No.  1915.1. 

DESCRIPTORS:  State  or  Local  Government,  Educational  Finance, 
Grant-in-Aid  Formulas,  Budgeting,  Case  or  Site  Study  Feature,  Eco- 
nomic Analysis  Feature,  Federal  Role,  Survey  or  Questionnaire  Fea- 
ture 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1915  PROJECT  NO:  ASPE/ISP  79-14 

FUND  SOURCE:  Research  NTIS  NO:  PB  83-184143 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0174 

COST    (In  Thousands):  FY  80-$  180,  FY  81-$350 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '79  through  November  "82 
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Problem  and  Short-Run  Policy  Alternatives 


PERFORMER:  Office  of  Income  Security  Policy,  Washington  D.C. 

20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Low-Income  Home  Energy  Assistance  Block  Grant 
(LIHEABG) 

ABSTRACT:  This  paper  was  undertaken  in  response  to  a  congressional 
request  to  study  the  feasibility  of  a  "fuel  stamp"  program.  It  explores 
the  effect  of  rapidly  rising  home-heating  costs  on  the  lower-income 
population  and  analyzes  various  short-run  policy  alternatives  to  re- 
solve this  problem.  The  analysis  indicates  that  (1)  home-heating  costs 
and  the  increase  in  heating  costs  due  to  inflation  varied  greatly  within 
the  United  States  depending  upon  climate,  housing  characteristics, 
types  of  fuel,  and  fuel  prices;  (2)  while  actual  dollar  increases  in  costs 
might  be  somewhat  smaller  for  the  poor,  the  proportion  of  their 
income  spent  on  home-heating  needs  was  much  higher  than  for  the 
non-poor;  (3)  income  transfers  were,  in  varying  degrees,  responsive 
to  rising  residential  energy  costs;  (4)  changes  that  might  be  made  in 
existing  federal  programs  to  help  with  rising  heating  costs  could  be 
implemented  more  quickly  than  any  newly  structured  program.  If  it 
were  felt  that  existing  programs  were  inadequate  to  meet  the  short- 
term  home-heating  needs  of  low-income  households,  other  policy 
options  would  include  (1)  changes  in  the  Emergency  Assistance  Pro- 
gram allowing  payments  to  be  made  more  frequently  than  once  a 
year;  (2)  changes  in  the  food  stamp  benefit  structure  to  lower  the 
price  of  coupons;  (3)  an  energy  stamp  program,  similar  to  food 
stamps;  (4)  a  program  of  federal  grant-in-aid  to  state  governments; 
and  (5)  a  fuel  subsidy  program  administered  through  utility  compa- 
nies. (Final  report  55  pages.) 

DESCRIPTORS:  Low-Income  Population,  Energy,  Inflation 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0324  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  November  "74  through  March  '75 
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REPORT  TITLE:  Impact  of  the  Blue  Cross  and  Medicaid 

Prospective  Reimbursement  Systems  in  Downstate  New 
York 

PERFORMER:  University  of  Washington,  School  of  Public  Health 

and  Community  Medicine,  Seattle  WA  98195 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  evaluation  focused  on  determining  whether  the 
Blue  Cross  and  Medicaid  approach  to  prospective  reimbursement 
acted  to  contain  or  moderate  cost  increases  in  the  185  Blue  Cross/ 
Medicaid  participating  hospitals  in  the  17-county  greater  New  York 
City  region  (without  adversely  affecting  their  quality  or  financial 
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viability).  The  New  York  Blue  Cross  and  Medicaid  prospective  reim- 
bursement systems  were  introduced  January  1,  1970.  This  evaluation 
covered  1968  through  1974-the  last  two  years  before  prospective 
reimbursement  and  the  first  five  years  after  its  introduction.  The 
findings  presented  in  this  report  apply  only  to  prospective  reimburse- 
ment as  it  existed  in  downstate  New  York  during  these  years,  and 
generalizations  or  predictions  about  the  years  after  1974  must  be 
made  with  caution.  However,  although  changes  have  been  made 
since  1974,  the  basic  design  and  modus  operandi  of  the  New  York 
approach  to  prospective  reimbursement  remain  unchanged.  There- 
fore, it  is  likely  that  downstate  New  York  hospitals  will  continue  to 
exhibit  the  same  kind  of  responses  to  prospective  reimbursement  they 
exhibited  during  the  period  covered  by  this  study.  See  also  PIC  ID 
No.  1005. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Hospitals,  State  or 
Local  Government,  Health  Care  Reimbursement  Systems 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1005.1  PROJECT  NO:  ASPE  74-09 

FUND  SOURCE:  Research  NTIS  NO:  PB  293-789/AS 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  OS-74-248 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '74  through  June  '76 
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REPORT  TITLE:  Impact  of  the  Federal  Interagency  Day  Care 
Requirements  on  Children,  Families,  and  Child  Care 
Providers 

PERFORMER:  Social  Services  Policy,  Washington  D.C.  20201 
PROJECT  OFFICER:  Prosser,  William;  Rm  410E,  HHH  Bldg; 

202-245-1805  ,. 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  This  technical  paper  contains  additional  data  and  more 
detailed  analyses  of  the  information  presented  in  Chapter  2  of  this 
study's  main  report,  "Appropriateness  of  the  Federal  Interagency 
Day  Care  Requirements  (FIDCR):  Report  of  Findings  and  Recom- 
mendations." This  paper  concentrates  on  the  impact  of  the  nine  com- 
ponents of  the  FIDCR  on  children,  families,  and  care  providers  to 
assess  the  appropriateness  or  validity  of  these  requirements.  See  also 
PIC  ID  Nos.  1659,  1659.2,  and  1659.3.  (Final  report  182  pages  plus 
appendices.) 

DESCRIPTORS:  Child  Care,  Family  Support,  Federal  Role 

STUDY  TYPE:  Program  Impact  ' 

PIC  ID  NO:  1659.1  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 


STATUS;  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 
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20201 
PROJECT  OFFICER: 
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ABSTRACT:  This  paper  explores  the  magnitude  and  distribution  of  the 
effects  of  inflation  and  higher  aggregate  unemployment  rates  on  the 
economic  status  of  various  types  of  households.  Particular  attention 
is  paid  to  those  groups  thought  to  be  the  most  vulnerable:  the  lower- 
income  and  elderly  populations.  The  analysis  of  the  impact  of  higher 
aggregate  unemployment  rates  indicates  that  (1)  as  aggregate  unem- 
ployment rises,  a  larger  share  of  the  increased  unemployment  and 
concomitant  earnings  losses  are  borne  by  the  lower-income  popula- 
tion; (2)  the  expected  household  earnings  losses  due  to  higher  aggre- 
gate unemployment  are  very  unevenly  distributed  even  within  a 
given  income  class;  and  (3)  for  most  families,  a  substantial  portion  of 
the  potential  income  decreases  caused  by  earnings  losses  would  be 
cushioned  by  increased  receipt  of  transfers.  The  researchers  conclude 
that  antiinflation  policies  place  the  greatest  hardship  on  those  least 
able  to  bear  it.  In  addition,  while  public  transfer  programs  prove  to 
be  a  significant  mitigating  force  for  those  eligible,  some  families 
would  suffer  substantial  income  losses,  ranging  up  to  as  high  as  40% 
preunemployment  income.  (Final  report  56  pages.) 

DESCRIPTORS:  Inflation,  Low-Income  Population,  Labor  Markets 
and  Problems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0301  PROJECT  NO: 

FUND  SOURCE;  Salaries  and 

Expenses  NTIS  NO;  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '74  through  October  '74 
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PERFORMER:  Malhematica  Policy  Research,  Inc..  101  Morgan 

Lane.  Flainsboro  NJ  08536 
PROJECT  OFFICER;  Harahan.  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 

HD-AOA-Aging-Research  and 

Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  This  report  is  a  summary  of  a  more  detailed  analysis  of 
the  plannmg  and  implementation  of  the  National  Long-Term  Care 
Channeling  Demonstration.  It  describes  the  structure  and  intent  of 
the  demonstration,  the  characteristics  of  the  ten  channeling  projects, 
the  client  and  system-level  activities  of  the  projects  and  factors  that 
influenced  implementation  and  early  operations.  Two  models  of 
channeling  were  tested:  basic  case  management  model  (five  sites)  and 
financial  control  model  (five  sites).  At  the  time  of  the  analysis,  the 
seven  core  functions  of  channeling  (outreach,  screening,  comprehen- 
sive assessment,  care  planning,  service  arranging,  monitoring,  and 
reassessment)  had  been  implemented  according  to  design,  and  the 
recruitment  of  persons  meeting  the  eligibility  criteria  was  underway. 
See  also  PIC  ID  Nos.  2166,  2166.2-2166.9,  2166.A-2166.Z,  and  2648- 
2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Hom.es,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  .Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166  1  PROJECT  NO:  ASPE/SSP  80-09  1 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PB  86-235249/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '80  through  December  '83 
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REPORT  TITLE:  Implementing  the  Rehabilitation  Act  of  1973:  The 

VR  Program  Response  (Two  Volumes) 
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PROGRAM(S)  EVALUATED: 

HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  This  evaluation  of  the  implementation  of  Title  I  of  the 
Vocational  Rehabilitation  Act  was  conducted  by  the  HEW  Audit 
Agency  and  a  contractor,  in  cooperation  with  ASPE.  Based  on  a 
sample  of  more  than  1,100  clients  of  five  state  vocational  rehabilita- 
tion (VR)  agencies,  whose  case  records  were  reviewed  and  who  were 
personally  interviewed,  as  were  their  counselors,  this  report  looks  at 
VR  state  agency  compliance  with  innovative  provisions  of  the 
Rehabilitation  Act  of  1973.  Specifically,  it  identifies  strengths  and 
weaknesses  in  compliance  with  the  requirement  for  an  Individualized 
Written  Rehabilitation  Program  (IWRP)  for  clients  and  the  extent  to 
which  agencies  are  giving  priority,  as  mandated,  to  the  most  severely 


handicapped  individuals.  In  addition,  the  report  examines  whether 
compliance  with  these  legislative  provisions  has  ultimately  had  a 
positive  impact  on  client  vocational  outcomes  and  retention  of  bene- 
fits. The  report  offers  insight  into  those  factors  most  important  to 
achieving  superior  vocational  outcomes,  considering  client,  counse- 
lor, agency,  and  service  process  characteristics.  In  addition,  the  valid- 
ity of  the  R-300  database  is  examined.  Policy  recommendations  are 
made.  Both  volumes  of  the  report  are  also  available  from  NTIS  (Nos. 
PB  280-936  and  PB  280-937,  respectively).  (Final  report:  Volume  I, 
205  pages;  Volume  II,  appendices.) 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Survey  or 
Questionnaire  Feature,  Consumer  Evaluation  Feature,  Client  Re- 
cords, Operations  Research  Feature 
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ABSTRACT:  This  report  examines  catastrophic  medical  expense  and 
insurance  protection  for  acute  care  needs  of  the  Medicare  population, 
especially  beneficiaries  aged  65  years  or  older.  Chapter  1  provides 
background  information  and  estimates  of  the  gaps  in  catastrophic 
medical  protection  for  the  Medicare  population.  Chapter  2  lays  out 
the  general  principles  underlying  the  development  of  policy  options, 
presents  the  analytic  framework  to  evaluate  these  options,  and  de- 
scribes the  database  used  in  making  numerical  estimates.  Chapters  3 
through  6  develop  and  analyze  four  specific  strategies  to  address 
acute  catastrophic  expenses:  private  insurance;  restructured  Medi- 
care; capitated,  prepaid  health  plans;  and  individual  medical  ac- 
counts, respectively.  Included  in  the  appendices  are  a  reference  list 
and  a  summary  of  other  studies  on  catastrophic  illness  and  its  ex- 
penses. See  also  PIC  ID  Nos.  2875,  2875.1,  and  2875.3. 
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ABSTRACT:  This  report  provides  a  general  assessment  of  the  role  of 
effectively  functioning  capital  and  insurance  markets  for  equitable 
and  efficient  access  to  advanced  education,  then  considers  the  issues 
of  capital  and  insurance  market  access.  Chapter  1  develops  the  thesis 
that  the  most  substantial  barriers  to  equitable  and  efficient  access  to 
advanced  educational  opportunities  result  from  imperfections  in  the 
markets  for  education,  labor,  capital,  and  insurance.  Chapter  2  dis- 
cusses the  critical  importance  of  efficient  capital  and  insurance  mar- 
kets. Chapter  3  discusses  sources  of  capital  market  failure  and  the 
fundamental  inadequacies  of  federal  programs  designed  to  compen- 
sate for  this  market  failure.  Chapter  4  suggests  the  terms  of  access  to 
human  capital  investment  that  would  be  provided  by  an  efficient 
capital  market.  Chapter  5  presents  simulations  of  alternative  loan 
programs  incorporating  these  characteristics  for  medical  education, 
legal  education,  and  the  universe  of  graduate-professional  education. 
Chapter  6  examines  the  nature  of  the  individual  and  market  risks 
associated  with  human  capital  investment,  develops  the  general  theo- 
ry of  income  insurance,  and  considers  the  direct  and  indirect  effects 
of  income  insurance.  Chapter  7  presents  a  more  thorough  analysis  of 
the  ex-post  behavior  consequences  of  income  insurance,  focusing  on 
postschooling  investments  in  human  capital. 
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ABSTRACT:  Family  planning  clinics  were  studied  to  determine  impact 
on  teenagers  and  ways  to  improve.  Teenagers  are  becoming  sexually 
active  at  younger  ages,  and  many  births  of  teenage  mothers  are  un- 
planned and  unwanted.  Women  bearing  children  during  their  teenage 
years  are  more  likely  to  lose  their  children  through  miscarriage  or 
give  birth  to  premature  children,  and  risk  higher  rates  of  maternal 
death.  The  study  derived  information  from  teenagers,  including  both 
those  who  use  family  planning  clinics  and  those  who  do  not;  the 
clinics;  and  the  community.  Eight  major  metropolitan  centers  were 
designated  as  study  areas,  and  40  clinics  in  those  areas  were  selected 
for  intensive  study.  Data  were  collected  through  questionnaires,  in- 
terviews, and  visits  to  the  clinics.  The  study  found  that  many  teenag- 
ers in  need  were  not  being  reached,  due  in  part  to  lack  of  effective 
outreach  and  problems  of  guaranteeing  anonymity.  Many  clients 
dropped  out  due  to  lack  of  efficiency  or  courtesy  on  the  part  of  clinic 
staff.  Recommendations  included  improvements  in  clinic  operations 
such  as  separate  teen  services,  nationwide  publicity  campaign,  more 
HEW  funding,  better  technical  assistance,  and  improvements  to  the 
patient  data  reporting  system.  The  relevant  federal,  state,  and  local 
laws  and  regulations  were  also  reviewed.  An  annotated  bibliography 
is  included.  (Final  report  85  pages  plus  appendices;  executive  sum- 
mary 31  pages.) 
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ABSTRACT:  The  purpose  of  this  project  was  to  evaluate  the  relation- 
ship between  the  Special  Food  Program  for  Women,  Infants  and 
Children  (WIC)  and  the  Maternal  and  Child  Health  (MCH)  program. 
The  project  identified  issues  that  are  involved  in  the  relationship 
between  the  two  programs,  and  made  recommendations  as  to  how 
the  issues  are  best  resolved  at  the  federal,  regional,  state  and  local 
levels.  The  project  produced  (I)  a  guide  to  good  practices  showing 
how  coordination  can  be  accomplished  within  different  administra- 
tive structures;  and  (2)  a  final  report  describing  the  study  purpose, 
methods,  findings  and  recommendations.  The  good  practices  guide 
covers  service  delivery  examples,  management  examples,  and  train- 
ing and  education  programs. 

DESCRIPTORS:  Children  and  Youth.  Maternal  and  Child  Health,  In- 
fants, Women,  Program  Coordination 
STUDY  TYPE:  Research  and  Data  Development 
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PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  More  than  nine  million  mentally  or  physically  hand- 
icapped children  and  youth  in  the  U.S.  under  age  22  are  impaired 
enough  to  need  services  not  required  by  "normal"  youth.  In  the  early 
1970s,  more  than  50  major  federal  programs  and  hundreds  of  state 
and  local  programs  together  expended  approximately  $420  million 
per  year  for  services  to  hearing-  and  vision-handicapped  youth.  Many 
did  not  receive  services,  or  received  the  incorrect  or  inadequate 
services.  Extreme  inequities  prevailed  in  the  delivery  of  services; 
there  were  serious  gaps  in  services  offered;  information  was  insuffi- 
cient, control  was  inadequate,  and  more  important,  the  resources 
devoted  to  these  youths'  needs  were  insufficient.  Evaluation  criteria 
used  included  measures  of  the  individual's  quality  of  life,  future  eco- 
nomic benefits,  equity,  and  resource  consumption  at  the  time  of  the 
study.  Recommendations  ranged  from  termination  of  some  programs 
to  consolidation  and  expansion  of  others,  and  from  improvements  in 
the  management  and  structure  of  service  programs  to  shifts  in  the  mix 
of  services  provided.  This  report  details  the  findings  and  recommen- 
dations and  discusses  priorities  and  tradeoffs  in  meeting  the  service 
needs  of  handicapped  youth.  Recommendations  are  summarized  in 
Table  A.  See  also  PIC  ID  No.  0349.  (Final  report  295  pages  plus 
appendices;  abridged  version  52  pages.) 
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ABSTRACT:  This  report  examines  the  central  policy  issue  of  whether 
public  subsidy  to  in-home  care  for  the  elderly  increases  or  reduces  the 
likelihood  of  institutionalization.  An  assessment  of  the  short-term 
impact  of  federal  subsidies  is  based  on  a  review  of  the  literature,  a 
survey  of  managers  of  non-medical  care  in-home  programs  in  16  cities 
and  states,  and  in-person  discussions  with  selected  staff  at  6  program 
sites.  Evidence  collected  indicates  that  the  short-term  substitution  of 
private  assistance  by  public  subsidy  is  most  influenced  by  program 
eligibility  and  benefit  level  standards.  Other  program  characteristics 
are  hypothesized  to  reduce  such  substitution.  It  was  also  suggested 
that  federal  subsidies  to  the  elderly  enable  informal  (private)  care 
giving  to  be  longer  term  and,  therefore,  reduce  substitution  (i.e., 
institutionalization)  in  the  long  run.  Studies  of  the  short-term  impact 
of  federal  subsidies  to  in-home  care  for  the  elderly  have  limited  policy 
implications  but  can  provide  information  about  the  relationship  be- 
tween public  programs  and  private  care  giving.  An  in-depth  study  is 
required  for  detailed  knowledge  about  the  more  policy-relevant  long- 
run  impact. 
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ABSTRACT:  This  paper  describes  two  instances  that  resulted  in  very 
misleading  policy  conclusions.  A  frequently  used  technique  for  exam- 
ining the  effects  of  income  transfer  programs  involved  comparing 
persons  who  were  subject  to  the  programs  with  those  who  were  not. 
The  comparison  would  be  inappropriate  and  program  effects  mea- 
sured with  error  if  the  groups  being  compared  were  not  identical  in 
all  respects  except  in  their  exposure  to  the  program  being  studied. 
The  first  of  these  cases  involved  an  analysis  of  data  from  a  social 
experiment  designed  to  test  the  effects  of  negative  income  tax  plans. 
As  a  result  of  an  inappropriate  comparison,  the  extent  to  which  these 
plans  would  reduce  hours  of  work  was  substantially  overstated.  The 
second  case  concerned  an  experiment  that  tested  housing  subsidies. 
On  the  basis  of  results  from  this  experiment,  it  was  concluded  that 
housing  allowances  influenced  substantially  greater  improvements  in 
the  housing  conditions  of  low-income  families  than  did  simple  cash- 
transfer  programs.  The  paper  concludes  that  this  finding  was  based 
on  a  misleading  comparison.  (Final  report  15  pages.) 
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ABSTRACT;  This  study  was  designed  to  indicate  procedures  and  in- 
struments for  a  national  study  of  the  incidence  of  runaways.  To  do 
this,  the  various  types  of  runaway  behavior  were  classified  and  their 
frequency  of  incidence  measured.  The  instruments  developed  were 


checked  for  validity  and  reliability  on  a  statistical  sample  and  utilized 
in  conjunction  with  the  empirical  taxonomic  scheme  in  analyzing 
data.  Results  of  the  study  are  a  comparison  of  runaways  and  nonruna- 
ways  according  to  age,  sex,  ethnicity,  social  class,  incidence,  and 
parental  personality  characteristics.  The  report  includes  a  discussion 
of  the  feasibility  of  and  alternatives  for  a  national  study.  Appendices 
document  and  describe  all  field  procedures  in  a  simple,  replicable 
form,  and  findings  are  given  of  runaways  and  their  behavior  in  the 
geographical  area  studied.  (Final  report  606  pages.) 
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ABSTRACT:  The  Child  Support  Enforcement  Amendments  of  1984 
require  state  child  support  agencies  to  "petition  for  the  inclusion  of 
medical  support  as  part  of  any  child  support  order  whenever  health 
care  coverage  is  available  to  the  absent  parent  at  reasonable  cost"; 
this  generally  means  shifting  medical  costs  from  Medicaid  to  private 
insurance.  This  report,  which  is  based  on  research  and  analysis  re- 
ported in  five  technical  papers,  briefly  reviews  what  is  known  about 
medical  coverage  in  child  support  and  identifies  issues  central  to  the 
debate  concerning  federal  medical  support  policy.  Based  upon  ana- 
lyses of  the  March  1984  Current  Population  Survey,  if  medical  sup- 
port were  to  be  included  in  child  support  orders  (1)  only  an  estimated 
300,000-466,000  of  the  5.3  million  children  on  Medicaid  might  realis- 
tically be  shifted  to  private  insurance;  (2)  an  estimated  1.4  million  of 
the  4.5  million  children  without  any  health  care  coverage  could 
potentially  benefit  from  increased  medical  support  efforts;  (3)  even  if 
more  children  were  covered  by  private  insurance.  Medicaid  would 
still  be  responsible  for  the  costs  of  those  services  not  covered  by 
private  plans;  and  (4)  as  of  September  1985,  medical  support  provi- 
sions in  child  support  orders  had  low  priority,  mainly  because  child 
support  staff  are  reluctant  to  go  to  court  just  for  medical  support,  and 
many  judges  will  not  order  medical  support  if  it  might  mean  reducing 
cash  support  payments.  See  also  PIC  ID  Nos.  2544.1-2544.5.  (Final 
report  38  pages  plus  appendices.) 
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ABSTRACT:  The  Income  Survey  Development  Program  (ISDP)  was 
established  in  the  1970s  to  plan  a  recurring  survey  of  income,  assets, 
program  eligibility,  and  participation  to  overcome  major  inadequa- 
cies in  available  survey  data.  The  program  researched  and  resolved 
a  series  of  technical  and  operational  issues  prior  to  adopting  a  final 
design  framework  for  the  new  survey.  The  new  survey,  which 
became  fully  operational  in  the  1980s,  was  called  Survey  of  Income 
and  Program  Participation  (SIPP).  These  reports  provide  back- 
ground information  related  to  the  data  requirements  for  the  survey, 
focusing  in  particular  on  the  definition  of  income,  the  interview  of 
recipient  unit,  and  the  accounting  period.  "United  States  Data  Bases 
Measuring  Income"  describes  relevant  existing  databases  that  contain 
income,  expenditures,  or  asset  data.  "Characteristics  of  Selected  In- 
come-Tested Programs"  summarizes  the  regulations  that  determine 
eligibility  and  benefit  levels  for  selected  income-tested  programs. 
(Final  reports  138  pages  and  156  pages  plus  appendices,  respectively.) 

DESCRIPTORS:  Economics,  Statistical  Analysis  Methods  Feature,  So- 
cial Research,  Income  Distribution,  Survey  or  Questionnaire  Fea- 
ture, Databases  Administrative  Information 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0646  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0179 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '76  through  June  '77 


0284 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Assessment  of  the  Net  Effects  of  Government 
Programs  on  Youth 


REPORT  TITLE:  Income  Maintenance  and  the  School  and  Work 

Decisions  of  Youth 
PERFORMER:  Harvard  University,  Cambridge  MA  02138,  Venti, 

Steven,  and  Wise,  David 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED 

X-Non-HHS  Programs-Employment  and  Training; 

X-Non-HHS  Programs-Education; 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  study  analyzed  the  effects  of  government  programs 
on  the  schooling  and  unemployment  of  youth.  Five  programs  or 
activities  were  emphasized:  income  maintenance  (i.e.,  welfare),  the 
Basic  Educational  Opportunity  Grant  (Pell  grant)  program,  military 
hiring,  the  minimum  wage,  and  the  Summer  Youth  Employment 
program.  This  report,  one  in  a  series  on  the  study,  explores  the 
determinants  of  school  and  work  choices  of  youth,  explicitly  consid- 
ering the  jointness  of  these  decisions.  Particular  attention  is  focused 
on  the  effects  of  family  participation  in  an  income  manintenance  (IM) 
program  on  youth  behavior.  The  analysis  used  data  from  the  Seattle/ 
Denver  Income  Maintenance  Experiment  (SIME/DIME).  The  re- 
port includes  (1)  some  theoretical  problems  associated  with  the  pre- 
diction of  IM  effects  on  the  behavior  of  youth;  (2)  a  brief  description 
of  the  data  and  the  SIME/DIME;  (3)  an  analysis  of  the  effects  of  IM 
on  labor-market  behavior;  (4)  a  model  of  joint  school-work  choices; 
and  (5)  a  summary  and  discussion.  The  results  indicate  that  IM  pro- 
grams have  rather  significant  effects  on  the  probability  that  youth 
will  work.  "The  Effect  of  Government  Programs  on  Youth:  Sum- 
mary of  Findings"  summarizes  the  six  reports  in  the  series.  It  is 
available  from  NTIS  (PB  84-195734)  and  from  PIC.  A  separate  study 
prepared  under  the  same  grant  focused  on  family  structure  and  living 
arrangements.  See  also  PIC  ID  Nos.  2353.1-2353.8.  (Final  report  91 
pages;  summary  44  pages.) 

DESCRIPTORS:  Children  and  Youth,  Training  and  Employment  of  the 
Disadvantaged,  Family,  Demography,  Career  or  Vocational  Educa- 
tion, Low-Income  Population,  Statistical  Data  Feature,  Income 
Maintenance 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2353  PROJECT  NO:  ASPE/ISP  82-03 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  92A  82 
COST    (In  Thousands):  FY  82-$236 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '82  through  March  '84 


0285 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Income  Supplement  Program:  1974  HEW  Welfare 
Replacement  Proposal 

REPORT  TITLE:  Income  Supplement  Program:  1974  HEW  Welfare 

Replacement  Proposal 
PERFORMER:  Office  of  Income  Security  Policy,  Washington  D.C. 

20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security 


108 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary  Accession  No.  0287 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


ABSTRACT:  This  proposal  to  reform  the  welfare  system  was  issued  in 
1976.  It  set  forth  a  plan  for  replacing  welfare  programs  with  a  non- 
categorical  cash  program  called  the  Income  Supplement  Program 
(ISP).  The  proposal  was  meant  to  rationalize,  simplify,  and  make 
more  equitable  the  federal  tax  and  transfer  systems.  The  plan  included 
the  following  features:  (1)  the  major  categorical,  means-tested  (wel- 
fare) programs  would  be  superseded  and  eliminated  by  a  simple  cash 
transfer  program  (the  Income  Supplement  Program)  that  would  be 
partially  integrated  with  the  tax  system;  (2)  other,  more  minor,  pro- 
grams that  targeted  the  low-income  population  could  either  be  re- 
duced or  folded  into  appropriate  special  revenue-sharing  packages; 
(3)  the  requisite  changes  in  the  tax  system,  necessary  to  allow  an 
integration  of  the  ISP,  would  simplify  and  make  more  equitable  the 
tax  system  and  afford  reasonable  tax  relief  to  low-  and  moderate- 
income  taxpayers;  (4)  the  opportunities  for  restructuring  the  social 
insurance  programs  (Social  Security,  Unemployment  Insurance) 
would  be  greatly  enhanced;  (5)  the  detrimental  consequences  of  eco- 
nomic disruptions  entailing  high  rates  of  inflation  and/or  unemploy- 
ment for  the  group  least  able  lo  bear  them  (the  lower-income 
population)  would  be  ameliorated.  (Final  report  22  pages  plus  appen- 
dices.) 
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ABSTRACT:  This  paper  attempted  to  evaluate  the  relationship  be- 
tween eligibility  for  welfare  benefits  and  marital  behavior.  It  investi- 
gated the  expected  impact  of  both  the  welfare  system  and  some 
proposed  alternatives  on  family  composition.  Since  female-headed 
families  were  eligible  for  welfare  benefits  not  generally  available  to 
two-parent  families,  it  was  felt  that  economic  incentives  existed  for 
people  to  alter  their  marital  behavior.  Whether  changes  in  family 
composition  actually  occurred  in  response  to  these  incentives  had  not 
been  firmly  established.  The  unprecedented  growth  in  the  number  of 
female-headed  families  in  recent  years,  and  the  fact  that  these  families 
were  a  majority  of  all  poor  families  with  children,  created  new  inter- 
est in  the  relationship  between  public  transfer  payments  and  family 
structure.  The  availability  of  welfare  was  found  to  significantly  inhib- 
it the  rate  at  which  low-income  women  married  or  remarried.  Next, 
the  effects  of  an  alternative  income  maintenance  system  that  extended 
benefits  to  all  low-income  families  were  evaluated  to  determine 
whether  this  type  of  welfare  reform  would  have  a  significant  impact 
on  family  composition.  Impacts  were  identified  that  could  reduce  the 
proportion  of  all  female-headed  families  with  children  from  15%  to 
11%.  (Final  report  211  pages.) 
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ABSTRACT:  This  paper  proposes  a  theoretically  consistant  model  of 
the  federal-state  transfer  system  in  the  context  of  a  democratic  deci- 
sion-making framework  and  provides  an  empirical  test  of  that  model 
for  the  largest  of  the  existing  welfare  categories.  Aid  to  Families  with 
Dependent  Children  (AFDC).  These  results  were  useful  both  for 
understanding  the  structure  of  benefits  in  the  existing  program  and 
for  predicting  the  effects  on  benefit  levels  of  a  variety  of  welfare 
policy  options.  The  income  transfer  model  was  based  on  the  theory 
of  public  goods,  those  goods  that  when  consumed  generate  satisfac- 
tion simultaneously  for  a  number  of  individuals.  The  theoretical  mod- 
el predicts  that  the  following  six  variables  would  influence  the  level 
of  transfers:  taxpayer  income,  ratio  of  recipients  to  taxpayers,  abso- 
lute number  of  recipients,  federal  matching  rate,  taxpayer  prefer- 
ences, and  demographic  composition  of  the  recipient  population.  The 
results  demonstrate  that  the  major  factors  in  producing  AFDC  bene- 
fit disparities  among  states  were  the  wide  variation  in  state  per  capita 
income  and  the  marked  regional  differential  in  benefits  between  the 
South  and  the  rest  of  the  country.  (Final  report  31  pages.) 
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ABSTRACT:  This  index  provides  assistance  in  locating  information 
about  a  variety  of  issues  related  to  federal  block  grants.  It  was  deve- 
loped to  facilitate  the  task  of  researching  a  particular  issue  or  set  of 
issues  across  several  sources.  Since  1982,  national  organizations,  fed- 
eral agencies,  and  independent  researchers  have  studied  the  ways  in 
which  states  have  acted  to  implement  the  block  grants  and  their 
effects.  These  studies  have  resulted  in  an  ever-increasing  number  of 
reports  and  papers  relevant  to  these  issues.  This  index  was  based  upon 
an  analysis  of  24  reports,  summaries,  and  data  sources,  including 
summary  analyses  of  state  and  territorial  block  grant  applications. 
Documents  were  indexed  according  to  a  predetermined  set  of  topics. 
Sources  and  page  references  for  information  contained  in  the  docu- 
ments were  abstracted  by  topic  and  entered  into  a  computer  database 
along  with  a  designation  of  the  state  or  block  grant  to  which  each 
item  of  information  pertained.  For  each  topic  area,  the  computer 
database  generated  two  kinds  of  output  reports,  which  constitute  the 
core  of  the  index.  Information  is  presented  on  each  topic  by  source 
and  by  block  grant.  See  also  PIC  ID  Nos.  2341  and  2341.1. 
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ABSTRACT:  This  paper  is  one  of  the  four  policy  papers  written  under 
the  Fiscal  Contraction  Study  contract.  It  is  based  on  case  studies  of 
13  states;  consequently  it  reviews  the  experiences  of  those  states  and 
provides  limited  comparisons  of  those  states  to  the  remaining  ones. 


Indexed  expenditures  change  automatically  in  contrast  to  those  that 
are  annually  reviewed  and  approved.  States  have  indexed  social  wel- 
fare expenditures  two  ways:  inflation  indexing  and  earmarking.  Be- 
cause of  the  absence  of  an  annual  review,  indexation  can  potentially 
distort  state  budget  allocations.  The  report  concludes  that  if  indexa- 
tion highly  constrains  state  budget  allocations,  the  rules  will  be  modi- 
fied or  circumvented  to  prevent  long-term  distortions  in  state  budget 
priorities.  Of  the  two  ways  of  indexing  programs,  inflation  indexing 
is  more  likely  to  be  a  future  issue  for  social  welfare  expenditures. 
Earmarking  is  not  commonly  used  for  social  welfare  expenditures, 
and  its  use  declined  from  allocating  45%  of  state  government  general 
funds  in  1968  to  only  27%  in  1979.  The  main  findings  about  inflation 
indexing  are  the  states  that  index  either  AFDC  payments  or  need 
standards  sustained  benefit  levels  in  the  face  of  inflation  more  effec- 
tively than  other  states,  and  state  education  expenditures  per  pupil 
were  maintained  without  indexation  in  the  late  1970s  because  of 
declining  enrollments.  See  also  PIC  ID  No.  1915. 
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ABSTRACT;  In  response  to  several  studies  and  to  congressional  inqui- 
ry, this  analysis  studied  the  pros  and  cons  of  using  a  fiscal  agent  to 
process  claims  for  the  Indian  Health  Service's  contract  health  care 
system,  as  opposed  to  the  system  of  internal  claims  processing  that 
was  used  at  the  time  of  analysis.  The  study  attempted  to  validate  the 
problems  cited  by  various  reports  on  the  subject.  These  include  dupli- 
cate payments,  failure  to  press  third-party  claims,  inefficient  claims 
processing,  and  excessive  level  of  payments  relative  to  Medicare.  The 
study  concluded  that  a  shift  in  claims  processing  to  a  fiscal  agent 
would  produce  little  or  no  savings  in  expense.  Many  of  the  projected 
savings  resulted  from  assumptions  by  the  authors  of  other  reports 
about  the  adoption  of  health  care  financing  policies  different  from 
those  policies  that  existed  at  the  time  of  the  study.  Increased  adminis- 
trative efficiency  in  claims  processing  was  found  to  be  possible. 
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ABSTRACT:  At  the  time  of  the  1980  census,  the  U.S.  population  in- 
cluded 1.4  million  American  Indians  and  Alaskan  natives  who  com- 
prised .6%  of  the  total  U.S.  population.  Much  of  the  published 
demographic  and  socioeconomic  data  about  this  group  is  nationwide 
statistics,  which  do  not  reflect  the  diversity  among  Native  American 
populations  in  various  locations.  This  report  provides  the  first  com- 
prehensive view  of  Native  Americans  that  portrays  the  significant 
variability  among  Native  Americans  in  various  settings.  Information 
is  provided  on  Native  Americans  both  on  and  off  Indian  lands  and 
comparisons  are  made  with  the  total  U.S.  population  and  with  white, 
black,  and  Hispanic  subgroups.  Socioeconomic  differences  between 
the  on-reservation  and  near-reservation  Native  American  popula- 
tions are  compared.  Information  is  also  categorized  by  Indian  Health 
Service  Areas.  In  addition,  the  American  Indian/Alaska  Native  Data 
Base  was  developed  and  is  available  to  interested  users  through  the 
Parklawn  Computer  Center  (PCC).  (Final  report  52  pages  plus  ap- 
pendices; database  report  62  pages  plus  appendices.) 
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ABSTRACT:  This  paper  analyzes  the  effects  of  multiple  transfer  pro- 
gram on  recipients.  The  author  finds  that  (1)  the  elimination  of  the 
food  stamp  purchase  requirement  has  effectively  "cashed  out"  the 
program;  (2)  poverty  has  been  cut  by  70%  among  multiple  program 
participants;  (3)  Medicaid  and  housing  subsidies  have  stimulated  con- 
sumption of  those  goods  more  than  cash  transfers  would;  and  (4) 
in-kind  transfers  were  almost  half  as  costly  as  the  cash  transfers  that 
recipients  would  value  equally. 
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ABSTRACT:  This  report  makes  use  of  baseline  data  on  informal  care- 
givers to  explore  several  issues  central  to  informal  caregiving,  includ- 
ing the  composition  of  the  informal  care  network,  the  types  and  level 
of  care  provided  by  that  network,  financial  assistance  provided  by 
informal  caregivers,  and  their  well-being.  A  total  of  1.940  primary 
informal  caregiver  baseline  interviews  were  conducted  between 
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November  1982  and  May  1983  with  an  overall  response  rate  of  87%. 
The  The  caregivers  were  in  most  cases  the  wives,  daughters,  or 
daughters-in-law  of  the  elderly  recipients  of  care.  One-third  was 
active  in  the  labor  market,  mostly  full  time;  almost  40%  was  65  years 
old  or  older.  Primary  caregivers  averaged  almost  six  hours  per  day 
on  care-related  activities.  In  general,  the  more  that  care  was  provided 
under  stressful  circumstances,  the  greater  was  the  perceived  burden 
and  the  lower  the  rating  given  by  primary  caregivers  to  their  quality 
of  life.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.H,  2166.J- 
2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  is  a  collection  of  practice-oriented  papers  dealing 
with  the  various  ways  in  which  informal  services  and  supports  were 
encouraged  and  utilized  in  channeling.  Written  primarily  by  case 
managers  and  supervisors  from  the  channeling  sites,  topics  range 
from  the  development  of  family  support  groups  to  the  development 
of  a  volunteer  network.  An  extensive  bibliography  on  informal  sup- 
ports is  included.  Channeling  was  an  HHS  initiative  designed  to  test 
in  10  sites  in  10  states,  under  rigorous  experimental  conditions,  the 
extent  to  which  a  community-based  long-term  care  system  that  com- 
bines case  management,  care  planning,  and  the  delivery  of  health  and 
social  services  is  a  cost-effective  alternative  to  the  present  medical/ 
institutional  system  of  long-term  care.  Temple  University  provided 
training  and  technical  assistance  to  the  10  sites  and  Mathematica 
Policy  Research,  Inc.,  conducted  the  evaluation.  See  also  PIC  ID 
Nos.  2166-2166.9,  2I66.A-2166.N,  2166.P-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  The  primary  objective  of  the  research  in  the  National 
Long-Term  Care  Channeling  Demonstration  was  to  determine  the 
impacts  of  the  demonstration  on  service  utilization,  public  and  private 
costs,  clients,  and  caregivers.  The  demonstration  employed  a  rando- 
mized experimental  design  with  random  assignment  of  eligible  par- 
ticipants to  either  treatment  group  or  control  group  status.  The 
sample  was  designed  so  that  six  percentage  points  were  the  minimum 
reduction  that  could  be  detected  (with  90%  power)  in  the  nursing 
home  institutionalization  rate.  The  statistical  technique  used  for  much 
of  the  impact  estimation  was  multiple  regression.  Potential  problems 
such  as  noncomparability  of  baseline  data  and  sample  attrition  were 
examined  separately.  See  also  PIC  ID  Nos.  2166-2166.9,  2I66.A, 
2166.B,  2166.D-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  Since  1966,  the  Institute  for  Research  on  Poverty  (IRP) 
at  the  University  of  Wisconsin  has  performed  research  on  the  nature, 
causes,  and  cures  of  poverty.  Research  findings  are  disseminated 
through  the  IRP  reprints  series  and  the  IRP  discussion  paper  series, 
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ABSTRACT:  This  report  provides  numerous  statistics  and  detailed 
information  on  the  American  public's  risk  of  catastrophic  illness  and 
the  resulting  financial  problems.  At  the  time  of  the  study,  50.4  million 
Americans  under  the  age  of  65  were  at  risk  of  paying  out-of-pocket 
health  expenses  for  catastrophic  illness  because  they  had  inadequate 
or  no  health  insurance  through  private  companies  or  government- 
supported  programs.  Approximately  2.8  million  individuals  (approxi- 
mately 5%  )  of  the  population  at  risk  were  uninsured  and  uninsurable 
by  private-sector  insurance  standards;  7  million  insured  individuals 
would  be  found,  if  they  were  to  lose  their  coverage,  to  be  no  longer 
insurable  because  of  health  conditions  that  developed  after  becoming 
insured.  Nearly  14  million  individuals  (more  than  25%)  at  risk  be- 
longed to  families  with  incomes  below  the  federal  poverty  line.  The 
report  examines  the  gaps  in  financial  protection,  the  incidence  and 
cost  of  catastrophic  conditions,  and  various  policy  decisions  and 
strategies  for  developing  new  programs.  See  also  PIC  ID  Nos.  2875, 
2875.2,  and  2875.3. 
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ABSTRACT:  The  report  analyzes  how  parental  welfare  participation 
affects  the  fertility  and  schooling  decisions  of  children  in  welfare 
families  (fertility  and  low  earning  potential  are  prerequisites  for  wel- 
fare dependency).  Data  from  the  National  Longitudinal  Survey  of  the 
Labor  Force  Behavior  of  Youth  permitted  observation  of  young 
women  still  living  at  home  in  the  early  panel  years  (1979-1980).  Later 
panel  years  (1981-1983)  permitted  the  researcher  to  follow  these 
young  women  past  the  normal  high  school  graduation  age  and  deter- 
mine whether  they  completed  high  school  or  had  a  child.  Estimation 
of  a  statistical  model  of  behavior  indicated  that  there  were  no  parental 
welfare  participation  effects  on  young  girls'  fertility  or  high  school 
completion  decisions.  According  to  estimates,  welfare  participation 
by  the  parents  in  a  child's  teenage  years  neither  increases  nor  de- 
creases the  probability  of  high  school  graduation  or  early  childbear- 
ing. 
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PERFORMER:  University  of  Michigan,  Institute  for  Social 
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202-245-7148 
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ABSTRACT:  The  question  as  to  whether  attitudes  are  the  main  cause 
of  poverty  was  central  to  the  "culture  of  poverty"  theory  that  raged 
in  the  1960s;  some  of  the  ideas  behind  this  theory  resurfaced  in  the 
late  1970s.  The  theory  generally  holds  that  the  poor  have  distinct 
values,  aspirations,  and  psychological  characteristics  that  inhibit  their 
achievement,  produce  behavioral  deviancies  that  keep  them  poor, 
and  persist  not  only  within  but  across  generations  through  socializa- 
tion of  the  young.  Neither  the  proponents  nor  the  opponents  of  this 
view  offered  a  well-articulated  theory  of  the  impact  of  motivation  on 
behavior.  This  report  proposes  and  tests  a  theory  of  motivation  using 
data  from  the  Panel  Study  of  Income  Dynamics  (PSID).  It  includes 
the  first  two  components  of  a  three-part  study,  an  intergenerational 
analysis,  which  shows  whether  motivational  deficits  among  poor 
parents  cause  their  children  to  remain  at  a  low  level  of  economic 
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attainment,  and  an  intragenerational  analysis,  which  examines  wheth- 
er motivational  deficits  are  responsible  for  poor  adults  remaining 
poor.  The  report  (1)  reviews  what  is  known  and  believed  about  the 
relationship  between  attitudes  and  economic  status;  (2)  describes  the 
attitude  measures  used  in  the  analyses;  and  (3)  summarizes  the  fmd- 
»  ings  from  the  inter-  and  intragenerational  analyses.  See  also  PIC  ID 

Nos.  2354.1-2354.4.  (Final  report  193  pages.) 

DESCRIPTORS:  Economic  Analysis  Feature,  Statistical  Analysis 
Methods  Feature,  Low-Income  Population,  Family,  Statistical  Data 
Feature,  Welfare  Dependency,  Social  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2354  PROJECT  NO:  ASPE/ISP  82-04 

FUND  SOURCE:  Research  NTIS  NO:  PB  84-223643 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  94A-82 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '82  through  August  '83 
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ABSTRACT:  In  this  study,  detailed  industry  data  were  collected  and 
a  multi-equation  approach  was  used  to  produce  the  following  major 
results:  (1)  employers  avoid  most  or  all  of  the  burden  of  employer 
payroll  taxes;  (2)  the  means  used  by  employers  to  avoid  payroll  taxes 
(i.e.,  the  extent  to  which  these  taxes  are  shifted  backward  onto  money 
wages  vs.  forward  onto  product  prices)  could  not  be  identified;  (3) 
efforts  to  determine  this  unknown  shifting  mechanism  require  even 
finer  disaggregated  data;  thus  the  short-term  prospects  for  this  deter- 
mination are  dim.  (Final  report  87  pages.) 

DESCRIPTORS:  Low-Income  Population,  Income  Maintenance,  Eco- 
nomic Analysis  Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2272  PROJECT  NO:  ASPE/ISP  84-25 

FUND  SOURCE:  Research  NTIS  NO:  PB  87-172946/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  84  ASPE  132 A 
COST    (In  Thousands):  FY  84-$72,  FY  85-$6,  FY  86-$4 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '84  through  June  '86 


0304 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  Survey  Data  on  the  Uninsured 
Population 

REPORT  TITLE:  Interpreting  the  Estimates  from  Four  National 

Surveys  of  the  Number  of  People  without  Health  Insurance 
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ABSTRACT:  This  project  evaluated  alternative  departmental  surveys 
with  respect  to  the  accuracy  of  their  estimates  of  the  size  and  compo- 
sition of  the  population  without  private  or  public  health  insurance 
coverage.  Included  in  the  comparative  evaluation  are  the  March  1985 
Current  Population  Survey  (CPS),  the  National  Medical  Care  Expen- 
diture Survey  (NMCES),  the  National  Medical  Care  Utilization,  the 
Survey  of  Income  and  Program  Participation  (SIPP),  and  the  Health 
Interview  Survey  (HIS).  The  goal  of  this  comparative  analysis  of 
survey  data  is  to  determine  which  survey  gives  the  most  accurate 
estimate  of  the  size  and  character  of  the  uninsured  population,  and 
why  some  surveys  give  misleading  estimates.  The  contractor  con- 
cluded that  only  the  CPS  estimates  were  out  of  line  (on  the  high  side) 
and  that  if  these  CPS  estimates  are  interpreted  as  point-in-time  (rather 
than  throughout-the-year)  estimates  of  the  uninsured  population, 
then  all  the  surveys  give  about  the  same  estimate.  The  plausibility  of 
this  interpretation  of  the  data  is  established  by  a  careful  comparative 
study  of  sampling  frames,  question  phrasing,  response  editing,  and 
household  weighting. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Eligibility  Issues, 
Statistical  Analysis  Methods  Feature,  Survey  or  Questionnaire  Fea- 
ture, Uninsured  Population 
STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-84-0032 
COST    (In  Thousands):  FY  84-$125 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  October  '84  through  April  '85 


0305 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Survey  of  Income  and  Program  Participation 
(SIPP) 

REPORT  TITLE:  Introduction  to  the  Income  Survey  Development 
Program 

PERFORMER:  Office  of  Program  Systems,  Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs; 
X-Non-HHS  Programs 


PROJECT  DESCRIPTIONS 


115 


Accession  No.  0305 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


ABSTRACT:  The  purpose  of  the  Income  Survey  Development  Pro- 
gram (ISDP)  was  to  examine  and  resolve  the  content,  operational, 
and  technical  issues  involved  in  designing  the  Survey  of  Income  and 
Program  Participation  (SIPP).  The  SIPP  was  planned  as  a  national 
longitudinal  household  survey  to  collect  data  on  cash  and  in-kind 
income,  program  eligibility  and  participation,  net  worth,  and  related 
variables  on  a  recurring  basis  after  1980.  The  operational  survey  was 
the  responsibility  of  HEW  in  partnership  with  the  Bureau  of  the 
Census.  (Final  report  34  pages.) 

DESCRIPTORS:  Income  Distribution,  Statistical  Data  Feature,  Needs 
and  Needs  Assessment,  Social  Research,  Economics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1717  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  January  '76  through  October  '79 
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Massachusetts  Avenue,  Cambridge  MA  02138 

PROJECT  OFFICER:  McHale,  Carol;  Rm  405F,  HHH  Bldg; 
202-245-7148 

PROGRAM(S)  EVALUATED: 

OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  This  paper  focuses  on  the  relationship  between  individu- 
al retirement  account  (IRA)  contributions  and  other  forms  of  saving. 
It  addresses  ( 1 )  the  effect  that  an  increase  in  the  IRA  limit  would  have 
on  IRA  contributions  and  other  savings;  (2)  the  extent  to  which  IRA 
contributions  are  made  with  funds  withdrawn  from  other  savings 
accounts;  and  (3)  whether  new  savings  would  have  been  placed  in 
other  accounts  if  IRAs  were  not  available.  The  analysis  yielded  esti- 
mates of  IRA  contributions  and  other  individual  savings,  given  in- 
dividuals' annual  income  and  other  attributes.  The  estimates  indicate 
a  strong  preference  for  IRAs  versus  other  savings  and  confirm  that 
persons  who  save  in  one  form  are  more  likely  to  save  in  other  forms 
as  well.  The  estimates  also  suggest  that  the  relationship  between  IRA 
contributions  and  liquid  assets  is  positive  but  relatively  small;  it  would 
be  large  if  IRA  contributions  were  typically  made  by  removing  funds 
from  other  savings  accounts.  The  report  also  suggests  that,  at  least 
in  the  short  run,  tax-deferred  IRA  accounts  led  to  a  relatively  large 
increase  in  total  individual  savings.  See  also  PIC  ID  Nos.  2685  and 
2685.1.  (Final  report  67  pages;  executive  summary  10  pages.) 

DESCRIPTORS:  Retirement,  Taxation,  Trends  and  Forecasts,  Statisti- 
cal Data  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2685.2  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  84  ASPE  BOA 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC, 
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PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services; 
X-Many  HHS  Programs-Grants-in-Aid 

ABSTRACT:  This  paper  proposes  a  policy  and  research  agenda  for 
coordinating  human  services.  It  presents  a  conceptual  framework  for 
considering  the  issues  surrounding  the  means  and  ends  of  research 
and  demonstration  in  the  human  services;  reviews  experiences  with 
one  means,  program  coordination;  and  suggests  research  and  demon- 
stration tasks  required  to  evaluate  coordinated  program  management 
and  delivery.  The  elements  of  a  proposed  strategy  for  research  and 
development  in  the  field  of  program  coordination  were  listed.  The 
strategy  suggested  includes  issues  and  tasks  in  the  following  areas:  (1) 
documentation  of  the  need  for  coordination;  (2)  clarification  of  key 
concepts;  (3)  investigation  of  federal  constraints  to  reform;  (4)  state- 
of-the-art  and  state-of-the-field  studies;  (5)  HEW-financed  experi- 
ments and  demonstrations;  (7)  documentation  and  assessment  of  natu- 
ral and  field  experiments;  (8)  analysis  of  costs  and  effects  of 
coordination;  and  (9)  dissemination  of  findings.  (Final  report  42 
pages.) 

DESCRIPTORS:  Literature  Review  Feature,  Research  and  Evaluation 
Methods  Feature,  Services  Integration,  Program  Coordination,  So- 
cial Services  Delivery  Systems 
STUDY  TYPE:  Research  and  Data  Development 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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ABSTRACT:  This  preliminary  technical  report  addresses  a  number  of 
issues  pertaining  to  the  development  of  a  combined  research  and 
clinical  instrument  for  assessing  the  functional  status  of  clients  in  the 
National  Long-Term  Care  Channeling  Demonstration.  The  report 
contains  an  extensive  literature  review,  evaluation  of  existing  instru- 
ments and  appraisal  of  the  experiences  of  others  (both  practitioners 
and  researchers)  who  have  used  similar  instruments.  Recommenda- 
tions are  made  with  respect  to  the  assessment  of  physical  health, 
activities  of  daily  living,  mental  functioning,  social  functioning, 
physical  environment  and  living  arrangements,  service  use,  and  finan- 
cial resources.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A,  2166.C- 
2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
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ABSTRACT:  This  volume  is  the  third  in  a  series  on  the  economic 
effects  of  the  rapid  growth  of  pension  plans  in  the  United  States  in 
the  three  decades  preceding  the  study.  The  10  papers  in  this  volume 
were  originally  presented  at  a  conference  held  April  13-14,  1984,  in 
San  Diego,  California.  The  papers  are  grouped  into  categories:  (1) 
pensions  and  corporate  finance;  (2)  pensions  and  retirement  income 
adequacy;  (3)  pensions  and  savings  behavior;  and  (4)  pensions  and  the 
labor  market.  The  papers  are  (1)  "Funding  and  Asset  Allocations  in 
Corporate  Pension  Plans;  An  Empirical  Investigation";  (2)  "Corpo- 
rate Pension  Policy  and  the  Value  of  PBGC  Insurance";  (3)  "How 
Does  the  Market  Value  Unfunded  Pension  Liabilities?";  (4)  "Con- 
cepts and  Measures  of  Earnings  Replacement  during  Retirement";  (5) 
"Pension  Plan  Integration  as  Insurance  against  Social  Security  Risk"; 


(6)  "Uncertain  Lifetimes,  Pensions,  and  Individual  Saving";  (7)  "An- 
nuity Markets,  Savings,  and  the  Capital  Stock";  (8)  "Dissaving  after 
Retirement:  Testing  the  Pure  Life  Cycle  Hypothesis";  (9)  "The  In- 
centive Efforts  of  Private  Pension  Plans";  and  (10)  "Pension  Inequal- 
ity." For  information  on  the  first  two  volumes  in  the  series 
("Financial  Aspects  of  the  United  States  Pension  System"  and  "Pen- 
sions, Labor,  and  Individual  Choice")  contact  the  agency.  See  also 
PIC  ID  No.  2348.1. 
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ABSTRACT:  This  project  organized  a  conceptual  framework  and 
developed  a  research  agenda  for  evaluation  of  the  impact  of  new 
technologies  on  resource  requirements,  the  organization  of  care,  the 
generation  of  technologies,  and  the  mechanisms  for  controlling  any 
resulting  new  technologies  in  this  field. 
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ABSTRACT:  This  report  is  the  first  of  five  technical  papers  examining 
the  issue  of  incorporating  medical  support  provisions  into  child  sup- 
port orders  as  required  by  the  Child  Support  Enforcement  Amend- 
ments of  1984.  This  paper  reviews  what  is  known  about  medical 
support  and  identifies  issues  relevant  to  the  development  of  federal 
policy.  Implementing  the  federal  medical  support  policy  would  re- 
quire (1)  increased  identification  of  existing  health  insurance  cover- 
age, especially  for  Medicaid-dependent  children;  (2)  transfer  of  costs 
from  Medicaid  to  private  insurers;  and  (3)  establishment  and  enforce- 
ment of  medical  support  orders.  The  report  concludes  that  by  the 
time  of  this  study  very  little  research  had  focused  specifically  on 
medical  support.  The  report  suggests  that  analysis  of  the  March  and 
April  Current  Population  Survey  and  the  National  Medical  Consum- 
er Utilization  and  Expenditure  Survey  could  be  used  to  ( I )  determine 
the  extent  of  health  insurance  coverage  among  children  who  have  an 
absent  parent;  (2)  examine  the  socioeconomic  and  demographic  cha- 
racteristics of  these  children  and  their  families;  and  (3)  examine  the 
utilization  and  cost  of  medical  care  for  all  children  by  various  types 
of  health  insurance  coverage.  See  also  PIC  ID  Nos.  2544  and  2544.2- 
2544.5.  (Technical  paper  21  pages  plus  appendices.) 
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ABSTRACT:  This  report  analyzes  the  extent  to  which  job  characteris- 
tics and  health  factors  serve  to  change  the  likelihood  that  older  work- 
ers withdraw  from  the  work  force.  Section  I  provides  an  overview 
of  the  study.  Section  II  discusses  some  of  the  methodological  prob- 
lems encountered  in  the  recent  literature  on  early  retirement  that 


confound  the  findings  on  job  characteristics.  Section  III  develops  an 
events-history  model  of  the  labor  market  behavior  of  older  workers 
and  describes  the  data  set  and  variables  used  to  test  that  model. 
Section  IV  presents  the  empirical  findings  from  this  statistical  anal- 
ysis. Section  V  discusses  the  implications  of  those  findings  for  pro- 
jecting future  trends  in  the  labor  supply  of  older  workers  and  for 
evaluating  public  policies  designed  in  reference  to  those  trends.  (Final 
report  43  pages  plus  tables.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  investigate  the  size  of 
the  marginal  wage  premium  for  unemployment  risk  in  the  U.S.  labor 
market  and  to  determine  whether  women  and  youths  appear  more 
likely  to  choose  jobs  with  greater  employment  risk.  The  reseacher 
utilized  unemployment  risk  data  from  the  Bureau  of  Labor  Statistics 
Employment  Earnings  Survey  and  individual  data  from  the  Panel 
Study  of  Income  Dynamics  (PSID).  The  results  are  consistent  with 
the  notion  that  workers  are  relatively  heterogeneous  with  respect  to 
preference  and  productivity.  Workers  who  have  higher  expected 
unemployment  probabilities  and  higher  unemployment  durations  ap- 
pear to  earn  lower  average  weekly  wages.  This  result  contradicts  the 
simple  compensating  wage  model  but  could  be  due  to  the  fact  that 
the  workers  with  the  lowest  market  productivity  and  highest  value 
of  nonmarket  time  get  paid  lower  wages,  acquire  fewer  skills,  and 
experience  more  unemployment  than  other  workers  in  the  same  in- 
dustry. Since  much  of  the  variation  in  the  incidence  of  unemployment 
appears  to  be  due  to  observed  and  unobserved  heterogeneity  in  the 
population  of  workers,  in  future  research  it  seems  important  to  gener- 
ate a  testable  model  with  worker  heterogeneity.  This  would  allow 
one  to  obtain  a  consistent  estimate  of  the  wage  premium  for  the 
marginal  worker  in  the  population. 

DESCRIPTORS:  Economic  Analysis  Feature,  Labor  Markets  and 
Problems,  Training  and  Employment  of  the  Disadvantaged,  Statisti- 
cal Analysis  Methods  Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 


118 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


Accession  No.  0316 


PIC  ID  NO:  2600  PROJECT  NO:  ASPE  83-16 

FUND  SOURCE:  Research  NTIS  NO:  FB  86-173721/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  112A-83 
COST    (In  Thousands):  FY  83  $  19 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  February  '86 


0314 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Retirement  and  Labor  Supply  of  Older  Workers 

REPORT  TITLE:  Labor  Market  Implications  of  Potential  Increases 

in  the  Labor  Supply  of  the  Elderly 
PERFORMER:  Harvard  University,  Holyoke  Center,  Cambridge 

MA  02138,  Jorganson,  Dale 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  BIdg; 

202-245-7148 
PROGRAM(S)  EVALUATED 

SSA-Disability  Insurance  (Entire  Program  Area); 

X-Many  HHS  Programs-Income  Security; 

OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  From  1950-1980  the  labor  force  participation  rates  of  the 
elderly  and  near-elderly  declined.  The  change  has  been  especially 
significant  for  males,  but  rates  for  older  women  also  fell  from  1970 
to  the  time  of  the  study.  Changes  in  Social  Security  and  potential 
changes  in  the  civil  service  retirement  system  as  well  as  other  eco- 
nomic and  social  forces  may  prompt  many  elderly  persons  to  seek 
increased  market  employment.  This  report  provides  estimates  of  the 
effect  of  increased  participation  by  the  elderly  on  labor  markets.  It 
finds  that  a  significant  increase  in  the  labor  supply  of  the  elderly  could 
importantly  effect  their  average  compensation  and  employment  con- 
ditions. Workers  in  other  age  groups,  and  the  overall  economy, 
would  not  be  as  strongly  affected. 
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ABSTRACT:  The  dual  labor  market  theory  states  that  the  labor  market 
is  divided  into  good  jobs  and  bad  jobs.  This  report  (1)  develops  that 
theory  in  sufficient  detail  to  produce  a  set  of  testable  public  policy 
implications  and  (2)  uses  the  Panel  Study  of  Income  Dynamics  from 
the  University  of  Michigan  to  develop  indices  of  job  traits  that  facili- 
tate the  classification  of  jobs  as  good  or  bad.  The  indices  are  also  used 
to  develop  clusters  of  jobs  that  are  similar  in  these  traits.  The  optimal 
clustering  of  jobs  is  determined  and  used  to  analyze  labor  market 
segmentation.  The  job  groupings  do  not  conform  to  the  assertions  of 
dual  labor  market  theory.  Since  rigid  barriers  seem  not  to  exist  be- 
tween jobs,  and  npobility  is  possible,  then  public  policies  designed  to 
provide  job  information,  to  provide  general  skills,  and  to  assist  in  job 
searches  would  be  the  preferred  means  of  improving  the  employment 
of  low-wage  workers.  If  the  basic  distinctions  between  the  primary 
and  secondary  sectors  are  not  the  job  traits  examined  in  the  report  but 
racial  and  gender  differences,  then  labor  market  discrimination  rather 
than  labor  market  segmentation  is  the  problem.  See  also  PIC  ID  Nos. 
2599.1  and  2599.2.  (Final  report  37  pages.) 
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ABSTRACT:  This  report,  which  is  an  updated  version  of  "Runawa\ 
Youth  from  What  to  Where:  The  Legal  Status  of  Runaway  Children" 
by  Herbert  Beaser,  presents  1980  data  on  statutory  law  for  each  state, 
the  District  of  Columbia,  Guam,  the  Virgin  Islands,  and  Puerto  Rico. 
The  following  topics  are  addressed:  rights  and  responsibilities  of 
minors  vis-a-vis  the  juvenile  court,  emancipation,  public  education, 
social  services  and  child  labor  laws,  and  laws  governing  such  other 
matters  as  statutory  rape,  consent  to  medical  treatment,  contributing 
to  the  delinquency  of  a  minor,  marriage,  motor  vehicles,  curfew, 
hitchhiking,  and  the  use  of  tobacco,  alcohol,  and  drugs.  (Final  report 
408  pages.) 
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ABSTRACT:  This  report  extends  the  historical  record  of  the  incidence 
of  poverty  back  to  1939.  It  examines  its  intensity  and  the  changing 
role  of  the  various  socioeconomic  correlates  of  poverty  (age,  sex, 
race/ethnicity,  and  employment  status  of  the  household  head).  Offi- 
cial estimates  of  U.S.  poverty  since  1967  were  based  on  the  Current 
Population  Surveys  (CPS)  for  that  time  frame.  Simultaneous  release 
of  microdata  samples  from  the  1940,  1950,  and  1980  censuses  of 
population  provided  an  opportunity  to  estimate  the  extent  and  inci- 
dence of  poverty  for  the  40-year  span,  1939-1979  (income  is  reported 
in  the  census  for  the  previous  calendar  year).  Using  the  absolute 
measure  of  poverty,  earnings  (pretransfer)  poverty  declined  from 
almost  70%  of  all  persons  in  1939  to  about  30%  in  1979.  (Using  the 
relative  measure,  earnings  poverty  declined  over  the  same  40-year 
period  only  slightly,  from  40%-  to  about  35%.)  Absolute  posttransfer 
income  poverty  fell  from  40.8%  in  1949  to  13.1%  of  all  persons  in 
1979  while  in  relative  terms  it  declined  less,  from  about  24%  to  about 
20%.  (Absolute  poverty  fell  much  more  than  relative  poverty  be- 
cause median  family  income  rose  about  three  times  as  fast  as  the  CPI, 
the  measure  used  to  adjust  the  poverty  thresholds.)  These  findings 
have  no  direct  policy  implications,  but  set  the  stage  for  further  ex- 
plorations of  the  causes  and  correlates  of  poverty  over  a  longer 
historical  period  than  was  available  prior  to  this  study.  See  also  PIC 
ID  Nos.  2396  and  2396.1. 
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ABSTRACT:  This  paper  presents  tentative  and  preliminary  conclu- 
sions on  an  important  issue  in  the  interpretation  and  use  of  results  of 
the  several  income  maintenance  experiments.  Since  the  initial  income 
maintenance  experiments  were  designed,  analysts  had  suspected  that 
the  limited  duration  of  the  experiments  would  generate  outcomes 
different  from  those  that  would  occur  under  a  permanent  program. 
The  largest  and  most  recent  experiment,  the  Seattle-Denver  Income 
Maintenance  Experiment,  was  designed  to  yield  information  on  this 
issue.  Enrollment  of  families  for  varying  lengths  of  time  permitted 
comparisons  in  the  size  of  their  responses.  Results  of  analyses  directed 
at  this  issue  became  available.  Evidence  suggested  that  a  short-run 
experiment  was  likely  to  understate  the  permanent  work  disincentive 
effects  of  a  relatively  generous  income  transfer  program,  but  that  this 
understatement  probably  diminished,  and  perhaps  reversed,  as  the 
program  became  less  generous.  These  examples  show  that  the  short- 
er-duration experiment  might  yield  estimates  of  work  reductions  that 
are  either  too  high  or  too  low.  (Final  report  20  pages.) 
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ABSTRACT:  Previous  research  has  indicated  that  welfare  programs 
influence  a  young  mother's  choice  of  hving  arrangements  and  deci- 
sion to  attend  school.  This  report  examines  whether  welfare  pro- 
grams that  encourage  young  mothers  to  establish  separate  households 
actually  discourage  self-support  and  lead  to  welfare  dependency.  It 
addresses  the  extent  to  which  (1)  states  vary  in  their  treatment  of 
different  living  arrangements;  (2)  welfare  benefit  levels  affect  a  young 
woman's  choice  of  living  arrangement;  (3)  welfare  benefit  levels  af- 
fect a  young  woman's  choice  concerning  education,  work  status,  and 
welfare;  (4)  young  women  in  various  living  arrangements  differ  in 
their  propensity  to  work,  attend  school,  and  receive  welfare;  and  (5) 
federal  welfare  policies  that  encourage  women  with  young  children 
to  live  with  relatives  would  affect  the  women's  schooling,  work,  and 
welfare  receipt.  For  the  Aid  to  Families  with  Dependent  Children 
(AFDC)  program  specifically,  the  study  found  that  (1)  policies  that 
pay  higher  benefits  to  recipients  in  separate  households  encourage 
young  mothers  to  live  in  separate  households  rather  than  in  subfamily 
arrangements;  (2)  higher  benefits  are  related  to  a  greater  tendency  to 
receive  welfare  and  a  lesser  tendency  to  work;  and  (3)  young  mothers 
in  separate  households  are  less  likely  to  attend  school  and  more  likely 
to  work  and  receive  welfare  than  young  mothers  who  live  in  subfami- 
ly arrangements.  No  significant  relationship  was  found  between 
AFDC  benefits  and  school  attendance. 
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ABSTRACT:  This  paper  presents  an  analysis  of  the  status  of  long-term 
care  prior  to  and  at  the  time  of  this  study.  Some  attention  is  given  to 
the  lack  of  broad  policy  and  to  program  discontinuities.  Populations 
at  risk  are  identified,  and,  although  they  differ  substantially  from  one 
another,  they  are  seen  to  have  some  common  areas  of  need  that  may 
be  amenable  to  similar  solutions.  Federal  program  descriptions  are 
provided  to  illustrate  the  types  and  magnitude  of  available  services. 
(Final  report  91  pages  plus  appendix.) 
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ABSTRACT:  This  report  covers  the  third  component  of  a  three-part 
project  that  investigated  the  role  of  motivation  and  other  factors  that 
impede  and  promote  the  economic  success  of  populations  at  high  risk 
for  poverty.  This  segment  focused  on  the  special  problems  of  black 
youth.  Analyses  were  conducted  of  an  intergenerational  dataset  that 
includes  data  collected  in  1983  from  black  youth  and  extensive  data 
collected  during  1979-1980  from  the  same  youth,  their  parents,  and 
their  grandparents.  The  data  collection  emphasized  unemployment 
experience,  educational  attainment,  and  employment  level.  The  re- 
port (1)  presents  the  relationship  between  several  measures  of  black 
youths'  attainment  (e.g.,  postsecondary  education  and  gainful  em- 
ployment) and  the  attitudinal,  motivational,  and  family  influence 
variables  that  were  included  in  the  two  surveys  of  black  youth;  (2) 
presents  cross-sectional  and  dynamic  analyses  of  the  dataset  that  are 
designed  to  complement  the  Panel  Study  of  Income  Dynamics  ana- 
lyses conducted  in  the  first  part  of  the  study;  (3)  discusses  theoretical 
issues  and  the  design  of  the  analyses;  (4)  summarizes  the  data  collec- 
tion; and  (5)  summarizes  the  findings  and  their  implications  for  future 
research.  See  also  PIC  ID  Nos.  2354  and  2354.2-2354.4.  (Final  report 
133  pages  plus  appendices.) 
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ABSTRACT:  This  report  describes  the  development  and  estimation  of 
an  econometric  mode!  of  consumer  expenditures  and  health  care 
expenditures  that  has  been  integrated  into  the  National  Institute  on 
Aging  (NIA)  Macroeconomic-Demographic  Model  (MDM).  The 
model  of  household  health  care  and  consumer  expenditures  is  based 
on  the  utility  maximizing  behavior  theory  of  consumer  demand.  The 
report  includes  (1)  a  literature  review;  (2)  an  overview  of  the  eco- 
nometric model  and  the  database  development;  (3)  estimation  results; 
(4)  changes  in  the  population  model;  (5)  simulation  model  methodolo- 
gy and  assumptions;  and  (6)  base  case  simulation  results.  The  appen- 
dices contain  (1)  an  expanded  literature  review;  (2)  a 
discrete/continuous  translog  model  of  health  care  demand;  and  (3) 
demographic  and  health  care  expenditures  of  the  institutional  popula- 
tion, 1950-1980.  This  project  was  cosponsored  by  the  National  Insti- 
tute on  Aging. 
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ABSTRACT:  The  first  section  of  this  paper  focuses  on  estimates  of  the 
proportion  of  preretirement  income  used  for  consumption  and  the 
changes  in  consumption  expenditures  resulting  from  retirement.  The 
second  major  section  of  the  paper  focuses  on  sources  of  retirement 
income.  For  persons  in  the  lowest  40%  of  income  distribution  prior 
to  retirement,  the  major  sources  of  income  in  retirement  were  public 
sources.  Persons  who  were  in  the  middle  range  prior  to  retirement 
(40%  to  60%)  might  have  a  private  pension  or  might  own  their  homes 
and  the  imputed  rent  could  be  added  to  Medicare  or  Old  Age  and 
Survivors  Insurance  (OASI)  as  sources  of  income.  Persons  in  the 
upper  40%  might  have  pension  income  and  asset  income  in  addition 
to  imputed  rent.  Medicare,  and  OASI.  For  a  large  portion  of  the 
population  aged  65  or  over.  Social  Security  benefits  were  a  major 
source  of  income.  One  conclusion  made  from  these  findings  was  that 
many  persons  were  unable  to  maintain  their  preretirement  living 
standards.  Only  elderly  persons  with  very  high  or  very  low  preretire- 
ment incomes  were  likely  to  maintain  them.  A  second  conclusion  was 
that  private  resources  (i.e.,  income  from  assets  and  pensions)  were  not 
significant  resources  for  a  majority  of  the  elderly.  (Final  report  46 
pages.) 
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ABSTRACT:  This  report  analyzes  the  management  of  demonstration 
programs  in  HHS.  It  is  concerned  with  the  uses  of  demonstrations  by 
HHS  agencies  and  the  means  by  which  these  agencies  plan  programs; 
solicit,  select,  and  evaluate  performers;  implement  projects;  and  dis- 
seminate and  aid  in  the  use  of  their  results.  Its  goal  is  to  clarify  the 
roles  of  demonstrations  in  HHS  programs  and  to  identify  manage- 
ment practices  that  may  enhance  the  contributions  that  demonstra- 
tions make  in  achieving  HHS  objectives.  Agencies  of  HHS  use 
demonstration  projects  for  such  diverse  purposes  as  (1)  assessing  the 
feasibility  of  innovative  proposals  to  solve  program  or  policy  prob- 
lems; (2)  early  and  concrete  testing  of  program  designs  (or  changes 
in  designs)  before  they  are  adopted;  (3)  estimating  the  costs  of  new 
or  modified  program  designs;  (4)  analyzing  behavioral  responses  to 
new  policies;  (5)  developing  and  testing  project  designs  considered 
too  risky  or  too  costly  to  be  undertaken  by  individual  service-deliv- 
ery agencies  or  the  private  sector;  and  (6)  providing  concrete  operat- 
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ing  experience  as  a  guide  to  other  service  providers  seeking  to  im- 
prove their  programs.  These  important  functions  contribute  to  better 
informed  pohcy  and  management  decisions  by  federal  decision  mai<- 
ers.  Moreover,  they  enable  federal  agencies  to  assist  authorities  at 
other  levels  of  government  or  in  the  private  sector.  See  also  PIC  ID 
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(AFDC)  and  marriage  and  divorce,  discussing  the  charges  leveled 
against  the  AFDC  system  that  it  creates  unintended  antifamily  incen- 
tives that  discourage  marriage  and  remarriage,  and  encourage  di- 
vorce, separation,  and  illegitimacy.  Economic  consequences  of 
female  headship  are  described  briefly  as  are  noneconomic  factors 
correlated  with  marriage  and  divorce.  Special  attention  is  given  to 
differences  by  race  in  the  probabilities  of  marriage,  divorce,  and 
female  family  headship  rates.  See  also  PIC  ID  Nos.  2625-2625.9  and 
2625. A.  (Final  report  56  pages.) 
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ABSTRACT:  This  report  summarizes  the  study  on  the  1974  amend- 
ments to  the  Elementary  and  Secondary  Education  Act  (PL  93-380), 
plus  18  technical  papers,  which  are  titled  separately.  The  titles  are 
"Documentation  of  Background  Information  and  Rationale  for  Cur- 
rent Poverty  Matrix";  "Administrative  and  Legislative  Uses  of  the 
Terms  Poverty,  Low-Income,  and  Other  Related  Items";  "A  Review 
of  the  Definition  and  Measurement  of  Poverty"  (Volume  I:  "Sum- 
mary Review  Paper";  Volume  II:  "Annotated  Bibliography");  "Bu- 
reau of  Labor  Statistics  Family  Budgets  Program";  "The  Consumer 
Price  Index";  "Wealth  and  the  Accounting  Period  in  the  Measure- 
ment of  Means";  "In-Kind  Income  and  the  Measurement  of  Pover- 
ty"; "The  1972-73  Consumer  Expenditure  Survey";  "Inventory  of 
Federal  Databases  Related  to  the  Measurement  of  Poverty";  "Effect 
of  Using  a  Poverty  Definition  Based  on  Household  Income";  "Food 
Plans  for  Poverty  Measurement";  "Relative  Poverty";  "Relative 
Measure  of  Poverty";  "Analytical  Support  for  Cost-of-Living  Differ- 
entials in  the  Poverty  Threshold";  "Implications  of  Alternative 
Measures  of  Poverty  on  Title  I  of  the  Elementary  and  Secondary 
Education  Act";  "The  Sensitivity  of  the  Incidence  of  Poverty  to 
Different  Measures  of  Income:  School-Aged  Children  and  Families"; 
"Characteristics  of  Low-Income  Populations  under  Alternative  Pov- 
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ABSTRACT:  This  paper  attempts  both  to  explain  how  poverty  was 
measured  in  the  United  States  and  to  present  some  perplexing  meas- 
urement issues.  The  history  of  and  measurement  procedures  for  the 
Bureau  of  the  Census  poverty  thresholds  were  discussed  first.  Next, 
the  Office  of  Management  and  Budget  poverty  guidelines  that  serve 
as  an  operational  definition  of  the  thresholds  for  many  federal  pro- 
grams were  examined.  Finally,  some  of  the  more  important  issues  in 
measuring  poverty  were  presented.  Five  rules  followed  by  the  Cen- 
sus Bureau  had  an  important  effect  on  the  actual  count  of  the  number 
of  people  in  poverty:  ( 1 )  poverty  status  was  determined  for  unrelated 
individuals  only  if  they  were  15  years  of  age  or  older;  (2)  the  count 
was  only  of  poor  families  and  individuals,  not  of  poor  households;  (3) 
annual  income  was  used;  therefore,  no  month-to-month  profile  of 
poverty  was  available;  (4)  before-tax  cash  income,  not  post-tax  dis- 
posable income,  was  used  in  judging  whether  a  family  was  poor;  and 
(5)  noncash  benefits  were  not  counted  in  determining  poverty  status. 
(Final  report  8  pages.) 
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ABSTRACT:  The  quality  of  ambulatory  health  care  has  been  measured 
by  the  condition  of  patients  at  the  time  of  hospitalization,  using  the 
"staging"  technique.  The  study  was  divided  into  two  phases.  During 
Phase  I,  more  than  5,000  automated  abstracts  of  patient  hospital 
records  were  staged.  The  condition  (stage)  of  the  patients  was  then 
examined  for  various  payment  sources,  ambulatory  care  settings,  hos- 
pital sizes,  and  hospital  locations.  The  effects  of  disease  type,  age,  and 
sex  were  also  examined.  Significant  differences  were  found,  including 
a  difference  between  Medi-Cal  and  privately  insured  patients  both 


before  and  after  normalizing  for  disease  type,  age,  and  sex.  The  rea- 
sons for  the  differences  could  not  be  addressed  in  Phase  I  because 
ambulatory  care  records  were  not  available.  During  Phase  II,  hospi- 
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tients. Automated  abstracts  of  patient  records  from  a  large  California 
teaching  hospital  were  processed  to  find  those  amenable  to  staging. 
Disease-specific  and  baseline  process  evaluations  of  the  ambulatory 
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PROJECT  TITLE:  Research  on  Disability  and  Poverty 

REPORT  TITLE:  Measuring  the  Economic  Costs  of  Disability 
PERFORMER:  University  of  Wisconsin,  Institute  for  Research  on 

Poverty,  Madison  WI  53706 
PROJECT  OFFICER:  Adler,  Michele;  Rm  405F,  HHH  BIdg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance-Benefit  Payments 

ABSTRACT:  This  paper  develops  a  theoretical  framework  to  analyze 
how  well  benefits  paid  under  the  Social  Security  Disability  Insurance 
(SSDI)  program  compensate  individuals  for  the  loss  in  economic 
well-being  they  suffer  when  they  become  disabled.  The  paper  argues 
that  using  lost  income  as  a  measure  of  economic  loss  will  underesti- 
mate the  true  cost  that  disabled  individuals  incur.  The  framework  and 
methodology  focus  on  the  comparison  of  the  consumption  and  work 
behavior  of  the  disabled  to  that  of  the  nondisabled  to  infer  the  eco- 
nomic costs  of  disability.  Sample  calculations  indicate  that  on  average 
the  minimum  payment  needed  to  compensate  individuals  for  the  loss 
in  well-being  they  suffer  because  of  their  disability  lies  in  the  range 
of  39%  to  47%  of  the  income  the  individuals  would  have  if  they  were 
not  disabled.  In  comparison  to  this  standard,  the  SSDI  program, 
which  replaces  on  average  45%  of  the  predisability  income,  ade- 
quately compensates  the  disabled.  Executive  summaries  for  support- 
ing interim  reports  are  also  available  from  PIC  under  this  ID  number. 
See  also  PIC  ID  Nos.  1704  and  1704.2.  (Final  report  23  pages.) 
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PIC  ID  NO  1704  1  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0028 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
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PROJECT  TITLE:  Measuring  the  Level  and  Trend  of  Poverty:  New 
Data  Sets  and  New  Methods 

REPORT  TITLE:  Measuring  the  Level  and  Trend  of  Poverty:  New 

Data  Sets  and  New  Methods  (Nine  Reports) 
PERFORMER:  University  of  Wisconsin,  Institute  for  Research  on 

Poverty,  Madison  WI  53706 
PROJECT  OFFICER:  Weinberg,  Daniel:  Rm  405F,  HHH  Bldg; 
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PROGRAM(S)  EVALUATED: 
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OS-Policy  Research  (Entire  Program  Area); 

X-Non-HHS  Programs-Other 

ABSTRACT:  Part  I  of  this  project  used  the  Survey  of  Income  and 
Program  Participation  (SIPP)  to  address  the  issue  of  the  appropriate 
accounting  period  and  income  sources  with  which  to  measure  pover- 
ty. The  two  studies  in  Part  II  used  data  from  the  1980-1981  Consumer 
Expenditure  Survey.  The  first  study  examined  consumption  patterns 
of  the  poor.  The  second  study  addressed  the  issue  of  constructing 
equivalence  scales  to  determine  the  proportionate  variation  of  basic 
needs  among  families  of  different  sizes  and  demographic  composi- 
tion. Part  III  used  data  from  five  decennial  censuses  and  resulted  in 
six  papers.  Paper  1  analyzes  trends  in  the  comparative  economic 
situation  of  children  and  the  elderly  since  1939.  Paper  2  analyzes  the 
economic  circumstances  of  the  elderly  from  1950  to  1980.  Paper  4 
also  investigates  earnings  inequality  of  white  and  black  men;  in  addi- 
tion, it  analyzes  the  growing  concentration  of  poor  people  in  large 
cities.  Paper  5  used  1980  census  data  to  analyze  employment  differ- 
ences among  young  people.  Paper  6  provides  comparative  state-by- 
state  poverty  statistics  for  1979  and  1985.  (Executive  summary  28 
pages.) 

DESCRIPTORS:  Low-Income  Population,  Trends  and  Forecasts,  In- 
come Distribution,  Statistical  Data  Feature,  Demography,  Labor 
Markets  and  Problems,  Income  Maintenance,  Economics,  Black 
Americans 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3022  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  40A-83 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  July  '85  through  October  '87 
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PROJECT  TITLE:  Effectiveness  of  Course  for  Activated  Patients  on 
a  Medicare/Medicaid  Population 

REPORT  TITLE:  Medicaid  Citizens  as  Activated  Patients:  A  Course 
Guide 

PERFORMER:  Georgetown  University,  School  of  Summer  and 

Continuing  Education,  Washington  D.C.  20057 
PROJECT  OFFICER:  Mitnick,  Mona 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  This  report  is  an  instructor's  manual  for  a  Course  for 
Activated  Patients  (CAP),  a  comprehensive  health  education  course 
with  emphasis  on  self-care  and  medical  self-help.  The  participants 
used  in  developing  this  course  guide  were  Medicaid  recipients  living 
in  the  District  of  Columbia.  The  average  age  of  the  participants  was 
60.  Although  this  age  was  not  representative  of  the  general  Medicaid 
population,  the  group's  educational  level,  economic  status,  and  other 
social  aspects  were.  The  course  consisted  of  1 8  two-hour  sessions  that 
were  designed  to  teach  Medicaid  recipients  (1)  acceptance  of  more 
individual  responsibility  for  their  own  health  care  and  that  of  their 
families;  (2)  skills  in  observation,  description,  and  handling  of  com- 
mon illnesses,  injuries,  and  emergencies;  (3)  basic  medical  knowledge 
about  their  common  health  problems;  and  (4)  more  economical  and 
effective  use  of  health  care  resources,  services,  insurance,  and  medi- 
cation. See  also  PIC  ID  Nos.  0621  and  0621.1.  (Final  report  143  pages 
plus  appendices.) 

DESCRIPTORS:  Consumer  Education,  Medicaid,  Health  Care  Utiliza- 
tion, Preventive  Health  Care,  Low-Income  Population 
STUDY  TYPE:  Case  Studies 
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COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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ABSTRACT:  This  study  designed  an  evaluation  protocol  that  enables 
HHS  to  collect  information  regarding,  and  ultimately  understand. 
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states"  implementation  of  waivers  requested  and  approved  under  Sec- 
tion 2176  of  the  Omnibus  Budget  Reconciliation  Act  of  1981.  Anoth- 
er report  ("Draft  Design  for  Evaluation  of  the  Medicaid  Home  and 
Community  Care  Act")  was  also  produced  under  this  contract.  Con- 
cern over  the  rising  cost  of  institutional  care,  the  quality  of  life  and 
care  of  the  disabled,  and  the  potential  for  even  greater  problems  in 
the  future  due  to  demographic  changes  have  led  to  federal  and  state 
efforts  to  reorient  aspects  of  the  public  long-term  care  system. 

DESCRIPTORS:  Long  Term  Care,  Health  Insurance  and  Financing, 
Deinstitutionalization,  State  or  Local  Administration 
STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO:  2110  PROJECT  NO:  OASPE  82-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-82-0035 
COST    (In  Thousands):  FY  82-$270 
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Available  from  PIC 
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PROJECT  TITLE:  Evaluation  for  the  Medicare  Mental  Health 
Demonstration 

REPORT  TITLE:  Medicare  Mental  Health  Demonstration 
PERFORMER:  Macro  Systems.  Inc..  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Stephens.  Sharman;  Rm  446F,  HHH  BIdg; 

202-245-1860 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  project  assessed  the  cost  and  utilization  experience 
of  Medicare  beneficiaries  who  were  awarded  cost-based  reimburse- 
ment for  nonhospital-operated  community  mental  health  centers  and 
other  settings.  The  evaluation  was  based  on  a  Medicare  demonstra- 
tion project  under  which  certain  of  the  limitations  applied  to  mental 
health  benefits  under  Medicare  were  waived  (e.g.,  cost  limits  and 
type  of  personnel  required  to  provide  services).  See  also  PIC  ID  No. 
1728.1.  (Final  report  416  pages;  executive  summary  34  pages.) 

DESCRIPTORS:  Medicare,  Mental  Health.  Demonstration  Projects, 
Community  Mental  Health  Centers,  Ambulatory  and  Outpatient 
Health  Care 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1728  PROJECT  NO:  ASPE/HP  80-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-182904 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0148 

COST    (In  Thousands):  FY  80-$222,  FY  81-$100,  FY  82-$285,  FY 

83-$ 174 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  "80  through  February  '85 
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PROJECT  TITLE:  Mega-Proposal:  Comprehensive  HEW 
Simplification  and  Reform 

REPORT  TITLE:  Mega-Proposal:  Comprehensive  HEW 

Simplification  and  Reform 
PERFORMER:  Office  of  Program  Systems,  Washington  D.C.  20201 
PROJECT  OFFICER:  Britten,  Gerald;  Rm  447D,  HHH  BIdg; 

202-245-9774 
PROGRAM(S)  EVALUATED: 

SSA-Supplemental  Security  Income  (Entire  Program  Area); 

X-Many  HHS  Programs-Social  Services; 

X-Many  HHS  Programs-Grants-in-Aid; 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Income  Security; 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  The  Mega  Proposal,  a  policy  initiative  that  former  HEW 
Secretary  Richardson  described  as  potentially  the  most  important 
ever  undertaken  by  HEW,  sought  to  restructure  and  reform  virtually 
all  HEW  programs.  Its  basic  purposes  were  to  make  the  objectives 
of  HEW  programs  more  intelligible  and  achievable,  make  the  distri- 
bution of  their  benefits  and  services  more  equitable,  and  increase 
accountability  to  the  public.  The  study  analyzed  all  HEW  programs, 
which  tripled  in  number  between  1961  and  1972  to  exceed  300.  If  this 
number  were  sharply  reduced,  the  programs  would  be  more  effective 
and  manageable.  HEW  activities  were  described  in  terms  of  the  fol- 
lowing functions:  (1)  the  provision  of  financial  assistance  to  individu- 
als, or  to  state  and  local  governments;  (2)  building  the  capacity  of 
service  institutions  to  meet  human  needs;  (3)  direct  federal  provision 
of  services;  and  (4)  the  setting  of  regulations  and  standards.  The 
guiding  assumptions  for  the  proposed  reforms  were  that,  with  all  else 
equal,  free  market  solutions  were  preferred  to  government  action, 
financial  assistance  to  individuals  was  preferred  to  other  forms  of 
government  intervention,  and  reliance  on  state  and  local  govern- 
ments was  preferred  to  federal  intervention.  The  report  is  available 
as  the  Spring  1975  issue  of  "Policy  Analysis"  (Volume  1,  Number  2). 
See  also  PIC  ID  No.  1461.1.  (Final  report  206  pages.) 

DESCRIPTORS:  Welfare  Reform,  Health  Insurance  and  Financing, 
Scholarships  Fellowships  and  Loans,  Income  Maintenance,  Equity  of 
Benefits,  Grants-in-Aid,  Discretionary  and  Project  Grant  Perfor- 
mance, Federal  State  and  Local  Relations,  Low-Income  Population, 
Training  and  Employment  of  the  Disadvantaged 
STUDY  TYPE:  Program  Strategy 
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REPORT  TITLE:  Mega-Proposal:  Comprehensive  HEW 

Simplification  and  Reform 
PERFORMER:  Office  of  Program  Systems,  Washington  D.C.  20201 
PROJECT  OFFICER:  Britten,  Gerald;  Rm  447D,  HHH  Bldg; 

202-245-9774 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Employment  and  Training; 

HCFA-Medicare  (Entire  Program  Area); 

X-Many  HHS  Programs-Social  Research  Demonstration  and 

Statistics; 

PHS-HRSA-Health  Services  (Entire  Program  Area); 
PHS-HRSA-Health  Manpower  (Entire  Program  Area) 

ABSTRACT:  This  record  is  abstracted  under  PIC  ID  No.  1461. 

DESCRIPTORS:  Social  Research,  Technical  Assistance,  Social  Work 
Manpower,  State  or  Local  Administration,  Health  Manpower  Train- 
ing, Taxation,  Federal  Administration,  Vouchers,  Means  Testing 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1461.1  PROJECT  NO: 
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MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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REPORT  TITLE:  Methodological  Adequacy  of  Federal  R&D 
Projects 

PERFORMER:  Minnesota  Systems  Research,  Inc.,  2412  University 

Avenue  S.E.,  Minneapolis  MN  55414 
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X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  study  attempted  to  synthesize  critically  the  litera- 
ture on  evaluation  of  technical  quality  of  research.  Output  was  mea- 
sured by  the  following  indicators:  citation  rates,  evaluation  forms, 
research  productivity,  prize  winning,  characteristics  of  the  journal 
publishing  a  paper,  self-evaluations,  peer  review  systems,  single-panel 
review,  dual-panel  review,  ad  hoc  technical  review  panel,  running 
review  panels,  mail  review,  and  "no"  review.  This  report  is  divided 
into  four  sections:  (1)  evaluating  the  technical  quality  of  research;  (2) 
evaluation  and  management  of  research  in  R&D  organizations;  (3) 
United  States  government  documents;  and  (4)  annotated  book  re- 
views. This  study  also  attempted  to  develop  a  series  of  scales  by 
means  of  which  research  projects  can  be  characterized.  The  report 
includes  the  following:  a  discussion  of  67  items  and  judgments  made 
about  them;  several  sections  on  scaling  analysis,  including  smallest 
space  analysis,  clustering  analyses,  and  factor  analyses;  a  section  de- 
scribing future  lines  of  analysis;  and  a  section  describing  one  initial 
set  of  scales  that  was  developed  and  used  in  some  of  the  substantive 
reports  to  date.  See  also  PIC  ID  Nos.  0362  and  0362.1.  (Final  report 
63  pages.) 
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ABSTRACT:  The  objectives  of  the  contract  were  to  (1)  obtain  judg- 
ments from  outside  experts  (raters)  on  the  methodological  adequacy 
of  the  Social  Rehabilitation  Service  (SRS)  grants  and  contracts  that 
were  to  be  reviewed  for  continuation  funding  during  FY  1974;  (2) 
present  the  information  in  an  organized  fashion;  (3)  analyze  all  infor- 
mation and  recommend  potential  changes  in  the  request-for-proposal 
(RFP)  and  proposal  stages  and  in  the  monitoring  process;  and  (4) 
conduct  training  sessions  for  SRS  personnel.  (Final  report  132  pages 
plus  appendices.) 
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PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 
HD-AOA-Aging-Research  and 
Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  This  report  describes  the  methodology  used  throughout 
the  evaluation  of  the  National  Long-Term  Care  Channeling  Demon- 
stration and  documents  the  major  analytical  issues  that  posed  poten- 
tial threats  to  the  credibility  of  the  analysis.  It  provides  a  more 
thorough  explanation  of  the  estimation  procedures  and  test  statistics 
employed  and  summarizes  the  investigations  of  specific  methodologi- 
cal issues.  These  issues  include  sample  composition,  data  collection 
procedures  and  estimation  techniques.  The  one  issue  that  might  lead 
to  distorted  estimates  of  program  im.pacts  is  the  noncomparability  of 
baseline  data,  based  on  differences  in  collecting  data  from  the  treat- 
ment and  control  groups.  To  avoid  this  distortion,  baseline  variables 
judged  too  noncomparably  measured  were  excluded  from  use  as 
control  variables  in  the  regression  equations;  where  possible,  they 
were  replaced  by  counterparts  from  the  initial  screening  instrument. 
All  other  potential  problems  were  found  to  have  little  or  no  actual 
effect  on  impact  estimates  or  their  interpretation.  See  also  PIC  ID 
Nos.  2166-2166.9,  2166.A-2166.T,  2166.V-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  This  paper  describes  a  general  methodology  that  could 
be  used  to  estimate  administrative  staff  and  cost  requirements  for  a 
nationwide  income  maintenance  program.  An  estimate  is  presented 
of  staffing  needs  for  the  delivery  of  cash  benefits  under  the  1978 
welfare  reform  proposal,  using  this  methodology.  Administrative 
cost  estimates  for  providing  staffing  determinations  for  welfare  re- 
form proposals  are  developed.  This  method  divides  the  administra- 
tive tasks  of  the  proposed  program  into  (1)  enrollment  of  a  family 
contact;  and  (2)  estimating  the  amount  of  staff  time  and  other  inputs 
needed  to  produce  each  output.  The  amount  of  detail  that  could  be 


used  depends  on  the  similarity  of  both  the  program  procedures  and 
recipient  characteristics  between  the  proposed  program  and  the  pro- 
gram that  was  followed.  This  basic  approach  has  important  advan- 
tages over  previous  techniques.  First,  experience  has  shown  that 
planning  for  a  large-scale  program  involves  an  ongoing  process  of 
refinement  and  revision.  Second,  fiexibility  makes  possible  sensitivity 
analysis  to  determine  the  impact  on  the  overall  estimates  of  changes 
or  estimation  errors  in  some  of  the  important  values  used  in  the 
planning.  Third,  using  the  same  basic  technique  employed  in  the 
sensitivity  analysis,  the  effect  on  administrative  workloads  of  a 
proposed  change  can  be  determined.  (Final  report  21  pages.) 
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ABSTRACT:  This  report  compares  two  microsimulation  models,  the 
TRIM2  model  and  the  HITSM  model,  that  HHS  used  to  develop 
estimates  for  the  Ford  Welfare  Reform  Bill  (H.R.  1720).  Both  models 
use  the  March  1986  Current  Population  Survey  (CPS)  data  as  input 
and  use  similar  methodologies  for  simulating  program  assistance  units 
and  benefit  levels.  Differences  in  the  two  model  estimates  are  ex- 
plained largely  by  differing  approaches  to  addressing  certain  limita- 
tions in  the  CPS  data.  Charts  as  well  as  detailed  explanations  compare 
the  similarities  and  differences.  The  paper  concludes  that  each  model 
has  its  relative  strengths  and  weaknesses  in  different  applications.  The 
TRIM2  model  includes  a  state-by-state  participation  function,  and 
therefore  is  the  better  of  the  two  models  for  state-level  analyses.  The 
HITSM  model,  however,  more  closely  replicates  actual  data  on  the 
number  of  units  with  earnings  deductions  and  AFDC-UP  benefit 
amounts  and  therefore  is  probably  better  for  analyses  of  changes  in 
earnings  disregards  and  changes  in  AFDC-UP.  Both  models  were 
found  to  be  sufficiently  flexible  so  they  can  be  quickly  modified  to 
match  additional  sets  of  administrative  control  totals.  See  also  PIC  ID 
Nos.  2773.1  and  2773.2.  (Final  report  57  pages.) 
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ABSTRACT:  This  report  covers  research  that  examined  changes  in  the 
economic  status  of  minorities,  immigrants,  and  refugees  from  1960  to 
1985.  The  project  encompassed  studies  of  specific  groups  as  well  as 
comparisons  of  ethnic  and  racial  groups  and  gave  particular  attention 
to  the  roles  of  migration  and  of  public  transfer  receipt  in  altering 
socioeconomic  standing.  The  papers  in  Part  I  address  the  implications 
of  the  migration  of  Native  Americans  to  urban  areas  for  marriage 
patterns,  household  structure,  and  earnings  opportunities.  Part  II 
addresses  the  economic  consequences  of  immigration,  patterns  of 
immigration  and  public  assistance  utilization,  poverty  and  immigra- 
tion, and  adjustment  and  adaptation  of  recent  Southeast  Asian  re- 
fugees. Part  III  explores  the  variations  in  economic  success  of 
different  Hispanic  groups,  especially  the  declining  economic  well- 
being  of  Puerto  Ricans  compared  to  the  slight-to-moderate  improve- 
ments experienced  by  Mexicans  and  Cubans.  Part  IV  contrasts  the 
economic  circumstances  of  minority  groups  with  those  of  majority 
whites  and  notes  the  growing  differences  within  groups.  (Executive 
summary  39  pages.) 
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ABSTRACT:  This  paper  examines  the  links  between  migration  and 
welfare  dependency.  The  paper  is  organized  around  three  topics:  (I) 
whether  the  wide  range  of  welfare  benefits  from  state  to  state  pro- 
duces some  migration  from  low-benefit  states  to  high-benefit  states; 
(2)  whether  out-migration  of  stable,  working  families  from  inner-city 
areas  has  contributed  to  increases  in  poverty  (i.e.,  welfare  dependen- 
cy) in  those  areas;  and  (3)  the  relationships  between  international 
migration  and  welfare.  Nathan  Glazer  of  Brandeis  University  is  the 
author  of  this  report.  See  also  PIC  ID  Nos.  2624-2624.5  and  2624.7. 
(Final  report  56  pages.) 
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ABSTRACT:  This  report  explores  the  relationship  between  military 
hiring  and  youth  employment  in  the  civilian  sector.  It  addresses 
whether  (1)  youth  employment  in  the  civilian  sector  declines  if  mili- 
tary employment  is  increased;  or  (2)  increased  military  employment 
has  no  effect  on  civilian  employment,  which  would  indicate  that 
increasing  the  number  of  youth  employed  by  the  military  causes  a  net 
increase  in  the  total  number  of  youth  employed.  The  data  used  to 
analyze  the  relationship  between  military  hiring  and  civilian  employ- 
ment include  youth  employment  by  state,  race,  and  age  group  for 
1972-1982  and  the  number  of  military  personnel  for  each  year  by  age 
and  state.  The  results  indicate  that  military  employment  contributes 
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very  substantially  to  the  total  number  of  black  youth  employed;  if 
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would  be  unemployed.  This  report  is  one  in  a  series  on  the  effects  of 
government  programs  on  the  schooling  and  employment  of  youth. 
"The  Effect  of  Government  Programs  on  Youth:  Summary  of  Find- 
ings'" summarizes  the  six  reports  in  the  series.  It  is  also  available  from 
PIC  and  from  NTIS  (PB  84-195734).  See  also  PIC  ID  Nos.  2353, 
2353. 1,  and  2353.3-2353.8.  (Final  report  30  pages;  summary  44  pages.) 
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ABSTRACT:  This  report  addresses  the  relationship  between  military 
service  and  the  subsequent  earnings  of  youth  in  civilian  jobs.  Military 
service  can  enhance  earnings  in  civilian  jobs  because  (1)  work  experi- 
ence leads  to  higher  wage  rates,  and  military  work  experience  may 
substitute  for  civilian  work  experience  in  this  respect;  and  (2)  military 
enlistees  can  receive  special  training  that  may  be  transferable  to  the 
private  sector.  The  report  presents  a  descriptive  comparison  between 
military  enlistees  and  other  high-school  graduates,  especially  those 
graduates  who  forego  college;  and  estimates  of  the  relationship  be- 
tween military  service  and  earnings  in  the  civilian  labor  market  in 
1979.  The  findings  suggest  that  high-school  graduates  with  no  further 
education  who  enter  the  military  are  very  similar  to  those  who  elect 
civilian  jobs  after  graduation.  The  findings  also  show  that  civilian  job 
experience  is  worth  more  than  military  job  experience  for  obtaining 
wage  increases  in  the  civilian  sector.  Other  studies,  however,  have 
shown  that  high-school  graduates  who  follow  military  careers  will 
earn  substantially  more  over  their  lifetimes  than  those  who  follow 
civilian  careers.  This  report  is  one  in  a  series  of  six;  the  reports  are 
summarized  in  "The  Effect  of  Government  Programs  on  Youth: 
Summary  of  Findings."  The  summary  is  available  from  PIC  and  from 
NTIS  (PB  84-195734).  See  also  PIC  ID  Nos.  2353-2353.2  and  2353.4- 
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ABSTRACT:  This  paper  summarizes  the  findings  of  the  Panel  Study 
of  Income  Dynamics  (PSID),  the  only  nationally  representative  sur- 
vey that  has  followed  the  same  families  for  more  than  a  decade,  with 
respect  to  the  Aid  to  Families  with  Dependent  Children  (AFDC) 
Program.  The  PSID  shows  that,  of  the  approximately  seven  million 
women  who  will  use  AFDC  at  some  time  over  a  10-year  period,  (1) 
only  approximately  600,000  will  receive  more  than  half  of  their  total 
income  from  it  (i.e.,  become  long-term  dependents)  during  this  peri- 
od; (2)  40%  will  use  it  for  five  to  eight  years,  but  most  of  them  will 
receive  less  than  half  of  their  income  from  it;  (3)  50%  will  be  short- 
term  recipients,  and  many  will  appear  on  the  rolls  in  only  one  year; 
and  (4)  many,  including  many  who  are  on  it  for  more  than  five  years, 
will  have  significant  earnings  both  in  the  years  they  are  on  welfare 
and  the  years  they  are  not.  Factors  that  drive  women  toward  less 
work  and  more  welfare  are  unfavorable  labor  market  conditions  and 
continuing  to  have  children.  Analyses  of  the  PSID  are  inconclusive 
on  how  AFDC  has  affected  family  stability.  (Final  report  60  pages.) 
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ABSTRACT:  This  study  was  designed  to  assess  the  usefulness  of  the 
long-term  care  portion  of  the  Medicare/Medicaid  Automated  Certifi- 
cation System  (MMACS)  database  for  answering  questions  of  policy 
relevance  and  to  recommend  ways  of  improving  the  database.  The 
objectives  were  to  (1)  eliminate  duplication  from  the  long-term  care 
portion  of  the  database,  current  as  of  May  1981;  (2)  create  a  docu- 
mented research  file  of  long-term  care  facilities  as  of  May  1981,  based 
on  the  MMACS  database  and  paid  skilled  nursing  facilities  (SNF) 
Medicare  claims;  (3)  assess  the  reliability  and  validity  of  the  data  in 
the  research  file;  (4)  produce  a  series  of  analytic  tables;  and  (5)  con- 
duct interviews  with  persons  knowledgeable  about  MMACS  and  the 
survey  and  certification  process.  The  study  abstracted  long-term  care 
data  from  MMACS  and  manually  eliminated  all  duplication,  created 
a  research  database,  and  validated  data  in  the  research  file  by  compar- 
ing them  to  source  documents  in  two  regional  offices  and  three  state 
licensure  and/or  certification  agencies  as  well  as  to  other  databases 
and  through  personal  interviews.  The  study  concluded  that  the 
MMACS  system  was  serving  the  purpose  for  which  it  was  designed 
and  that  MMACS  data,  when  unduplicaled,  provided  counts  of  facili- 
ties, certified  beds,  and  staffing  that  were  sufficiently  accurate  for 
research  and  planning  purposes.  A  series  of  47  analytic  tables  also  was 
produced. 
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ABSTRACT:  In  this  study  the  hypothesis  that  the  pension  preferences 
of  married  women  are  likely  to  differ  from  other  workers"  prefer- 
ences is  tested  using  the  May  1983  Pension  Supplement  to  the  Current 
Population  Survey.  Two  models,  focusing  on  the  pension  demands  of 
married  women,  are  estimated.  Some  of  the  results  are  (1)  coverage 


does  not  increase  significantly  with  age  for  married  women  as  it  does 
for  men;  (2)  the  positive  relationship  observed  between  earnings  and 
coverage  is  not  as  strong  for  married  women  as  it  is  for  men;  (3)  a 
spouse's  pension  coverage  has  a  strong  positive  influence  on  the 
worker's  choice  (i.e.,  married  couples  appear  to  share  pension  prefer- 
ences); and  (4)  the  level  of  spouse's  earnings  seems  to  be  inversely 
related  to  pension  choice.  In  short,  the  analysis  provides  some  sup- 
port for  the  notion  that  the  pension  preferences  of  married  women 
differ  from  the  pension  preferences  of  married  men.  The  results  sug- 
gest that  vesting  rules  should  become  a  focal  point  for  pension  re- 
form. See  also  PIC  ID  Nos.  2921,  2921.1,  and  2921.3. 
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ABSTRACT:  In  the  late  1970s,  HEW  initiated  several  demonstrations 
to  test  monthly  reporting  with  retrospective  accounting  in  the  Aid  to 
Families  with  Dependent  Children  (AFDC)  program.  Demonstra- 
tions were  conducted  in  one  or  more  local  welfare  offices  in  Denver, 
Chicago,  Boston,  Detroit,  and  New  York  City.  All  of  the  demonstra- 
tions compared  test  systems  with  mandatory  monthly  reporting  to  the 
conventional  reporting  systems  then  in  effect.  In  addition,  two 
demonstrations  tested  voluntary  change  reporting  systems.  The  find- 
ings of  these  demonstrations  are  summarized  in  the  executive  sum- 
mary available  from  PIC;  PIC  also  maintains  a  bibliography  of  the  65 
final  reports  from  the  demonstration.  Copies  of  individual  reports  are 
available  from  the  Office  of  Income  Security  Policy  (contact  the 
project  officer  listed  above). 
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ABSTRACT:  This  study  examined  the  consumption  behavior  of  the 
elderly  to  determine  if  the  elderly  are  motivated  to  save  because  (1) 
they  are  uncertain  about  the  date  of  their  death  and  consequently 
want  to  accumulate  enough  assets  to  support  themselves  if  they  live 
a  long  life  (mortality  risk);  (2)  they  want  to  leave  a  bequest;  or  (3)  the 
standard  life-cycle  hypothesis  of  consumption  applies.  Data  from  the 
Longitudinal  Retirement  History  Survey  were  used.  The  findings  of 
this  study  support  the  life-cycle  hypothesis  adjusted  for  mortality  risk 
and  do  not  support  the  bequest  motive  hypothesis.  See  also  PIC  ID 
No.  2590.  (Final  report  41  pages.) 
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ABSTRACT:  This  paper  proposes  a  study  to  explore  (1)  some  of  the 
motivational  factors  that  affect  the  economic  mobility  of  people  in 


poverty  and  (2)  the  family  processes  and  individual  and  situational 
factors  that  affect  these  motivational  factors.  The  proposed  study 
would  pursue  these  issues  through  analysis  of  data  from  the  Panel 
Study  of  Income  Dynamics  (PSID)  and  the  National  Survey  of  Black 
Americans  (NSBA).  The  paper  also  proposes  reinterviewing  youth 
who  were  part  of  the  NSBA  to  relate  motivations,  aspirations,  experi- 
ences, and  family  patterns  in  1979-1980  to  educational  and  occupa- 
tional outcomes  of  the  youth  two  or  three  years  later.  The  proposed 
study  would  include  (1)  intergenerational  and  intragenerational  ana- 
lyses; (2)  family-level  and  individual-level  analyses;  and  (3)  comple- 
mentary analyses  of  the  PSID  and  NSBA  data  sets.  The  proposed 
study  was  subsequently  conducted.  See  also  PIC  ID  Nos.  2354, 
2354.1,  2354.3,  and  2354.4.  (Proposal  38  pages.) 
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ABSTRACT:  This  study  focused  on  concern  that  the  U.S.  economy  is 
evolving  toward  more  low-paymg,  "dead-end"  jobs  from  which 
workers  have  little  chance  of  escaping.  To  examine  this  issue,  the 
authors  analyzed  data  from  the  1/1000  Public  Use  Samples  of  the 
1960,  1970,  and  1980  censuses.  These  data  were  used  to  "document 
and  interpret  trends  in  the  relative  number  and  socioeconomic  cha- 
racteristics of  lower-paid  workers  between  1960  and  1980,  and  point 
out  some  of  the  implications  of  these  trends  for  public  policy."  Work- 
ers were  sorted  into  four  wage-based  categories  for  each  census:  high, 
middle,  low,  and  very  low.  Univariate  and  bivariate  frequencies  were 
determined  based  on  such  factors  as  age,  sex,  race,  education,  indus- 
try, occupation,  and  region;  trends  were  identified;  and,  subsequent- 
ly, logit  models  were  estimated  for  the  probability  that  a  worker 
would  fall  in  the  bottom  two  earnings  categories.  Estimates  of  the 
probability  that  a  worker  would  be  "inactive"  (i.e.,  neither  at  work 
nor  in  school)  were  also  generated.  (Final  report  114  pages.) 
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ABSTRACT:  The  Multiregional  Policy  Impact  Simulation  (MRPIS) 
model  is  a  large-scale  computer  microsimulation  model  for  use  in  the 
quantitative  analysis  of  public  tax  transfer  and  expenditure  programs. 
MRPIS  was  designed  from  a  non-Walrasian  perspective  to  model  the 
circular  flow  of  the  economy  by  focusing  on  the  operation  of  two 
economic  sectors  and  two  markets:  a  household  and  a  business  sector 
and  a  product  and  a  labor  market.  Simulations  were  conducted  in  a 
comparative-static  framework,  and  policies  were  evaluated  by  alter- 
nate "counterfactual"  equilibria,  ignoring  dynamic  considerations. 
The  final  report  covers  tasks  involved  in  upgrading  MRPIS  level  1.0 
(prototype)  to  MRPIS  level  2.0  (functional).  These  tasks  were  (1) 
installation  of  a  multiregional  input-output  sector  module;  (2)  deve- 
lopment of  an  empirically  based  labor  market  module;  (3)  improve- 
ment of  tax  and  transfer  simulation  modules;  (4)  replacement  of 
microdatabase  with  the  1983  Current  Population  Survey;  and  (5) 
development  of  aging  routines  for  analysis.  This  report  was  prepared 
in  cooperation  with  Sistemas,  Inc.,  of  Washington,  D.C.,  and  the 
Multiregional  Planning  Staff  of  the  Massachusetts  Institute  of  Tech- 
nology. See  also  PIC  ID  Nos.  2359. 1-2359.3.  (Final  report  309  pages.) 
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ABSTRACT:  This  report  summarizes  the  tasks  completed  on  the  Level 
2.0  Multi-Regional  Policy  Impact  Simulation  model  (MRPIS  2.0)  in 
FY  1984  and  provides  an  overview  of  the  MRPIS  2.0  system.  The 
tasks  included  (1)  general  system  architecture;  (2)  household  sector 
module  development;  (3)  product  market  module  development;  (4) 
individual  sector  module  development;  (5)  tabor  market  module 
development;  and  (6)  project  administration.  The  overview  of  the 
system  describes  (1)  the  system  supervisor  that  controls  the  entire 
model;  (2)  the  linkages  between  modules;  (3)  the  microdata  file  on 
which  MRPIS  2.0  runs;  and  (4)  each  module  in  detail.  The  report's 
appendices  include  (1)  a  listing  of  data  on  the  master  microdata  file; 
(2)  information  on  the  parameters  in  the  tax  and  transfer  models;  (3) 
further  discussion  of  the  consistency  checks  used  in  the  construction 
of  the  1977  Multiregional  Input-Output  (MRIO)  model;  and  (4)  flow 
charts  describing  the  MRPIS  labor  market  module.  For  information 
on  the  documentation  for  MRPIS  Model  1.0  contact  the  agency.  See 
also  PIC  ID  Nos.  2359,  2359.1,  and  2359.3.  (Final  report  100  pages 
plus  appendices.) 
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ABSTRACT:  This  report  reviews  the  literature  relevant  to  the  initial 
version  of  the  Multi-Regional  Policy  Impact  Simulation  (MRPIS) 
model.  The  partial  response  version  of  the  MRPIS  model  is  a  short- 
run  general  equilibrium  model  of  the  U.S.  economy  in  which  prices 
and  production  capacity  are  fixed.  The  partial  response  model  con- 
sists of  (1)  a  household  sector;  (2)  a  product  market  that  translates 
household  demand  into  industry  final  demand;  (3)  a  business  sector 
that  translates  final  demand  into  total  industry  outputs;  and  (4)  a  labor 
market  that  matches  demand  for  labor  in  the  business  sector  to  the 
supply  of  labor  in  the  household  sector.  The  report  examines  the 
literature  and  existing  models  relevant  to  each  sector  of  the  simulator. 
It  also  (1)  provides  an  overview  of  the  MRPIS  system;  (2)  provides 
an  introduction  to  the  theory  underlying  the  overall  model's  specifi- 
cations; (3)  reviews  the  strengths  and  weaknesses  of  the  Regional, 
Sectoral,  and  Income  Distribution  (RESIND)  model,  which  was  the 
state  of  the  art  when  the  MRPIS  model  was  begun;  and  (4)  includes 
an  extensive  bibliography.  This  report  was  prepared  in  collaboration 
with  the  Multiregional  Planning  Staff  of  the  Massachusetts  Institute 
of  Technology  and  Sistemas,  Inc.,  of  Washington,  D.C.  See  also  PIC 
ID  Nos.  2359,  2359.2,  and  2359,3.  (Final  report  632  pages.) 
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ABSTRACT:  The  Multi-Regional  Policy  Impact  Simulation  (MRPIS) 
model  estimates  the  impacts  of  proposed  and  actual  changes  in  gov- 
ernment tax,  transfer,  and  expenditure  policies  on  production,  em- 
ployment, and  incomes.  The  MRPIS  model  includes  (1)  a  household 
sector  module;  (2)  a  product  market  module;  (3)  an  industrial  sector 
module;  and  (4)  a  labor  market  module.  MRPIS  level  1.0  was  comp- 
leted in  1983;  level  2.0  was  completed  in  1984.  Further  development 
of  the  model  continues.  See  also  PIC  ID  Nos.  2359-2359.2. 
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Volumes) 
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X-Non-HHS  Programs- Economic  Regulation 

ABSTRACT:  The  multiregional  input-output  (MRIO)  accounts  pro- 
vide estimates  for  1977  of  (1)  output  (by  industry  and  commodity), 
(2)  value  added,  (3)  intermediate  uses,  and  (4)  final  uses  of  goods  and 
services  (by  sector  and  state).  Interregional  flows  balance  the  produc- 
tion and  consumption  of  goods  and  services  between  states.  The 
project  is  also  supported  by  the  Department  of  Commerce  (Econom- 
ic Development  Administration),  the  Federal  Emergency  Manage- 
ment Administration,  and  the  Army  Corps  of  Engineers.  This  project 
consists  of  six  volumes:  "Introduction  and  Summary:  Final  Report"; 
"State  Estimates  of  Outputs,  Employment  and  Payrolls,  1977"  (De- 
cember 1981);  "Development  of  Value  Added  Estimates  by  MRIO 
Sector  by  State,  1977"  (December  1981);  "State  Estimates  of  Final 
Demands,  1977"  (December  1982);  "State  Estimates  of  Inputs  to 
Industries,  1977"  (May  1982);  and  "Interregional  Commodity  Flows, 
1977"  (August  1982).  The  MRIO  accounts  are  a  consistent  set  of 
input-output  accounts  for  the  50  states  and  the  District  of  Columbia, 
using  an  industrial  classification  scheme  of  approximately  1 20  sectors. 
The  state  data  are  consistent  with  the  corresponding  national  input- 
output  data,  as  projected  by  the  Bureau  of  Economic  Analysis  at  the 
time  of  the  study.  The  year  1977  was  chosen  as  the  base  year  because 
this  was  the  latest  year  for  which  census  and  other  secondary  source 
data  were  available. 

DESCRIPTORS:  Regulation  and  Standard  Setting,  State  or  Local  Ad- 
ministration, Statistical  Data  Feature,  Economic  Analysis  Feature 
STUDY  TYPE:  Other 
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PROJECT  TITLE:  National  Health  Insurance:  Costs  and 
Distributional  Effects 
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PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  report  identifies  dissatisfaction  with  Medicare  and 
Medicaid  as  one  major  reason  for  interest  in  national  health  insurance. 
The  other  reason  identified  is  that,  despite  controversy  over  the 
extent  to  which  government  should  be  involved  with  health,  most 
people  felt  that  the  level  of  involvement  was  too  low.  The  researchers 
pointed  out  that  economic  analysis  could  supply  certain  kinds  of 
pre-legislative  information  that  was  essential  to  a  more  rational 
choice  among  alternatives.  Researchers  analyzed  and  compared  five 
hypothetical  national  health  insurance  programs  in  various  combina- 
tions with  four  financing  schemes.  Major  findings  were  the  following: 
(1)  hospital  expenditures  were  directly  related  to  the  age  of  the  head 
of  the  family,  the  level  of  insurance  coverage,  and  urban/rural  resi- 
dence; (2)  visits  to  a  physician's  office  differed  significantly  according 
to  family  size,  age  of  head  of  family,  urban/rural  residence,  and  race; 
(3)  all  plans  would  have  resulted  in  a  higher  level  of  expenditures  than 
in  1969;  and  (4)  in  terms  of  distributional  effects,  expenditures  were 
highest  in  the  Northeast,  followed  by  the  West,  North  Central,  and 
South.  (Final  report  113  pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  Health  Care  Deliv- 
ery Systems,  Health  Care  Expenditures,  Medicaid,  Medicare 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0898  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '71  through  September  '72 
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Volumes) 

PERFORMER:  Office  of  Health  Policy,  Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

HCFA-Program  Direction  and  Management-Other  HCFA 

ABSTRACT:  The  documents  included  in  these  two  volumes  trace  the 
development  of  the  national  health  plan  legislation  submitted  to  Con- 
gress in  1979.  Volume  I  contains  the  major  briefing  and  decision 
memoranda  prepared  for  the  Secretary  of  HHS  and  the  President  of 


the  United  States  on  national  health  insurance  and  later  on  the  nation- 
al health  plan.  Volume  II  contains  more  detailed  decision  memoranda 
prepared  for  the  Secretary  on  the  various  aspects  of  a  national  health 
insurance  plan,  a  review  of  administrative  considerations  for  the  na- 
tional health  plan,  cost  and  coverage  tables,  a  description  of  the 
national  health  insurance  cost  estimating  model,  and  the  Secretary's 
testimony  before  Congress. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Health  Planning, 
Health  Care  Delivery  Systems 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1968  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '78  through  December  '80 
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Care  Data  Bases 
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ABSTRACT:  This  folio  contains  information  presented  at  the  National 
Invitational  Conference  on  Long-Term  Care  Data  Bases  (May  21-22, 
1987).  Topics  covered  at  the  conference  were  (1)  the  1982-84  Nation- 
al Long-Term  Care  Survey;  (2)  the  National  Long-Term  Care  Chan- 
neling Demonstration;  (3)  the  National  Health  Interview  Survey: 

1984  Supplement  on  Aging  (copy  of  survey  booklet  included);  (4)  the 

1985  National  Nursing  Home  Survey;  and  (5)  other  relevant  data- 
bases. Also  included  in  the  folio  is  a  list  and  brief  description  of  data 
files  produced  by  HHS;  the  April  12,  1987  edition  of  Aging  Network 
News;  an  excerpt  from  the  December  7,  1984  NIH  Guide  for  Grants 
and  Contracts;  and  the  1986  HCFA  Publications  Notice.  (The  Office 
of  the  Assistant  Secretary  for  Health  co-sponsored  the  conference.) 

DESCRIPTORS:  Databases  and  Program  Manpower,  Survey  or  Ques- 
tionnaire Feature,  Long  Term  Care,  Community  Based  Care,  Nurs- 
ing Homes,  Conference  Proceedings  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2948  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO;  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '87  through  May  "87 
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PROJECT  TITLE:  Nationwide  Survey  of  State  Health  Regulations 
(Two  Phases) 

REPORT  TITLE:  Nationwide  Survey  of  State  Health  Regulations 

(Two  Phases) 

PERFORMER:  Lewin  and  Associates,  Inc.,  1090  Vermont  Avenue 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Health 

ABSTRACT:  This  study  analyzed  health  services,  capital  expenditures 
and  services,  and  health  insurance.  The  objectives  were  to  (1)  com- 
pile comprehensive  data  via  a  nationwide  survey  on  how  the  states 
regulate  reimbursement  for  health  services,  capital  expenditures  and 
service  changes,  and  health  insurance;  (2)  analyze  specific  regulatory 
practices  in  a  selected  number  of  states,  with  particular  emphasis  on 
the  effect  of  alternative  organizational  and  methodological  arrange- 
ments on  the  behavior  patterns  of  both  the  regulator  and  the  regulat- 
ed community;  and  (3)  identify  major  issues  regarding  alternative 
federal  roles  in  relation  to  state  health  regulation  and  to  make  appro- 
priate recommendations  for  action  to  HEW.  A  preliminary  report, 
responding  to  the  first  objective,  presents  the  results  of  the  nation- 
wide survey  conducted  in  50  states  and  the  District  of  Columbia.  The 
final  report,  responding  to  the  second  and  third  objectives,  presents 
updated  data  based  on  the  results  of  an  in-depth  analysis  in  14  states. 
The  preliminary  report  is  available  from  PIC.  (Final  report  259 
pages.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Statistical  Data 
Feature,  Comprehensive  Health  Care,  Health  Insurance  and  Financ- 
ing, Regulation  and  Standard  Setting,  State  or  Local  Administration, 
Federal  State  and  Local  Relations 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0346  PROJECT  NO:  ASPE/H  73-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS  73  212 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Evaluation  of  the  State  of  the  Art  and  Usefulness 
of  Needs  Assessment  (Three  Phases) 

REPORT  TITLE:  Needs  Assessment:  A  Critical  Perspective  (Phase 
HI) 

PERFORMER:  Kimmel,  Wayne  A.,  Washington  D.C.  20004 
PROJECT  OFFICER;  Francis,  Walton;  Rm  435D,  HHH  BIdg; 

202-245-0291 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  study  was  the  third  and  final  phase  of  a  project  to 
assess  the  value,  potential,  and  limitations  of  needs  assessment  (NA) 


as  an  approach  to  or  as  an  aid  in  planning,  resource  allocation,  or 
advocacy.  The  previous  two  studies  presented  a  search  of  the  con- 
ceptual literature  and  a  compendium  of  laws  and  regulations  requir- 
ing NA.  This  report  reviews  literature,  especially  the  literature  most 
favorable  to  NA;  identifies  the  many  meanings  and  methods  termed 
"NA";  covers  evidence  as  to  the  usefulness  of  NA;  identifies  issues 
in  determining  whether  to  conduct  or  use  NA;  and  provides  practical 
advice  on  whether,  how,  and  why  to  conduct  NA.  The  study  found 
that  there  is  no  theory  underlying  NA,  that  its  tools  are  for  data 
collection  rather  than  data  analysis,  that  these  tools  are  neither  neces- 
sary nor  sufficient  for  priority  setting,  that  few  NAs  have  been  used 
in  decision-making  settings  (and  then  not  successfully),  and  that  much 
NA  is  unnecessarily  duplicative,  expensive,  and  methodologically 
unsound.  The  report  was  intended  to  be  of  special  help  to  state  and 
local  practitioners  faced  with  federal  NA  requirements  and  provides 
suggestions  on  useful  approaches  and  pitfalls  to  avoid.  See  also  PIC 
ID  Nos.  1199  and  1199.1.  (Final  report  77  pages.) 

DESCRIPTORS:  Needs  and  Needs  Assessment,  Planning,  Health  Plan- 
ning, State  or  Local  Administration,  Federal  Administration,  Regula- 
tion and  Standard  Setting,  Social  Research,  Technical  Assistance, 
Literature  Review  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1199.2  PROJECT  NO:  ASPE/PS  76-196 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  SA- 101 83-76 
COST    (In  Thousands):  FY  76-$9 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  December  '77 
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PERFORMER:  Office  of  Program  Systems,  Washington  D.C.  20201 
PROJECT  OFFICER:  Francis,  Walton;  Rm  435D,  HHH  Bldg; 
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ABSTRACT:  This  project  is  intended  to  provide  an  assessment  of  the 
value,  potential,  and  limitations  of  needs  assessment  (NA)  as  an  ap- 
proach to  or  aid  in  resource  allocation  and  advocacy  in  practice. 
There  is  substantial  doubt  as  to  whether  NAs  are  well  understood, 
well  designed,  well  executed,  well  utilized,  or  if  so,  worthwhile  in 
terms  of  contributions  of  the  results  to  better  policymaking  or  pro- 
gram administration.  This  first  paper  examines  the  uses  and  defini- 
tions of  the  term  "needs  assessment"  and  the  various  methodologies 
that  are  ascribed  to  it.  The  paper  also  raises  questions  about  the  value 
of  the  activity.  Included  is  an  annotated  bibliography  that  presents 
literature  that  contains  the  more  specific  discussions  of  the  context 
and  state  of  the  art  of  needs  assessment.  See  also  PIC  ID  Nos.  1 199. 1 
and  1199.2.  (Final  report  49  pages.) 

DESCRIPTORS:  Needs  and  Needs  Assessment,  Planning,  Health  Plan- 
ning, State  or  Local  Administration,  Literature  Review  Feature,  So- 
cial Research 
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ABSTRACT:  This  report  on  the  New  Jersey-Pennsylvania  Negative 
Income  Tax  (NIT)  Experiment  produced  an  unexpected  result.  The 
central  finding  of  the  analysis  of  the  labor  supply  response  of  white 
male  heads  of  household  was  a  large,  statistically  significant  labor 
supply  withdrawal.  Although  the  estimated  withdrawal  differed  in 
each  of  the  three  years  of  the  experiment,  it  was  approximately  five 
to  seven  hours  per  week  reduction  in  work  effort  among  those  who 
chose  to  participate  in  the  experiment.  The  estimates  of  this  report 
were  in  marked  contrast  to  those  obtained  in  previous  analyses, 
which  estimated  work  reductions  of  between  two  and  three  hours  per 
week  for  the  same  demographic  group.  The  method  of  analysis  in  this 
report  differed  from  earlier  methods  in  two  important  respects.  The 
first  was  a  basic  methodological  extension:  eligible  families  who  par- 
ticipated in  the  NIT  program  were  distinguished  from  eligible  fami- 
lies who  did  not.  The  second  was  that  the  empirical  model  explicitly 
controlled  for  state  welfare  programs  for  intact  households.  When 
the  welfare  programs  were  controlled  for,  it  was  estimated  that  an 
NIT  program  participant  would  work  6.5  fewer  hours  per  week  than 
he  would  have  worked  in  the  absence  of  the  welfare  program.  (Final 
report  57  pages.) 
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ABSTRACT:  The  primary  objective  of  this  study  was  to  develop  and 
test  indicators  and  systems  for  monitoring  the  performance  of  the 
Follow  Through  Service  Program.  This  report  focuses  on  the  expec- 
tations and  stated  objectives  of  program  managers  and  policymakers 
for  the  Follow  Through  Service  Program.  A  performance  indicator 
system  was  produced  with  15  indicators  and  22  measures  that  span 
all  program  components  as  specified  by  federal  regulations.  This 
system  provides  a  structured  method  for  collecting  and  reporting 
information  for  services  and  outcomes  of  the  Follow  Through  Ser- 
vice Program.  To  this  degree,  the  goal  of  the  study  was  achieved. 
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ABSTRACT:  The  Graduated  Work  Incentive  Experiment  was  initiat- 
ed in  1967  by  the  Office  of  Economic  Opportunity.  This  study  was 
a  carefully  controlled,  scientific  field  test  of  the  effects  on  recipient 
families  of  eight  different  "negative  income  tax"  or  benefit  formulas. 
The  experimental  plans  included  a  broad  range  of  levels  of  both  basic 
benefits  (ranging  from  50%  to  125%  of  the  poverty  line)  and  implicit 
tax  rates  (ranging  from  30%  to  70%).  More  than  1,350  randomly 
selected  low-income  families  in  five  New  Jersey  and  Pennsylvania 
cities  were  enrolled  in  the  experimental  plans  and  a  control  group. 
This  report  summarizes  the  major  findings  of  that  analysis  for  the  693 
husband-wife  families  who  were  present  throughout  the  experiment. 
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ABSTRACT:  This  analysis  adds  to  the  evaluation  of  the  Medicare 
Mental  Health  Demonstration  (MMHD)  project.  The  MMHD  was 
a  collaborative  effort  aimed  at  reducing  the  Medicare  restrictions  and 
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nent of  the  MMHD,  sought  to  merge  HCFA  unified  claims  data  with 
computer  files  of  the  demonstration  participants  to  determine  the 
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ABSTRACT:  The  first  paper  summarizes  the  findings  of  two  analyses 
of  the  effects  of  income  maintenance  programs  on  school  perfor- 
mance and  educational  attainment.  One  analysis  considers  the  effects 
of  the  Rural  Income  Maintenance  Experiment  on  school  attendance, 
comportment  grades,  academic  grades,  and  standardized  achieve- 
ment test  scores.  The  second  analysis  estimates  the  effects  of  the  New 
Jersey  Negative  Income  Tax  (NIT)  Experiment  on  the  school  con- 
tinuation decisions  of  young  adults  who  were  16  or  17  years  of  age 
at  the  time  of  the  pre-enrollment  interview.  The  first  section  of  this 
paper  outlines  the  basic  theoretical  model  upon  which  the  statistical 
analyses  were  based.  The  second  section  summarizes  the  empirical 
results.  The  second  paper  measures  the  financial  impact  (whether 
positive  or  negative)  on  AFDC  recipients  of  various  kinds  of  NIT 
programs.  It  also  evaluates  the  amount  of  fiscal  relief  that  a  federally 
funded  NIT  would  provide  to  the  states  and  explores  the  tradeoffs 
between  fiscal  relief  to  states  and  state  supplemental  benefits  to 
AFDC  recipients.  Numerous  AFDC  recipients  would  be  made 
worse  off  under  certain  NIT  program  formulations,  although  a 
majority  would  be  better  off  The  paper  examines  several  alternatives 
that  might  improve  this  situation.  See  also  PIC  ID  Nos.  0757.1  and 
0757.2.  (Final  report  18  pages  plus  appendices.) 
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ABSTRACT:  The  income  security  system  is  the  means  by  which  socie- 
ty attempts  to  ensure  that  the  income  needed  for  necessary  goods  and 
services  is  available  to  all  citizens:  the  employment  system,  the  sav- 
ings system,  the  social  insurance  system,  and  the  income  assistance 
system  (a  term  that  includes  all  welfare  programs).  This  report  dis- 
cusses the  interactions  among  these  four  systems.  Welfare  receipt 
depends  on  a  person's  income,  savings,  and  transfers;  welfare  pro- 
grams in  turn  can  affect  an  individual's  incentive  to  obtain  non- 
welfare  income.  Appendix  A  contains  program  descriptors.  (Final 
report  44  pages.) 
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ABSTRACT:  The  Panel  Study  of  Income  Dynamics  (PSID)  is  an  on- 
going nationally  representative  longitudinal  survey  that  began  in 
1968.  It  has  gathered  information  on  family  composition,  attitudes, 
employment,  sources  of  income,  housing,  mobility,  and  a  host  of 
other  subjects  every  year  since  then  on  a  sample  of  approximately 
5,000  families  and  has  followed  all  original  sample  members  that  have 
left  home.  The  current  sample  size  is  approximately  8,000  families. 
The  data  files  containing  this  information  have  been  disseminated 
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country  and  in  numerous  foreign  countries  to  study  such  topics  as 
teenage  pregnancy  and  welfare  dependency.  The  PSID  was  initiated 
by  the  Office  of  Economic  Opportunity  (OEO)  in  1968  as  a  follow-up 
to  the  Survey  of  Economic  Opportunity.  Responsibility  for  the  PSID 
was  transferred  to  the  Department  of  Health  and  Human  Services  in 
1973.  Responsibilty  was  transferred  to  the  National  Science  Founda- 
tion in  1981  because  the  PSID  was  increasingly  viewed  as  a  national 
resource  for  the  social  sciences  rather  than  as  a  resource  for  any 
specific  mission  agency  of  the  government.  Current  funding  is  princi- 
pally from  the  National  Science  Foundation  and  HHS.  See  also  PIC 
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ABSTRACT:  The  Office  of  the  Assistant  Secretary  for  Planning  and 
Evaluation  in  cooperation  with  Administration  for  Children,  Youth 
and  Families  undertook  this  short-term  descriptive  study  of  the  36 
Head  Start  Parent-Child  Centers.  Parent-Child  Centers  were  started 
in  1967  to  give  early  stimulation  to  children  under  three  years  old  and 
to  strengthen  their  parents  as  educators.  The  PCCs  are  a  diverse 
group  of  programs,  but  no  systematic  research  on  the  program  had 
been  conducted  since  the  early  1970s;  little  documentation  of  pro- 
gram activities  is  available.  This  study  collected  data  describing  ser- 
vice delivery,  clients,  program  structure,  "best  practices'"  and  costs. 
Information  was  collected  from  existing  documents  and  by  telephone 
from  27  PCC  directors,  and  on-site  from  9  PCCs.  Based  on  a  review 
of  the  literature,  key  indicators  of  quality  in  programs  for  young 
children  were  identified,  and  used  as  criteria  in  reviewing  existing 
data,  and  conducting  telephone  and  on-site  interviews.  The  study 
concluded  that  the  Parent-Child  Centers  exemplify  many  of  the  qual- 
ity characteristics  associated  with  effective  child  development  pro- 
grams with  strong  parent  education  components.  Many  innovative 
approaches  are  used  to  respond  to  local  needs  and  there  is  a  clear 
emphasis  on  moving  families  away  from  dependency.  Staff  were 
found  to  be  highly  dedicated,  operating  under  less  than  adequate 
conditions.  Eleven  program  options  and  five  additional  suggestions 
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the  time  of  the  study,  absolute  levels  of  program  participation  could 
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STUDY  TYPE:  Progixam  Management  or  Efficiency 

PIC  ID  NO:  2153  PROJECT  NO:  ASPE/HP  83-070 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  100-83  0026 
COST    (In  Thousands):  FY  83-$109,  FY  84-$23  .  : 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  January  '85 
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PROJECT  TITLE:  Pilot  Health  Program  Evaluation  Plan 

REPORT  TITLE:  None 

PERFORMER:  Brill  Associates,  236  Prince  George  Street, 

Annapolis  MD  21401 
PROJECT  OFFICER:  Bladen,  Christopher;  Rm  432E,  HHH  Bldg; 

202-245-1874 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  project  developed  a  comprehensive  set  of  issues  or 
questions  relevant  to  the  assessment  of  a  program  within  the  health 
arena;  provided  a  decision  framework  for  selecting  among  and  prio- 
ritizing the  set  of  issues  temporally;  secured  program  management 
concurrence  regarding  both  the  set  issues  to  be  addressed  by  later 
evaluative  efforts  and  the  appropriate  timing  of  these  efforts;  and 
developed  a  comprehensive  evaluation  plan. 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1 169  PROJECT  NO:  ASPE/HP  76-023 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  SA- 1487  76 

COST    (In  Thousands):  FY  76-$IO  '.  J? 
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STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  July  '75  through  July  '76 
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PROJECT  TITLE:  National  Long-Term  Care  Channeling 
Demonstration 

REPORT  TITLE:  Plan  for  the  Creation  and  Documentation  of  the 

National  Long-Term  Care  Evaluation  Public  Use  Files 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  This  report  presents  a  plan  and  schedule  for  preparing 
public  use  files  and  accompanying  documentation  (Part  1),  as  well  as 
an  outline,  narrative,  and  table  shells  of  the  public  use  file  documenta- 
tion (Parts  2  and  3).  The  public  use  files  and  accompanying  documen- 
tation provide  researchers  with  the  data  to  verify  and  expound  upon 
the  analysis.  This  documentation  includes  a  brief  introduction  to  the 
evaluation,  a  discussion  of  database  procedures  pertinent  to  the  public 
use  file  user,  and  the  detailed  documentation  required  to  read  the  data 
files.  The  report  provides  information  on  the  samples,  the  purpose  of 
the  data  collection,  and  the  types  of  variables  included  in  the  files. 
The  final  section  provides  users  with  all  the  necessary  information  to 
access  and  use  the  files.  The  expectation  in  this  chapter  is  that  the 
readers  understand  basic  computer  terminology  and  have  knowledge 
of  their  own  computer  systems.  See  also  PIC  ID  Nos.  2648,  2648.2, 
2166-2166.9,  and  2166.A-2166.Z.  (Final  report  66  pages.) 

DESCRIPTORS:  Long  Term  Care,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2648.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '80  through  December  '84 
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PROJECT  TITLE:  National  Long-Term  Care  Channeling 
Demonstration 

REPORT  TITLE:  Planning  and  Implementation  of  Channeling:  Early 

Experiences  of  the  National  Long-Term  Care  Demonstration 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 

HD-AOA-Aging-Research  and 

Demonstration-Demonstration  and  Model  Projects 


ABSTRACT:  This  report  describes  the  structure  and  intent  of  the 
National  Long-Term  Care  Channeling  Demonstration,  the  charac- 
teristics of  the  10  channeling  projects,  the  client  and  system  level 
activities  of  the  projects,  the  environments  in  which  they  operated, 
and  the  factors  that  influenced  the  implementation  and  early  opera- 
tions of  channeling.  It  represents  a  status  report  on  the  first  year  of 
operation  of  the  demonstration  and  provides  background  information 
for  the  full  evaluation  of  the  impact  and  cost-effectiveness  of  channel- 
ing. See  also  PIC  ID  Nos.  2166-2166.6,  2166.8,  2166.9,  2166.A- 
2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2166  7  PROJECT  NO;  ASPE/SSP  80-09.7 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  SHR-0010870 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '80  through  April  '83 
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PROJECT  TITLE:  Planning  Study  to  Develop  a  Demonstration 

Design  for  the  Use  of  Telecommunications  in  Public  Service 
Delivery 

REPORT  TITLE:  Planning  Study  to  Develop  a  Demonstration 

Design  for  the  Use  of  Telecommunications  in  Public  Service 
Delivery 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 
PROJECT  OFFICER:  Erdman,  Ann 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Research  Demonstration  and 
Statistics; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  The  study  focused  on  the  development  of  seven  telecom- 
munications services  in  a  cost-effective  manner.  Along  with  a  de- 
tailed description  of  each  of  these  packages  is  an  analysis  of  cost  and 
hardware  systems,  costA)enefit  considerations,  institutional  relation- 
ships and  constraints,  implementation  of  demonstrations,  and  policy 
issues  regarding  the  use  of  telecommunications  in  integrated  service 
delivery.  The  final  report  and  the  executive  summary  are  also  availa- 
ble from  ERIC  (Nos.  ED  100-317  and  ED  100-318,  respectively). 
(Final  report  230  pages;  executive  summary  49  pages.) 

DESCRIPTORS:  Information  Processing,  Broadcast  Technology,  Ser- 
vices Integration,  Health  Care  Delivery  Systems,  Social  Services 
Delivery  Systems,  Demonstration  Projects,  Cost-Effectiveness  Anal- 
ysis Feature 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0339  PROJECT  NO:  ASPE  73-18 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  See  Abstract 
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CONTRACT/GRANT  NO;  OS-73-201 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  ERIC 

START/END  DATES:  April  '73  through  June  '74 
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PROJECT  TITLE;  Modeling  ICFs/MR  Costs 

REPORT  TITLE:  Policies  for  Improving  Services  for  Mentally 
Retarded  and  Other  Developmentally  Disabled  Persons 
Served  under  Title  XIX  of  the  SSA 

PERFORMER:  Office  of  Social  Services  Policy,  Washington  D.c. 
20201 

PROJECT  OFFICER;  Porter,  Margaret;  Rm  410E,  HHH  Bldg: 

202-245-6443 
PROGRAM(S)  EVALUATED; 

HCFA-Medicaid-Long  Term  Care; 

HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  This  report  to  Congress,  which  was  called  for  in  the 
Developmental  Disabilities  Act  of  1984,  describes  (I)  the  Intermedi- 
ate Care  Facilities  for  the  Mentally  Retarded  (ICF/MR)  program, 
which  has  operated  under  Medicaid  since  1973;  and  (2)  the  use  of 
home  and  community-based  care  waivers  to  provide  services  for 
mentally  retarded  and  other  developmentally  disabled  persons, 
which  was  authorized  by  the  Omnibus  Reconciliation  Act  of  1981. 
The  report  outlines  policy  proposals  for  (1)  increased  incentives  for 
community  living;  (2)  improved  standards  for  ICFs/MR;  (3)  enhanc- 
ing adult  services;  and  (4)  improving  coordination  and  cooperation 
among  agencies.  The  report  was  prepared  in  consultation  with  the 
Office  of  Special  Education  and  the  National  Council  on  the  Hand- 
icapped. See  also  PIC  ID  No.  2846.1.  (Final  report  17  pages  plus 
appendices.) 

DESCRIPTORS:  Retardation,  Developmental  Disabilities,  Federal 
Role,  Home  Care,  Residential  Facilities,  Community  Based  Care, 
Long  Term  Care.  Medicaid,  Program  Coordination 
STUDY  TYPE;  Program  Strategy 

PIC  ID  NO;  2846  PROJECT  NO: 

FUND  SOURCE;  Salaries  and 

E.xpenses  NTIS  NO;  PIC  Only 

MECHANISM;  In-house  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  October  '84  through  January  '86 
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"Work  Incentives  and  Guarantees:  The  New  Jersey  Negative 
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REPORT  TITLE:  Policy  Implications;  A  Positive  View  (from  "Work 
Incentives  and  Guarantees:  The  New  Jersey  Negative 
Income  Tax  Experiment") 

PERFORMER:  Office  of  Income  Security  Policy,  Washington  D.C. 
20201 

PROJECT  OFFICER:  Barth,  Michael 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  chapter  by  Michael  Barth,  Larry  Orr,  and  John 
Palmer  considers  the  policy  impact  and  implications  of  the  experi- 
ment from  a  dual  perspective.  The  authors  are  interested  in  better 
estimates  of  the  parameters  of  labor  supply.  In  addition,  they  observe 
both  the  development  of  social  experimentation  and  the  utilization  of 
the  results  of  this  particular  experiment.  They  also  discuss  the  choice 
of  a  specific  tax,  or  benefit  reduction  rate,  in  a  negative  income  tax 
program,  and  the  implications  of  the  experiment  for  that  decision. 
Criteria  for  evaluating  social  experiments  are  also  developed  and 
applied  to  the  New  Jersey  experiment,  along  with  an  exploration  of 
the  implications  for  policy  research  emerging  from  this  controlled 
social  experiment. 

DESCRIPTORS;  Welfare  Reform,  Labor  Markets  and  Problems, 
Demonstration  Projects 

STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO;  1536  PROJECT  NO: 
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Expenses  NTIS  NO;  PIC  Only 

MECHANISM:  In-house  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '74  through  October  '75 
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Twenty-One  Papers 
PERFORMER;  Center  for  Systems  and  Program  Development, 

Inc.,  1522  K  Street  N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER; 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services  Block  Grants  (SSBG) 

ABSTRACT;  This  collection  of  summaries  was  intended  to  help  citi- 
zens and  policymakers  identify  those  papers  that  would  give  them 
information  about  day-care  issues  of  particular  concern  to  them.  The 
discussions  of  21  papers  are  divided  into  four  clusters,  according  to 
their  subject  matter.  Cluster  I  ("History  of  the  Federal  Interagency 
Day  Care  Requirements  (FIDCR)")  includes  two  papers.  Cluster  II 
("Role  of  Governments  in  Day  Care")  contains  six  papers.  Cluster  III 
("The  Impact  of  Day  Care  on  Children,  Families,  and  Caregivers") 
contains  12  papers.  Cluster  IV  ("Day  Care  and  the  Marketplace; 
Overview  of  Supply  and  Demand")  presents  an  analysis  of  the  state 
of  the  child-care  market  in  1977.  It  explains  factors  that  lead  families 
to  choose  the  kinds  of  child  care  that  they  do.  This  analysis  is  then 
used  to  discuss  the  federal  role  in  the  day-care  market  and  federal 
policies  affecting  it.  (Final  report  137  pages.) 

DESCRIPTORS:  Child  Care,  Family  Support,  Social  Services  Delivery 
Systems 
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STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-77-0017 
COST  (In  Thousands):  Not  available 
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Available  from  PIC 
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PROJECT  TITLE:  Retirement  Policy  Study:  Women  and  Pensions 

REPORT  TITLE:  Potential  Impact  of  Changes  in  Pension  Regulation 

on  Women's  Retirement  Income 
PERFORMER:  Center  for  Naval  Analyses,  Public  Research 

Institute,  Alexandria  VA  22314,  and  ICF,  Inc.,  Washington 

D.C.  20006 
PROJECT  OFFICER:  McHale,  Carol 
PROGRAM(S)  EVALUATED: 

OS-Policy  Research  (Entire  Program  Area); 
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ABSTRACT:  The  Retirement  Equity  Act,  passed  in  1984,  was  de- 
signed to  increase  the  likelihood  that  women,  particularly  single 
women,  would  receive  pension  benefits  in  retirement.  Although  the 
provisions  of  this  legislation  appear  to  increase  the  likelihood  that 
single  women  will  receive  pension  benefits,  no  estimates  have  been 
made  of  the  potential  effects  of  this  legislation.  Furthermore,  no 
empirical  estimates  have  been  made  of  such  basic  questions  as  wheth- 
er women  are  more  or  less  likely  to  be  covered  by  a  pension  plan  in 
their  jobs  than  men,  and  whether  single  women  and  married  women 
with  pension-covered  spouses  have  different  coverage  characteristics 
on  their  jobs.  To  answer  these  questions,  the  pension  coverage  cha- 
racteristics of  different  groups  of  women  was  analyzed  using  data 
from  the  EBRI/HHS  Special  Pension  Supplement  to  the  May  1983 
Current  Population  Survey.  The  findings  of  this  research  were  incor- 
porated into  the  Pension  and  Retirement  Income  Simulation  Model 
(PRISM),  which  is  designed  to  simulate  the  pension  accumulation 
patterns  of  workers  and  their  families.  PRISM  was  then  used  to 
simulate  the  potential  impacts  of  the  Retirement  Equity  Act  and  two 
other  legislative  proposals  that  are  designed  to  increase  the  likelihood 
of  women,  particularly  single  women,  receiving  pension  benefits. 
Finally,  the  sensitivity  of  PRISM  results  to  some  key  economic  varia- 
ble and  model  assumptions  was  analyzed.  See  also  PIC  ID  Nos. 
2921.1-2921.3. 

DESCRIPTORS:  Women,  Pensions,  Economic  Analysis  Feature,  Sta- 
tistical Data  Feature,  Retirement,  Case  or  Site  Study  Feature,  Opera- 
tions Research  Feature,  Income  Maintenance 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2921  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO;  Not  apphcable 

CONTRACT/GRANT  NO:  84  ASPE  136A 
COST    (In  Thousands):  FY  84-$105 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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ABSTRACT:  This  report  is  the  second  in  a  series  addressing  certain 
gaps  in  research  concerning  rural  hospitals  and  their  difficulties  and 
opportunities  in  obtaining  public  support.  It  analyzes  in  detail  the 
correlation  of  financial  status  and  indicators  that  hospitals  are  at  risk 
of  closure  or  significant  reduction  jn  service  scope  with  geographic 
isolation,  community  characteristics,  and  hospital  profiles.  The  re- 
port addresses  the  degree  to  which  curtailment  of  services  or  outright 
closure  of  financially  distressed  facilities  would  create  significant 
access  to  care  problems  for  rural  Americans.  See  also  PIC  ID  No. 
2790.  (Final  report  41  pages.) 

DESCRIPTORS:  Access  to  Services,  Medicare  Prospective  Payment 
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STATUS:  Study  completed. 
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ABSTRACT:  This  study  examined  the  Census  Bureau's  observation 
that  the  significant  decrease  in  the  number  of  aged  persons  in  poverty 
during  the  early  1970s  "appears  related  to  increases  in  Social  Security 
payments"  since  1969.  The  report  presents  a  graph  of  average  month- 
ly Social  Security  benefits  (in  constant  dollars)  and  the  incidence  of 
poverty  among  the  aged  (the  proportion  of  all  aged  persons  who 
were  in  poverty)  for  the  years  1966-1974.  According  to  the  graph, 
there  appears  to  be  a  strong  correlation  between  increases  in  the 
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former  and  decreases  in  the  latter  throughout  the  whole  period. 
Regressions  were  run  for  this  period  (and  in  some  cases  for  l*)?*?) 
involving  the  incidence  of  poverty  among  the  aged,  real  Social 
Security  benefit  levels,  and  the  proportion  of  aged  persons  receiving 
Social  Security  benefits.  The  results  suggest  the  same  correlation  as 
that  noted  by  the  Census  Bureau.  This  paper  was  published  in  "The 
Elderly  Consumer"  and  edited  by  Fred  E.  Waddel,  1976).  (Final 
report  1 1  pages.) 

DESCRHPTORS:  Elderly.  Low-Income  Population,  Social  Security 
STUDY  TYPE;  Research  and  Data  Development 
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Available  from  PIC 
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PROJECT  TITLE;  Poverty  and  Family  Structure  in  the  Inner  City 
REPORT  TITLE;  Not  yet  determined 

PERFORMER;  University  of  Chicago,  Chicago  IL  60637,  Wilson, 
William  J. 

PROJECT  OFFICER;  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED 

X-Many  HHS  Programs; 
FSA-Assistance  Payments-AFDC 

ABSTRACT;  This  project  will  examme  the  role  of  social  and  cultural 
factors  on  teenage  pregnancy,  out-of-wedlock  births,  marriage,  wel- 
fare dependency,  and  employment  in  inner-city  ghetto  areas.  The 
research  will  focus  on  family  formation  among  the  poor  urban  blacks 
and  whether  the  factors  associated  with  increased  urban  black  family 
deterioration  are  different  from  or  similar  to  those  of  low-income 
whiles  and  Mexican-Americans.  Information  from  the  analysis  will 
be  linked  explicitly  to  programs  and  policies,  such  as  child-support 
enforcement  and  AFDC.  The  research  methodology  involves  two 
phases.  Phase  one  is  a  stratified  random  sample  survey  of  residents  of 
Chicago's  low-income  areas,  stratified  by  race/ethnicity  (500  blacks, 
250  Mexican-Americans,  250  Puerto  Ricans,  and  250  whites).  Atten- 
tion will  be  focused  on  15  subsamples.  Phase  two  will  involve  exten- 
sive life  history  interviews,  focus  group  meetings,  and  participant 
observers  to  explore  hypotheses  in  depth.  The  project  is  being  jointly 
sponsored  by  the  Office  of  Social  Services  Policy  in  ASPE,  the 
Carnegie  Corporation,  the  Chicago  Community  Trust,  the  Ford 
Foundation,  the  Spencer  Foundation,  and  the  Woods  Charitable 
Fund. 

DESCRIPTORS;  Welfare  Dependency.  Maternal  and  Child  Health, 
Training  and  Employment  of  the  Disadvantaged,  Families  with  De- 
pendent Children.  Minority  Groups.  Family,  Urban  or  Rural  Places 
or  Problems 

STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO;  2373  PROJECT  NO; 

FUND  SOURCE;  Research  NTIS  NO;  Not  yet  determined 

MECHANISM;  Grant  ERIC  NO;  Not  applicable 


CONTRACT/GRANT  NO;  I04A  85 
COST    (In  Thousands):  FY  86-J250 

STATUS;  Study  in  process 

START/END  DATES;  September  "85  through  December  '88 
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PERFORMER;  Office  of  Program  Systems.  Washington  D.C.  20201 
PROJECT  OFFICER;  Fisher,  Gordon;  Rm  435D,  HHH  Bldg; 

202-245-7316 
PROGRAM(S)  EVALUATED 

X-Many  HHS  Programs-Income  Security 

ABSTRACT;  This  bibliography  covers  publications  from  January  1964 
to  April  1986  and  includes  selections  from  a  variety  of  sources  such 
as  federal  agency  technical  papers,  congressional  reports,  executive 
office  reports,  professional  journals,  newspaper  articles,  and  newslet- 
ters. (Final  report  8  pages.)  .  ■.. 

DESCRIPTORS;  Bibliography  Feature.  Low-Income  Population 
STUDY  TYPE:  Other 

PIC  ID  NO;  2224  PROJECT  NO; 

FUND  SOURCE;  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM;  In-house  ERIC  NO;  Not  applicable  ' 

CONTRACT/GRANT  NO;  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC 
START/END  DATES;  January  '85  through  July  '86 
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PERFORMER;  Office  of  Income  Security  Policy.  Washington  D  C. 
20201 
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202-245-7148 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  paper  presents  research  topics  that  cover  a  broad 
range  of  issues  from  the  macroeconomic  environment  to  the  effects 
of  incentives  on  individual  behavior.  The  issues  were  organized  into 
seven  broad  areas;  (1)  family  and  household  structure;  (2)  work  and 
welfare;  (3)  in-kind  transfer  programs;  (4)  labor  market  studies;  (5)  the 
relationship  of  poverty  to  the  broader  society;  (6)  fiscal  federalism; 
and  (7)  methodological  issues.  At  the  time  of  this  report,  research  had 
been  started  on  a  number  of  these  topics.  (Final  report  19  pages.) 
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STUDY  TYPE:  Research  and  Data  Development 
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MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
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Available  from  PIC 
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PROJECT  TITLE:  Short-Term  Evaluation  of  the  National  Cancer 
Institute's  Community  Hospital  Oncology  Program  (CHOP) 

REPORT  TITLE:  Pre-Implementation  Assessment  of  the  NCI 

Community  Hospital  Oncology  Program 
PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rock\'ille  MD  20850 
PROJECT  OFFICER:  Dweck,  Susan 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  The  purpose  of  the  project  was  to  conduct  a  pre-im- 
plementation  assessment  of  the  CHOP  program  of  the  National  Can- 
cer Institute.  The  products  of  the  project  were  to  include  summary 
profiles  and  other  descriptive  analyses  of  the  23  contractors  funded 
under  the  program  as  well  as  a  discussion  of  performance  indicators, 
data  requirements,  and  data  collection  formats  for  ongoing  perfor- 
mance monitoring  of  the  program  during  implementation.  Data 
sources  included  the  implementation  and  evaluation  plans  prepared 
by  the  23  contractors  as  well  as  personal  interviews  with  relevant 
staff.  Abstract  forms  were  developed,  administered,  and  analyses  of 
the  assessment  were  incorporated  into  the  final  report  along  with 
recommendations  for  improvement  of  the  baseline  database.  Ana- 
lyses also  included  an  examination  of  community  patient  guidelines 
for  three  specific  cancers  as  a  test  of  research  dissemination.  The 
results  of  this  short-term  evaluation  also  assisted  the  NCI  leadership 
in  planning  for  future  community  programs  such  as  the  CCOP  (Com- 
munity Clinical  Oncology  Program). 

DESCRIPTORS:  Management  Information  and  Reporting,  Statistical 
Analysis  Methods  Feature,  Research  and  Evaluation  Performance, 
Health  Care  Delivery  Systems,  Health  Planning,  Biomedical  Re- 
search, Cancer 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2114  PROJECT  NO:  ASPE/E&TA  82-15 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-182824 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-81-0029 
COST    (In  Thousands):  FY  82-$50 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

.Available  from  NTIS 
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REPORT  TITLE:  Predicting  Evaluations  of  Research  Reports  from 

Characteristics  of  the  Reviewer:  A  Secondary  Analysis  of 

Data  Collected  under  ASPE/HEW  Grants 
PERFORMER:  Northwestern  University,  Evanston  IL  60201 
PROJECT  OFFICER:  Turek-Brezina,  Joan;  Rm  438F,  HHH  Bldg; 

202-245-6141 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Research  Demonstration  and 

Statistics; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  study  analyzed  the  degree  to  which  wide  variances 
in  the  peer  revie\X'  ratings  of  HEW-funded  research/evaluation  pro- 
jects reflected  valid  inter-rater  differences  in  methodological  per- 
spectives. The  study  examined  the  rater  characteristics  associated 
with  differences  in  ratings,  utility  of  evaluating  methodological  qual- 
ity by  means  of  raters,  and  rating  scales.  The  project  reanalyzed  data 
developed  under  earlier  studies  funded  by  ASPE  and  SRS  (e.g., 
"Methodological  Quality  of  Federally  Funded  Social  Science:  An 
Analysis  and  Synthesis  of  Research"). 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Research  and 
Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1187  PROJECT  NO:  ASPE/E&TA  76- 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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COST    (In  Thousands):  FY  76-516 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  August  '77 


0399 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Preferred  Provider  Organization  (PPO)  Study 
REPORT  TITLE:  Not  yet  determined 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  purpose  of  this  project  is  to  assess  the  cost-manage- 
ment potential  of  PPOs.  As  an  alternative  financing  and  delivery 
system,  PPOs  integrate  features  of  conventional  fee-for-service  insur- 
ance and  health  maintenance  organizations  (HMOs).  This  project 
will  be  the  first  multi-site  systematic  analysis  of  PPO  performance. 
The  longitudinal  and  comparative  analyses  will  examine  utilization, 
cost  and  expenditure  experience  under  the  PPO  option,  plan  selection 
factors  pertinent  to  understanding  consumer  choice  under  a  multiple 
choice  health  insurance  program,  and  characteristics  of  health  bene- 
fits design  that  affect  PPO  marketability  and  performance. 
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Long-Term  Care 
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202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance; 

HCFA-Medicaid-Long  Term  Care; 

HCFA-Peer  Review  Organization  (PRO) 

ABSTRACT:  Three  reports  are  included  in  this  working  paper  on  the 
effects  of  the  Medicare  prospective  payment  system  (PPS)  on  long- 
term  care:  (1)  "Evaluability  Assessment  of  the  Medicare  Prospective 
Payment  System  on  Long-Term  Care:  Task  1  Report"  (February 
1985);  (2)  "HCFA  Monitoring  Activities"  (June  1985)  and  "Monitor- 
ing Activities  by  HCFA,  Update"  (February  1986);  and  (3)  "PPS  and 
Long-Term  Care:  Data  and  Research  Strategies  among  States,  Peer 
Review  Organizations,  and  Providers"  (July  1985).  The  first  report 
provides  a  comprehensive  list  of  evaluation  issues  and  an  overview 
of  relevant  literature.  The  second  report  describes  acti  vites  within  the 
Health  Care  Financing  Administration  (HCFA)  that  monitor  the 
effect  of  PPS  on  patients  with  long-term  care  needs  who  may  or  may 
not  be  receiving  additionala  care  after  leaving  the  hospital.  The  up- 
date on  HCFA  monitoring  activities  briefly  describes  studies  pertain- 
ing to  the  impact  of  PPS  on  long-term  care  that  have  been  funded  by 
HCFA  since  July  1985.  The  third  report  describes  the  availability  of 
useful  data  and  research  strategies  among  peer  review  organizations 
(PROs),  state  Medicaid  programs,  and  long-term  care  provider  or- 
ganizations. See  also  PIC  ID  Nos.  2410  and  2410.1.  (Working  papers 
23  pages  plus  annotated  bibliogrpahy,  10  pages,  2  pages,  and  22  pages, 
respectively.) 
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Available  from  PIC 
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ABSTRACT:  The  first  major  objective  of  this  research  was  to  evaluate 
the  impact  of  the  editing  performed  by  the  Bureau  of  the  Census  on 
the  distribution  of  responses  to  the  supplemental  items.  The  second 
objective  was  to  perform  a  comparison  of  selected  Survey  of  Income 
and  Education  (SIE)  counts  with  control  data  from  administrative 
records  and  other  sources  at  the  national  level.  Section  I  of  this  report 
describes  the  analysis  of  the  Bureau's  consistency  edits.  Generally, 
the  impact  was  minimal  and  the  vast  bulk  of  the  data  can  be  used  with 
confidence  that  the  editing  procedures  did  not  alter  the  original  re- 
sponses. Section  II  presents  comparisons  of  SIE  counts  with  control 
data  for  food  stamps,  assets,  disabilities  or  handicapping  conditions, 
and  health  insurance  coverage.  The  results  indicate  that  the  SIE 
showed  a  very  similar  pattern  of  disability  responses  as  the  Health 
Interview  Survey  and  the  1972  Disability  Survey.  SIE  estimates  of 
disabled  working-age  Social  Security  beneficiaries  were  150%  higher 
than  the  control.  (Final  report  85  pages.) 
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PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  This  paper  summarizes  preliminary  information  on  im- 
plementation of  the  seven  HHS  block  grants  created  by  the  Omnibus 
Budget  Reconciliation  Act  of  1981.  The  paper  consists  of  three  sec- 
tions. The  first  section  briefly  describes  the  legislation  that  created 
the  block  grants  and  outlines  proposed  legislative  changes  in  the 
blocks  for  FY  1983.  The  second  section  describes  major  federal  ac- 
tivities implementing  the  block  grant  legislation.  The  final  section 
presents  information  available  to  the  department  on  state  implementa- 
tion of  the  block  grants. 

DESCRIPTORS:  Block  Grants,  State  or  Local  Administration 
STUDY  TYPE:  Program  Performance  Evaluation  ' 

PIC  ID  NO  1812  PROJECT  NO: 
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CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  November  '81  through  May  "82 


0403  " 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 
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PERFORMER:  Aurora  Associates,  Inc.,  1015  18th  Street  N.W., 
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PROJECT  OFFICER:  McHale.  Carol 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  evaluation  focused  on  the  ANA  grant  program 
through  FY  1981.  Particular  emphasis  was  placed  upon  ANA's  So- 
cial and  Economic  Development  Strategies  (SEDS)  program  which 
focuses  on  fostering  local  control  and  decision  making  as  a  means  of 
improving  service  delivery  and  enhancing  economic  progress.  To  the 
extent  possible,  this  evaluation  was  to  rely  on  "readily  available  infor- 
mation" such  as  that  contained  in  grant  applications  for  obtaining  an 
overview  of  the  program.  Thus,  the  findings  presented  in  the  report 
are  based  almost  entirely  on  information  collected  during  site  visits 
to  1 1  grantees.  The  grantees  visited  included  five  reservation  grantees 
(i.e.,  tribes),  three  urban  Indian  centers  (i.e.,  non-profit  organizations 
serving  urban  Indians  directly  and  through  referral),  and  three  con- 
sortia (i.e.,  groups  of  tribes  that  band  together  for  specific  purposes. 
The  study  has  demonstrated  that  it  is  both  reasonable  and  useful  to 
solicit  information  pertaining  to  (1)  grantee's  short-term  plans  in  the 
context  of  their  long-term  strategies;  (2)  critical  future  events  and 
milestones,  with  a  timetable  for  their  occurrence;  and  (3)  obstacles  to 
successful  implementation  of  strategies  and  grantees"  plans  for  over- 
coming them.  (Final  report  63  pages.) 

DESCRIPTORS:  Grants-in-Aid,  Native  Americans,  Case  or  Site  Study 
Feature,  Grant  and  Contract  Management,  Economic  Growth 
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202-245-7507 
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ABSTRACT:  This  study  was  a  preliminary  investigation  of  the  health 
impacts  and  cost-effectiveness  of  the  Indian  Sanitation  Facilities  Con- 
struction Program,  which  was  authorized  under  the  Indian  Sanitation 
Facilities  Act  of  1959  (P.L.  86-121).  Factors  affecting  the  relationship 
between  sanitation  systems  and  sanitation-related  disease  are  dis- 
cussed, based  on  a  review  of  the  literature,  interviews  with  Indian 
Health  Service  (IHS)  staff,  analyses  of  automated  databases  main- 
tained by  IHS  and  the  Census  Bureau,  and  field  investigations  con- 
ducted at  four  IHS  service  units.  Two  econometric  models  are 
provided  as  a  basis  for  assessing  program  cost-effectiveness.  The 
design  of  a  full-scale  study  for  a  more  definitive  assessment  of  the 
relationship  between  the  program  and  disease  is  included.  Data  sug- 
gest an  association  between  sanitation  systems  and  lower  sanitation- 
related  disease  morbidity.  It  was  not  possible  to  demonstrate  consist- 
ent net  benefits  arising  from  the  program  due  to  factors  unique  to 
individual  sites. 

DESCRIPTORS:  Native  Americans,  Environmental  Health,  Preven- 
tive Health  Care,  Cost-Effectiveness  Analysis  Feature,  Morbidity 
and  Mortality 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2405  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282  83  0074 
COST    (In  Thousands):  FY  84-$  150 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '84  through  March  '86 
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Technical  Assistance  Program 
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Information  System  and  Evaluation 
PERFORMER:  National  Capitol  Systems,  Inc.,  1900  L  Street  N.W„ 

Washington  D.C.  20036 
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OS-Office  for  Civil  Rights  (Entire  Program  Area); 

OS-Office  for  Civil  Rights-Program  Direction  and 

Management; 

OS-Office  for  Civil  Rights-Handicap  Discrimination 

ABSTRACT:  This  report  presents  management  information  instru- 
ments and  procedures  for  use  by  the  Headquarters  and  Regional 
Offices'  staff  of  the  Office  for  Civil  Rights  (OCR)  regarding  efforts 
to  prevent  civil  rights  violations  by  recipients  of  HHS  funds.  OCR 
provides  technical  assistance  services  to  some  10,000  grantees  annual- 
ly. Most  of  this  effort  relates  to  Section  504  compliance.  The  recom- 
mended system  provides  a  means  to  collect  workload,  process,  and 
performance  information  on  OCR  efforts  to  assist  recipients  of  HHS 
funds  to  come  into  compliance  with  civil  rights  statutes  and  regula- 
tions. The  report  includes  instructions  to  field  staff  on  how  to  use  the 
data  collecting  procedures  and  also  examines  alternative  methods  for 
automating  data  against  a  variety  of  performance  criteria.  It  con- 
cludes that  a  microcomputer-based  system  is  equally  effective,  far 
faster,  and  far  cheaper  than  a  mainframe-based  system. 

DESCRIPTORS:  Civil  Rights  and  Integration,  Management  Informa- 
tion and  Reporting,  Information  Systems,  Survey  or  Questionnaire 
Feature 

STUDY  TYPE:  Program  Management  or  Efficiency;Program  Per- 
formance Evaluation 

PIC  ID  NO:  2260  PROJECT  NO:  ASPE/E&TA  82-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-81-0058 
COST    (In  Thousands):  FY  82-$99 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '82  through  June  '83 
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REPORT  TITLE:  Principles  for  an  Income  Security  System  for  the 
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PERFORMER:  National  Conference  on  Social  Security,  22  West 

Gay  Street,  Columbus  OH  43215 
PROJECT  OFFICER: 
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X-Many  HHS  Programs-Income  Security; 
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ABSTRACT:  This  report  critically  examines  basic  principles  for  an 
income  security  system  in  the  United  States.  It  is  divided  into  two 
parts.  The  first  explores  income  security  in  its  broadest  context.  It 
emphasizes  the  need  to  examine  the  role  of  employment  opportuni- 
ties, taxes,  income  transfer  programs,  and  the  interrelationships 
among  these.  The  second  part  addresses  broad  strategies  to  achieve 
income  security  goals,  including  the  level  of  resources  that  might 
need  to  be  committed  to  implement  income  security  policies.  These 
involve  the  uses  of  the  tax  system;  the  role  of  subsidized  public 
employment;  the  different  roles  of  federal,  state,  and  local  govern- 
ments; treatment  of  recipients  in  income-tested  programs;  the  uses  of 
categorization  of  recipients;  and  the  role  of  noncash  assistance.  The 
researchers  concluded  that  reform  must  take  place  in  the  context  of 
an  approach  that  recognizes  tax,  income  transfer,  and  employment 
systems  as  all  instruments  of  income  security  policy.  They  recom- 
mend the  following  goals:  the  provision  of  insurance  against  loss  of 
earnings  due  to  temporary  unemployment;  the  alleviation  of  poverty 
by  means-tested  cash  programs;  and  the  equalization  of  opportunity 
and  access  to  some  amount  of  highly  valued  goods  and  services. 
(Final  report  80  pages.) 

DESCRIPTORS:  Income  Maintenance,  Welfare  Reform,  Low-Income 

Population,  Taxation,  Families  with  Dependent  Children 

STUDY  TYPE:  Research  and  Data  Development  .  * 
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STATUS:  Study  completed. 
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ABSTRACT:  This  Phase  I  report  provides  a  preliminary  study  of  the 
ways  government  could  encourage  private  financing  by  examining 
various  methods  of  private  long-term  care  financing.  Chapter  II  dis- 
cusses the  various  types  of  pooled  financing  arrangements  used  to 
finance  long-term  care.  Chapter  III  examines  variations  of  existing 
pooled  financing  vehicles  that  with  minor  modifications  could  poten- 
tially become  effective  forms  of  long-term  care  financing.  Chapter  IV 
addresses  financial  resources  of  the  elderly,  the  largest  group  of  po- 
tential long-term  care  users,  to  determine  how  their  resources  might 
be  applied  more  effectively  to  finance  long-term  care.  It  also  attempts 
to  identify  the  potential  size  of  the  market  for  several  types  of  pooled 
financing  arangements.  Finally,  Chapter  V  examines  the  barriers  that 
may  inhibit  the  growth  of  private  long-term  care  financing  mech- 
anisms and  identifies  potential  opportunities  for  reducing  or  minimiz- 
ing these  barriers.  See  also  PIC  ID  No.  2165.1.  (Final  report  105 
pages  plus  appendix.) 
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DESCRIPTORS:  Long  Term  Care,  Elderly,  Chronic  Disease,  Health 
Insurance  and  Financing,  Private  Sector,  Morbidity  and  Mortality 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2165  PROJECT  NO:  ASPE/SSP  83-090 
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CONTRACT/GRANT  NO:  100-82-0094 
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Available  from  NTIS 
START/END  DATES:  October  '82  through  January  "85 


0408 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Study  of  Private  Sector  Financing  of  Long-Term 
Care  (Two  Phases) 

REPORT  TITLE:  Private  Financing  of  Long-Term  Care:  Current 

Methods  and  Resources  (Phase  II) 
PERFORMER:  ICF,  Inc.,  1850  K  Street  N.W.,  Washington  D.C. 

20006 

PROJECT  OFFICER:  Gayer,  Paul;  Rm  415E,  HHH  Bldg; 

202-245-6613 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs; 

HCFA-Medicaid-Long  Term  Care  ■  : 

ABSTRACT:  This  Phase  II  report  examines  potential  barriers  to  the 
private  financing  of  long-term  care,  in  particular  the  barriers  to  the 
use  of  personal  resources.  The  report  also  discusses  programs  or 
policies  that  would  be  expected  to  reduce  the  impact  of  these  barriers 
(such  as  home  equity  conversion  programs  and  reduction  in  annuity 
rigidity)  and  the  expected  impact  of  reductions  in  these  barriers.  The 
last  section  of  this  report  examines  how  increases  in  private  financing 
of  long-term  care  may  affect  government  long-term  care  expendi- 
tures. This  section  uses  results  from  a  model  developed  to  forecast 
potential  Medicaid  savings  due  to  increased  long-term  care  insurance 
coverage.  See  also  PIC  ID  No.  2165.  (Final  report  61  pages  plus 
appendix.) 

DESCRIPTORS:  Long  Term  Care,  Private  Sector,  Health  Insurance 
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COST  (In  Thousands):  Not  available 
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ABSTRACT:  This  report  focuses  on  private  financing  strategies  to 
supplement  government  funding  of  long-term  care  for  the  elderly.  It 
describes  the  characteristics  of  elderly  people  who  need  long-term 
care  and  how  these  characteristics  will  change  as  the  population  ages; 
assesses  the  potential  of  private  financing  mechanisms  to  lessen  the 
catastrophic  impact  of  nursing  home  and  home  care  expenses;  and 
develops  actions  to  increase  the  availability  and  use  of  private  financ- 
ing mechanisms  for  the  long-term  care  of  the  elderly.  See  also  PIC 
ID  Nos.  2875-2875.2. 

DESCRIPTORS:  Catastrophic  Costs  or  Illness,  Health  Insurance  and 
Financing,  Elderly,  Private  Sector,  Long  Term  Care 
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ABSTRACT:  This  project  yielded  information  on  (1)  private-sector 
initiatives  undertaken  by  purchasers  and  providers  of  health  care 
within  communities;  (2)  factors  that  promote  or  impede  initiatives; 
and  (3)  their  impact  on  the  health  care  market.  The  project  included 
case  studies  of  private-sector  health  care  initiatives  in  the  Denver, 
Colorado,  area;  the  Boston,  Massachusetts,  area;  the  San  Diego,  Cali- 
fornia, area;  and  Iowa.  The  case  studies  developed  community-wide 
perspectives  on  private-sector  health  care  cost-containment  activity 
and  the  market  characteristics  that  appear  to  facilitate  the  implemen- 
tation of  cost-management  strategies.  Two  reports  besides  the  case 
studies  resulted  from  this  project:  "Private-Sector  Health  Care  Initia- 
tives: Market  Area  Characteristics  Analysis"  (NTIS  No.  PB  84- 
153188)  and  "Synthesis  of  Private-Sector  Health  Care  Initiatives" 
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(NTIS  No.  PB  S4- 175 140),  The  case  studies  are  also  available  from 
NTIS:  FB  83-251 868  (Denver);  FB  83-252676  (Boston);  PB  83-252940 
(San  Diego);  and  FB  84-1 52WO  (Iowa).  All  six  reports  are  available 
from  PIC. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Financial  Management, 

Cost  Containment  Systems,  Private  Sector 

STUDY  TYPE;  Research  and  Data  Development;  Case  Studies 

PIC  ID  NO  2127  PROJECT  NO:  ASPE/HP  82-i4 

FUND  SOURCE:  Research  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  82-0031 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
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ABSTRACT:  In  the  late  1970s  and  early  1980s,  HHS  (particularly 
NIH)  became  interested  in  identifying  alternative  sources  of  support 
of  clinical  trials  because  of  diminished  federal  resources  to  capitalize 
on  growing  clinical  trial  opportunities  and  needs.  This  report  on  the 
eight-month  clinical  trials  study  discusses  the  potential  for  private- 
sector  support  of  clinical  trials  sponsored  by  NIH.  Experiences,  bene- 
fits, and  drawbacks  are  discussed,  as  are  preliminary  conclusions  and 
recommendations  regarding  the  potential  for  increased  joint  support 
by  NIH  and  selected  components  of  the  private  sector.  Information 
was  obtained  from  a  literature  review;  from  interviews  with  staff 
from  NIH  and  24  senior  staff  from  17  private-sector  organizations  in 
product  manufacturing,  health  insurance,  and  voluntary  health  ser- 
vice; and  from  case  studies  developed  for  four  clinical  trials.  No  clear 
patterns  were  observed  about  private-sector  participation.  Joint  ef- 
forts are  likely  to  depend  upon  the  type  of  disease,  purpose  of  the 
trial,  and  the  policies  and  perspectives  of  the  organizations.  The  study 
recommended  that  NIH  aggressively  pursue  private-sector  support, 
explore  areas  of  mutual  interest  and  issues  of  mutual  concern,  and 
establish  policies  that  maximize  potential  for  collaboration  while 
providing  safeguards  necessary  to  protect  the  scientific  integrity  of 
NIH-sponsored  trials. 
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ABSTRACT:  Section  504  of  the  Rehabilitation  Act  prohibits  discrimi- 
nation against  handicapped  persons  in  federally  assisted  programs. 
HEW  required  program  accessibility,  a  performance  standard  allow- 
ing actions  such  as  assignment  of  clients  to  accessible  classrooms, 
even  if  some  buildings  remain  inaccessible.  This  exploratory  study 
involved  a  two-stage  stratified  random  sample  of  grantees  of  each 
major  type— hospitals,  nursing  homes,  higher  education,  elementary 
and  secondary  education,  etc.— and  detailed  site  audits  using  an  ac- 
cessibility checklist.  The  products  include  a  preliminary  analysis  of 
the  costs  of  section  504,  a  how-to  manual  to  assist  recipients  in  com- 
pliance, a  review  of  literature  on  program  accessibility,  and  a  final 
report  analyzing  the  problems  encountered  by  recipients  in  their 
compliance  efforts.  Among  the  major  findings  of  the  study  were  that 
total  one-time  structural  costs  required  of  75.000  HEW  grantees 
would  be  approximately  $1.25  billion,  primarily  in  the  education 
sector;  that  costs  varied  widely  within  each  grantee  type,  with  most 
institutions  having  one-time  costs  of  less  than  1%  of  annual  budget 
but  a  large  minority  facing  significant  hardship;  and  that  on  average 
grantees  overestimate  required  cost  four-fold,  in  part  because  gran- 
tees confuse  program  accessibility  with  stringent  "barrier-free"  con- 
cepts not  required.  Also  available  from  PIC  is  the  August  1979  report 
"Exploratory  Economic  Analysis  for  the  Impact  of  Section  504  Pro- 
gram Accessibility  Requirements." 
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0413 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Program  Analyses,  1966-1971 

REPORT  TITLE:  Program  Analyses,  1966-1971  (Selected  Reports) 
PERFORMER:  Office  of  Health  Policy,  Washington  D.C.  20201 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  In  May  1966  the  Secretary  of  HEW  established  program 
analysis  groups  to  perform  analytical  work  on  selected  segments  of 
the  department's  programs,  including  disease  control  programs,  ma- 
ternal and  child  health  care  programs,  human  investment  programs, 
and  family  planning  service  programs.  Reports  in  the  series  that  are 
available  from  PIC  are  (1)  "Cancer";  (2)  "Maternal  and  Child  Health 
Care  Programs";  (3)  "Selected  Disease  Control  Programs";  (4)  "Kid- 
ney Disease";  (5)  "Delivery  of  Health  Services  for  the  Poor";  (6) 
"Family  Planning  Service  Programs:  An  Operational  Analysis";  and 
(7)  "Catastrophic  Illnesses  and  Costs." 

DESCRIPTORS:  Cancer,  Maternal  and  Child  Health,  Catastrophic 
Costs  or  Illness,  Renal  Disease,  Health  Care  Delivery  Systems,  Fami- 
ly Planning 

STUDY  TYPE:  Program  Management  or  Efriciency;Research  and 
Data  Development 

PIC  ID  NO  1641  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '66  through  May  '71 


0414 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Study  of  the  Uninsured  and  Health  Insurance 
Markets 

REPORT  TITLE:  Project  on  the  Uninsured  and  Private  Sector 

Initiatives  to  Broaden  Health  Insurance  Coverage 
PERFORMER:  Group  Operations,  Inc.,  1110  Vermont  Avenue 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Holmer,  Martin 
PROGRAM(S)  EVALUATED:  i 

X-Many  HHS  Programs-Health;         .     .  ,  . 

X-Non-HHS  Programs-Health; 

OS-Policy  Research  (Entire  Program  Area) 

ABSTRACT:  The  project  asked  four  main  questions:  (1)  Who  are  the 

uninsured  and  how  has  this  population  changed  since  the  implem.en- 
tation  of  Medicare  and  Medicaid  in  1966?  (2)  What  private-sector 
initiatives  seem  promising  ways  to  reduce  the  number  of  uninsured? 
(3)  How  sensitive  to  premium  subsidies  is  the  demand  for  self-pay 
health  insurance?  and  (4)  What  factors  are  most  important  in  small 
firms'  decisions  to  offer  health  insurance  as  a  fringe  benefit?  In  brief, 
the  answers  are  (1)  a  heterogeneous  group  comprising  from  10%  to 
15%  of  the  nonelderly  population;  (2)  none  examined  seemed  very 
promising,  but  more  accurate  actuarial  pricing  of  the  premium  differ- 


ential between  couples  and  family  coverage  may  reduce  number  of 
children  who  are  uninsured;  (3)  demand  for  self-pay  health  insurance 
seems  so  price  insensitive  that  premium  subsidies  would  cost  an  enor- 
mous amount  while  reducing  the  size  of  the  uninsured  population 
only  modestly;  and  (4)  still  unclear  as  business  establishment  data 
proved  to  be  so  incomplete  that  a  definitive  study  of  the  matter  was 
impossible. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Statistical  Analysis 
Methods  Feature,  Statistical  Data  Feature,  Uninsured  Population 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO;  2344  PROJECT  NO:  ASPE/HP  83-1 1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0018 
COST    (In  Thousands):  FY  83-$398 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '83  through  October  '85 


0415 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Project  to  Analyze  Existing  Long-Term  Care 
Data 

REPORT  TITLE:  Project  to  Analyze  Existing  Long-Term  Care  Data 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Brown,  Floyd;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  HHS  developed  a  statistical  plan  for  nationally  represen- 
tative long-term  care  data  that  called  for  a  series  of  surveys  to  be 
completed,  including  an  analysis  and  synthesis  of  existing  long-term 
care  data  sources.  The  Project  to  Analyze  Existing  Long-Term  Care 
Data  was  developed  as  part  of  that  plan.  Its  objectives  were  to  evalu- 
ate existing  databases  in  long-term  care,  to  assess  their  reliability  and 
usefulness,  and  to  analyze  them  as  appropriate.  Using  13  secondary 
data  sets  available  as  of  1981,  the  project  analysis  focused  on  a  basic 
set  of  policy  questions  such  as  the  nationwide  prevalence  of  impair- 
ments, the  supply  and  utilization  of  formal  and  informal  services, 
client  outcomes,  public  policies  financing  long-term  care,  and  the 
cost  of  long-term  care  services.  Principal  among  the  data  sets  used 
were  the  1977  and  1979  Health  Interview  Survey  (HIS)  and  the  1977 
National  Nursing  Home  Survey  (NNHS).  The  resulting  multi- 
volume  final  report  and  long-term  care  fact  book  describe  the  data 
sources,  definitions,  and  other  features  of  the  data  used.  The  six 
volumes  of  the  final  report,  the  appendix,  and  a  source  book  are 
available  from  PIC.  Volumes  I-V  are  also  available  from  NTIS  (Nos. 
SHR-001119,  SHR-001120,  SHR-001121,  SHR-001122,  and  SHR- 
001123,  respectively). 

DESCRIPTORS:  Long  Term  Care,  Nursing  Homes,  Low-Income 
Population 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2283  PROJECT  NO:  ASPE/HCFA  80-1 

FUND  SOURCE:  Research/ 

Other  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0158 
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COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  September  "80  through  June  '83 


0416 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Proposed  Review  Systems  for  the  Evaluation  of 
Technical  Quality  of  R&D  Projects  in  the  Department  of 
Health,  Education,  and  Welfare 

REPORT  TITLE:  Proposed  Review  Systems  for  the  Evaluation  of 

Technical  Quality  of  R&D  Projects  in  the  Department  of 

Health,  Education,  and  Welfare 
PERFORMER:  Minnesota  Systems  Research,  Inc.,  2412  University 

Avenue  S.E.,  Minneapolis  MN  55414 
PROJECT  OFFICER:  Turek-Brezina,  Joan;  Rm  438F,  HHH  BIdg; 

202-245-6141 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  The  objective  of  the  study  was  to  recommend  a  review 
system  for  HEW  research  and  demonstration  projects  that  would 
enable  policymakers  to  decide  which  R&D  projects  should  be  con- 
tinued and  which  should  be  discontinued.  The  study  found  that  the 
proposal  stage  requires  careful  attention  if  the  projects  are  to  be 
methodologically  sound;  that  the  ultimate  test  of  research  is  its  utility 
and  not  its  parity;  that  mail  review  is  at  least  as  effective  as  panel 
review;  and  that  a  smal'  number  of  raters  can  be  trained  to  assess  the 
research  quality  of  a  large  number  of  proposals.  See  also  PIC  ID  Nos. 
0362.1  and  0362.2.  (Final  report  72  pages  plus  appendices.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Management  Techniques,  Management  Information  and  Re- 
porting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0362  PROJECT  NO  SRS  74- 1 5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  22-P  55936 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '73  through  March  '74 


0417 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Protecting  Workers"  Health:  Federal,  State  and 
Local  Compliance-Assistance  Programs 

REPORT  TITLE:  Protecting  Workers"  Health 

PERFORMER:  Policy  Research  Incorporated,  5740  Trotter  Road, 

Clarksville  MD  21029 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health  (Entire  Program 
Area) 


ABSTRACT:  This  report  examines  compliance-assistance  activities  for 
insuring  safe  and  healthful  conditions  in  the  workplace  as  established 
by  the  Occupational  Safety  and  Health  Act  of  1970.  The  project 
discussed  in  this  report  was  limited  to  identifying  and  describing 
non-regulatory,  compliance-assistance,  occupational  programs  in 
seven  states  and  three  localities.  The  programs  encompassed  educa- 
tional plans  for  safety  and  health  personnel,  workers  and  employers; 
consultation  programs  or  technical  assistance  arrangements  with  spe- 
cialized facilities  made  available;  training  programs  for  state  inspec- 
tors or  industrial  consultants;  medical  surveillance  programs 
involving  employees;  and  research  or  data  collection  programs,  in- 
cluding toxicological  and  epidemiological  studies.  The  project  re- 
vealed that  ( 1 )  there  was  a  general  lack  of  coordination  among  federal 
agencies  with  regard  to  their  compliance-assistance  activities;  and  (2) 
the  interrelationship  among  the  various  federal  programs  was  un- 
clear. The  researchers  recommended  that  state  and  local  occupation- 
al safety  and  health  staffs  contribute  valuable  experience  and 
suggestions  for  developing  federal  policy.  (Final  report  180  pages.) 

DESCRIPTORS:  Regulation  and  Standard  Setting,  Health  Promotion, 
Case  or  Site  Study  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1347  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-160003 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0172 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  ;    '  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  "79  through  January  '81 


0418 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Evaluation  of  Efforts  to  Encourage  Consumers  to 
Buy  Health  Services  Prudently 

REPORT  TITLE:  Prudent  Purchase:  Corporate  Efforts  to  Educate 

Consumers  about  Health-Cost  Management 
PERFORMER:  University  of  California,  Institute  for  Health  Policy 

Studies,  San  Francisco  CA  94143 
PROJECT  OFFICER:  Schmidt,  Richard 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion-Other  Activities 

ABSTRACT:  This  report  describes  activities  undertaken  by  131  em- 
ployers to  inform  their  employees  about  the  prudent  purchase  of 
health  services.  It  begins  with  a  definition  of  prudent  purchase  of 
programs  and  a  brief  discussion  of  rising  health  care  costs.  The  report 
contains  a  description  of  the  study's  methods,  including  a  profile  of 
participating  companies  and  their  health  benefit  programs,  a  descrip- 
tion of  the  purchase  materials  that  employers  use  for  their  educational 
programs,  and  case  studies  of  six  employers  with  different  approaches 
to  employee  education. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Consumer  Educa- 
tion, Health  Planning 

STUDY  TYPE:  Program  Impact;  Program  Management  or  Efficien- 
cy 

PIC  ID  NO:  2407  PROJECT  NO:  ASPE/HP  84-016 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  282-83-0070 
COST    (In  Thousands):  FY  84-$259 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '84  through  November  '85 


0419 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  PSRO  Effect  on  Frequency  of  Laboratory 
Testing 

REPORT  TITLE:  PSRO  Effect  on  Frequency  of  Laboratory  Testing 
PERFORMER:  National  Capital  Medical  Foundation,  Inc.,  1828  L 

Street  N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER:  Kopit,  William 
PROGRAM(S)  EVALUATED: 

HCFA-Quality  Control  ■ 

ABSTRACT:  This  study  analyzed  the  potential  effect  that  strict  adher- 
ence to  published  norms  and  standards  of  care-mandated  under 
PSRO  legislation-would  have  on  the  frequency  of  laboratory  testing 
of  hospitalized  patients.  The  study  abstracted  559  hospital  charts  for 
six  diagnoses  and  compared  the  number  and  type  of  laboratory  tests 
ordered  with  the  lists  prepared  by  physician  members  of  a  local 
PSRO.  It  found  that  strict  adherence  to  both  the  usual  and  optional 
categories  of  laboratory  testing  would  double  the  number  of  labora- 
tory tests  ordered,  particularly  for  optional  tests.  Furthermore,  the 
study  found  no  consistent  utilization  pattern  with  diagnoses-i.e., 
some  of  the  usual  tests  were  ordered  100%  of  the  time,  others  less 
than  3%  of  the  time.  The  report  raises  serious  questions  regarding  the 
value  of  specific  criteria  in  peer  review.  (Final  report  97  pages.) 

DESCRIPTORS:  Quality  Assurance,  Utilization  Review,  Regulation 
and  Standard  Setting,  Medical  Practice,  Client  Records 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0581  PROJECT  NO:  P  76  056-H 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  253-348 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  SA- 132-76 
COST    (In  Thousands):  FY  76-$10 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  November  '75  through  April  '76 


0420 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Public  Use  Files  and  Documentation  for  the 
Study  of  the  Financing  of  GME 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Arthur  Young  and  Company,  1025  Connecticut 

Avenue  N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER;  Schmid,  Stuart;  Rm  446F,  HHH  BIdg; 

202-245-1874 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education 

Programs-Graduate  Medical  Education  National  Advisory 

Committee 


ABSTRACT;  The  study  of  the  Financing  of  Graduate  Medical  Educa- 
tion (GME)  was  begun  in  1981  and  is  now  virtually  complete;  issu- 
ance of  reports  and  preparation  of  the  public  use  files  and 
accompanying  documentation  are  still  necessary.  This  contract  with 
Arthur  Young  and  Company,  the  prime  contractor  for  the  GME 
study,  is  intended  to  provide  researchers  access  to  the  data  developed 
in  that  study.  Tasks  include  completion  of  file  documentation  and 
servicing  of  data  requests  for  a  one-year  period. 

DESCRIPTORS:  Medical  Training,  Higher  Education,  Grants-in-Aid 
STUDY  TYPE:  Other 

PIC  ID  NO;  2785  PROJECT  NO:  ASPE/HP  86-04 

FUND  SOURCE:  Research  NTIS  NO;  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-86-0046 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  November  '86  through  September  '88 


0421 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Impact  of  New  Mexico  EMCRO  on  the  Cost  and 
Quality  of  Medical  Care:  A  Four- Year  Evaluation 

REPORT  TITLE:  Quality  of  Care  in  the  New  Mexico  Medicaid 

Program:  An  Evaluation  of  the  New  Mexico  Experimental 

Medical  Care  Review  Organization 
PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER:  Fishman,  Sheldon;  Rm  B1C35,  BIdg  31; 

301-496-501 1 
PROGRAM(S)  EVALUATED; 

HCFA-Peer  Review  Organization  (PRO); 

HCFA-Quality  Control 

ABSTRACT:  The  New  Mexico  Experimental  Medical  Care  Review 
Organization  (EMCRO)  was  considered  one  of  the  most  successful 
PSRO  precursors  and  was  subjected  to  a  RAND  assessment  of  cost 
and  quality  impacts  after  its  first  two  years  of  operation.  Generally 
the  findings  of  RAND  concerning  impact  were  mixed,  with  trends 
hard  to  assess  at  such  an  early  point.  This  effort  looked  again  at  the 
New  Mexico  EMCRO,  based  on  four  years'  experience.  Specific 
issues  addressed  included  effect  of  peer  review  on  use  of  injections, 
other  medical  services,  and  hospital  services;  impact  of  review  on 
physician  behavior;  differences  in  ambulatory  care  services  by  diag- 
nosis-specific episodes  of  illness  between  the  first  and  second  two- 
year  periods;  and  linkages  between  patient  characteristics,  provider 
characteristics,  and  quality  of  care  levels.  The  study  demonstrated 
that  peer  review  undertaken  by  a  local  organization  of  physicians  was 
able  to  affect  substantially  the  level  of  quality  of  care  provided  to 
persons  enrolled  in  the  New  Mexico  Medicaid  population.  It  demon- 
strated further  that  quality  assessment  using  claims  data  could  be 
carried  out  through  analyses  based  on  entire  episodes  of  illness.  (Final 
report  274  pages.) 

DESCRIPTORS;  Quality  Assurance,  Health  Care  Delivery  Systems, 
Hospitals,  Medical  Practice 
STUDY  TYPE;  Case  Studies 

PIC  ID  NO:  1184  PROJECT  NO;  ASPE/HP  76-119 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  100-76-0180 
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COST    (In  Thousands):  FY  76-$165 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  "76  through  May  '78 


0422 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  State  Block  Grant  Expenditure  Data  and 
Innovations  in  Program  Administration 

REPORT  TITLE:  Reagan  Block  Grants:  What  Have  We  Learned? 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER  Page,  Steve 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcohol  Drug  Abuse  and  Mental  Health 

Services  Block  Grant  (ADAMHSBG); 

PHS-CDC-Preventive  Health  and  Health  Services  Block 

Grant  (PHHSBG); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health  (Entire  Program  Area)  (CONSOLIDATED-See 
MCHSBG); 

PHS-HRSA-Primary  Care  Block  Grant  (PCBG); 
FSA-Low-Income  Home  Energy  Assistance  Block  Grant 
(LIHEABG); 

HD-OASHDS-Social  Services  Block  Grants  (SSBG) 

ABSTRACT:  This  book  examines  the  Reagan  administration  block 
grants  and  how  in  their  first  five  years  they  helped  to  reduce  and  alter 
federal  aid  to  state  and  local  governments.  It  examines  the  history  of 
state  and  local  spending  for  those  programs  incorporated  into  the 
block  grants  for  health  and  human  services,  including  funds  from  the 
state  and  local  governments'  own  resources.  For  the  study,  data  were 
collected  from  state  program  and  budget  officials.  Expenditure  re- 
cords were  complemented  by  interviews  with  state  and  local  pro- 
gram officials  to  determine  how  the  new  service  delivery 
arrangements  were  working  in  practice.  The  first  chapter  attempts  to 
place  the  block  grants  in  policy  and  budget  perspective  and  provides 
a  comparative  overview  of  two  block  grants,  the  community  deve- 
lopment block  grant  and  the  Chapter  2  provision  of  the  Education 
Consolidation  and  Improvement  Act.  The  remainder  of  the  book 
reports  in  detail  on  the  seven  health  and  human  services  block  grants 
passed  by  Congress  in  1981:  (I)  social  services;  (2)  community  ser- 
vices; (3)  low-income  home  energy  assistance;  (4)  maternal  and  child 
health;  (5)  preventive  health  and  health  services;  (6)  alcoholism,  drug 
abuse,  and  mental  health;  and  (7)  primary  health  care.  The  book  can 
be  purchased  from  The  Urban  Institute  (134  pages). 

DESCRIPTORS:  Block  Grants,  State  or  Local  Administration 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2287  PROJECT  NO:  ASPE/PS  81  10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-810070 

COST    (In  Thousands):  FY  81-$384,  FY  82-$270,  FY  83-$184 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '82  through  January  '86 


0423 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Study  of  Policy  Options  for  Reducing  Long-Term 
Welfare  Dependency 

REPORT  TITLE:  Reanalysis  of  the  Effects  of  Selected  Employment 

and  Training  Programs  for  Welfare  Recipients 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Snipper,  Reuben;  Rm  408F,  HHH  Bldg; 

202-245-1880 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 

FSA-Work  Incentive-Employment  and  Training  Services 

ABSTRACT:  Reanalyses  were  conducted  of  data  from  five  programs- 
Supported  Work,  two  Louisville  Work  Incentive  (WIN)  Program 
Labs,  the  Employment  Opportunity  Pilot  Projects  (EOPP),  and 
WIN-to  estimate  the  impacts  of  these  programs  on  welfare  recipients 
and  to  determine  which  subgroups  of  welfare  recipients  have  rela- 
tively strong  positive  responses  to  the  interventions.  The  overall 
findings  indicate  that  job-search  assistance  programs,  which  tend  to 
be  short-term  and  low  cost,  can  be  expected  to  have  small  and  persist- 
ent impacts  on  employment  and  earnings,  but  lead  to  very  small  and 
relatively  short-lived  reductions  in  welfare  receipt.  In  contrast,  the 
longer  and  more  costly  employment  and  training  services  seem  to 
have  sizeable,  lasting  impacts  on  earnings  ($600  to  $1,000  per  year), 
while  the  estimated  impacts  on  welfare  dependence  are  more  ambigu- 
ous, ranging  from  sizeable  reductions  for  two  of  the  three  programs 
to  no  long-term  effects  for  the  third.  There  is  some  evidence  from  the 
reanalyses  that  alternative  program  targeting  strategies  would  have 
led  to  more  favorable  results  for  either  set  of  services.  See  also  PIC 
ID  Nos.  2393.1-2393.4. 
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ABSTRACT:  This  paper  addresses  (I)  the  extent  to  which  welfare 
recipients  reduce  their  dependence  on  Aid  to  Famihes  with  Depend- 
ent Children  (AFDC)  and  Food  Stamps  over  time;  and  (2)  the  recipi- 
ent and  program  characteristics  that  are  associated  with  reduced 
*  dependence  on  AFDC  or  Food  Stamps  over  time.  The  paper  exam- 

ines and  analyzes  the  available  literature  on  the  movement  of  welfare 
recipients  toward  independence  and  determines  where  further  study 
is  needed.  A  family  reduces  its  dependence  on  welfare  if,  over  some 
period  of  time,  it  reduces  the  fraction  of  its  income  received  from 
welfare.  On  the  basis  of  data  from  the  late  1960s  and  early  1970s,  it 
is  known  that  (1)  some  recipients  do  move  from  welfare  to  economic 
independence;  (2)  holding  recipient  characteristics  constant,  an  in- 
crease in  the  AFDC  guarantee  leads  to  a  lower  probability  of  exit  for 
AFDC  female  heads;  (3)  holding  program  characteristics  constant, 
female  heads  with  work  experience  have  higher  exit  probabilities 
than  otherwise  identical  female  heads  without  work  experience;  (4) 
females  who  have  worked  at  jobs  with  higher  wages  tend  to  have 
higher  exit  probabilities  than  otherwise  identical  female  heads  who 
have  worked  at  jobs  with  lower  wages;  and  (5)  women  with  large 
families  tend  to  have  lower  exit  probabilities  than  otherwise  identical 
women  with  small  families.  (Final  report  65  pages.) 
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ABSTRACT:  Prior  to  1982,  the  federal  government  provided  special 
aid  to  refugees  at  AFDC  and  Medicaid  levels  for  up  to  36  months 
after  they  entered  the  U.S.  Regulations  effective  April  1982,  howev- 
er, reduced  the  period  during  which  some  refugees  could  receive 
such  aid.  As  a  result,  refugees  who  did  not  qualify  for  AFDC  or  SSI 
became  entitled  to  special  AFDC/Medicaid  benefits  for  only  the  first 
18  months  after  their  entry  into  the  U.S.  For  the  second  18  months, 
they  could  still  receive  federal  aid,  but  only  at  prevailing  state  and 
local  general  assistance  (GA)  standards.  Because  GA  programs  are 
administered  by  state  and  local  governments  and  vary  widely  across 
states  and  localities,  the  federal  government  had  virtually  no  basis  for 
assessing  the  overall  impact  of  this  federal  policy  change  on  refugees 


or  on  state  and  local  governments.  This  study  was  a  preliminary 
assessment  of  the  impact  of  the  new  rule  limiting  federal  aid  to  re- 
fugees to  GA  standards  during  their  second  18  months.  Part  of  the 
study  assessed  the  impact  of  the  policy  change  on  refugee  welfare 
rolls,  attitudes  and  standards  of  living,  and  on  state/local  government 
costs  and  administration.  Information  was  gathered  from  local  public 
and  private  agencies  through  mail  and  telephone  surveys  and  on-site 
interviews.  The  report  examines  the  different  outcomes  observed  in 
different  states,  identifies  best  practices  in  miminizing  adverse  effects, 
and  outlines  directions  for  further  evaluation  in  this  area.  See  also 
PIC  ID  No.  2269.1. 
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ABSTRACT:  The  purposes  of  this  first  phase  of  the  short-term  evalua- 
tion of  regional  offices'  cost/performance  negotiations  with  Head 
Start  grantees  were  to  assess  how  negotiations  proceed  and  to  identi- 
fy barriers  to  the  optimal  negotiation  process.  Staff  in  all  10  regional 
offices  were  interviewed  either  on  site  (in  three  regions)  or  by  tele- 
phone (in  the  other  seven  regions).  In  each  of  the  regions  visited,  staff 
from  two  grantees  were  also  interviewed.  The  major  findings  were 
(1)  the  central  figure  in  the  regional  office  responsible  for  cost 
negotiation  was  the  program  representative  who  handled  all  interac- 
tions with  a  specified  case  load  of  grantees;  (2)  grants  management 
specialists  from  each  region's  office  of  financial  operations  also 
checked  the  fiscal  status  of  grantees,  though  only  at  the  opportunity 
for  cost  negotiation;  (3)  grantees  reported  expenditures  on  a  quarterly 
basis  to  the  appropriate  financial  office  usually  in  the  regional  office, 
though  on  occasion  to  a  Washington  office;  and  (4)  audit  reports  from 
the  Head  Start  program  of  each  grantee  were  submitted  every  other 
year  and  covered  all  programs  directed  by  a  grantee,  not  solely  Head 
Start.  See  also  PIC  ID  No.  1832.1. 
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ABSTRACT:  The  report  presents  the  final  plan  for  improving  the 
negotiation  and  monitoring  processes,  including  a  discussion  of  poli- 
cy issues  to  be  addressed  to  ensure  the  success  of  implementation,  a 
list  of  practical  issues  to  be  faced  in  the  process  of  implementation, 
and  the  revised  instrument  to  be  introduced  to  regional  office  staff 
The  findings  are  (1)  a  cost-analysis  approach  can  contribute  substan- 
tially to  meeting  the  goal  of  increasing  enrollment  in  Head  Start  while 
holding  cost  and  quality  at  current  levels;  (2)  a  cost-analysis  system 
supplies  a  considerable  amount  of  valuable  data  for  Head  Start  staff 
at  both  the  national  and  regional  levels;  and  (3)  a  set  of  issues  needs 
to  be  addressed  before  the  process  of  implementation  can  begin  as 
each  affects  the  chances  of  a  successful  implementation  effort.  A 
cost-analysis  system  can  accomplish  the  goals  for  which  it  has  been 
designed,  but  only  if  care  is  taken  in  its  implementation  so  that  its 
goals  are  accepted  and  it  is  used  correctly.  See  also  PIC  ID  No.  1832. 
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ABSTRACT:  The  report  examines  (1)  the  role  policy  research  plays  in 
policy  development  in  the  Office  of  the  Secretary  (OS)  at  HHS  and 
(2)  the  effectiveness  of  the  overall  policy  development  process.  It 
calls  for  (1)  clarification  of  the  roles  of  the  Under  Secretary,  Chief 
of  Staff  and  Executive  Secretary;  (2)  the  establishment  of  weekly 
meetings  of  the  Under  Secretary  and  Chief  of  Staff  to  deal  with 
policy  matters;  (3)  articulation  by  the  Secretary  of  important  policy 
goals;  (4)  periodic  reviews  and  modifications  of  the  policy  research 
program  to  adapt  it  to  the  policy  goals;  (5)  greater  delegation  of 
authority  to  OPDIVs  in  signing  regulations;  (6)  development  of  a 
strategic  plan;  and  (7)  mini-retreats  every  six  months  for  the  Secre- 
tary and  senior  staff  to  discuss  broad  issues. 
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ABSTRACT:  This  report  presents  findings  and  recommendations  from 
a  FY  1982  short-term  evaluation  of  the  Undergraduate  Health  Career 
Opportunities  Program  (HCOP)  administered  by  the  Division  of 
Disadvantaged  Assistance  (DDA),  Bureau  of  Health  Programs.  The 
study  was  designed  to  determine  whether  HCOP's  goals  to  recruit 
disadvantaged  students  provide  them  preliminary  training  and  facili- 
tate their  entry  into  professional  schools.  Existing  information  bases 
and  monitoring  procedures,  visits  to  six  undergraduate  HCOP  sites, 
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nine  telephone  interviews,  and  information  collected  from  1 15  HCOP 
grantees  in  technical  assistance  workshops  were  used  to  do  this  and 
to  help  program  administrators  develop  a  more  effective  program 
and  a  long-term  program  monitoring  basis.  Tracking  students'  perfor- 
mance w  as  one  of  the  key  dimensions  for  evaluating  grantee  perfor- 
mance on  the  preliminary  training  of  students  and  facilitating  their 
entry  into  professional  schools.  See  also  PIC  ID  No.  2281.1. 
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ABSTRACT:  "A  Report  on  Measurement  and  the  Quality  of  Life" 
explores  and  attempts  to  place  in  perspective  the  possibility  of  im- 
proving radically  the  measurement  of  the  quality  of  life.  First,  efforts 
at  improvement  to  set  the  agenda  and  institutional  stage  are  discussed. 
Second,  the  impediments  that  plague  efforts  to  make  significant  pro- 
gress are  discussed.  Third,  several  possible  approaches  to  changing 
the  intensity  or  direction  of  efforts  are  listed.  The  conclusions 
reached  are  (1)  there  is  a  very  substantial  effort,  both  in  the  U.S.  and 
abroad,  devoted  to  improving  measurement  of  social  conditions  and 
social  welfare;  (2)  there  is  no  immediate  prospect  of  a  dramatic  break- 
through in  achieving  intellectually  respectable  broad  measures  of  the 
qualities  of  life;  and  (3)  efforts  in  this  area  have  been  hampered 
primarily  by  two  factors,  ignorance  of  the  causal  mechanisms  under- 
lying social  behavior  and  lack  of  a  theoretical  basis  to  aggregate 
individual  measures  of  whether  the  world  is  a  better  place  today  than 
yesterday.  The  second  report  ("The  Implications  for  Government 
Actions  of  The  Limits  to  Growth")  explores  the  possibility  that  the 
book  "The  Limits  to  Growth"  is  drastically  incorrect  in  its  conclu- 
sions, as  well  as  the  implications  for  government  action  that  follow 
from  either  the  book  or  this  paper's  diagnosis.  (Papers  18  pages  each.) 
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Secretary's  Report  to  the  President 
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PROJECT  OFFICER: 
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X-Many  HHS  Programs-Income  Security; 

X-Non-HHS  Programs-Income  Security 

ABSTRACT:  This  1977  report  includes  views  of  all  the  interests  in 
United  States  society  concerning  the  welfare  system  and  its  reform. 
A  strong  consensus  that  the  welfare  system  needs  change  is  ex- 
pressed, but  there  is  no  clear  consensus  about  what  should  be  done. 
The  following  recommendations  received  strong,  widespread,  and 
recurring  support:  (1)  an  adequate  assistance  level,  with  a  national 
minimum  as  a  base;  (2)  easily  understandable  and  uniform  eligibility 
rules;  (3)  meaningful  jobs  for  recipients;  (4)  mechanisms  that  will,  for 
welfare  eligibles,  implement  our  work  ethic;  (5)  family  coverage 
based  on  need,  without  regard  to  status  or  present  number  of  parents 
in  family  unit;  (6)  an  end  to  the  fragmentation  that  "shuffles  people 
from  program  to  program  and  worker  to  worker";  (7)  elimination  of 
punitive  or  demeaning  practices;  and  (8)  a  system  that  can  be  adminis- 
tered with  integrity,  efficiency,  and  compassion.  Three  supplements 
and  a  summary  report  ("Welfare  Reform")  on  regional  outreach  are 
also  available  from  PIC. 

DESCRIPTORS:  Welfare  Reform,  Low-Income  Population,  Families 
with  Dependent  Children,  Income  Maintenance 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO  0900  PROJECT  NO: 
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MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
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REPORT  TITLE;  Report  to  the  Appalachian  Regional  Commission 

on  Site  Visits  to  Day  Care  Centers 
PERFORMER:  Research  for  Children,  870  Creek  Drive,  Menlo 

Park  CA  94025 
PROJECT  OFFICER:  Decker,  Robert 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs 

ABSTRACT:  Research  for  children's  work  plan  sponsored  by  the  Ap- 
palachian Regional  Commission  called  for  making  approximately  30 
to  40  half-hour  videotapes  in  day  care  centers  to  develop  a  coding 
system  for  socioemotional  interaction  themes  (SET)  that  was  to  be 
used  in  a  national  infant  study.  The  requirements  for  sites  were  that 
they  be  fairly  urban  and  racially  diverse,  with  black  and  white  chil- 
dren ranging  from  6  to  36  months  and  with  black  and  white  caregiv- 
ers. RFC's  research  team  spent  two  weeks  in  early  1980  videotaping 
children  going  about  their  normal  activities  in  day  care  centers,  using 
the  videotaping  methods  developed  in  previous  observational  re- 
search. Once  the  SET  was  developed,  the  coder  reliability  using  this 
coding  system  was  checked  using  these  tapes  as  well  as  tapes  gath- 
ered in  family  day  care  home  and  "own"  home  settings.  The  Adminis- 
tration for  Children  and  Youth  and  the  Office  of  the  Assistant 
Secretary  for  Planning  and  Evaluation  transferred  funds  to  the  Ap- 
palachian Regional  Commission  for  this  project. 

DESCRIPTORS:  Child  Care,  Child  Development,  Research  and 
Evaluation  Methods  Feature,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1910  PROJECT  NO:  ASPE  79-9 

FUND  SOURCE:  ^valuation        NTIS  NO:  PIC  Only 
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Transfer  ERIC  NO:  Not  applicable 
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STATUS:  Study  completed 
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PROJECT  TITLE:  Modeling  ICFs/MR  Costs 

REPORT  TITLE:  Report  to  the  Secretary:  The  Working  Group 

Policies  Affecting  Mentally  Retarded  and  Other 

Developmentally  Disabled  Persons 
PERFORMER:  University  of  Minnesota,  Minneapolis  MN  55455 
PROJECT  OFFICER:  Harelson,  Glen;  Rm  416E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED: 
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(CONSOLIDATED-See  SSBG); 

HCFA-Medicaid-Long  Term  Care; 

HD-ADD-Developmental  Disabilities-Program  Direction  and 
Management; 

SSA-Supplemental  Security  Income-Beneficiary  Benefits 

ABSTRACT:  This  report  projects  trends  in  the  utilization  and  costs  of 
intermediate  care  facilities  (ICFs)  and  other  residential  facilities  for 
mentally  retarded  (MR)  persons.  Estimates  are  made  of  (1)  the  num- 
ber and  characteristics  of  persons  in  residential  facilities;  (2)  changes 
in  the  number  and  size  of  ICFs/MR;  (3)  differences  in  the  costs  of 
small  and  large  residential  facilities  and  between  ICFs/MR  and  non- 
ICFs/MR;  (4)  the  sources  of  funds  such  as  SSI,  Medicare,  Medicaid, 
and  SSBG  that  are  utilized  to  finance  residential  care;  (5)  costs  on  a 
per  capita  basis  and  in  the  aggregate;  and  (6)  cost  implications  of 


alternative  policy  proposals.  The  report  presents  two  major  options 
for  policy  reform.  The  first  proposes  a  significant  departure  from  the 
federal  government's  existing  approach  to  financing  services  for  per- 
sons with  developmental  disabilities.  It  would  replace  Medicaid  as 
the  primary  source  of  federal  financing  by  establishing  an  entirely 
new  program  targeted  to  developmentally  disabled  persons  with 
severe  impairments.  The  second  option  outlines  incremental  policy 
changes  designed  to  promote  improved  support  of  community-based 
services  to  this  population.  See  also  PIC  ID  No.  2846.  (Final  report 
63  pages  plus  appendices.) 

DESCRIPTORS:  Trends  and  Forecasts,  Retardation,  Residential  Facili- 
ties, Developmental  Disabilities,  Federal  Role 
STUDY  TYPE:  Program  Strategy 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-86-0043 

COST    (In  Thousands):  FY  86-$0 

STATUS:  Study  completed,  - 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '86  through  March  '88 
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ABSTRACT:  This  report  proposes  a  set  of  research  projects  to  fill  gaps 
in  the  existing  knowledge  of  the  impact  of  the  Medicare  prospective 
payment  system  (PPS)  on  the  care  provided  to  the  frail,  functionally 
impaired  elderly  and  individuals  with  underlying  acute  medical  con- 
ditions (e.g.,  diabetes  or  end-stage  renal  disease)  after  their  discharge 
from  the  hospital.  Five  major  issues  are  identified:  (1)  overall  patterns 
of  post-discharge  experience;  (2)  discharge  planning  process;  (3) 
home  health  care;  (4)  nursing  home  care;  and  (5)  hospital  readmission. 
The  policy  relevance  of  each  of  these  issues  is  discussed.  One  or  more 
specific  research  projects  are  proposed  for  each  issue,  including  such 
information  as  project  overview,  methodological  detail,  selection  of 
the  sample,  sample  size,  approach,  strengths,  limitations,  and  relation- 
ship with  other  proposed  projects.  See  also  PIC  ID  Nos.  2410.1  and 
2410.2.  (Final  report  61  pages.) 

DESCRIPTORS:  Long  Term  Care,  Hospitals,  Services  Integration, 
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COST    (In  Thousands):  FY  84  $  130 
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Available  from  PIC 
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ABSTRACT:  Data  from  the  March-April  1982  Current  Population 
Survey  were  used  to  analyze  property  settlements,  alimony  awards, 
and  child  support  awards  to  divorced  women.  Logistic  models  were 
constructed  to  determine  the  factors  that  affect  these  divorce  out- 
comes, to  identify  categories  of  women  at  high  risk  of  need,  and  to 
examine  changes  in  divorce  outcomes  over  time.  The  analyses  are 
important,  because  property  settlements  directly  contribute  to  in- 
come security  for  many  women  and  potentially  affect  income  securi- 
ty in  older  age.  Findings  include  white  women  and  well-educated 
women  have  higher  probabilities  of  obtaining  all  forms  of  divorce 
settlements  than  less-educated  or  nonwhite  women;  employed  wom- 
en are  more  likely  to  receive  property  settlements,  but  are  less  likely 
to  receive  alimony  awards  than  nonemployed  women;  alimony  and 
property  awards  are  more  likely  for  women  divorced  at  older  ages 
or  after  long  marriage  durations;  alimony,  child  support,  and  proper- 
ty settlements  are  positively  related  to  each  other;  and,  over  time, 
property  settlements  have  become  more  likely  (at  least  in  part  be- 
cause of  the  adoption  of  equitable  distribution  principles  in  state  law), 
child  support  awards  have  become  more  likely,  and  alimony  awards 
have  become  less  likely.  See  also  PIC  ID  Nos.  2921-2921.2.  (Final 
report  155  pages.) 

DESCRIPTORS:  Women,  Family,  Retirement,  Law  and  Legislation, 
Child  Support 

STUDY  TYPE:  Research  and  Data  Development 
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PERFORMER:  Hudson  Institute,  Inc.,  4401  Ford  Avenue, 

Alexandria  VA  22302,  Hopkins,  Kevin 
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ABSTRACT:  This  report  condenses  the  findings  of  approximately  85 
studies  and  literature  reviews  on  the  success  of  some  federal  employ- 
ment and  training  programs  and  demonstrations,  including  the  Com- 
prehensive Employment  and  Training  Act  (CETA),  the  Work 
Incentive  Program  (WIN),  the  Job  Corps,  the  National  Supported 
Work  Demonstration,  and  the  Job  Training  Partnership  Act,  which 
in  1982  replaced  CETA  as  the  key  federal  program  for  combating 
structural  unemployment.  Some  of  the  report's  conclusions  are  that 
(1)  the  classical  experimental  design  is  the  most  accurate  way  to 
evaluate  training  and  employment  programs;  (2)  overall,  public  ser- 
vice employment  jobs  are  not  successful  in  preparing  participants  for 
unsubsidized  employment;  and  (3)  vocational  training  increases  par- 
ticipants' earnings  and  decreases  their  dependency  on  welfare.  See 
also  PIC  ID  Nos.  2625-2625.5,  2625.7-2625.9,  2625. A,  and  2625. B. 
(Final  report  45  pages.) 
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ABSTRACT:  This  report  is  one  of  five  technical  papers  examining  the 
issue  of  incorporating  medical  support  provisions  into  child  support 
orders  as  required  by  the  Child  Support  Enforcement  Amendments 
of  1984.  It  is  the  second  of  three  papers  addressing  the  substitutability 
of  private  health  insurance  coverage  for  Medicaid  coverage,  which 
is  an  important  factor  in  the  feasibility  and  cost-effectiveness  of  pursu- 
ing medical  support  in  child  support  cases.  It  presents  the  findings 
from  a  detailed  review  of  private  health  insurance  coverage  for  chil- 
dren under  23  general  employer-based  plans,  including  Blue  Cross/ 
Blue  Shield,  commercial,  self-insurance,  and  prepaid  health  mainte- 
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nance  organization  (HMO)  plans.  Inpatient  hospital,  outpatient  hos- 
pital/clinic/eniergeney,  physician,  long-term  care,  preventive,  pre- 
scription drug,  and  dental  services  were  reviewed.  Some  of  the  major 
findings  are  (1)  all  2.^  plans  provide  some  coverage  for  inpatient 
hospital,  outpatient,  physician,  long-term  care,  and  dental  services; 
(2)  preventive  services  are  not  covered  at  all  by  seven  plans;  (3) 
prescription  drugs  are  not  covered  at  all  by  13  plans;  (4)  cost-sharing 
requirements  (e.g.,  deductibles)  and  limitations  on  the  amount  of 
service  or  dollar  coverage  are  the  most  common  limitations  on  cov- 
ered services;  and  (5)  HMOs  provide  the  most  coverage  across  the 
board.  See  also  PIC  ID  Nos.  2544-2544.3  and  2544.5.  (Technical 
paper  52  pages  plus  appendices.) 

DESCRIPTORS:  Children  and  Youth,  Health  Insurance  and  Financing, 
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ABSTRACT:  This  report  is  one  of  five  technical  papers  examining  the 
issue  of  incorporating  medical  support  provisions  into  child  support 
orders  as  required  by  the  Child  Support  Enforcement  Amendments 
of  1984.  It  is  the  first  of  three  papers  addressing  the  degree  of  substitu- 
tability  of  private  health  insurance  coverage  for  Medicare  coverage, 
which  is  an  important  factor  in  the  feasibility  and  cost-effectiveness 
of  pursuing  medical  support  in  child  support  cases.  It  presents  the 
findings  from  a  detailed  review  of  state  Medicaid  coverage  for 
categorically  needy  and  medically  needy  children  in  1 1  major  service 
categories  (inpatient  hospital,  outpatient,  physician,  preventive,  long- 
term  care,  prescription  drugs,  dental,  and  emergency  hospital).  The 
review  was  limited  to  documentary  evidence  of  the  types  and 
amounts  of  services  officially  covered  by  Medicaid  programs.  In 
general,  most  of  the  nation's  Medicaid  children  were  found  to  be 
protected  by  a  wide  range  of  service  coverage,  although  common 
limitations  employed  by  Medicaid  programs  in  major  service  areas 
were  found.  See  also  PIC  ID  Nos.  2544-2544.2,  2544.4,  and  2544.5. 
(Technical  paper  68  pages  plus  appendices.) 
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ABSTRACT:  This  study  investigated  the  role  of  employee  benefits  in 
providing  protection  against  events  such  as  retirement,  unanticipated 
death,  medical  calamity,  and  chronic  illness.  The  final  report  is  being 
reviewed  as  of  July  1988. 
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The  task  force  found  that  the  UAF  program  concept  was  effective 
in  meeting  a  significant  social  need.  The  report  details  the  actions 
necessary  for  federal,  state,  and  local  governments  and  relevant  pri- 
vate agencies  to  modernize  and  extend  the  UAF  program  to  meet  the 
needs  of  the  developmentally  disabled  in  all  states.  A  second  report 
("Descriptive  Statements,  Factual  Profile,  and  Summary  Tables 
Documenting  the  Present  Status  of  University-Affiliated  Facilities") 
also  was  produced  under  this  contract. 
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ABSTRACT:  Adequate  and  reliable  data  are  the  key  to  analysis  of  the 
distribution  of  benefits  and  costs  of  existing  and  proposed  govern- 
ment programs.  This  paper  presents  an  overview  of  microsimulation 
models  used  at  the  time  of  the  study  (i.e.,  TRIM,  MATH,  KGB, 
STATS,  DYNASIM/MASH,  DYNASIM/MASS,  and  OTA's  per- 
sonal income  tax  model)  and  discusses  the  role  of  the  Survey  of 
Income  and  Program  Participation  (SIPP)  in  yielding  data  better 
suited  for  microsimulation  models  than  had  been  available  previous- 
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ABSTRACT:  This  report  describes  an  experiment  that  was  carried  out 
to  measure  labor  supply  responses  and  other  effects  of  a  negative 
income  tax  (NIT)  in  rural  areas.  The  effects  of  the  Rural  Experiment 
were  measured  by  comparing  the  behavior  of  members  of  an  experi- 
mental group,  who  received  cash  payments  according  to  one  of  se- 
veral benefit  formulas,  with  that  of  members  of  a  control  group,  who 
received  no  benefits.  The  benefit  formulas  consisted  of  a  basic  benefit, 
a  minimum  level  of  income  guaranteed  to  families  with  no  other 
income;  and  an  implicit  tax  rate,  the  rate  at  which  the  benefit  was 
reduced  as  other  income  increased.  The  experiment  was  carried  out 
in  two  locations,  one  in  Iowa  and  one  in  North  Carolina.  Many  of  the 
results  of  the  Rural  Income  Maintenance  Experiment  resemble  close- 
ly the  results  of  the  New  Jersey  Graduated  Work  Incentive  Experi- 
ment, which  dealt  with  urban  families.  In  the  Rural  Experiment, 
husbands'  hours  did  not  decline  consistently  as  a  result  of  the  experi- 
ment, and  those  declines  that  were  found  tended  to  be  even  smaller, 
on  average,  than  in  New  Jersey.  As  in  New  Jersey,  husbands  did  not 
withdraw  from  the  labor  force,  but  the  percentage  of  wives  working 
fell  considerably.  A  new  result  of  the  Rural  Experiment  was  that 
wage  work  of  dependents  also  fell.  Other  new  results  were  improve- 
ments in  nutrition  and  in  school  performance  by  grade  school  chil- 
dren. (Final  report  100  pages.) 
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ABSTRACT:  Numerous  small  areas  of  the  United  States  have  dispro- 
portionately high  concentrations  of  poor  people.  In  this  paper,  re- 
searchers took  a  geographic  orientation  to  provide  additional  insight 
into  causes  of  poverty.  They  examined  whether  being  physically 
contiguous  to  a  county  with  a  high  poverty  rate  had  an  independent 
effect  on  a  county's  poverty  rate.  Most  of  the  high  poverty  counties 
were  rural;  few  had  one  city  with  a  population  exceeding  25,000.  It 
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became  clear  from  the  results  of  the  survey  that  there  were  geograph- 
ic determinants  of  poverty.  Even  controlhng  for  demographic,  labor 
market,  institutional,  and  fiscal  correlates  of  poverty,  counties  locat- 
ed next  to  high  poverty  counties  had  poverty  rates  3.42  percentage 
points  higher  simply  because  of  their  location.  Researchers  conclud- 
ed that  there  might  be  an  important  political  role  for  either  state 
governments  or  regional  commissions  to  focus  resources  for  econom- 
ic development  on  the  problems  of  multi-county  areas.  For  example, 
because  it  appeared  that  economic  development  might  be  impeded 
over  a  broad  geographic  area  by  lack  of  infrastructure  (such  as  poor 
transportation  facilities),  coordinated  action  might  be  necessary  to 
alleviate  such  problems.  Without  special  attention  paid  to  those  areas 
with  high  poverty  rates,  it  appeared  that  they  were  likely  to  remain 
poor. 
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ABSTRACT:  This  study  examined  the  consumption  behavior  of  the 
elderly  to  determine  if  the  elderly  are  motivated  to  save  because  they 
want  to  leave  a  bequest  (bequest  motive)  or  because  the  standard 
life-cycle  hypothesis  of  consumption  applies.  Data  from  the  Lon- 
gitudinal Retirement  History  Survey  were  used.  The  study  found  no 
support  for  a  bequest  motive.  Rather,  it  seems  that  parents  made 
transfers  of  wealth  to  their  children  when  the  children  were  young. 
At  retirement  age  they  have  less  wealth  than  individuals  who  never 
had  children,  and  their  consumption  pattern  after  retirement  is  the 
same.  See  also  PIC  ID  No.  2590.1.  (Final  report  34  pages.) 
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ABSTRACT:  A  standardized  instrument  was  used  to  screen  applicants 
to  the  National  Long-Term  Care  Channeling  Demonstration  accord- 
ing to  specific  criteria  thought  to  contribute  to  being  "at-risk"  of 
institutionalization.  The  screen  was  usually  conducted  over  the  tele- 
phone beginning  with  the  person  referring  the  applicant.  Completion 
of  the  screen  generally  took  15-25  minutes.  This  trainer's  guide  con- 
tains all  the  materials  needed  to  train  staff  members  of  a  long-term 
care  program  to  conduct  the  screening  process  using  the  Channeling 
Applicant  Screen.  Included  is  a  detailed  lesson  plan  for  a  two-day 
training  program,  lecture  notes,  handouts,  scripts  and  the  Applicant 
Screen  Set,  which  contains  blank  forms  and  the  manual  for  screeners 
(screen  set  available  separately).  Channeling  was  an  HHS  initiative 
designed  to  test  in  10  sites  in  10  states,  under  rigorous  experimental 
conditions,  the  extent  to  which  a  community-based  long-term  care 
system  that  combines  case  management,  care  planning  and  the  deliv- 
ery of  health  and  social  services  is  a  cost-effective  alternative  to  the 
present  medical/institutional  system  of  long-term  care.  Temple  Uni- 
versity provided  training  and  technical  assistance  to  the  10  communi- 
ties and  Mathematica  Policy  Research,  Inc.,  conducted  the 
evaluation.  See  also  PIC  ID  Nos.  2166-2166.9,  2166.A-2166.G, 
2166.I-2166.Z,  and  2648-2648.2. 
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ABSTRACT:  The  Seattle/Denver  Income  Maintenance  Experiment 
(SIME/DIME)  was  the  last  in  a  series  of  four  large-scale  income 
maintenance  experiments  undertaken  in  the  late  1960s  and  early  1970s 
to  measure  the  disincentive  effects  of  cash  transfers  on  the  labor  force 
participation  of  those  eligible  for  them.  This  volume  discusses  sample 
selection,  enrollment,  rules  of  operation,  sample  control  and  mainte- 
nance, benefit  calculation  and  administration,  survey  instrument  de- 
sign, development,  and  content,  administration  of  interviews, 
payments  verification,  and  overpayments  recovery.  See  also  PIC  ID 
No.  1780.  (Final  report  185  pages.) 
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ABSTRACT:  The  Seattle-Denver  Income  Maintenance  Experiment 
(SIME/DIME)  was  the  last  in  a  series  of  four  large-scale  income 
maintenance  experiments  undertaken  in  the  late  1960s  and  early  1970s 
to  measure  the  disincentive  effects  of  cash  transfers  on  the  labor  force 
participation  of  those  eligible  for  them.  This  volume  discusses  the 
history,  design,  implementation,  and  operation  of  the  experiment; 
examines  the  labor  supply  responses  of  husbands,  wives,  single  par- 
ents, and  youth  in  terms  of  hours  worked,  wage  rates  and  earnings, 
and  degree  of  unemployment;  discusses  the  effects  of  the  counseling 
and  education  subsidy  programs;  analyzes  the  relationship  between 
the  treatment  and  the  formation  and  dissolution  of  families;  and  sum- 
marizes the  findings  with  respect  to  health,  consumption,  and  social 
behavior.  See  also  PIC  ID  No.  1780.1.  (Final  report  453  pages.) 
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ABSTRACT;  This  report  is  an  annotated  bibliography  of  studies  on 
poverty  and  welfare  dependency  used  for  Chapter  1  of  this  Hudson 
Institute  project  on  synthesis  of  welfare  dependency  research.  The 
studies  are  classified  according  to  author's  last  name;  each  reference 
includes  such  study  information  as  the  database  used;  type  of  analysis; 
unit  of  analysis;  sample  characteristics;  key  variables;  methodology; 
and  findings.  Ronald  B.  Mincy  of  the  University  of  Delaware  com- 
piled this  bibliography.  See  also  PIC  ID  Nos.  2625-2625.4,  2625.6- 
2625.9,  2625. A,  and  2625. B.  (Final  report  61  pages.) 
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ABSTRACT:  The  Senior  Companion  Program  (SCP)  extends  volun- 
teer services  by  low-income  older  persons  to  adults  with  special 
needs.  Its  primary  purpose  is  to  create  satisfying  community  volun- 
teer opportunities  for  low-income  persons  over  the  age  of  60  while 
providing  supportive  service  to  adults  with  special  needs.  This  im- 
pact evaluation  examined  whether  SCP  generated  beneficial  effects 
for  its  participants--both  the  volunteers  and  the  clients.  The  study 
found  that  SCP  reaches  a  client  population  in  genuine  need  of  its 
services.  The  evidence  suggests  that  the  SCP  has  measurable  and 
important  effects  on  the  lives  of  clients  and  volunteers. 
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ABSTRACT:  This  is  the  first  of  two  reports  describing  a  comprehen- 
sive, 22-month  cross-agency  evaluation  of  federal  and  state  programs 
for  assistance  to  handicapped  youth.  This  report  provides  a  descrip- 
tive overview  of  the  population  of  handicapped  youth,  the  structure 
and  functioning  of  the  system,  state  and  federal  service  programs, 
resources  devoted  to  various  classes  of  handicapped  youth,  and  ser- 
vices delivered.  It  also  identifies  major  problems  of  the  service  sys- 
tem, both  in  services  delivered  and  in  the  institutional  structure  of 
some  of  the  programs.  The  programs  are  grouped  by  the  five  types 
of  agencies  that  administer  them:  health,  welfare,  education,  voca- 
tional rehabilitation,  and  mental  health  and  retardation.  See  also  PIC 
ID  No.  0349.1.  (Final  report  341  pages;  abridged  version  22  pages.) 
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ABSTRACT:  This  report  focuses  on  some  neglected  questions  of  state 
aid  to  localities  for  human  services.  To  assure  that  national  funding 
actually  serves  its  programmatic  purposes,  the  processes  associated 
with  state  aid  to  local  government  and  the  impact  of  that  aid  need  to 
be  better  understood.  The  report  supplements  a  digest  of  interviews 
of  state  and  local  officials.  The  interviews  were  conducted  by  mem- 
bers of  an  interuniversity  study  team  to  explore  issues  related  to  an 
urban  strategy.  Study  team  participants  used  their  experience  to  pro- 
vide new  insights  into  some  aspects  of  state  and  local  relations.  The 
resulting  essays  cover  the  distributional  aspects  of  state  and  federal 
aid  and  include  analysis  of  special  problems  facing  municipalities  in 
financing  their  public  services.  Recommendations  of  the  team  includ- 
ed ( 1 )  provide  added  incentives  to  states  to  take  on,  as  state  functions, 
services  of  special  concern  to  urban  communities;  (2)  build  and  sup- 
port new  institutional  arrangements  for  information,  advocacy,  refer- 
ral and  "shopping"  services;  (3)  build  a  "report-back-to-the-state" 
process  into  all  new  experimental  and  demonstration  programs  with 
policy  implications;  and  (4)  strengthen  state  and  local  government 
analytical  staffing  by  staff  development  and  intergovernmental  staff 
exchanges.  (Final  report:  Volume  I,  263  pages;  Volume  II,  301 
pages.) 
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ABSTRACT:  While  no  Department  of  Health  and  Human  Services 
programs  are  mandated  to  serve  victims  of  domestic  violence,  many 
can  provide  the  types  of  services  that  are  needed.  This  report  reviews 
the  extent  to  which  13  HHS  programs  are  used  by  states  and  local 
communities  to  provide  services  and  other  assistance  to  domestic 
violence  victims.  At  the  state  level,  programs  most  frequently  report- 
ing special  services  or  activities  include  social  services  (38%),  mental 
health  (27%),  drug  abuse  (22%),  alcoholism  treatment  (20%),  and 
child  protective  services  (29%).  At  the  community  level,  the  com- 
munity mental  health  centers  (43%  ),  social  services  (25%),  and  drug 
abuse  treatment  (24%)  had  the  highest  frequency  of  activity.  A  broad 
range  of  activity  was  reported  by  respondents  including  the  provi- 
sions of  food  and  temporary  shelter,  counseling  and  client  advocacy, 
hotlines,  and  family  and  peer  group  counseling.  While  some  pro- 
grams provide  special  services,  the  vast  majority  of  respondents  in- 
dicated that  the  programs  have  few,  if  any,  resources  that  could  be 
used  especially  for  victims  and  their  families.  The  three  volumes  of 
the  final  report  are  "Services  to  Victims  of  Domestic  Violence:  A 
Review  of  Selected  Department  of  Health  and  Human  Services  Pro- 
grams"; "A  Presentation  of  Three  Case  Studies  to  Illustrate  the  Prob- 
lem of  Domestic  Violence";  and  "State  Profiles  on  Services  to 
Victims  of  Domestic  Violence."  (Final  report  volumes  179,  64,  and 
316  pages,  respectively.) 
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ABSTRACT:  The  findings  of  a  National  Research  Council  panel  on 
methods  for  establishing  statistical  priorities  are  presented.  The  panel 
was  requested  to  examine  the  NatK)nal  Center  for  Educational  Statis- 
tics as  a  case  study  because  this  statistical  center  is  actively  concerned 
with  priority-setting  problems.  The  panel  was  also  asked  to  propose, 
if  appropriate,  an  additional  study  phase  to  test  and  develop  any 
promising  methods  on  how  decisions  should  be  made.  The  panel's 
findings  are  addressed  primarily  to  those  who  make  decisions  about 
the  content  of  federal  statistical  programs.  The  report  recommends 
(1)  that  each  statistical  agency  have  budgeted  activities  to  support 
analyses  to  be  used  in  setting  the  agency's  priorities  and  to  improve 
the  collection,  analysis,  and  dissemination  of  data;  (2)  that  the  statisti- 
cal centers  and  HEW  itself  sponsor  research  on  measuring  the  bene- 
fits of  data,  practices  for  using  data  in  policy  decisions,  and  methods 
for  incorporating  benefit  analysis  into  statistical  priority  setting;  and 
(3)  that  the  assignment  of  priorities  among  statistical  packages  and 
programs  involve  explicit  considerations  of  anticipated  benefits  and 
cost.  (Final  report  36  pages  plus  appendices.) 
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ABSTRACT:  This  paper  explores  one  particular  deduction  of  the  Food 
Stamp  Program,  the  shelter  deduction  provision,  which  allows  shel- 
ter costs  in  excess  of  30%  of  income  to  be  deducted  when  determin- 
ing each  household's  purchase  price  for  food  stamps.  Data  collected 
in  the  1974  census  were  analyzed  by  the  researchers  to  determine 
who  was  eligible  for  the  shelter  deduction  and  what  shape  reforms 
of  the  provision  might  take.  In  examining  alternatives  for  changing 
the  shelter  deduction,  it  was  found  that  (1)  a  lid  set  on  allowable 
shelter  costs  would  save  small  amounts  of  program  costs  but  would 
do  nothing  to  simplify  program  administration;  (2)  an  optional  stand- 
ard deduction  would  not  reduce  administrative  costs;  and  (3)  a  stand- 
ard deduction  would  reduce  administrative  costs.  The  implications 
for  policymakers  drawn  from  the  above  analyses  were  that  the  shelter 
deduction,  and  probably  all  deductions  taken  together,  were  not  as 
inequitable  as  some  critics  had  claimed;  and  that  although  critics  of 
the  itemized  deductions  had  dealt  only  with  considerations  of  equity 
and  administrative  costs,  deductions  served  another  role,  to  increase 


PROJECT  DESCRIPTIONS 


169 


Accession  No.  0454  Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


program  participation  among  eligibles  by  allowing  households  with 
unusually  high  expenditures  on  housing  and  medical  care  to  afford  to 
buy  food  stamps.  (Final  report  46  pages.) 
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ABSTRACT:  This  paper  explores  reasons  for  the  sharp,  sudden  change 
in  the  fortunes  of  the  Social  Security  trust  funds,  which  were  predict- 
ed to  be  exhausted  by  1981  unless  additional  revenues  were  provided. 
Identifying  the  causes  of  the  decline  in  trust  fund  balances  helped 
researchers  anticipate  the  magnitude  of  future  changes  and  allowed 
them  to  speculate  on  the  size  of  trust  funds  needed  to  cushion  the 
Social  Security  system  from  economic  shocks.  The  vehicle  for  the 
investigation  was  an  econometric  model  of  the  Old  Age,  Survivors, 
and  Disability  Insurance  system.  Simulations  with  the  model  indicat- 
ed that  high  unemployment  and  poor  growth  in  real  wages  were 
responsible  for  the  deterioration  in  the  short-term  financing  picture. 
Some  important  points  about  the  trust  funds  include  (I)  if  Social 
Security  were  not  financed  by  an  earmarked  tax,  no  trust  funds  at  all 
would  be  needed;  (2)  the  seasonal  variations  in  Social  Security  re- 
ceipts were  small  and  predictable  and  would,  by  themselves,  necessi- 
tate only  a  tiny  trust  fund;  (3)  the  existence  of  the  trust  funds  gave 
the  Administration  and  Congress  time  to  respond  to  unexpected  but 
seemingly  permanent  long-run  economic  changes;  (4)  to  the  extent 
that  the  trust  funds  were  designed  to  deal  with  critical  fluctuations, 
the  economic  assumptions  used  to  determine  the  contribution 
schedule  should  approximate  the  expected  average  conditions  over 
the  course  of  the  business  cycle.  (Final  report  60  pages.) 
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ABSTRACT:  The  purpose  of  the  project  was  to  describe  the  DRIC 
program  and  develop  a  supporting  detailed  database  for  use  in  identi- 
fying key  policy  and  programmatic  issues  and  questions  regarding  the 
DRICs  and  developing  management  and  evaluation  strategies  for 
their  resolution.  Five  centers  were  initiated  in  1967;  however,  the 
project  concentrated  on  1974-1982.  Completed  data  abstracting 
forms  were  organized  into  a  set  of  looseleaf  notebooks  and  provided 
to  NIDR  as  a  manual,  longitudinal,  database  for  evaluation  and  poli- 
cy efforts.  The  descriptive  study  identified  an  extensive  database 
regarding  organization,  staffing,  research  emphases,  budgets,  and 
related  components  of  each  DRIC  as  well  as  an  aggregate  profile. 
The  report  text  and  exhibits  present  summaries  of  these  data  for  the 
individual  centers  and  the  program.  In  addition,  the  report  identifies 
data  needs,  potential  analyses,  and  evaluation  criteria  that  NIDR  can 
use  in  developing  an  ongoing  evaluation  system.  (Final  report  104 
pages.) 
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ABSTRACT:  A  sample  of  nine  state  agencies  were  visited  to  assess 
their  use  of  Title  III  service  development  funds  to  attract  resources 
to  meet  the  needs  of  the  elderly.  The  sample  revealed  that  all  states 
engaged  in  some  levels  of  "leveraging"  activity  and  that  the  success 
of  those  activities  was  more  related  to  management  style  and  particu- 
lar forms  of  using  staff  and  information  than  to  organizational  design 
or  placement.  Recommendations  for  state  agencies  and  the  AOA  are 
included  in  the  final  report. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Elderly,  Federal  State 
and  Local  Relations,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1738  PROJECT  NO:  ASPE/E&TA  81  05 

FUND  SOURCE:  Evaluation        NTIS  NO  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100  81-0033 
COST    (In  Thousands):  FY  81-$100 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  '81  through  June  '82 


0458 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  State  Service  Conditional  Support  Programs  for 
Medical  and  Dental  Students 

REPORT  TITLE:  Short-Term  Evaluation  of  State  Educational 

Service  Conditional  Support  Programs  for  Allopathic, 

Osteopathic,  and  Dental  Students 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Strosberg,  Martin 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs 

ABSTRACT:  The  study  analyzed  the  nature  and  scope  of  46  service 
conditional-support  programs  for  medical  and  dental  students  in  32 
states.  The  programs  provide  for  loan  forgiveness  in  exchange  for 
service  in  underserved  areas.  The  report  includes  a  description  of 
state  benefits;  loans  and  service  obligations  for  medical  and  dental 
students;  provisions  governing  default  and  financial  repayment  of 
loans;  and  conditions  and  location  of  placement.  The  study  also  as- 
sessed the  degree  of  compatibility  and  conflict  between  the  state 
programs  and  the  National  Health  Service  Corps.  Also  available 
from  PIC  is  "Descriptive  Tables  of  State  Service  Conditional  Sup- 
port Programs." 
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ABSTRACT:  This  study  was  a  short-term  evaluation  of  the  implemen- 
tation of  the  ANA  approach  entitled  Social  and  Economic  Develop- 
ment Strategies  (SEDS).  ANA  provides  financial  assistance  to  help 
tribes  and  organizations  develop  and  implement  social  and  economic 
strategies  for  achieving  self-sufficiency.  The  primary  study  purpose 
was  to  document  and  describe  the  progress  made  in  implementing 
this  program  approach.  Ten  federally  recognized  tribes  and  two  ur- 
ban organizations  were  selected  for  on-site  study  during  this  evalua- 
tion. Findings  indicated  that  the  study  sites  were  pursuing  objectives 
in  six  areas;  (1)  reducing  unemployment;  (2)  producing  revenues  for 
the  tribe;  (3)  building  infrastructure  and  organizational  capability;  (4) 
preserving  and  utilizing  resources;  (5)  coordmating  services;  and  (6) 
promulgating  regulations.  Most  study  sites  were  pursuing  self-suffi- 
ciency through  two  or  more  objectives.  More  than  70%  of  the  study 
sites  were  pursuing  objectives  related  to  reducing  unemployment, 
producing  tribal  revenues  and  developing  organization  capabilities. 
Effective  local  efforts  were  characterized  by  (1)  a  comprehensive 
planning  system;  (2)  an  appropriate  organization  structure;  (3)  staff 
with  effective  management  skills;  (4)  forceful  project  leadership;  and 
(5)  a  systematic  goal  development  process.  It  was  recommended  that 
ANA  develop  indicators  of  self-sufficiency  that  take  into  considera- 
tion individual  tribal  definitions  of  self-sufficiency. 
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X-Many  HHS  Programs-Income  Security; 
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ABSTRACT:  This  project  evaluated  the  state  of  knowledge  of  the 
effects  of  inflation  on  the  elderly.  It  examined  existing  literature  on 
the  effects  of  inflation  on  the  income,  assets,  and  consumption  of  the 
elderly,  the  variation  in  effects  among  the  elderly,  and  the  differences 
between  the  effects  of  inflation  on  the  non-elderly  and  the  elderly  in 
order  to  provide  guidance  for  further  evaluation  of  the  effects  of 
inflation.  The  effects  of  indexation  of  federal  benefits  for  the  elderly, 
SSI  as  a  safety  net,  and  the  alternative  hedges  against  inflation  are 
examined.  An  annotated  bibliography  and  a  list  of  data  sources  are 
included  in  the  final  report. 

DESCRIPTORS:  Elderly,  Income  Maintenance,  Low-Income  Popula- 
tion, Equity  of  Benefits,  Pensions,  Bibliography  Feature,  Inflation 
STUDY  TYPE:  Program  Impact;  Program  Performance  Evaluation 
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PROJECT  TITLE:  Short-Term  Evaluation  of  the  Vulnerability  of  the 
Elderly  to  Price  Shocks  and  Inflation 

REPORT  TITLE:  Short-Term  Evaluation  of  the  Vulnerability  of  the 

Elderly  to  Price  Shocks  and  Inflation 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Goodfellow,  Gordon 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  project  involved  a  detailed  examination  of  the  in- 
come and  wealth  of  the  elderly  and  their  inflation  vulnerability.  It 
compared  the  aged  population's  vulnerability  to  inflation  to  that  of 
the  non-aged.  The  major  source  of  data  was  the  Social  Security 
Administration's  Retirement  History  Survey  (RHS).  The  project 
tabulated  detailed  income  statements  (as  well  as  balance  sheets)  for 
the  RHS  population  and  subpopulations  for  1969,  1975,  and  1979.  It 


emphasized  these  three  years  but  used  the  1971,  1973,  and  1977  files 
to  fill  in  values  that  were  missing  in  the  three  years  under  examina- 
tion. The  project  examined  a  number  of  alternative  measures  of  the 
vulnerability  of  the  wealth  of  the  RHS  population  to  unexpected 
changes  in  inflation  and/or  the  price  level.  Computations  were  done 
to  depict  how  inflation  vulnerability  varies  across  time,  by  wealth 
level,  and  by  marital  status.  An  analysis  was  undertaken  of  how 
vulnerable  the  elderly  would  be  if  Social  Security  retirement  annui- 
ties were  not  indexed  (either  implicitly  or  explicitly).  Other  measures 
of  how  much  inflation  protection  government  programs  offer  to  the 
aged  were  also  explored. 
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ABSTRACT:  This  paper  outlines  the  intent  and  methodology  of  the 
short-term  policy  evaluation  as  it  has  been  introduced  and  refined  by 
staff  in  the  Office  of  the  Assistant  Secretary  for  Planning  and  Evalua- 
tion and  its  contractors.  At  the  time  of  this  study,  this  form  of  evalua- 
tion research  was  still  in  its  developmental  stages  with  each  new 
study  adding  insight  to  the  process.  This  study  assessed  the  state  of 
the  technology  and  was  a  significant  departure  from  traditional 
evaluation  research.  The  methodology  was  designed  to  help  satisfy 
the  information  needs  of  senior  policymakers  and  has  been  proven 
successful  as  such.  It  supplied  required  information  that  addresses 
decisions  that  need  to  be  made.  This  paper  illustrates  the  seven  steps 
in  the  methodology  of  short-term  policy  evaluations,  which  are  as 
follows:  (1)  understanding  the  source  and  dynamics  behind  policy 
questions;  (2)  defining  the  substance  of  the  question  and  the  form  of 
an  answer;  (3)  designing  a  study  to  accommodate  its  source,  dynamics 
and  substance;  (4)  creating  an  appropriate  and  representative  sample; 
(5)  applying  the  art  and  science  of  data  gathering  and  analysis;  (6) 
conducting  interactive  briefings;  and  (7)  presenting  results  and 
recommendations  in  written  reports. 
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ABSTRACT:  This  report  discusses  the  econometric  model  that  was 
intended  to  help  satisfy  the  need  for  improved  analytic  devices  in  the 
field  of  human  services.  The  model  was  designed  as  a  user-oriented 
planning  tool  with  an  ability  to  accept  a  very  broad  range  of  policy 
configurations.  Among  the  controllable  policy  variables  it  contains 
are  federal  child/staff  ratio  requirements,  federal  group  size  restric- 
tions, state  reimbursement  rates,  and  monitoring  visits.  With  some 
minor  adjustments  to  the  data  set,  the  child/staff  ratio  requirements 
of  individual  states  or  groups  of  states  can  be  adjusted  and  local 
impacts  assessed.  Different  sections  of  the  report  explain  and  then 
apply  the  simulation  model  to  10  different  policy  experiments.  Includ- 
ed are  (1)  a  brief  economic  background  of  the  day  care  industry  and 
some  of  the  hypotheses  that  the  model  tests;  (2)  estimation  of  the 
model,  the  derivation  of  its  structural  parameters;  (3)  the  most  impor- 
tant of  the  parameters,  interpreted  to  provide  some  insights  into  the 
market  environment  of  day  care;  and  (4)  the  results  of  10  simulated 
policies  compared  to  1978  market  conditions  as  measured  by  46  varia- 
bles. (Final  report  34  pages.) 

DESCRIPTORS:  Child  Care,  Operations  Research  Feature,  Regulation 
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STUDY  TYPE:  Research  and  Data  Development 
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Technical  Documentation 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536,  Metcalf,  Charles 
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ABSTRACT:  This  report  is  one  of  a  series  of  five  reports  prepared  to 
provide  a  better  understanding  of  the  nature  of  the  long-term  welfare 
dependency  problem  and  to  explore  the  potential  gains  from  target- 
ing a  particular  subgroup  of  welfare  recipients  for  employment  and 
social  services.  The  report  contains  detailed  documentation  of  the 
simulation  model  of  the  targeted  employment-related  programs  for 
long-term  welfare  dependents.  Part  I  is  written  from  the  point  of  view 
of  the  policy  analyst  and  describes  the  function  of  each  routine  in  the 
model.  Part  II  is  the  actual  FORTRAN  code  of  the  model,  intended 
for  the  programmer  and  designed  both  to  provide  an  understanding 
of  the  operation  of  the  model  and  to  facilitate  future  changes  to  it.  See 
also  PIC  ID  Nos.  2393-2393.2  and  2393.4.  (Final  report  60  pages  plus 
model  code.) 
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PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  investigated  food  stamp  regulations,  benefit 
levels  and  patterns  of  food  stamp  participation  that  were  operating 
at  the  time  the  study  was  conducted.  An  analysis  was  undertaken  of 
the  hypothetical  impacts  of  alternative  income  accounting  and  re- 
porting procedures  on  food  stamp  eligibility  and  participation  in  Den- 
ver in  1971.  Seven  alternative  plans  were  simulated  and  compared  to 
the  base  plan  to  determine  the  potential  impacts  of  income  account- 
ing/reporting procedures  on  program  costs  and  caseload.  Results 
indicate  that  the  system  then  being  used  was  both  costly  and  ineffi- 
cient. Several  alternative  income  accounting  and  reporting  systems 
performed  as  well,  or  much  better  in  some  areas,  than  the  base  pro- 
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gram  in  terms  of  costs,  caseload,  and  responsiveness.  Foremost 
among  the  alternative  accounting  systems  was  the  monthly  retros- 
pective plan  (without  carryover),  which  provided  benefits  in  the 
current  month  based  on  income  in  the  previous  month.  Overall  costs 
and  caseload  were  significantly  reduced  below  those  of  the  then- 
current  Food  Stamp  Program  by  this  system  and  the  average  level 
of  overpayments  v\'as  substantially  lower.  This  analysis  was  conduct- 
ed with  data  gathered  in  the  Denver  Income  Maintenance  Experi- 
ment (DIME).  (Final  report  64  pages  plus  appendices.) 
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ABSTRACT:  This  paper  describes  a  microsimulation  model  called  the 
KGB.  which  had  been  used  extensively  within  the  government  to 
evaluate  various  welfare  reform  alternatives,  including  the  Carter 
Administration's  1977  Welfare  Reform  Proposal,  the  Program  for 
Better  Jobi  and  Income.  The  model  used  data  on  a  representative 
sample  of  the  nation's  households  to  simulate  the  effects  and  costs  of 
a  number  of  possible  components  of  welfare  reform,  including  new 
cash  transfer  programs,  changes  in  the  positive  tax  system,  changes 
in  public  service  employment,  and  allowances  for  labor  supply  re- 
sponses to  all  these  components.  A  novel  feature  of  the  model  was 
that  it  provided  estimates  of  potential  participation  in  a  guaranteed 
jobs  program.  The  model  has  been  used  to  investigate  a  wide  range 
of  issues,  including  the  distributional  effects  of  alternative  levels  of 
the  federal  basic  benefit;  state  supplementation  levels  and  funding 
formulas;  benefit  reduction  rates;  wage  rates  in  public  employment 
programs;  and  eligibility  rules  for  both  cash  transfer  payments  and 
public  service  jobs.  By  providing  policymakers  with  information 
about  the  effects  of  marginal  changes  in  each  of  these  policy  parame- 
ters, the  model  was  used  to  quantify  and  highlight  the  tradeoffs 
involved  in  realistic  policy  choices.  (Final  report  40  pages.) 
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ABSTRACT:  This  paper  examines  the  changes  between  1970  and  1982 
in  single  motherhood  and  the  increase  in  the  number  of  female-head- 
ed households  in  that  period.  Marital  breakups,  births  to  unmarried 
women,  and  the  living  arrangements  of  single  mothers  and  their 
children  are  taken  into  account.  The  report  concludes  that  ( 1 )  a  trend 
toward  single  mothers  establishing  independent  households  has  been 
a  very  important  contributor  to  the  growth  of  female-headed  families 
among  both  whites  and  blacks;  (2)  the  primary  drive  behind  the 
growth  of  female-headed  families  among  whites  has  been  increased 
separation  and  divorce  among  married  women  with  children;  and  (3) 
blacks  show  much  higher  levels  and  greater  growth  of  female  head- 
ship than  whites;  this  growth  is  due  to  a  dramatic  decrease  in  mar- 
riage and  an  increase  number  of  births  to  never-married  women.  The 
report  is  one  of  three  on  a  study  of  family  structure  and  living  ar- 
rangements. "Family  Structure  and  Living  Arrangements  Research: 
Summary  of  Findings"  (available  from  PIC)  summarizes  the  three 
papers.  See  also  PIC  ID  Nos.  2353-2353.6  and  2353.8.  (Final  report 
37  pages;  summary  15  pages.) 

DESCRIPTORS:  Women,  Family,  Families  with  Dependent  Children, 
Statistical  Data  Feature,  Statistical  Analysis  Methods  Feature, 
Trends  and  Forecasts 

STUDY  TYPE:  Research  and  Data  Development;  Program  Impact 

PIC  ID  NO  2353  7  PROJECT  NO:  ASPE/ISP  82-03 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  92A-82 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '82  through  March  '84  , 


0468 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Best  Practice  Technique  in  General  and  Teaching 
Hospitals 


174 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  PLANNING  AND  EVALUATION 


Accession  No.  0471 


REPORT  TITLE:  Sixteen  Best  Practice  Techniques  in  U.S.  General 

and  Teaching  Hospitals  (Two  Volumes) 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  This  study  evaluated  16  best  practice  techniques  in  hospi- 
tals around  the  country.  The  report  identifies  and  describes  each 
technique  and  gives  a  brief,  critical  documentation  of  the  techniques 
performance.  It  encourages  the  diffusion  of  the  most  efficient  tech- 
niques to  a  greater  number  of  hospitals.  Volume  I  contains  the  sum- 
mary and  Volume  II  contains  the  site  reports.  (Final  reports  22  and 
292  pages,  respectively.) 
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ABSTRACT:  The  principal  topic  of  this  report  is  small  area  estimation 
of  employment,  income,  and  program  participation  characteristics 
from  survey  data.  However,  the  methodology  and  results  described 
may  be  useful  in  more  general  small  area  estimation  settings.  The 
scope  of  the  investigation  is  further  restricted  by  looking  only  at 
estimation  problems  that  require  a  model-based  approach.  The 
categorical  data  approach  provides  a  logical  framework  for  the  esti- 
mation of  frequencies  and  totals  for  populations  that  can  be  cross- 
classified  according  to  a  set  of  categorical  variables,  such  as  age,  race, 
sex,  income  bracket,  and  occupation.  The  categorical  approach  was 
applied  to  four  selected  subpopulations:  (I)  Social  Security  retired 
workers;  (2)  Social  Security  disabled  workers;  (3)  Basic  Educational 
Opportunity  Grant  (BEOG)  awardees;  and  (4)  union  members.  The 
categorical  data  approach  provides  a  consistent,  flexible  framework 
for  model-based  estimation  of  small  area  frequencies  and  totals.  In 
many  situations,  it  is  possible  to  make  more  efficient  use  of  all  the 
available  data  if  the  categorical  data  approach  is  used  in  conjunction 
with  a  regression  or  composite  estimation  method.  (Final  report  90 
pages.) 
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ABSTRACT;  This  report,  the  department's  contribution  to  a  federal 
study  of  social  and  economic  conditions  in  Puerto  Rico,  describes  the 
island's  social  conditions  and  assesses  the  federal  programs  that  serve 
it.  Puerto  Rico's  fundamental  problem  is  its  chronically  high  poverty 
level,  the  result  of  an  imbalance  between  population  growth  and 
economic  growth.  The  report  covers  four  general  areas:  the  social 
and  economic  conditions  of  families  and  individuals;  health  condi- 
tions and  delivery  systems;  educational  attainment  and  the  school 
system;  and  policy  options  (both  federal  and  joint  Puerto  Rican- 
federal)  for  social  programs.  (Final  report  134  pages.) 
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ABSTRACT:  This  paper  analyzes  issues  of  concern  to  policymakers  in 
the  income  security  area.  It  investigates  Social  Security  trust  funds. 
The  financial  activities  of  the  Social  Security  programs  are  handled 
through  four  different  trust  funds:  old  age  and  survivors  insurance 
(OASI),  disability  insurance,  hospital  insurance,  and  supplementary 
medical  insurance.  All  of  the  payroll  tax,  general  revenue,  and  other 
receipts  used  to  finance  each  program  are  deposited  in  the  appropri- 
ate trust  fund,  and  all  benefit  and  administrative  outlays  for  each 
program  are  made  from  that  fund.  One  reason  to  maintain  these  trust 
funds  is  to  have  a  contingency  reserve  against  the  decline  in  tax 
revenues  occurring  during  a  recession.  This  paper  employs  an  eco- 
nometric model  of  the  insurance  program  to  explore  the  implications 
of  this  contingency  rationale  for  the  size  of  the  OASI  trust  fund.  The 
goal  is  to  have  a  sufficient  reserve  to  survive  a  recession  slightly  more 
severe  than  that  of  1976  without  having  to  raise  taxes  until  unemploy- 
ment fails  below  6%.  The  paper  concludes  that  this  requires  that  the 
trust  fund  balance  be  equal  to  approximately  60%  of  outlays  at  the 
time  a  recession  begins.  (Final  report  18  pages.) 

DESCRIPTORS:  Social  Security,  Old  Age  and  Survivors  Insurance, 

Disability  Insurance,  Medicare 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  0304  PROJECT  NO 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  February  '76  through  July  "76 


0472 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  File  Concatenation  with  Adjusted  Weights  and 
Multiple  Imputations 

REPORT  TITLE:  Solution  to  the  File  Matching  Problem  Different  in 

Principle  from  the  Constrained  Optimization  Approach 
PERFORMER:  Rubin,  Donald  B.,  Princeton  NJ  08540 
PROJECT  OFFICER:  Turek-Brezina,  Joan;  Rm  438F,  HHH  Bldg; 

202-245-6141 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs; 

X-Non-HHS  Programs 

ABSTRACT:  This  paper  examines  the  file  matching  problem  in  creat- 
ing one  database  for  research  purposes  from  several  independent 
micro-databases  Each  file  is  an  independent  probability  sample  from 
the  same  population;  the  sampling  schemes  are  generally  different  for 
the  different  files.  The  files  have  some  variables  in  common,  as  well 
as  some  variables  that  are  unique.  One  proposed  solution  to  the  "file 
matching"  problem  is  the  "optimal  constrained"  approach.  This  ap- 
proach treats  each  of  the  two  samples  as  if  it  were  essentially  the 
population,  and  tries  to  minimize  errors  created  by  this  erroneous 
assumption  by  minimizing  an  objective  function.  Another  solution  is 
to  create  one  file  from  the  two  files.  This  proposed  method  concate- 
nates the  two  files  and  fills  in  the  missing  values.  Adjuncts  to  the  basic 
file  concatenation  methods  are  also  proposed.  First,  it  is  propounded 
that  the  imputed  values  be  adjusted  to  fit  the  known  margins,  so  that 


the  imputed  values  appear  marginally  correct  to  the  same  extent  as 
in  the  constrained  optimization  approach.  Second,  in  some  cases  with 
sampling  weights  not  known  for  all  units  under  both  sampling 
schemes  or  with  only  one  file's  units  of  particular  interest,  one  file 
need  be  imputed  and  the  files  need  not  be  concatenated;  in  such  cases 
the  approach  is  similar  to  standard  file  imputation  approaches.  (Final 
report  21  pages.) 
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ABSTRACT:  This  report  presents  individual  state  profiles  based  on 
information  drawn  from  an  integrated  database  of  foster  care,  adop- 
tion, child  maltreatment,  and  other  sociodemographic  data  related  to 
the  status  of  children.  The  database  contains  more  than  600  state  and 
300  national  data  elements  for  1977-1985.  The  individual  state  profiles 
are  organized  into  four  tables:  (I)  Substitute  Care  Profile,  which 
contains  1983-1985  data  on  the  substitute  care  and  adoption  popula- 
tions reported  by  states  under  the  Voluntary  Cooperative  Informa- 
tion System  (VCIS);  (2)  Child  Welfare  Program  Profile,  which 
presents  1980-1985  data  on  stale  and  federal  support  of  child  welfare 
programs;  (3)  Children  and  Youth  Profile,  which  presents  basic  soci- 
odemographic data  on  the  status  of  children  from  1980-1985,  includ- 
ing AFDC  prevalence,  teen  births  and  abortions,  high  school 
graduates,  and  infant  and  newborn  mortality;  and  (4)  State  Character- 
istics, which  provides  general  socioeconomic  information  related  to 
the  status  of  children  for  1980-1985,  including  measure  of  the  state 
economy  (e.g.,  per  capita,  income,  poverty  rate,  and  unemployment) 
and  demographic  information  (e.g.,  state  population,  total  births, 
births  to  unmarried  wormen,  and  divorces).  The  report  also  includes 
national  summary  profiles  and  graphs  displaying  national  trends.  See 
also  PIC  ID  No.  2597.1. 
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ABSTRACT:  This  report  is  one  of  five  technical  papers  examining  the 
issue  of  incorporating  medical  support  provisions  into  child  support 
orders  as  required  by  the  Child  Support  Enforcement  Amendments 
of  1984.  It  exaniines  the  status  of  state  medical  support  policies  aimed 
at  establishing  and  enforcing  medical  coverage  in  child  support  or- 
ders. According  to  the  report,  as  of  September  1985  37  states  had 
institutionalized  policies  addressing  medical  coverage  in  child  sup- 
port orders.  The  strength  and  specificity  of  the  policies  varied  sub- 
stantially across  states,  but  most  focused  medical  support  efforts  on 
absent  parents  who  have  employer-sponsored  insurance  available  at 
"reasonable  cost."  The  emphasis  on  medical  support  has  increased 
considerably,  but  it  still  had  very  low  priority  in  at  least  21  states  as 
of  September  1985.  State  officials  attribute  the  low  priority  to  the 
perceived  negative  effects  of  medical  support  on  cash  support  and  the 
unwillingness  of  child  support  programs  to  devote  time  and  effort  to 
medical  support  because  it  does  not  result  in  federal  incentive  pay- 
ments to  the  state.  The  report  also  addresses  the  coordination  be- 
tween Medicaid  and  child  support  agencies  that  will  be  necessary  for 
enforcement  of  medical  support  orders.  See  also  PIC  ID  Nos.  2544, 
2544.1,  and  2544.3-2544.5.  (Technical  paper  33  pages.) 
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ABSTRACT:  This  report  analyzes  and  compares  the  approaches  of  six 
states  (Arkansas,  Illinois,  Maine,  Maryland,  Oregon,  and  Wisconsin) 
to  long-term  care  system  reform.  The  study's  findings  about  features 
of  community-based  long-term  care  systems  such  as  state  agency 
administration,  client  assessments,  pre-admission  screening  programs, 
case  management,  and  financing  options  are  presented  to  highlight 
the  range  of  decisions  states  must  make  in  designing  their  own  sys- 
tems. Some  of  the  policy  implications  that  the  experiences  of  the  six 
states  have  for  other  states,  for  federal  support  of  community-based 
care  systems,  and  for  private  insurers  are  that  (I)  the  six  states  all 
expanded  community-based  care  services  without  generating  runa- 
way costs  in  total  long-term  care  spending;  (2)  some  aspects  of  com- 
munity care  systems  can  be  tightly  structured  and  uniform  statewide 
without  compromising  the  ability  of  systems  to  respond  flexibly  to 
individual  service  needs;  and  (3)  nonmedical  supportive  services  form 
the  core  of  state  long-term  care  programs.  This  study  was  supported 
by  an  ASPE  grant  through  an  interagency  cooperative  agreement 
with  the  Office  of  Research  and  Demonstrations,  HCFA.  (Final  re- 
port 239  pages.) 
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ABSTRACT:  This  report  provides  detailed  information  on  state  ad- 
verse-reproduction-outcome surveillance  efforts.  The  study  (1)  re- 
viewed the  status  of  activities  of  these  surveillance  systems;  (2) 
analyzed  these  activities  and  identified  issues  that  affect  them;  (3) 
reviewed  legislation  associated  with  birth  defects  surveillance  activi- 
ties; (4)  developed  guidelines  for  states  to  consider  in  planning  and 
developing  birth  defects  surveillance  systems;  and  (5)  developed 
recommendations  for  HHS  on  providing  technical  and  other  assist- 
ance to  states  for  birth  defects  surveillance  systems.  The  major  find- 
ing of  this  study  was  the  diversity  among  states'  surveillance  efforts. 
Other  important  issues  identified  are  (1)  there  is  no  regular  forum  for 
states  to  share  information  regarding  surveillance  purposes,  plans, 
and  components;  (2)  a  variety  of  technical  assistance  needs  are  report- 
ed by  the  states;  and  (3)  all  states  cite  lack  of  funding  as  the  major 
barrier  to  system  success.  The  report  also  discusses  the  federal  role 
in  birth  defects  surveillance.  (Final  report  14<3  pages  plus  appendices.) 
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ABSTRACT:  This  report  explains  the  merged  data  file  that  was  deve- 
loped to  meet  the  data  needs  for  analysis  of  health  care  financing 
issues  in  the  late  l')70s.  A  statistical  match  was  undertaken  between 
the  Census  Bureau's  Survey  of  Income  and  Education  (SIE)  and  the 
1976  Health  Interview  Survey  (HIS)  conducted  by  the  National  Cen- 
ter for  Health  Statistics.  The  resulting  merged  file  contains  data  on 
a  representative  sample  of  households  in  the  United  States,  including 
information  on  demographic  and  economic  characteristics  from  the 
SIE,  on  the  utilization  of  health  care  services  from  the  HIS,  and  on 
health  insurance  coverage  from  both  the  SIE  and  HIS  files.  This 
paper  reports  on  the  procedures  used  to  create  the  merged  file  and 
the  results  of  the  merge.  The  results  of  the  synthetic  microdatabase 
are  encouraging.  Consistently  high  match  scores  were  found  for  all 
stratifications  of  the  files,  and  the  distributions  of  the  health  care 
utilization  measures  on  the  HIS  were  generally  closely  reproduced 
on  the  merged  file.  (Final  report  40  pages.) 
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ABSTRACT:  This  report  provides  descriptions  and  analyses  of  the 
most  important  state  policies  and  programs  influencing  hospital  capi- 
tal investment  decisions.  State  policies  in  four  broad  areas  are  dis- 
cussed: (I)  capital  investment  controls;  (2)  provider  reimbursement 
practices;  (3)  third-party  coverage;  and  (4)  capital  investment  subsi- 
dies. The  policies  reviewed  include  some  that  directly  affect  a  hospi- 
tal's choice  of  a  capital  project  as  well  as  its  ability  to  finance  it,  and 
others  that  indirectly  affect  the  public's  demand  for  hospital  services 
and  the  need  for  future  capital  investment.  Work  for  this  project  was 
also  performed  by  the  George  Washington  University  Intergovern- 
mental Health  Policy  Project.  See  also  PIC  ID  Nos.  2108  and  2108.2- 
2108.7. 
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ABSTRACT:  This  report  ( 1 )  reviews  the  hterature  on  the  stopping  rule 
aspect  of  cluster  analysis;  (2)  presents  a  chi-squared  test  of  the  internal 
cohesion  of  clusters;  and  (3)  illustrates  the  test  using  the  economic 
theory  of  dual  labor  markets,  which  states  that  the  labor  market  is 
divided  into  good  jobs  and  bad  jobs.  The  cluster  analysis  attempts  to 
define  the  job  categories  to  determine  whether  mobility  between 
good  and  bad  jobs  exists.  For  the  purpose  of  the  analysis,  a  job  is 
defined  as  a  pairing  of  an  industry  and  an  occupation.  The  Panel 
Study  of  Income  Dynamics,  the  data  set  used,  includes  22  occupa- 
tions and  14  industries;  of  the  308  possible  jobs,  only  225  actually  have 
workers  employed  in  them.  The  jobs  were  classified  as  good  or  bad 
on  the  basis  of  (1)  wage;  (2)  probability  of  quitting;  (3)  probability  of 
layoff;  (4)  proportion  of  workers  unionized;  (5)  unemployment  rate; 
(6)  tenure  on  the  job;  (7)  absences;  and  (8)  years  of  education.  The 
results  do  not  support  the  dual  labor  market  theory.  See  also  PIC  ID 
Nos.  2599  and  2599.2.  (Final  report  16  pages.) 
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ABSTRACT:  This  report  examines  the  health  insurance  and  services 
demand  model,  which  predicts  a  family's  choice  of  a  health  insurance 
plan  before  the  year  begins  and  then  predicts  the  family's  health 
services  utilization  and  expenditure  during  the  plan  year.  The  family's 
plan  choice  is  made  from  a  prescribed  menu  of  health  insurance  plans 
and  depends  on  the  family's  attitude  toward  risk,  the  family's  expecta- 
tions of  health-related  contingencies  under  each  plan,  and  each  plan's 
effective  cost.  The  family's  subsequent  pattern  of  utilization  and  ex- 
penditure depends  on  both  the  coverage  of  the  chosen  plan  and  the 
family's  attributes.  Since  the  annual  experience  of  each  family  in  a 
representative  sample  can  be  predicted,  aggregate  estimates  of  health 
insurance  plan  enrollments  and  health  services  expenditure  for  a 
population  and  its  subgroups  can  be  predicted.  Given  the  family's 
chosen  health  insurance  coverage,  the  health  services  demand 
module  predicts  annual  utilization  and  expenditure  using  results  from 


an  episode  analysis  that  estimates  demand  parameters  with  longitudi- 
nal Health  Insurance  Experiment  (HIE)  data.  This  model  processes 
a  population  database  that  contains  a  sample  of  individuals  drawn 
from  the  March  1 984  Current  Population  Survey  (CPS)  and  produces 
aggregate  estimates  for  that  segment  of  the  U.S.  population  covered 
by  employer-sponsored  health  insurance.  (Final  report  40  pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  Health  Care  Reim- 
bursement Systems,  Operations  Research  Feature,  Research  and 
Evaluation  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1756  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '85  through  April  '85 


0481 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Study  of  AFDC  Subgroups  and  Employment 
Program  Performance 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Manpower  Demonstration  Research  Corporation,  3 

Park  Avenue,  New  York  NY  10016 
PROJECT  OFFICER:  Pian,  Canta;  Rm  408F,  HHH  Bldg; 

202-245-1880 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 

FSA-Work  Incentive  (Entire  Program  Area) 

ABSTRACT:  This  project  is  jointly  funded  by  ASPE,  the  HHS  Office 
of  Family  Assistance,  and  the  National  Commission  for  Employment 
Policy.  Phase  I.  which  will  be  completed  in  FY  1987,  is  identifying 
the  major  subgroups  of  welfare  recipients  participating  in  experimen- 
tal AFDC  work  programs  in  San  Diego  and  Baltimore  and  assessing 
the  differential  program  impacts  (i.e.,  employment  gains,  earnings 
gains,  and  welfare  savings)  and  costs  of  services  by  subgroup.  Phase 
II,  based  upon  data  from  Chicago  and  sites  in  Virginia  and  Arkansas, 
will  show  if  the  Phase  I  results  can  be  generalized  to  other  sites.  In 
addition,  the  Phase  II  study  will  identify  measures  of  program  perfor- 
mance that  are  closely  correlated  with  longer-term  success  in  achiev- 
ing economic  self-sufficiency.  Finally,  the  study  will  test  possible 
performance  indicators  for  selected  subgroups  of  the  AFDC  caseload 
and  assess  these  results  against  performance  indicators  that  have  been 
proposed  in  pending  legislation. 
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ABSTRACT:  The  study  was  designed  to  establish,  for  the  Indian 
Health  Service  (IHS),  the  functional  and  operational  capabilities  of 
an  integrated  medical  management  and  cost-accounting  system  using 
diagnosis-related  groups.  The  objectives  of  this  integrated  informa- 
tion system  are  to  improve  medical  and  program  management,  im- 
prove third-party  billing  capability,  and  facilitate  potential  to  serve 
non-Indians.  The  contractor  collected  information  through  inter- 
views with  knowledgeable  government  officials  and  information 
provided  by  IHS  and  other  federal  agencies.  The  study  cataloged  and 
analyzed  IHS  systems  and  development  efforts,  established  general 
functional  and  operational  capabilities  for  the  desired  new  system, 
developed  alternative  approaches  to  securing  the  desired  capabilities, 
and  developed  an  implementation  plan  for  the  desired  approach.  The 
study  found  that  the  IHS  approach  incorporated  the  adoption  of  the 
IHS  Patient  Care  Information  System  (PCIS)  as  the  core  system; 
adoption  or  adaptation  of  several  systems  components  then  in  use  or 
under  development  by  the  VA;  conversion  of  the  IHS  PCIS  from 
COBOL  to  the  MUMPS  language  to  make  IHS  compatible  with  the 
VA;  development  of  the  necessary  communication  and  other  integra- 
tive software  to  allow  full  communication  between  all  IHS  compo- 
nents; and  procurement  of  the  necessary  computer  hardware  and 
other  supporting  software  for  each  service  unit  and  area  office.  See 
also  PIC  ID  No.  2338. 
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ABSTRACT:  The  study  analyzed  the  impact  on  health  cost  contain- 
ment and  tax  revenue  of  flexible  spending  accounts  (FSAs)  and  cafet- 
eria plans.  (An  FSA  allows  employees  to  shelter  from  taxable  income 
employee  health  premium  contributions  and  out-of-pocket  medical 
expenses.)  The  primary  finding  is  that  proliferation  of  FSAs  would 
undermine  health  cost  containment  and  substantially  increase  tax 
expenditure.  Restrictions  on  FSAs  are  found  to  mitigate  this  prospect 
slightly.  Rand  Health  Insurance  experiment  data  on  utilization  of 
health  services  and  choice  among  health  plans  were  applied  using  a 
new  demand  simulation  model.  Case  studies  of  four  corporations  are 
presented. 
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ABSTRACT:  This  report  focuses  on  long-term  care  (LTC)  for  the 
disabled.  Long-term  care  is  defined  as  care  in  nursing  homes,  other 
institutions,  community-based  care,  or  in-home  care  for  persons 
whose  physical  and/or  mental  condition  requires  the  presence  of 
other  persons  to  assist  in  daily  living  activities.  The  report  summa- 
rizes a  series  of  working  papers.  Major  findings  include  (1)  LTC  may 
be  defined  in  terms  of  "cost  burdens"  rather  than  "duration";  (2) 
expanded  public  funding  of  LTC  could  expand  the  quantity  and 
quality  of  care  and  would  result  in  sharing  the  financial  burden  of 
LTC;  (3)  the  service  coverage  of  an  LTC  program  can  be  established 
either  directly,  through  a  listing  of  the  types  of  services  and  settings 
for  which  benefits  will  be  paid,  or  can  be  established  indirectly 
through  the  limitation  of  program  benefits  to  persons  with  specific 
illnesses  or  impairments;  and  (4)  the  benefits  of  an  LTC  program  can 
be  provided  in  kind,  in  vouchers,  or  in  cash.  The  supply  of  LTC 
services  can  be  organized  in  various  ways.  (Final  report  45  pages.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  gather  accurate  statisti- 
cal data  on  the  functioning  and  financing  of  general  assistance  (GA) 
programs  throughout  the  50  states  and  the  District  of  Columbia  for 
use  by  HEW  in  its  reassessment  of  the  administration's  welfare  re- 
form proposal.  This  study  described,  through  individual  state  sum- 
maries and  the  final  report,  what  types  of  nonfederal  welfare 
programs  existed,  who  was  served  by  them,  and  their  costs  to  state 
and  local  governments.  Other  findings  included  (1)  even  though  a 
significant  percentage  of  the  GA  population  was  covered  under  the 
welfare  system,  a  "gap"  population  continued  to  exist;  (2)  state  and 
local  governments  incurred  tremendous  GA-medical  costs  for  the 
medically  needy  population,  which  was  ineligible  for  Medicaid;  and 
(3)  as  a  result  of  high  unemployment  throughout  the  country,  GA 
caseloads  increased  with  respect  to  able-bodied  employables.  (Final 
report  13  pages.) 
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ABSTRACT:  This  investigation  of  the  cost  structure  of  16  Head  Start 
grantees  and  delegate  agencies  yielded  two  levels  of  results.  The  first 
is  a  description  of  program  costs  emanating  from  an  intensive  review 
of  program  practices,  revenue  and  expenditures.  The  second  is  a 
proposal,  extrapolated  from  the  description,  for  a  framework  for 
evaluating  cost  and  performance  data  across  all  Head  Start  programs. 
The  report  presents  findings  from  an  intensive  review  of  program 
practices,  revenue,  and  expenditures  in  16  Head  Start  grantees  and 
delegate  agencies.  It  also  recommends  ways  in  which  Head  Start  can 
examine  program  costs  across  all  grantees.  Specifically,  the  report 
recommends  that  (1)  Head  Start  evaluate  four  dimensions  of  grantee 
and  delegate  programs-performance  or  quality,  leveraging  ability, 
economy,  and  efficiency;  (2)  Head  Start  provide  regional  offices  and 
grantees  with  policy  guidance  on  how  leveraging,  economy,  and 
efficiency  should  be  increased  while  maintaining  program  perfor- 
mance; and  (3)  a  cost-review  process  be  implemented  to  examine  cost 
and  performance  data  for  all  grantees  and  delegates.  (Final  report  1 35 
pages.) 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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PROJECT  TITLE:  Assessment  of  HHS  Health  Education  and  Health 
Promotion 

REPORT  TITLE:  Study  of  Health  Promotion/Disease  Prevention 

Programs  in  the  Department  of  Health  and  Human  Services 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Jewell,  Mike;  Rm  435D,  HHH  BIdg; 

202-245-7316 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion  (Entire  Program  Area); 

PHS-CDC-Disease  Prevention  (Entire  Program  Area); 

PHS-ADAMHA-Drug  Abuse  (Entire  Program  Area); 

PHS-FDA-Food  and  Drug-Radiological  Products 

ABSTRACT:  The  study  produced  a  description  of  health  promotion/ 
disease  prevention/health  education  activities,  highlighting  the  range 
of  these  efforts  throughout  the  department.  The  primary  focus  of  the 
study  was  an  examination  of  the  relationship  between  policy/staff 
office  and  Public  Health  Service  (PHS)  line  agency  programs  with 
significant  health  promotion/disease  prevention/health  education  re- 
sponsibilities. During  Phase  I,  focus  was  placed  on  the  relationship 
between  the  Office  of  Disease  Prevention  and  Health  Promotion 
(ODPHP),  a  policy/staff  office  attached  to  the  Office  of  the  Assistant 
Secretary  for  Health  (OASH),  and  the  Division  of  Health  Education 
(DHE),  Centers  for  Disease  Control  (CDC),  one  of  three  divisions 
of  CDC's  Center  for  Health  Promotion  and  Education.  Phase  I  was 
comprised  of  three  sections:  the  first  focused  on  ODPHP,  the  second 
on  DHE/CDC,  and  the  third  on  the  ODPHP/DHE  relationship. 
During  Phase  II  of  the  study,  health  promotion/disease  prevention/ 
health  education  programs  in  the  four  Public  Health  Service  agencies 
other  than  CDC  (i.e.,  the  Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration;  the  Food  and  Drug  Administration;  the  National 
Institutes  of  Health;  and  the  Health  Resources  and  Services  Adminis- 
tration) were  examined.  The  final  chapter  of  this  report  briefly  sum- 
marizes the  observations  and  presents  suggestions  for  enhanced 
health  promotion/disease  prevention  program  coordination. 

DESCRIPTORS:  Preventive  Health  Care,  Consumer  Education,  Mor- 
bidity and  Mortality,  Health  Promotion 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2610  PROJECT  NO:  ASPE  84-13 
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and  Development  Department,  676  North  St.  Clair  Street, 
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ABSTRACT:  The  purpose  of  this  study  was  to  locate  Blue  Cross  and 
Blue  Shield  subscribers  who  had  died  of  cancer,  trace  their  claims 
history  for  six  months  prior  to  death,  and  summarize  costs  and  claims 
histories  for  this  period.  One  thousand  and  fifty-four  cases  from  three 
Blue  Cross  and  Blue  Shield  Plans  revealed  mean  expenditures  of 
$15,836,  of  which  78%  was  for  hospital  inpatient  care.  Mean  hospital 
admissions  during  the  last  six  months  were  2.6  and  mean  inpatient 
days  were  37.7.  Disaggregations  and  distributions  are  included. 

DESCRIPTORS:  Cancer,  Health  Insurance  and  Financing,  Morbidity 
and  Mortality,  Information  Processing,  Statistical  Analysis  Methods 
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ABSTRACT:  This  study  provided  information  on  student  indebted- 
ness. Based  on  data  from  the  Association  of  American  Medical  Col- 
leges (AAMC)  Graduation  Questionnaire  (GQ),  which  is 
administered  annually  to  graduating  medical  students,  both  under- 
graduate and  medical  school  indebtedness  rose  from  1978  to  1982. 
Respondents'  expected  level  of  debt  at  graduation  from  medical 
school  averaged  about  $35,100.  Expected  total  indebtedness  varied 
significantly  by  sex,  class  year,  type  of  school,  and  school  location, 
but  not  by  ethnic  self-description.  These  expectations  suggest  that  the 
average  level  of  indebtedness  for  medical  school  graduates  will  con- 
tinue to  rise  sharply  at  least  through  the  1988  graduating  class.  Re- 
spondents' assessments  of  the  influence  of  expected  debt  on  their 
specialty  plans  did  not  vary  significantly  between  those  who  stated 
a  preference  for  a  primary  care  specialty  and  those  who  said  they 
preferred  a  nonprimary  care  specialty.  By  contrast,  assessments  of  the 
influence  of  expected  debt  on  willingness  to  work  in  a  medically 
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underserved  area  varied  greatly  between  those  who  said  they  had 
never  considered  working  in  a  medically  underserved  area  and  those 
who  said  they  had  considered  it  but  had  changed  their  plans.  This 
study's  findings  suggest  that  it  may  be  worthwhile  to  give  more 
attention  in  the  future  to  students'  willingness  to  practice  in  medically 
underserved  areas.  (Final  reports  100  and  79  pages,  respectively.) 
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ABSTRACT:  This  project  catalogued  information  on  physician  incen- 
tive arrangements  used  by  health  maintenance  organizations  (HMOs) 
and  competitive  medical  plans  (CMPs)  with  Medicare  risk  contracts 
that  were  authorized  by  the  Tax  Equity  and  Fiscal  Responsibility  Act 
of  1982  (TEFRA).  A  seven-part  typology  within  which  all  incentive 
arrangements  can  be  categorized  was  constructed  based  on  145  feder- 
ally qualified  HMOs  and  CMPs  with  TEFRA  risk  contracts  and  70 
plans  without  risk  contracts.  The  typology  is  based  on  the  nature, 
extent,  and  distribution  of  risk.  To  assess  the  potential  impact  of 
financial  incentives  on  physician  behavior,  incentive  arrangements 
were  analyzed  according  to  regional  and  urban/rural  characteristics, 
plan  characteristics,  and  beneficiary  characteristics.  The  study  found 
that  (1)  the  majority  of  TEFRA  and  non-TEFRA  plans  distribute 
accumulated  funds  on  the  basis  of  the  aggregate  performance  of 
either  the  group  or  the  plan;  (2)  the  distribution  of  incentive  funds  to 
physicians  varies  by  region  and  urban  or  rural  location;  and  (3)  a 
plan's  age  may  be  correlated  to  the  type  of  arrangement  used.  Data 
collection  and  analysis  for  this  project  was  also  performed  by  James 
Bell  Associates,  Arlington,  Virginia. 
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ABSTRACT:  This  project  will  evaluate  the  effectiveness  and  efficiency 
of  corporate-sponsored  health  enhancement  programs  over  a  four- 
year  period.  Programs  in  three  firms  will  be  studied.  Nine  issue  papers 
and  an  evaluation  monograph  aimed  at  the  corporate  audience  are  to 
be  among  the  study  products. 
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ABSTRACT:  This  report  presents  trends  in  welfare  benefits  to  assess 
the  extent  to  which  benefit  levels  had  kept  pace  with  inflation  rates. 
Estimates  were  made  for  49  states  and  the  District  of  Columbia  for 
the  period  1968  to  1974,  using  a  measure  of  benefits  called  the  "full 
assistance  budget."  This  measure  included  the  benefits  of  food  pro- 
grams. Trends  in  benefits  to  Aid  to  Families  with  Dependent  Chil- 
dren (AFDC)  recipients  were  compared  with  price  changes  to  assess 
the  extent  to  which  benefits  had  kept  pace  with  inflation  in  the 
preceding  years.  Trends  in  price  levels  were  measured  by  changes  in 
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the  cost  of  the  "lower  family  budget"  (estimated  by  the  Bureau  of 
Labor  Statistics),  which  is  a  closer  approximation  to  the  prices  faced 
by  AFDC  families  than  is  the  consumer  price  index  (CPI).  Assump- 
tions were  made  about  the  effects  of  the  Food  Stamp  Program  and 
the  Food  Distribution  Program  on  AFDC  families'  food  consump- 
tion to  establish  the  food  and  nonfood  components  of  their  total 
benefits.  When  the  percentage  spent  on  food  increased,  it  was  usually 
due  to  a  shift  of  counties  within  the  state  from  the  Food  Distribution 
Program  to  the  Food  Stamp  Program,  since  food  stamp  allotments 
were  generally  higher  than  the  value  of  distributed  food.  See  also  PIC 
ID  Nos.  0757  and  0757.1.  (Final  report  121  pages  plus  appendices.) 
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ABSTRACT:  The  project  was  designed  to  (1)  determine  the  factors 
leading  to  more  successful  state  rehabilitation  agency  performance, 
as  measured  by  the  employment  of  DI  and  SSI  recipients  and  their 
termination  from  the  benefit  rolls,  and  (2)  to  develop  policy  options 
for  improving  the  delivery  of  rehabilitation  services  to  DI  and  SSI 
recipients  and  increasing  the  probability  that  DI  and  SSI  beneficiaries 
who  receive  rehabilitation  services  will  be  employed  at  wage  levels 
that  lead  to  their  termination  from  the  benefit  rolls.  Three  final  re- 
ports present  the  results  of  the  case  studies  of  eight  states,  interviews 
with  more  than  300  clients,  and  an  analysis  of  the  performance  of  the 
VR  agencies.  Policy  recommendations  are  presented  along  with  op- 
tions for  future  demonstrations  and  experiments.  The  three  reports 
are  ( 1 )  "Operations  of  the  Special  SSDI  and  SSI  Vocational  Rehabili- 
tation Programs:  Eight  Case  Studies"  (NTIS  No.  PB  80-182553);  (2) 
"Establishing  Policy  in  the  Special  SSDI  and  SSI  Vocational 
Rehabilitation  Programs"  (NTIS  No.  PB  80-180565);  and  (3)  "Client 
Perspective  and  Performance  in  the  Special  SSDI  and  SSI  Vocation- 
al Rehabilitation  Programs."  The  first  two  reports  are  available  from 
PIC. 
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ABSTRACT:  This  study  was  performed  to  investigate  (1)  lack  of  man- 
agement planning,  marketing  management  and  financial  planning;  (2) 
lack  of  management  control  over  health  care  resources;  (3)  too  much 
optimism  about  future  cost  levels;  (4)  ineffective  management  as  an 
independent  business  entity;  (5)  inability  to  attain  sufficient  size  for 
efficient  provision  of  health  care;  and  (6)  increases  in  the  real  costs 
of  providing  health  care  and  other  factors  impacting  on  the  need  for 
rehabilitation  of  a  sample  of  six  HMOs.  The  six  HMOs  reviewed  were 
Group  Health  Plan  of  New  Jersey  (Guttenberg),  Gem  Health  As- 
sociation (Boise),  Sound  Health  Association  (Takoma),  Central  Essex 
Health  Plan  (Orange,  New  Jersey),  Penn  Group  Health  Plan  (Pitts- 
burgh), and  the  Health  Central  of  Lansing. 
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ABSTRACT:  This  report,  the  first  in  a  series  of  five,  describes  the  study 
of  the  financing  of  graduate  medical  education.  The  study  was  moti- 
vated in  part  by  the  substantially  higher  costs  of  care  delivered  by 
teaching  hospitals  (i.e.,  hospitals  in  which  residents  and  interns  are 
trained).  The  study  addressed  several  questions  on  cost  relationships, 
substitution  of  interns  and  residents  with  other  personnel,  case  mix, 
physician  reimbursement  effects,  and  flow  of  funds.  Data  were  col- 
lected at  the  hospital,  department,  and  patient  case  levels  from  36 
teaching  hospitals  and  nine  nonteaching  hospitals.  This  report's  em- 
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the  study's  issues,  objectives,  design,  and  sampling  methodology  and 
includes  an  appendix  on  the  measurement  of  teaching  status.  The 
report's  title  is  "Study  Objectives,  Design,  and  Data."  A  separate 
appendix  ("Data  Collection  Instruments")  contains  the  forms  used  in 
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ABSTRACT:  This  report,  the  second  in  a  series  on  the  cost  of  graduate 
medical  education,  addresses  questions  about  the  source  of  cost  dif- 
ferences between  teaching  and  nonteaching  hospitals  and,  more  gen- 
erally, about  patterns  of  behavior  and  cost  variation  among  classes  of 
teaching  hospitals.  A  traditional  cost  function  analysis  was  used  that 
took  into  account  teaching  effect,  case  mix,  and  other  adjustment 
variables.  Analysis  of  hospital-level  and  care-level  samples  confirms 
earlier  research  showing  that  teaching  intensity,  measured  by  resi- 
dent-to-bed ratio,  is  clearly  associated  with  the  higher  costs  of  teach- 


ing hospitals.  (The  report  uses  the  term  "residents"  to  include  first 
year  graduate  medical  students,  i.e.,  interns,  as  well  as  more  advanced 
students.)  Severity  of  illness  was  found  to  have  a  statistically  signifi- 
cant effect  on  cost  for  the  case-level  data  after  adjustment  variables 
were  taken  into  account.  The  report's  title  is  "Hospital  Cost  Anal- 
ysis." See  also  PIC  ID  Nos.  1922  and  1922.2-1922.4.  (Final  report  36 
pages.) 
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ABSTRACT;  This  report,  the  third  in  a  series  on  the  cost  of  graduate 
medical  education,  analyzes  the  relationships  among  attending  physi- 
cians, residents,  interns,  nurses,  and  other  health  care  professionals  in 
a  teaching  hospital.  These  relationships  involve  both  substitution,  as 
when  a  resident  provides  services  involving  what  are  viewed  as 
traditional  nursing  activities,  and  complementing,  as  when  nurses  and 
physicians  working  together  perform  complex  surgical  procedures. 
Two  types  of  analysis  were  used.  The  first,  activity  analysis,  began 
with  the  observation  of  how  the  available  time  of  physicians,  interns 
and  residents,  nurses,  and  other  health  care  professionals  was  divided 
among  patient  care,  research,  education,  administration,  and  other 
duties.  Activity  analysis  shows  how  various  labor  inputs  combine  to 
produce  a  hospital's  output.  The  second,  production  function  anal- 
ysis, attempted  to  estimate  the  relationship  between  major  inputs, 
capital  as  well  as  types  of  labor,  and  the  output  of  the  hospital.  The 
report's  title  is  "Substitution;  Activity  and  Production  Function 
Analysis."  See  also  PIC  ID  Nos.  1922,  1922.1,  1922.3,  and  1922.4. 
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ABSTRACT:  This  report,  the  fourth  in  a  series  on  the  cost  of  graduate 
medical  education,  describes  the  results  of  a  reliability  analysis  con- 
ducted on  data  abstracted  from  medical  records  of  45  hospitals  by 
specially  trained  raters.  It  assesses  the  level  of  agreement  among 
raters  who  recorded  information  on  measures  of  severity  of  illness 
and  quality  of  care  for  the  same  patient.  The  report  reviews  rater 
training  and  evaluates  the  instructions  associated  with  (1)  the  Severi- 
ty of  Illness  Index;  (2)  stage  at  admission,  peak,  and  discharge  for  the 
random  cases;  (3)  stage  at  admission,  peak,  and  discharge  for  six 
tracer  diagnoses;  (4)  the  Adverse  Patient  Occurrence  Inventory;  and 
(5)  the  quality  of  care  measures  for  the  tracer  diagnoses.  This  volume 
also  estimates  the  reliability  of  each  instrument  and  them  presents 
conclusions  about  the  overall  reliability  of  the  dataset.  Rater  training 
appears  to  have  differed  at  various  points  of  the  study,  thus  different 
raters  received  different  sorts  of  training.  A  review  of  rater  qualifica- 
tions indicates  that  the  raters  were  well  qualified  before  they  entered 
the  study.  Results  show  that  the  overall  reliability  of  the  dataset  is  at 
least  moderately  good,  and  the  sources  of  unreliability  lie  with  the 
instruments  and  the  medical  records  as  well  as  with  the  raters.  The 
report's  title  is  "Measuring  Case  Mix  and  Quality  of  Care;  Rater 
Training  and  Reliability  in  the  Graduate  Medical  Education  Study." 
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ABSTRACT:  This  report  is  the  fifth  and  last  in  a  series  on  the  cost  of 
graduate  medical  education.  Part  1  of  this  volume  ("Flow  of  Funds") 
traces  the  flow  of  funds  in  the  network  of  teaching  hospitals,  medical 
schools,  and  other  affiliated  institutions  that  comprise  the  teaching 
complex.  In-kind  and  other  services  that  are  exchanged  between 
parts  of  the  teaching  complex  are  examined  to  determine  if  and  how 
this  sharing  of  services  accounts  for  differences  in  cost  of  patient 
services  at  various  hospitals.  Five  case  studies  are  examined.  Part  2 
("Effects  of  Physician  Reimbursement  Methods")  addresses  whether 
and  how  physician  performance  and  behavior  is  infiuenced  by  the 
form  of  reimbursement  (e.g.,  fee-for-service  or  salary).  This  part  of 
the  report  analyzes  whether  fee-for-service  payment  in  comparison 
to  salary  compensation  affects  the  behavior  of  physicians  delivering 
services  to  inpatients  in  teaching  hospitals.  The  analysis  indicates  that 
( I )  the  average  cost  of  physician  services  to  inpatients  is  significantly 
higher  in  departments  where  all  physicians  are  paid  via  fee-for-ser- 
vice or  medical  practice  plans  than  in  departments  where  salary  is  the 
sole  method  of  compensation  or  where  several  payment  methods  are 
used;  and  (2)  the  average  cost  of  hospital  services  is  significantly 
lower  in  departments  where  fee-for-service  and  hospital  salary  are 
the  sole  methods  of  reimbursement  than  in  departments  where  sever- 
al methods  are  used.  See  also  PIC  ID  Nos.  1922-1922.3.  (Final  report 
41  pages.) 
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ABSTRACT:  Using  three  types  of  data,  this  study  examined  the  effects 
of  increasing  physician  supply  to  determine  ( 1 )  the  strength  of  the  link 
between  physician  supply  and  alleged  new  competitive  responses; 
and  (2)  the  impact  of  these  changes  on  prices,  utilization,  and  expendi- 
tures for  physician  services  in  particular  and  medical  services  in 
general.  Based  on  an  analysis  of  data  from  the  American  Medical 
Association's  Socioeconomic  Monitoring  System  core  surveys,  sim- 
ple correlations  between  different  measures  of  physician  practice 
characteristics  and  the  local  physician-population  ratios  indicate  that, 
in  markets  with  higher  physician-population  ratios,  fees  are  higher, 
the  number  of  services  delivered  per  physician  is  lower,  and  qualita- 
tive characteristics  of  services  are  better.  When  the  causal  impact  of 
changes  in  the  physician-population  ratio  on  practice  chacteristics  is 
considered  together  with  the  statistical  findings,  the  results  generally 
indicate  that  fees  decline,  the  number  of  services  delivered  per  physi- 
cian decreases,  qualitative  characteristics  of  services  improve  in  se- 
veral respects  (e.g.,  appointment  delays  decrease,  physicians  spend 
more  time  with  patients  per  visit),  revenues  per  physician  decline,  and 
utilization  and  expenditures  on  physician  services  per  capita  increase. 
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ABSTRACT:  This  three-part  report  presents  the  results  of  an  extensive 
analysis  of  the  household  and  employer  surveys  of  the  Employment 
Opportunities  Pilot  Projects  (EOPP).  The  report  analyzes  issues  per- 
taining to  the  labor  supply  behavior  of  the  low-income  population. 
Separate  chapters  (1)  use  the  longitudinal  labor  market  histories  of 
EOPP  families  to  examine  labor  turnover  among  welfare  and  non- 
welfare  families;  (2)  analyze  the  role  of  individual  and  firm  character- 
istics in  influencing  labor  turnover;  and  (3)  investigate  the  effects  of 
labor  turnover  and  training  decisions  on  wage  growth.  The  results 
support  previous  research  in  finding  a  significant  work  disincentive 
effect  of  welfare  programs.  Welfare  programs  were  found  to  influ- 
ence virtually  every  dimension  of  labor  supply  examined.  See  also 
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ABSTRACT:  This  two-phase  study  evaluated  major  barriers  to  cultur- 
ally relevant  delivery  of  HEW  services  to  three  major  ethnic  minori- 
ty groups  in  the  United  States:  Spanish  speaking,  Asian  Americans, 
and  American  Indians.  Phase  I  reports  profile  the  three  groups  and 
their  major  subgroups;  analyze  nine  selected  types  of  HEW-funded 
programs;  compile  findings  on  problems  in  the  delivery  of  HEW 
services  to  ethnic  minorities  in  such  areas  as  the  HEW  accountability 
system,  data  collection,  guideline  development,  and  allocation  of 
funds;  and  discuss  the  implications  of  the  study.  The  three  volumes 
include  the  narrative  report,  supporting  data  report,  and  consultant 
reports  on  (1)  Puerto  Ricans  and  Asian  Americans  and  (2)  Filipinos. 
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ABSTRACT:  This  two-phase  study  evaluated  major  barriers  to  cultur- 
ally relevant  delivery  of  HEW  services  to  three  major  ethnic  minori- 
ty groups  in  the  United  States:  Spanish  speaking,  Asian  Americans, 
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PROJECT  TITLE:  Medical  Support  in  Child  Support  Cases 

REPORT  TITLE:  Substitutability  of  Private  Health  Insurance  for 

Medicaid:  A  Discussion  Paper 
PERFORMER:  James  Bell  Associates,  Inc.,  1700  North  Moore 

Street.  Arlington  VA  22209.  703-528-3230 
PROJECT  OFFICER:  Mellgren.  Linda;  Rm  409E,  HHH  Bldg; 

202-245-7507 
PROGRAM(S)  EVALUATED 

FSA-Child  Support  Enforcement-Research  and  Evaluation; 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  This  report  is  one  of  five  technical  papers  examining  the 
issue  of  incorporating  medical  support  provisions  into  child  support 
orders  as  required  by  the  Child  Support  Enforcement  Amendments 
of  1984.  It  is  the  third  of  three  papers  addressing  the  degree  of 
substitutability  of  private  health  insurance  coverage  for  Medicaid 
coverage,  which  is  an  important  factor  in  the  feasibility  and  cost- 
effectiveness  of  pursuing  medical  support  in  child  support  cases.  It  ( I ) 
compares  the  general  coverage  provided  to  children  under  Medicaid 
and  the  general  coverage  under  private  health  insurance  and  (2) 
explores  how  coverage  comparability  and  other  differences  affect 
substitutability.  Two  of  the  major  findings  are  (I)  the  most  conse- 
quential coverage  difference  between  Medicaid  and  private  insurers 
for  children  is  the  virtual  absence  of  cost-sharing  under  Medicaid  and 
the  nearly  universal  cost-sharing  under  private  insurance;  and  (2) 
Medicaid  and  private  insurance  provide  comparable  coverage  of  the 
high  Medicaid  expenditure  categories  of  inpatient  hospital,  outpa- 
tient, and  physician  services,  but  private  insurance  provides  consider- 
ably less  coverage  of  the  relatively  low  Medicaid  expenditure 
categories  as  preventive,  long-term  care,  prescription  drug,  and  den- 
tal services.  See  also  PIC  ID  Nos.  2544-2544.4.  (Technical  paper  47 
pages.) 

DESCRIPTORS:  Children  and  Vouth,  Health  Insurance  and  Financing, 
Child  Support,  Medicaid,  Access  to  Services,  State  or  Local  Ad- 
ministration, Law  and  Legislation 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2544  5  PROJECT  NO:  ASPE  85-01 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-84-0032 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '85  through  January  '86 
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PROJECT  TITLE:  Conference  on  Pacific  and  Asian  American 
Families  and  HEW-Relatcd  Issues 

REPORT  TITLE:  Summary  and  Recommendations:  Conference  on 
Pacific  and  Asian  American  Families  and  HEW-Related 
Issues 

PERFORMER:  JWK  International  Corporation.  7617  Little  River 
Turnpike,  Annandale  VA  22003 
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PROJECT  OFFICER:  \oung.  J;inio;  Rm  737F.  HHH  BIdg; 

202-245-7155 
PROGRAM(S)  EVALUATED 

X-M;iny  HHS  Programs; 

X-Maiiy  HHS  Programs-Social  Research  Demonstration  and 
Statistics 

ABSTRACT:  As  a  preliminary  and  modest  effort  towards  ensuring  the 
input  of  Pacific  and  Asian  Americans  in  this  critical  issue,  this  project 
convened  a  policy  and  evaluation  research  conference  to  examine  the 
knowledge  base  on  Pacific  and  Asian  American  families.  Conference 
presenters  and  discussants,  drawing  primarily  from  evaluation  re- 
search and  projects  annotated  in  the  Asian  American  Reference  Data 
Directory  and  from  their  respective  areas  of  expertise,  evaluated 
health,  education  and  welfare  research  programs  in  relation  to  Pacific 
and  Asian  American  family  structure.  Secondly,  conference  partici- 
pants identified  HEW-related  policies  significantly  affecting  Pacific 
and  Asian  American  families  and  devised  a  strategy  for  incorporating 
this  constituency's  input  in  HEW  and  federal  policy  and  program 
activities  affecting  the  family. 

DESCRIPTORS:  Asian  Americans,  Literature  Review  Feature,  Con- 
ference Proceedings  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1555  PROJECT  NO:  ASPE/E&TA  77- 

098 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-107533 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-77-0102 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '77  through  March  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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and  Evaluation 

PROJECT  TITLE:  Summary  of  Experiences  with  the  Survey  of 
Institutionalized  Persons;  Psychiatric 

REPORT  TITLE:  Summary  of  Experiences  with  the  Survey  of 

Institutionalized  Persons:  Psychiatric,  1976 
PERFORMER:  Automated  Services,  Inc.,  5313  Connecticut  Avenue 

N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER; 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  This  report  appraises  the  methodological  aspects  of  the 
Survey  of  Institutionalized  Persons  (SIP):  Psychiatric,  1976  from 
experience  with  the  survey  and  from  information  from  interviews 
with  persons  involved  in  its  design  and  conduct.  The  report  alerts 
users  of  the  1976  SIP  data,  and  those  developing  surveys,  to  issues 
related  to  the  survey  design,  the  sample  design,  the  quality  of  the  data 
tape  and  the  data  tabulated  as  well  as  the  documentation  of  these 
aspects.  This  report  points  out  and  evaluates  relevant  flaws  and  omis- 
sions that  reflect  the  researchers'  need  for  valid,  reliable,  and  usable 
data  and  the  respondents'  concerns  for  confidentiality.  Overall,  this 
report  indicates  that,  although  surveys  such  as  SIP  may  serve  the 
needs  of  many,  the  conflicting  or  divergent  interests  of  those  in- 
volved in  designing  them  may  impede  their  effective  conclusion  and 
use.  While  such  problems  may  never  be  entirely  removed,  their  exist- 
ence must  be  taken  into  account  and  explicitly  documented. 


DESCRIPTORS:  Menial  Illness.  Handicapping  Conditions  and  Prob- 
lems, Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2285  PROJECT  NO 

FUND  SOURCE:  Research  NTIS  NO  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  100-79-0191 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  October  '80  through  April  '81 


0507 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Summary  of  Interviews:  Related  to  Information 
Concerning  Departmental  Procurement  of  Research  and 
Evaluation 

REPORT  TITLE:  Summary  of  Interviews:  Related  to  Information 
Concerning  Departmental  Procurement  of  Research  and 
Evaluation 

PERFORMER:  Consad  Research  Corporation,  121  North  Highland 

Avenue,  Pittsburgh  PA  15206 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT;  This  report  summarizes  the  results  of  interviews  held 
with  representatives  of  organizations  concerned  with  social  welfare 
both  within  HEW  and  in  other  federal  offices  (e.g..  Office  of  Equal 
Opportunity).  Purposes  of  these  interviews  were  (1)  to  discover  the 
qualitative  assessments  made  by  social  welfare  offices  about  both 
profit  and  nonprofit  firms  that  bid  for  contracts;  (2)  to  determine  the 
method  used  by  federal  offices  in  granting  contracts;  (3)  to  document 
special  problems  encountered  in  defining  projects  for  procurement; 
(4)  to  assess  staff  problems  in  performer  agencies;  and  (5)  to  document 
problems  involved  in  the  "art"  of  research.  The  study  drew  conclu- 
sions for  each  of  the  four  types  of  outside  performers:  for-profit 
contractors;  not-for-profit  contractors;  academic  research  institutes; 
and  "formula-supported"  research  centers.  Those  representatives  in- 
terviewed offered  surprisingly  few  recommendations  regarding 
desired  changes:  (1)  creation  of  a  training  course  for  research  moni- 
tors and  other  governmental  participants;  (2)  development  of  some 
means  for  staff  members  to  pursue  their  own  research  interests;  (3) 
two-week  course  on  procurement  rules  and  regulations  and  prepara- 
tion of  RFPs;  and  (4)  increases  in  in-house  staff  (Final  report  27 
pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Research  and 
Evaluation  Performance,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0438  PROJECT  NO;  ASPE  73-19 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  249-455 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-73-134 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES;  July  '72  through  July  '73 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Child  Welfare  Finance  Study 

REPORT  TITLE:  Summary  Report  of  the  Child  Welfare  Finance 
Study 

PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Daniels,  William 
PROGRAM(S)  EVALUATED 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  This  study  on  the  implementation  of  P.L.  96-272  (the 
Adoption  Assistance  and  Child  Welfare  Act  of  1980)  is  based  on  six 
case  studies  conducted  over  a  two-year  period  and  an  examination  of 
child  welfare  program  plans  and  budgets  for  the  states  and  territories. 
The  six  case  studies  include  California,  Kentucky,  Michigan,  New 
York,  Oregon,  and  Texas.  The  report  summarizes  the  fiscal  impact 
of  the  law  in  these  six  states.  The  additional  funding  made  available 
under  P.L.  96-272  has  played  a  major  role  in  enabling  states  to  imple- 
ment the  management  information  system  improvements  required  by 
the  federal  statute.  Increased  federal  funding  has  also  made  it  easier 
for  those  within  states  who  wanted  to  reform  existing  child  welfare 
policies. 

DESCRIPTORS:  Child  Welfare,  Foster  Care  and  Adoption,  Case  or 
Site  Study  Feature,  Federal  Administration,  State  or  Local  Adminis- 
tration, Law  and  Legislation 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2168  PROJECT  NO:  ASPE/SSP  81-07 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO  100-81-0071 

COST    (In  Thousands):  FY  81-$100,  FY  82-$100 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  "81  through  June  '84 
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PROJECT  TITLE:  Assessment  of  the  Net  Effects  of  Government 
Programs  on  Youth 

REPORT  TITLE:  Summer  Youth  Employment  Program:  Private  Job 

Supplement  or  Substitute 
PERFORMER:  Harvard  University,  Cambridge  MA  02138,  Crane, 

Jon,  and  Ellwood,  David 
PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  This  report  addresses  the  extent  to  which  the  total  em- 
ployment of  nonwhite  youth  increases  when  jobs  are  provided 
through  the  Summer  Youth  Employment  Program  (SYEP).  In  1982 
approximately  750,000  youth  participated  in  SYEP.  The  report  de- 
scribes (1)  the  program;  (2)  a  theory  of  direct  and  indirect  displace- 
ment; and  (3)  the  empirical  model  used  to  etimate  the  extent  to  which 
SYEP  jobs  displace  private  jobs.  The  results  show  that  for  every 
three  SYEP  jobs  provided,  two  nonwhite  youths  had  work  in  the 


private  sector  that  they  would  not  have  had  otherwise.  Whether  this 
one-third  displacement  is  large  or  undesirable  is  a  matter  of  interpre- 
tation. For  instance,  even  if  SYEP  draws  youths  away  from  sub- 
minimum  wage  jobs,  prospective  employers  may  still  regard  any 
private-sector  experience  as  preferable  to  SYEP  participation.  This 
report  is  one  in  a  series  on  the  effects  of  government  programs  on  the 
schooling  and  employment  of  youth.  "The  Effect  of  Government 
Programs  on  Youth:  Summary  of  Findings"  summarizes  the  six  re- 
ports in  the  series.  It  is  available  from  PIC  and  from  NTIS  (PB 
84-195734).  See  also  PIC  ID  Nos.  2353-2353.4  and  2353.6-2353.8. 
(Final  report  25  pages;  summary  44  pages.) 

DESCRIPTORS:  Children  and  Youth,  Training  and  Employment  of  the 
Disadvantaged,  Low-Income  Population,  Labor  Markets  and  Prob- 
lems, Economic  Analysis  Feature,  Statistical  Analysis  Methods  Fea- 
ture 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2353  5  PROJECT  NO:  ASPE/ISP  82-03 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  92A-82 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  "82  through  March  "84 
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PROJECT  TITLE:  National  Long-Term  Care  Channeling 
Demonstration 

REPORT  TITLE:  Survey  Data  Collection  Design  and  Procedures 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Harahan,  Mary;  Rm  410E,  HHH  Bldg; 

202-245-6172 
PROGRAM(S)  EVALUATED; 

HCFA-Medicaid-Long  Term  Care; 

HD-AOA-Aging-Research  and 

Demonstration-Demonstration  and  Model  Projects 

ABSTRACT:  This  report  documents  the  design  and  implementation  of 
the  surveys  that  collected  data  for  the  evaluation  of  the  National 
Long-Term  Care  Channeling  Demonstration.  The  report  addresses 
the  manner  in  which  elderly  sample  member  survey  data  were  linked 
to  other  data  sources,  such  as  service  use  and  cost  data,  death  records, 
and  the  survey  of  informal  caregivers.  The  organization  and  manage- 
ment of  the  survey  process  by  the  evaluation  contractor  are  also 
described.  See  also  PIC  ID  Nos.  2166-2166.3,  2166.5-2166.9,  2166.A- 
2166.Z,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care,  Elderly,  Nursing  Homes,  Demon- 
stration Projects,  Community  Based  Care,  Health  Care  Delivery  Sys- 
tems, Cost  Containment  Systems,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Impact-  Research  and  Data  Development 

PIC  ID  NO:  2166.4  PROJECT  NO:  ASPE/SSP  80-09.4 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PB  86-235330/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-80-0157 
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COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  i 
Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  October  '80  through  March  '86 
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PROJECT  TITLE:  Alcohol  and  Drug  Claims 

REPORT  TITLE:  Survey  of  Alcohol  and  Drug  Units  for  the  Purpose 

of  Reabstracting  Medicare  Alcohol  and  Drug  Claims  for 

Services  under  Medicare  Part  A... 
PERFORMER:  Professional  Management  Associates,  Inc.,  15825 

Shady  Grove  Road,  Rockville  MD  20850 
PROJECT  OFFICER:  Kaple,  Dr.  James;  Rm  13C05  PKLN  Bldg; 

301-443-3200 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Supplementary  Medical  Insurance 

ABSTRACT:  In  HCFA's  June  10,  1985,  prospective  payment  system 
(PPS)  proposed  rule,  the  diagnosis  related  groups  (DRGs)  for  al- 
cohol and  drugs  were  restructured  and  redefined.  Comments  from 
the  industry  on  this  proposed  rule  revealed  concern  with  the  database 
and  analysis  performed  to  create  these  revised  DRGs.  Ultimately,  the 
industry  appealed  to  the  secretary  and  was  granted  a  continued  ex- 
emption from  PPS  for  distinct  alcohol  and  drug  units  and  hospitals. 
To  analyze  the  industry's  claims  about  deficiencies  in  the  data  and  the 
analysis  conducted,  it  was  necessary  to  reabstract  and  augment 
HCFA's  PATBILL  files.  This  project  reabstracted  medical  records 
for  Medicare  patients  ti  eated  for  substance  abuse.  The  data  collected 
contributed  to  HCFA's  analysis  of  MEDPAR  data  and  to  develop- 
ment of  revised  MDC20-DRGs.  This  report  describes  the  reabstract- 
ing study.  The  data  analysis  is  described  in  HCFA's  June  and 
September  1987  proposed  and  final  PPS  regulations.  Alcohol,  Drug 
Abuse,  and  Mental  Health  Administration  (ADAMHA)  staff  worked 
closely  with  the  Office  of  the  Assistant  Secretary  for  Planning  and 
Evaluation  (ASPE)  in  completing  this  study.  (Final  report  54  pages 
plus  appendices.) 

DESCRIPTORS:  Medicare  Prospective  Payment  System,  Alcoholism, 
Health  Insurance  and  Financing,  Medicare 
STUDY  TYPE:  Other 

PIC  ID  NO:  2791  PROJECT  NO:  ASPE/HP  86-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-85-0059 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '86  through  March  '87 
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PROJECT  TITLE:  Survey  of  Consumer  Finances 

REPORT  TITLE:  Survey  of  Consumer  Finances,  1983  and  1986      '  ' 
(Three  Reports) 


PERFORMER:  Office  of  Income  Security  Policy,  Washington  D.C. 

20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Research  Demonstration  and 
Statistics 

ABSTRACT:  These  reports  present  highlights  from  the  1983  and  1986 
Survey  of  Consumer  Finances,  sponsored  by  the  Federal  Reserve 
Board  and  several  federal  agencies.  They  furnish  results  from  the 
income  and  asset  sections  of  the  survey.  The  sponsors  were  seeking 
information  on  the  debt  obligations  and  asset  holdings  of  a  nationally 
representative  sample  of  American  families.  This  balance-sheet  ap- 
proach allowed  analysis  of  the  net  financial  position  of  families,  their 
use  of  financial  institutions,  their  holdings  of  various  types  of  assets, 
and  the  structure  and  sources  of  their  debt  obligations.  The  series  of 
surveys  of  consumer  finances  was  begun  in  1946  and  provides  much 
new  information  that  analysts  can  use  to  identify  important  trends  in 
income  and  wealth  distribution,  asset  ownership,  and  household  bor- 
rowing patterns.  It  also  offers  a  comprehensive  understanding  of  the 
financial  state  of  households.  The  three  reports  available  from  PIC 
are  "Survey  of  Consumer  Finances,  1983";  "Survey  of  Consumer 
Finances,  1983:  A  Second  Report";  and  "1986  Survey  of  Consumer 
Finances." 

DESCRIPTORS:  Income  Distribution,  Statistical  Data  Feature,  Trends 

and  Forecasts 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2349  PROJECT  NO 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '84  through  December  '84 
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ABSTRACT:  This  report  presents  the  results  of  a  consumer  health 
education  survey  that  evaluated  the  impact  of  consumer  health  edu- 
cation programs  and  identified  the  nature  and  extent  of  consumer 
health  education  programming  in  the  U.S.  Three  major  study  areas 
were  identified  for  the  survey:  ( 1 )  evaluation  studies  and  impact  data; 
(2)  self-care  programs;  and  (3)  system  utilization  programs.  The  fol- 
lowing organizational  types  were  identified  for  evaluation  in  terms  of 
their  sponsorship  of  consumer  health  education  programs:  hospitals, 
health  maintenance  organizations,  public  health  departments,  unions, 
insurance  companies,  voluntary  associations,  rural  programs,  region- 
al medical  programs,  corporations,  freestanding  community  health 
centers,  long-term  care  facilities,  dental  clinics  and  centers,  visiting 
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nurse  associations  and  home  care  programs,  schools,  comprehensive 
health  planning  agencies,  and  other  sites.  The  final  report  without 
appendices,  the  executive  summary,  and  "An  Annotated  Bibliogra- 
phy and  Selective  Literature  Review  on  Patient/Consumer  Health 
Education"  are  available  from  PIC.  The  final  report,  executive  sum- 
mary, and  "Appendix  of  Project  Descriptions  for  a  Survey  of  Con- 
sumer Health  Education  Programs"  are  available  from  NTIS  (Nos. 
PB  251-775/AS,  PB  251-773/AS,  and  PB  251-774/AS,  respectively). 
See  also  PIC  ID  No.  0482.1.  (Final  report  211  pages;  appendices  440 
pages;  executive  summary  12  pages;  annotated  bibliography  144 
pages.) 

DESCRIPTORS:  Preventive  Health  Care,  Consumer  Education,  Sur- 
vey or  Questionnaire  Feature,  Bibliography  Feature,  Literature  Re- 
view Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0482  PROJECT  NO:  ASPE/H  75-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-75-0082 
COST    (In  Thousands):  FY  5-$53 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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ABSTRACT:  Reviewing  the  major  employment-related  program 
evaluations,  this  report  summarizes  what  is  known  about  the  impact 
of  employment  services  on  likely  long-term  welfare  recipients.  Job- 
search  or  placement  programs  and  several  employment  and  training 
programs  increased  both  the  percentage  of  welfare  recipients  who 
were  employed  and  their  average  earnings.  Given  estimated  earning 
increases  for  either  class  of  programs,  however,  the  decreases  in 
welfare  payments  were  not  as  large  as  expected.  The  effect  on  the 
percentage  employed  generally  ranged  from  5  to  10  percentage 
points  for  both  types  of  interventions.  The  most  likely  effect  on 
annual  earnings  of  employment  and  training  programs  was  somewhat 
larger  than  the  most  plausible  effect  of  job-search  assistance  services 
($500-51,000  compared  to  $300-5500).  Programs  that  emphasized 
more  employment-intensive  services,  such  as  the  supervised  employ- 
ment in  Supported  Work,  generally  had  larger  positive  impacts  on 
earnings,  and  their  induced  decreases  in  welfare  payemnts  were  also 
somewhat  larger  than  were  the  effects  of  job-search  assistance  ser- 
vices. See  also  PIC  ID  Nos.  2393  and  2393.2-2393.4.  (Final  report  115 
pages.) 
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COST    (In  Thousands):  FY  84-$347 
STATUS:  Study  completed. 

Available  from  PIC 
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ABSTRACT:  The  1985  HHS  report  to  Congress  on  flexible  spending 
accounts  (FSAs)  described  FSA  arrangements  and  analyzed  their 
effects.  To  obtain  updated  data  on  the  rate  of  FSA  growth,  HHS 
engaged  Hay/Huggins  Company,  Inc.,  which  annually  conducts  a 
survey  of  employer  fringe-benefit  practices,  to  analyze  data  from  a 
special  subset  of  the  company's  regular  employer  sample.  Findings 
based  on  the  responses  from  101  companies  include  (1)  the  primary 
motive  for  establishing  an  FSA  is  a  method  of  cost  containment 
because  it  encourages  employees  to  elect  less  generous  health  insur- 
ance coverage  and  to  substitute  tax-favored  and  fully  taxable  benefit 
for  generous  health  insurance  coverage;  (2)  52  of  the  companies 
(51%)  offer  employees  a  choice  of  medical  plan,  usually  with  the 
employer  providing  a  core  health  care  package  at  no  cost  to  the 
employee  but  with  more  extensive  coverage  options  available  for  the 
employee  to  purchase;  (3)  26  of  the  employers  offer  employees  a  full 
"cafeteria  plan";  and  (4)  79  companies  (78%)  stated  that  the  employee 
share  of  health  premiums  is  on  a  pre-tax  basis.  (Final  report  1 1  pages 
plus  appendix.) 
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ABSTRACT:  Volume  1  of  the  final  report  prepared  for  the  Division 
of  Black  American  Affairs  summarizes  results  of  the  three-day  sym- 
posium. It  highlights  the  symposium  process  and  its  outcomes.  The 
criteria  developed  address  agreed-on  characteristics,  needs,  and  con- 
cerns of  black  families  and  their  communities.  Several  recommenda- 
tions on  key  steps  to  be  taken  to  incorporate  the  criteria  into  the  HHS 
policymaking  process  are  described,  as  well  as  several  recommenda- 
tions for  research  initiatives.  A  list  of  participants  and  copies  of  key 
addresses  are  included.  Volume  2,  the  working  paper,  was  prepared 
for  use  at  the  Symposium  on  Policy  and  Program  Issues  Related  to 
Child  and  Family  Services  to  Black  Americans.  It  describes  the  spe- 
cific policies  and  programs  that  were  reviewed  in  the  three  program 
areas:  child  welfare  services,  child  health,  and  child  care.  Used  to 
facilitate  the  identification  and  discussion  by  symposium  participants 
of  issues  in  the  program  areas,  the  working  paper  is  a  useful  survey 
of  some  of  the  relevant  issues  that  affect  the  three  program  areas. 
Both  volumes  are  also  available  from  NTIS  (Nos.  PB  81-111 502  and 
PB  81-111510,  respectively). 

DESCRIPTORS:  Black  Americans,  Family,  Child  Welfare,  Maternal 
and  Child  Health,  Social  Services  Delivery  Systems,  Planning,  Con- 
ference Proceedings  Feature,  Needs  and  Needs  Assessment 
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ABSTRACT:  The  objectives  of  this  study  were  to  review  cost  of  care 
research  on  populations  at  risk  of  iiislilulionali/alioii;  to  analyze  se- 
lected studies  in  detail  as  to  their  findings  and  methodology;  and  to 
synthesize  the  analyses  across  population  subgroups  in  relation  to 
relative  cost  of  care,  research  and  methodological  issues,  and  unan- 
swered questions.  The  three  population  subgroups  are  the  mentally 
retarded/developmentally  disabled  (MR/DD);  the  fiail/impaired 
elderly;  and  the  physically  handicapped  who  are  not  included  in  the 
MR/DD  research.  The  chronically  mentally  ill  cost  of  care  research 
was  not  included.  The  final  report  is  comprised  of  two  volumes. 
Volume  I  presents  the  synthesis  of  the  detailed  analysis  of  23  studies 
selected  for  their  inclusion  of  significant  information  on  comparative 
costs  of  care  in  institutional  vs.  community  settings.  Volume  II  is 
comprised  of  detailed  abstracts  of  each  of  the  23  studies.  The  NTIS 
No.  for  Volume  I  is  PB  86-1 16381/AS;  the  NTIS  No.  for  Volume  II 
IS  PB  86-1 1 6399/ AS. 
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ABSTRACT:  Low-wage  labor  markets  appear  to  be  dynamic,  efficient 
sources  of  employment  for  many  individuals  who  are  just  beginning 
their  working  careers,  have  not  yet  achieved  (or  do  not  intend  to 
achieve)  higher  education  attainment,  or  do  not  wish  to  make  a 
long-term  commitment  to  steady  labor  force  participation.  Corre- 
spondingly, these  markets  serve  as  "windows"  to  higher  paying  jobs, 
providing  individuals  with  the  fiexibility  needed  to  continue  formal 
education,  as  well  as  yielding  work  experience  that  increases  their 
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priiduclivity  and  hciicc  ihcir  ability  lo  command  higher  wages.  In 
prmciple.  then,  low-wage  labor  markets  appear  to  be  ideal  places  for 
welfare  recipients  to  begin  their  (re)entry  to  regular  participation  in 
the  workforce.  Unfortunately,  many  welfare  recipients  appear  to  be 
ili-suited  for  participation  in  these  markets.  They  are  much  older  and 
less  well  trained  (both  formally  and  on  the  job)  than  are  typical 
low-wage  labor  market  participants,  are  more  likely  to  be  burdened 
with  child-rearing  responsibilities,  and  face  financial  incentives  that 
make  potential  labor  force  earnings  relatively  unattractive.  In  short, 
while  low-wage  labor  markets  offer  opportunities  along  a  variety  of 
dimensions,  it  appears  unlikely  many  welfare  recipients  can  or  will 
avail  themselves  of  these  opportunities.  The  best  course  of  govern- 
ment action  is  one  in  which  the  states  are  permitted  great  leeway  in 
attempting  alternative  means  of  assisting  people  in  moving  from  wel- 
fare to  active  labor  force  participation. 

DESCRIPTORS:  Low-Income  Population.  Income  Maintenance.  Eco- 
nomic Analysis  Feature.  Statistical  Data  Feature.  Labor  Markets  and 
Problems 
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ABSTRACT:  During  the  1970s  and  early  1980s,  a  series  of  demonstra- 
tions prior  to  the  National  Long-Term  Care  Channeling  Demonstra- 
tion was  fielded  to  test  some  form  of  case-managed, 
community-based  long-term  care.  Fourteen  community-care  demon- 
strations funded  through  federal  government  waivers  and  similar  to 
channeling  were  identified.  This  report  presents  a  series  of  tables  to 
facilitate  comparisons  of  the  interventions,  evaluation  designs  and 
estimated  effects  of  these  14  demonstrations  with  one  another  and 
with  the  two  models  of  community  care  tested  under  channeling.  See 
also  PIC  ID  Nos.  2166-2166.9.  2166.A-2166.Y,  and  2648-2648.2. 

DESCRIPTORS:  Long  Term  Care.  Elderly.  Nursing  Homes,  Demon- 
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ABSTRACT:  This  study  examined  the  Targeted  Jobs  Tax  Credit 
(TJTC)  program,  authorized  by  the  Revenue  Act  of  1978.  Data  were 
obtained  in  1982  and  1983  through  employer  surveys  sponsored  by 
the  National  Institute  of  Education  and  the  National  Center  for  Re- 
search in  Vocational  Education.  The  study  concluded  that  the  TJTC 
program  does  shift  hiring  demand  in  favor  of  the  disadvantaged. 
Nevertheless,  at  the  time  of  this  study.  TJTC  was  helping  less  than 
10%  of  the  pool  of  young  people  eligible  for  the  program.  Most 
companies  surveyed  had  little  knowledge  about  the  TJTC  Program. 
The  great  majority  of  certifications  were  from  a  relatively  small 
number  of  companies,  especially  fast  food  chains,  hotels,  and  con- 
venience stores,  which  reported  deliberate  efforts  to  select  new  em- 
ployees who  are  eligible  for  tax  credits.  Participating  employers  who 
were  surveyed  had  not  lowered  hiring  standards  by  a  significant 
amount  when  they  hired  TJTC  eligibles.  It  was  found  that  TJTC 
eligibles  who  were  hired  were  just  as  productive  as  other  workers 
who  were  hired  for  equivalent  jobs.  The  report  recommends  changes 
in  the  procedures  of  the  welfare  agencies  charged  with  administering 
TJTC  and  changes  in  the  structure  and  administrative  rules  of  TJTC. 
See  also  PIC  ID  No.  1391.1.  (Final  report  210  pages.) 
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ABSTRACT:  This  report  is  one  of  a  series  of  five  reports  prepared  to 
provide  a  better  understanding  of  the  nature  of  the  long-term  welfare 
dependency  problem  and  to  explore  the  potential  gains  from  target- 
ing a  particular  subgroup  of  welfare  recipients  for  employment  and 
social  services.  Four  key  concepts  are  discussed:  spells  versus  total 
time  on  welfare;  the  duration  of  receipt  for  those  recipients  beginning 
welfare  versus  the  duration  for  those  recipients  on  welfare  at  any 
point  in  time;  the  definition  of  welfare  spells;  and  the  definition  and 
use  of  exit  probabilities.  See  also  PIC  ID  Nos.  2393,  2393.1,  2393.3, 
and  2393.4.  (Final  report  67  pages  plus  appendices.) 
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ABSTRACT;  This  study  investigated  the  impact  of  taxes  and  transfers 
on  the  stability  of  income  through  time,  using  six  years  of  data  from 
the  Panel  Study  of  Income  Dynamics  (PSID).  The  paper  begins  with 
a  discussion  of  the  normative  ends  of  temporal  stabilization.  Then 
two  measures  are  used  to  examine  the  impact  of  the  tax  and  transfer 
programs  by  income  and  demographic  groups.  The  points  that  are 
considered  in  evaluating  the  combined  effects  of  the  tax  and  transfer 


systems  on  family  income  are  (1)  how  much  of  the  variation  in  income 
across  the  years  was  reduced  as  a  result  of  tax  and  transfer  programs; 
and  (2)  to  what  extent  a  dollar  change  in  private  income  was  offset 
by  a  dollar  change  in  taxes  and  public  transfers.  Findings  suggest  that 
the  welfare  programs  were  not  responsive  to  fluctuations  in  private 
income.  This  was  true  for  both  permanent  and  occasional  recipients 
of  benefits.  Results  indicated  that  the  combined  tax  and  transfer  sys- 
tems reduced  fluctuations  in  family  income.  However,  close  examina- 
tion showed  that  this  stabilization  varied  across  demographic  groups 
and  individual  programs.  (Final  report  26  pages.) 
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ABSTRACT:  This  report  focuses  on  the  question  of  whether  individual 
retirement  accounts  (IRAs)  increase  net  savings.  The  primary  limita- 
tion of  the  data  used  to  draw  inferences  about  the  net  savings  effect 
of  IRAs  is  that,  while  IRA  contributions  may  be  determined  with 
relative  accuracy,  only  qualitative  information  is  available  on  other 
forms  of  savings  (i.e.,  whether  they  increased  or  decreased).  The 
analysis  jointly  estimates  IRA  savings  and  savings  in  the  form  of 
other  financial  assets;  it  also  provides  evidence  on  the  determinants 
of  IRA  contributions  themselves  and  the  effect  of  the  contribution 
limit.  The  estimates  are  based  on  data  from  the  1983  Survey  of  Con- 
sumer Finances.  The  weight  of  the  available  evidence  suggests  that 
tax-deferred  IRAs  have  a  substantial  effect  on  net  individual  savings. 
The  simulated  results  indicate  that  if  the  1982  IRA  limits  had  been 
higher  only  a  small  proportion  of  the  resulting  increase  in  IRA  sav- 
ings would  have  been  offset  by  reductions  in  other  savings.  See  also 
PIC  ID  Nos.  2685  and  2685.2.  (Final  report  39  pages;  executive 
summary  4  pages.) 
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ABSTRACT:  This  report  summarizes  the  technical  assistance  rendered 
the  Newark  Comprehensive  Health  Services  Plan  (NCHSP),  which 
was  a  proposal  to  develop  a  citywide  prepaid  health  care  program. 
The  report  presents  a  general  discussion  of  planning  and  network 
analysis  and  describes  NCHSP  benefits,  the  Newark  population,  ser- 
vice requirements  and  costs,  the  Newark  providers,  a  three-year  fi- 
nancial proiection,  and  some  preliminary  marketing  statistics.  See 
also  PIC  ID  No.  0616.1.  (Final  report  212  pages.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  review  the  ways  in 
which  medical  technologies  are  selected  for  assessment  and  evaluated 
within  the  Department  of  Health  and  Human  Services.  The  technolo- 
gy assessment/coverage  decision-making  process  is  a  joint  responsi- 
bility of  the  Health  Care  Financing  Administration  (HCFA)  and  the 
Public  Health  Service  (PHS)  and  involves  numerous  players  both 
within  HHS  and  in  the  private  sector.  The  vast  majority  of  medical 
services  are  covered  and  reimbursed  by  the  Medicare  system. 
However,  approximately  40  issues  arise  annually  through  the  TA/ 
CD  process  that  need  resolution  prior  to  a  determination  that  a  par- 
ticular medical  service  can  be  covered  under  Medicare.  This  study 
defined  technology  assessment  broadly,  described  the  agencies  and 
organizations  involved  in  evaluation  of  health  care  technologies,  re- 
viewed methods  of  health  care  technology  assessment,  described  the 
role  of  PHS  involvement  in  Medicare  coverage  decision  making, 
reviewed  critiques  of  the  process,  and  outlined  proposals  for  its  fu- 
ture. The  various  stages  in  the  TA/CD  process  were  examined  in 
detail.  The  report  presents  the  study's  findings  and  offers  recommen- 
dations. The  recommendations  are  broken  down  by  area,  including 
responsiveness  to  contractors;  development  of  assessments;  and  con- 
tent of  assessments. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Health  Planning, 
Medical  Practice 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO  2266  PROJECT  NO:  ASPE/E&TA  83-16 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-120491 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-83-0001 
COST    (In  Thousands):  FY  83-$ 1 24 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  July  '84 


0526 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Teenage  Childbearing  and  Welfare:  Policy 
Perspectives  on  Sexual  Activity,  Pregnancy,  and  Public 
Dependency 

REPORT  TITLE:  Teenage  Childbearing  and  Welfare:  Policy 
Perspectives  on  Sexual  Activity,  Pregnancy,  and  Public 
Dependency 

PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037  .  . 

PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 
PHS-OASH-Adolescent  Family  Life-Research 

ABSTRACT:  This  report  discusses  the  costs  to  taxpayers  of  teenage 
childbearing  and  examines  facts  and  controversies  about  this  prob- 
lem. The  reduced  educational  attainment,  larger  family  size,  and 
poorer  employment  prospects  of  teenage  mothers  result  in  high  utili- 
zation of  welfare  and  other  public  benefits.  More  than  half  the  Aid 
to  Families  with  Dependent  Children  (AFDC)  budget  goes  to  wom- 
en who  had  their  first  baby  in  their  teen  years.  According  to  the 
report,  teenage  sexual  decision  making  included  four  decision  stages: 
(1)  beginning  and  continuing  sexual  activity;  (2)  among  sexually  ac- 
tive teens,  using  contraceptives  never,  sometimes,  or  regularly,  and 
using  what  methods;  (3)  among  pregnant  teens,  resolving  the  preg- 
nancy through  adoption,  abortion,  or  keeping  the  child,  inside  or 
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outside  of  marriage:  (4)  among  unmarried  mothers,  applying  for  wel- 
fare or  developing  other  means  of  self-support.  The  search  for  policy 
options  focused  on  potential  intervention  strategies  that  families, 
communities  or  government  agencies  could  use  to  reduce  the  proba- 
bility that  teens  would  move  from  one  stage  to  the  next  along  the  path 
to  welfare  dependency.  The  report  maintained  that  intervention  is 
easier  and  less  costly  earlier  in  the  decision-making  process  and  closer 
to  the  individuals  involved  (i.e.,  before  pregnancy  and  within  the 
family  or  local  community,  rather  than  after  pregnancy  or  at  the 
national  level).  (Final  report  166  pages.) 
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ABSTRACT:  This  is  a  study  of  the  court-ordered  community  place- 
ment of  the  severely  retarded  residents  of  Pennhurst  Institution  in 
Pennsylvania.  Because  other  communities  may  seek  legal  alternatives 
to  institutionalization  of  the  mentally  retarded  and  use  the  Pennhurst 
experience  as  a  model,  HHS  has  funded  this  study  to  measure  the 
costs  for  establishing  a  comprehensive  community  service  delivery 
system  for  large  numbers  of  severely  mentally  retarded  persons.  Also 
studied  is  the  impact  that  such  a  relocation  has  on  the  mentally 
retarded  persons,  their  families  and  the  community.  Major  users  of 
the  resulting  information  are  HHS  long-term  care  programs  channel- 
ing institutionalized  persons  into  their  communities  and  state,  county 
and  other  local  governments  responsible  for  providing  medical  and 
social  services  to  the  mentally  retarded  as  well  as  providers  of  such 
services  and  the  judicial  system.  HDS's  Region  III  office  co-spon- 
sored this  project.  Work  for  this  project  was  also  performed  under 
Contract  No.  130-81-0022. 
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ABSTRACT:  In  this  paper,  the  ways  in  which  particular  features  of  the 
Social  Security  Program  create  incentives  to  begin  taking  benefits  at 
certain  ages  are  explored.  Since  the  introduction  in  1961  of  an  early 
retirement  option  for  men,  an  increasing  number  of  eligible  workers 
have  opted  to  take  Social  Security  benefits  prior  to  age  65.  Two 
major  themes  were  most  apparent  in  determining  the  timing  of  Social 
Security  acceptance.  The  first  was  that  people  were  leaving  the  labor 
force  at  earlier  ages  or  reducing  their  number  of  work  hours  because 
of  ill  health,  prolonged  unemployment,  or  an  increased  preference  for 
leisure  time.  The  second  was  that  the  structure  of  Social  Security 
itself  induced  early  acceptance.  If  the  asset  value  of  Social  Security 
declined  as  acceptance  was  postponed,  the  system  would  create  in- 
centives to  take  benefits  at  the  earliest  possible  age.  The  study  consid- 
ered both  actuarial  adjustments  in  benefits  and  increases  in  future 
benefits  from  additional  earnings  for  the  sample  of  men  studied. 
These  incentives  were  greatest  for  those  aged  62,  declined  as  age 
approached  65,  but  remained  positive  up  until  age  65.  (Final  report 
45  pages.) 
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ABSTRACT:  This  report  is  an  assessment  of  the  issues  involved  in 
providing  employment  training  services  to  handicapped  individuals 
through  sheltered  workshops  between  1978  and  1981.  The  special 
study,  Training  and  Employment  Services  Policy  Analysis  (TESPA), 
was  initiated  to  analyze  services  to  severely  handicapped  persons  in 
community-based  sheltered  workshops.  The  report  contains  an  over- 
view of  programs,  issues,  and  alternatives  addressing  the  employment 
of  handicapped  persons  and  a  discussion  of  issues,  policy  problems, 
and  recommendations  developed  through  consultation  with  experts 
and  authorities  from  the  public  and  private  sectors.  Most  of  the 
recommendations  involve  policy  or  practice  changes  rather  than 
legislative  regulatory  changes.  See  also  PIC  ID  No.  1795.  (Final 
report  153  pages.) 
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ABSTRACT:  This  paper  reports  on  the  first  year's  activities  of  com- 
munity-based sheltered  workshops  (i.e.,  vocationally  oriented 
rehabilitation  facilities),  which  were  established  to  maximize  the  op- 
portunity for  handicapped  individuals  to  develop  to  their  optimum 
level  of  social  and  economic  independence.  Among  the  objectives  of 
the  study  are  ( I )  analysis  of  policies  and  practices  of  federal  and  state 
agencies  providing  financial  support  for  community-based  services 
and  agencies  monitoring  and/or  controlling  the  operation  of  com- 


munity sheltered  workshops;  (2)  identification  and  evaluation  of  ex- 
emplary training  and  employment  service  programs  to  explore  the 
feasibility  of  replication  an  a  national  scale;  and  (3)  development  of 
a  mechanism  or  system  for  coordinated  and  continuing  financial  sup- 
port for  the  operation  of  community  habilitation/rehabilitation  pro- 
grams. See  also  PIC  ID  No.  1795.1.  (Fnial  report  198  pages.) 
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ABSTRACT:  This  study  focused  on  the  Transfer  Income  Model 
(TRIM),  which  was  developed  to  provide  federal  and  state  policy- 
makers and  other  analysts  with  reliable  estimates  of  the  budget  cost 
and  distributional  impact  of  proposed  income  transfer  programs  or 
modifications  of  existing  programs.  The  primary  purpose  of  the  study 
was  to  begin  the  process  of  validating  the  model  by  systematically 
assessing  the  reliability  and  accuracy  of  TRIM  simulation  estimates. 
This  paper  approaches  validation  using  as  a  criterion  the  degree  to 
which  the  model  results  accurately  estimate  the  cost  and  distribution 
of  benefits  for  transfer  programs.  The  results  indicate  that  the  model 
does  a  reasonably  accurate  job  of  simulating  tax  programs  on  base- 
year  data  and  that  the  results  for  the  grant  programs  are  consistent 
with  other  data.  They  also  show  that  while  the  tax  and  transfer 
programs  vary  widely  in  their  sensitivity  to  the  demographic  and 
economic  aging  procedures,  the  projections  generally  account  for 
less  than  2%  per  year  of  the  error.  The  categorical  programs  were 
more  sensitive  to  the  demographic  aging  than  programs  with  more 
universal  coverage.  (Final  report  54  pages.) 
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ABSTRACT:  This  study  explored  the  mobility  and  related  accessibility 
problems  of  the  severely  disabled  and  the  possible  means  of  reducing 
these  problems.  It  found  that  the  transportation  problems  are  the 
result  of  the  interaction  of  low  income,  service  deficiencies,  rural 
isolation,  and  design  problems  of  vehicles  and  fixed  facilities.  The 
report  describes  existing  programs  and  innovations.  It  also  describes 
the  severely  disabled  population  in  demographic  detail,  shows  that 
the  nature  of  their  trips  is  determined  largely  by  available  transporta- 
tion options,  and  explores  possible  improvements  in  new  mass  transit, 
retrofitting  mass  transit,  private  transit,  and  training.  (Final  report 
1 16  pages.) 
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ABSTRACT;  The  purpose  of  this  paper  is  to  identify  general  methods 
and  procedures  of  each  of  the  four  Medicare-waivered  states  to  gain 
better  understanding  of  the  alternative  approaches  to  capital  pay- 
ment. In  looking  at  the  unique  approaches  taken  by  each  of  these 
states,  the  report  examines  each  of  the  state's  programs  in  terms  of 
differences  in  capital  cost  valuation,  utilization  penalties,  departmen- 
tal cost  screens,  volume  adjustments,  certificate  of  need  require- 
ments, and  method  of  payment.  See  also  PIC  ID  Nos.  2108-2108.5 
and  2108.7. 
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ABSTRACT;  This  report  presents  historical  data  on  money  income 
(pre-tax),  inequality  in  the  distribution  of  income,  poverty,  and  conse- 
quences of  slow  economic  growth.  Some  of  the  findings  include  (1) 
since  the  1950s,  the  median  income  disparity  between  households 
headed  by  females  and  households  headed  by  married  couples  has 
been  greater  than  income  disparities  among  black,  Hispanic,  and 
white  families;  (2)  family  income  inequality  reached  a  new  post-1946 
high  in  1985;  and  (3)  unemployment  has  much  more  adverse  effects 
than  infiation  has  on  both  the  population  in  poverty  (1 1.6%  of  fami- 
lies in  1984)  and  the  lowest  20%  of  families.  (Final  report  15  pages 
plus  tables  and  graphs.) 
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ABSTRACT:  The  Basic  Educational  Opportunity  Grant  (BEOG)  pro- 
gram, also  known  as  the  Pell  grant  program,  was  initiated  in  1973. 
Previous  research  inidcates  that  the  Pell  grant  program  motivated 
many  high-school  graduates  to  enroll  in  postsecondary  vocational 
education  programs  or  in  two-year  junior  colleges  in  the  1970s.  This 
report  addresses  whether  attendance  at  these  schools  led  to  greater 
success  in  the  labor  market  in  the  1970s.  The  analyses  indicate  that 
the  wage  rate  and  annual  earnings  of  men  seven  years  after  gradua- 
tion from  high  school  is  virtually  unaffected  by  vocational  and  two- 
year  college  attendance,  while  there  is  a  substantial  positive  effect  for 
women.  This  report  is  one  in  a  series  on  the  effects  of  government 
programs  on  the  schooling  and  employment  of  youth.  "The  Effect  of 
Government  Programs  on  Youth:  Summary  of  Findings"  summa- 
rizes the  six  reports  in  the  series.  It  is  available  from  PIC  and  from 
NTIS  (PB  84-195734).  See  also  PIC  ID  Nos.  2353  and  2353.2-2353.8. 
(Final  report  29  pages;  summary  44  pages.) 
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ABSTRACT:  This  report  examines  the  logic  and  empirical  validity  of 
three  major  paradigms  that  can  be  used  to  explain  welfare  dependen- 
cy and  that  were  discussed  in  the  comprehensive  review  of  the  litera- 
ture conducted  for  the  various  stages  of  this  project:  (1)  choice 
models,  which  emphasize  poor  choice  and  adverse  incentives;  (2) 
expectancy  models,  which  point  to  limited  self-confidence,  perceived 
lack  of  control,  and  limited  information;  and  (3)  cultural  models, 
which  focus  on  adverse  values  and  deviant  cultural  mores.  The  report 
also  applies  these  models  to  different  aspects  of  dependency  and 
compares  the  model  predictions  to  the  existing  evidence.  The  report 
presents  conclusions  about  long-term  welfare  use,  family  structure 
changes,  and  the  effect  of  policy  and  suggests  future  research  on  the 
nature  of  welfare  dependency.  David  T.  Ellwood  of  Brandeis  Uni- 
versity is  the  author  of  this  report.  See  also  PIC  ID  Nos.  2624.1- 
2624.7.  (Final  report  110  pages.) 

DESCRIPTORS:  Welfare  Dependency,  Economic  Analysis  Feature, 
Families  with  Dependent  Children,  Low-Income  Population,  Litera- 
ture Review  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2624  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-86-0021 
COST    (In  Thousands):  FY  86-$156 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '86  through  November  '87 


0537 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  the  Assistant  Secretary  for  Planning 
and  Evaluation 

PROJECT  TITLE:  Review  of  Research  on  Welfare  Dependency 

REPORT  TITLE:  Understanding  Dependency:  Choices,  Confidence 
or  Culture? 

PERFORMER:  Brandeis  University,  The  Florence  Heller  Graduate 
School,  Waltham  MA  02254,  Ellwood,  David,  and  Lerman, 
Robert 

PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  executive  summary  synthesizes  and  interprets  the 
available  evidence  from  the  various  stages  of  this  study  on  welfare 
dependency.  The  paper  discusses  (1)  three  models  of  dependency 
(rational  choice,  expectancy,  and  cultural)  and  (2)  how  these  models 
explain  the  evidence  on  long-term  welfare  use  and  family  structure 
changes.  No  matter  what  model  was  used,  it  was  found  that  moderate 
changes  in  policy  were  not  likely  to  make  very  large  differences  in 
long-term  welfare  use  or  family  structure  changes.  The  paper  sug- 
gests several  directions  for  future  research,  including  (1)  the  influence 
of  supports  on  the  capacity  for  independence;  (2)  a  detailed  examina- 
tion of  people  who  try  to  earn  their  way  off  of  welfare;  (3)  a  compre- 
hensive research  effort  into  concentrated  poverty;  and  (4)  more 
complete  models  and  more  comprehensive  research  in  behavior  in- 
fluencing family  structure.  David  T.  Ellwood  of  Brandeis  University 
is  the  author  of  this  report.  See  also  PIC  ID  Nos.  2624  and  2624.2- 
2624.7.  (Executive  summary  25  pages.) 
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ABSTRACT:  This  report  presents  the  field  materials  collected  under 
a  contract  commissioned  by  the  Division  of  Spanish  Surnamed 
Americans  to  examine  the  costs  of  medical  services  for  undocument- 
ed persons.  The  flnding^,  of  this  study  revealed  that  hospitals  do  not 
have  systematic  methods  for  determining  the  alienage  status  of  their 
patients.  As  a  result,  none  of  the  hospitals  had  exact  figures  on  the 
amount  of  money  lost  due  to  the  treatment  of  undocumented  persons. 
In  addition  to  the  final  report,  two  earlier  reports  resulting  from  the 
study  are  also  available  from  PIC:  "Evaluation  of  Legislation  and 
Regulations  Action  Report"  (January  1977)  and  "Unpaid  Medical 
Costs/Illegal  Immigrants"  (January  1978).  The  latter  includes  an 
evaluation  of  applicable  legislation  and  regulation  actions  and  dis- 
cusses the  results  of  site  visits  to  state  health  agencies  and  hospitals 
treating  undocumented  persons.  The  final  report  and  the  executive 
summary  are  also  available  from  NTIS  (Nos.  PB  296-169  and  PB 
296-168,  respectively).  (Final  report  61  pages.) 
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ABSTRACT:  This  is  the  final  report  on  the  Graduate  Work  Incentive 
Experiment  (GWIE)  sponsored  by  the  Office  of  Economic  Oppor- 
tunity in  New  Jersey  and  Pennsylvania  for  the  period  1967-73.  This 
report  addresses  a  very  limited  set  of  questions  that  were  not  fully 
resolved  in  the  analysis  presented  in  the  "Final  Report  of  the  New 
Jersey  Negative  Income  Tax  Experiment."  The  report  consists  of 
several  short  papers  entitled  "Experimental  Effects  on  Labor  Supply 
Estimated  from  Various  Samples";  "Progress  Report:  Analysis  of 
Black  Sample  Labor  Supply  Responses";  "Extended  Analysis  of  the 
Influence  of  Income/Welfare  Status  upon  Labor  Supply";  "Interac- 
tion between  the  N.J.  Welfare  System  and  the  GWIE";  "Analysis  of 
Family  Labor  Supply";  "Analysis  of  Family  Labor  Supply  Results- 
Interactions  of  Working  Wives  and  Treatment  Variables";  and 
"Analysis  of  Family  Labor  Supply  Response-Non-Linearities  in  Re- 
sponse to  Payments."  (Final  report  184  pages.) 
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ABSTRACT:  These  two  reports  belong  to  a  series  of  four  that  discuss 
the  urban  impact  of  federal  policies.  The  study  as  a  whole  (1)  estab- 
lished a  conceptual  framework  for  assessing  the  effects  of  federal 
policies  on  urban  conditions;  (2)  synthesized  the  findings  of  existing 
research  regarding  the  effects  of  federal  policies  on  urban  conditions; 
and  (3)  evaluated  the  effects  of  future  federal  decisions  on  urban 
areas.  The  research  was  organized  to  examine  individually  three 
major  sectors  of  the  urban  economy  that  were  affected  by  federal 
actions;  the  private  business  sector,  the  residential  sector,  and  the 
local  public  sector.  These  two  reports  present  findings  about  the 
effects  of  these  policies  on  fiscal  conditions  in  the  local  public  sector, 
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and  about  the  effects  of  these  policies  on  the  residential  sector. 
Volume  3  concludes  that  the  effects  of  intergovernmental  aid  on  the 
fiscal  opportunities  and  fiscal  choices  of  urban  governments  depend- 
ed on  the  form  in  which  the  aid  was  provided:  categorical  grants: 
block  grants  or  unrestricted  aid:  lump-sum  or  matching  grants;  one- 
time or  recurring  grants.  Volume  4  concludes  that  the  most  important 
federal  influence  was  through  housing  programs.  Volume  3  ("Fiscal 
Conditions")  and  Volume  4  ("Population  and  Residential  Location") 
are  available  from  PIC.  (Final  report:  Volume  3,  190  pages;  Volume 
4.  132  pages.) 
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ABSTRACT:  This  report  discusses  the  role  that  private  social  services 
play  in  providing  short-term  emergency  and  special  needs  benefits. 
Such  agencies  include  secular  organizations  such  as  the  Red  Cross 
and  the  March  of  Dimes  as  well  as  religious  agencies  such  as  the 
Salvation  Army  and  Catholic  Charities.  Part  of  the  analysis  examines 
the  private  effort  to  provide  for  material  needs  in  statistical  terms 
using  data  from  a  12-county  study  of  private  agencies  and  data  from 
a  previous  study  of  public  emergency  assistance  programs.  The  other 
part  of  the  analysis  compares  the  private  agencies  in  four  counties 
with  public  programs.  The  report  considers  the  extent  to  which  the 
number  of  agencies  in  a  community  depends  upon  the  general  envi- 
ronment, donors,  and  individual  agency  missions,  which  helps  deter- 
mine the  extent  to  which  these  factors  may  affect  how  well 
community  needs  are  met.  The  analysis  of  case  studies  addresses  such 
factors  as  the  types  of  problems  agencies  handle,  the  clients  they 
serve,  and  the  resources  they  expect.  The  report  also  offers  sugges- 
tions on  how  the  private-sector  system  can  be  improved.  See  also  PIC 
ID  Nos.  2354-2354.3.  (Final  report  92  pages  plus  appendices.) 
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ABSTRACT:  At  the  time  of  this  project,  venereal  disease  (VD)  was  the 
most  serious  and  fastest  growing  epidemic  in  the  United  States.  The 
project  investigated  why,  despite  concerted  efforts  on  the  part  of 
public  health  authorities,  medical  specialists,  and  concerned  lay  peo- 
ple, VD  persists  and  why  15-25-year-olds  are  at  highest  risk.  Findings 
include  (1)  public  and  private  VD  treatment  facilities  have  been 
unable  to  handle  the  patients  they  already  serve  and  to  provide  ade- 
quate information  about  VD  to  patients;  (2)  VD  information  and 
education  campaigns  failed  to  coordinate  their  efforts  with  VD  treat- 
ment services  to  insure  adequate  treatment  capacity  and  to  improve 
procedures  for  dealing  with  the  increase  in  patient  visits;  and  (3)  the 
relationship  between  private  physicians  and  public  health  authorities 
in  attempting  to  curtail  VD  (particularly  in  tracking  down  the  in- 
dividuals who  had  sexual  contact  with  VD  carriers)  was  at  an  im- 
passe. For  this  project,  three  studies  were  conducted  that  resulted  in 
the  following  publications,  which  are  available  from  PIC:  "Client 
Reaction  to  Treatment";  "Private  Physician";  and  "Information 
Materials  and  Campaigns."  (Final  reports  64  pages  plus  appendices, 
28  pages,  and  148  pages  plus  appendices,  respectively;  executive  sum- 
mary 28  pages.) 
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ABSTRACT:  This  evaluation  of  long-term  care  research  projects  mea- 
sured the  impact  of  long-term  care  approaches  on  the  volunteers  and 
recipients  of  the  volunteer  service.  The  study  involved  the  collection 
and  analysis  of  data.  Volume  I  ("Preliminary  Impact  Evaluation  Re- 
port") presents  the  preliminary  evaluation  data  about  the  project 
participants'  (i.e.,  volunteers'  and  clients')  demographic  characteris- 
tics and  levels  of  functional  capability.  Volume  II  ("Project  Docu- 
mentation and  Assessment")  examines  the  development  of  the 
project's  effort  to  use  senior  volunteers  as  a  means  of  allowing  older 
persons  to  maintain  community-supported  living.  Volume  III  ("Final 
Impact  Evaluation")  presents  information  about  the  project  partici- 
pants' demographic  characteristics  and  functional  levels  at  the  end  of 
the  project,  paying  special  attention  to  changes  that  occurred  over 
time.  Volumes  I  and  II  are  available  from  PIC. 
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ABSTRACT:  This  paper  integrates  single  model  key  aspects  of  eco- 
nomic behavior  in  the  low-wage  labor  market  for  women,  derives 
implications  for  training  and  transfer  policies  from  the  model,  and 
examines  relevant  empirical  evidence.  On  the  demand  side,  the  op- 
portunity set  is  based  on  a  two-sector  model  that  incorporates  the 
effects  of  training,  career  interruption,  and  part-time  work  on  the 
path  of  wage  offers  throughout  the  life  cycle.  On  the  supply  side, 
women  with  different  abilities  and  preferences  for  children  and  home 
time  sort  themselves  among  available  opportunities.  The  incentive 


effects  of  policies  such  as  training  and  transfer  programs  are  derived. 
Implications  of  the  very  different  effects  of  policies  on  women  with 
different  abilities  and  tastes  and  the  implications  of  the  findings  for 
the  design  of  policy  evaluations  are  discussed.  See  also  PIC  ID  No. 
2360. 
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ABSTRACT:  This  four-part  project  investigated  several  factors  affect- 
ing the  incidence  of  poverty  among  families  headed  by  single  women. 
Part  I  included  three  studies  on  child  support  as  a  means  of  increasing 
the  incomes  of  single  women  with  children.  The  first  study  examined 
trends  in  child  support  and  in  Aid  to  Families  with  Dependent  Chil- 
dren (AFDC)  from  1978  to  1983.  The  second  study  analyzed  the 
potential  of  child  support  for  reducing  poverty  and  AFDC  utiliza- 
tion. The  third  study  examined  the  role  of  custody  arrangements  in 
child  support.  Part  II  used  monthly  caseload  data  representing  a 
random  sample  of  recipients  whose  AFDC  participation  began  dur- 
ing this  study  rather  than  before  it  to  determine  how  program 
changes  affect  the  probability  that  recipients  will  work.  Part  III 
addressed  whether  income  maintenance  experiments  such  as  the  Seat- 
tle/Denver Income  Maintenance  Experiments  affect  marital  stability. 
Part  IV  investigated  three  aspects  of  public  assistance  transfers:  (1) 
the  effect  of  AFDC  on  the  work  effort  and  labor  supply  behavior  of 
black  and  white  men;  (2)  the  reasons  for  the  25%  decline  in  state 
AFDC  benefit  levels  from  1960  to  the  time  of  the  study;  and  (3) 
underlying  reasons  for  the  "welfare  explosion"  from  1967  to  1973. 
(Executive  summary  37  pages.) 
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ABSTRACT:  This  paper  compares  the  poverty  population  and  the 
population  eligible  for  welfare.  The  comparison  of  these  populations 
is  useful  because  it  shows  how  a  population  considered  poor  by  an 
objective  measure  differs  from  a  population  of  welfare-eligibles  that 
our  political  process  had  deemed  worthy  of  financial  assistance.  In- 
formation about  the  size  and  composition  of  the  poor  and  welfare- 
eligible  population  is  useful  to  program  analysts  and  policymakers 
who  design,  evaluate,  and  administer  programs  intended  to  bring 
relief  to  these  groups.  The  factors  discussed  place  people  in  three 
major  categories:  the  poor  who  were  eligible  for  welfare;  the  poor 
who  were  not  eligible  for  welfare;  and  the  people  who  were  eligible 
for  welfare,  but  were  not  poor.  Findings  show  that  the  impact  of 
welfare  eligibility  on  the  poor  was  readily  apparent.  For  example, 
92%  of  poor  families  with  a  female  head  were  eligible  for  welfare, 
but  only  42%  of  poor  families  with  male  heads  were.  The  South's 
lower  payment  levels  are  apparent  in  that  in  most  categories  the 
lowest  percentage  of  poor  who  were  eligible  for  welfare  was  in  the 
South,  and  the  South  also  had  the  lowest  percentage  of  people  who 
were  both  eligible  for  welfare  and  nonpoor.  Welfare  programs  appar- 
ently helped  a  greater  percentage  of  poor  families  than  poor  unrelat- 
ed individuals.  (Final  report  61  pages.) 
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ABSTRACT;  This  report  is  a  detailed  review  of  research  on  the  causes, 
consequences,  and  correlates  of  the  long-term  welfare  dependency  of 
the  nonelderly.  Chapter  I  summarizes  the  findings  of  the  major  stu- 
dies on  Aid  to  Familes  with  Dependent  Children  (AFDC)  use  and 
discusses  patterns  of  welfare  dependency.  Chapter  2  develops  a 
"choice  model"  to  explain  the  behavioral  routes  that  lead  to  welfare 
dependency.  Chapter  3  examines  the  personal  and  environmental 
factors  that  are  most  closely  related  to  welfare  dependency.  Chapters 
4  through  7  analyze  the  correlates  and  causes  of  four  behaviors  that 
lead  to  welfare  dependency;  teenage  illegitimacy;  marriage,  divorce, 
and  remarriage;  living  arrangements  of  unwed  mothers;  and  women's 
work  effort  and  wages.  Two  other  behaviors,  women's  educational 
performance  and  attainment  and  personal  health  status,  are  identified 
as  being  critical  to  the  undertaking  of  at  least  some  of  the  primary 
behaviors  previously  discussed.  Chapters  8  and  9  probe  the  causes 
and  correlates  of  these  two  activities.  Chapter  10  develops  a  behav- 
ioral theory  of  the  causes  of  welfare  dependency.  According  to  this 
theory,  certain  women  become  dependent  on  welfare  for  long  peri- 
ods of  time  because  they  fail  to  develop  their  potential  for  financial 
independence  and  subsequently  compound  the  problem  (and  estab- 
lish their  eligibility  for  AFDC)  by  becoming  unwed  mothers.  Chap- 
ter 1 1  presents  directions  for  future  research.  See  also  PIC  ID  Nos. 
2625.1-2625.9,  2625.A,  and  2625.B. 
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ABSTRACT:  This  executive  summary  of  a  detailed  review  of  research 
on  welfare  dependency  concludes  that  (1)  most  of  the  causes  of 
welfare  dependency  are  beyond  the  reach  of  public  policy  interven- 
tion; (2)  there  are  very  few  policy  changes  that  can  be  made  to 
significantly  reduce  welfare  dependency;  and  (3)  as  long  as  the  U.S. 
welfare  system's  structure  and  orientation  remain  the  same  there  will 
be  a  serious  welfare  dependency  problem.  This  report  details  suggest- 
ed effective  approaches  to  preventing  or  ending  dependency  for  the 
majority  of  recipients,  which  include  (1)  increasing  lower-status  tee- 
nagers' educational  attainment;  (2)  increasing  lower-status  males' 
work  effort;  (3)  improving  lower-status  women's  attitudes  toward 
work;  (4)  increasing  young  men's  costs  of  inducing  illegitimate  child- 
bearing;  and  (5)  reducing  or  discontinuing  Aid  to  Families  with  De- 
pendent Children  (AFDC).  See  also  PIC  ID  Nos.  2625, 
2625.2-2625.9,  2625. A,  and  2625. B.  (Executive  summary  33  pages.) 
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ABSTRACT:  This  paper  summarizes  key  findings  about  long-term  wel- 
fare dependency.  In  the  early  1980s  analysts  began  answering  some 
of  the  questions  about  long-term  welfare  dependency  by  applying 
appropriate  statistical  tools  to  surveys  of  large  samples  of  Americans 
followed  for  as  long  as  1 5  years.  This  research  has  produced  a  consen- 
sus about  such  questions  as  (1)  how  long  welfare  lasts;  (2)  who  the 
long-term  users  of  welfare  are;  and  (3)  how  various  groups  of  recipi- 
ents leave  the  welfare  rolls.  Uncertainty  about  other  areas  still  exists, 
although  there  is  considerable  evidence  relating  to  them.  Some  of 
these  questions  concern  (1)  whether  dependency  is  increasing  or 
decreasing;  (2)  the  public  policies  that  influence  welfare  dependency 
and  in  what  ways  they  do  so;  and  (3)  whether  welfare  programs 
operate  to  trap  people  into  dependency.  The  report  draws  on  the 


research  of  a  number  of  scholars  and  decides  which  of  their  findings 
are  sound,  which  are  dubious,  and  which  are  misleading  or  incorrect. 
Robert  Lerman  of  Brandeis  University  is  the  author  of  this  report. 
See  also  PIC  ID  Nos.  2624-2624.6.  (Final  report  47  pages.) 
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ABSTRACT:  This  project's  purposes  were  to  (1)  find  out  more  about 
the  types  of  people  who  have  adopted  special  needs  children  (i.e., 
older  children  and  children  with  mental,  physical,  emotional,  and 
learning  disabilities),  the  types  of  people  who  express  an  interest  in 
adopting  special  needs  children,  and  the  correlations  between  them; 
(2)  determine  which  recruitment  techniques  are  most  effective  and 
why;  and  (3)  design  marketing  strategies  that  will  reach  the  pool  of 
individuals  most  likely  to  adopt  the  types  of  children  available.  The 
database  of  more  than  1,200  eligible  families  that  was  gathered  by  the 
National  Adoption  Exchange  was  analyzed  to  determine  the  demo- 
graphic characteristics  of  families  willing  to  adopt  special  needs  chil- 
dren. The  database  of  the  Adoption  Exchange  of  Delaware  Valley 
was  used  to  compare  the  characteristics  of  families  who  adopted 
special  needs  children  to  those  who  did  not.  The  study  also  included 
focus  group  interviews  to  elicit  the  attitudes  and  experiences  of  fami- 
lies that  have  already  adopted  special  needs  children.  The  report 
includes  the  methodology  and  findings  from  all  three  of  these  tasks 
as  well  as  numerous  tables  presenting  demographic  statistics.  (Final 
report  155  pages.) 
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STATUS:  Study  completed. 

Available  from  PIC, 
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ABSTRACT:  This  paper  presents  estimates  of  the  joint  effect  of  the 
major  federal  income  tax  expenditures  on  the  income  distribution.  It 
was  an  attempt  to  determine  which  income  groups  benefit  most  from 
the  provisions  of  the  tax  code  known  as  tax  expenditures.  Tax  expen- 
ditures are  revenue  losses  resulting  from  federal  tax  provisions  that 
grant  special  tax  relief  designed  to  encourage  certain  kinds  of  behav- 
ior by  taxpayers  or  to  aid  taxpayers  in  special  circumstances.  These 
provisions  in  the  tax  code  may  be  viewed  as  analogous  to  a  simultane- 
ous revenue  collection  and  a  direct  budget  outlay  of  an  equivalent 
amount  and  for  that  reason  were  referred  to  as  tax  expenditures. 
Microsimulation  provided  estimates  of  the  joint  effect  of  the  major 
individual  income  tax  expenditures  on  the  income  distribution.  In 
1986  dollars,  $650  billion  of  income  were  excluded  from  taxation 
leading  to  a  revenue  loss  of  $150  billion.  Deductions  accounted  for 
a  tax  expenditure  of  another  $100  billion.  When  all  tax  expenditures 
were  examined  together,  two-fifths  of  the  benefits  of  tax  expenditures 
went  to  the  20%  of  families  with  the  highest  incomes  and  two-thirds 
went  to  the  40%  with  the  highest  incomes.  The  poorest  40%  received 
only  one-fifth  of  the  total  benefits  from  tax  expenditures.  (Final  report 
30  pages.) 
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ABSTRACT:  This  study  used  longitudinal  data  from  the  Retirement 
History  Study  to  investigate  how  the  pension  choice  made  by  hus- 
bands affects  the  well-being  of  older  women  when  they  become 
widows.  Patterns  of  poverty  variation  by  pension  eligibility  of  the 
husband  and  by  his  choice  of  single-life  or  joint-life  annuity  are 
shown.  An  economic  model  of  pension  choice  is  developed  and  test- 
ed empirically.  Finally,  simulations  are  performed  to  determine  the 
effect  of  requiring  husbands  to  choose  a  joint-life  pension  on  the 
well-being  of  wives  and  widows.  The  effect  of  such  a  rule  is  then 
estimated  on  the  poverty  rate  of  all  widows.  The  final  report  includes 
an  executive  summary,  a  summary  of  findings,  and  summaries  of  the 
four  other  reports  generated  by  the  study:  (1)  "Income  Transitions  at 
Older  Stages  of  Life:  The  Dynamics  of  Poverty";  (2)  "Widowhood 
and  Poverty:  The  Role  of  Survey  Procedures  in  Artificially  Creating 
Poverty";  (3)  "Pensioners'  Annuity  Choice:  Is  the  Well-Being  of 
Widows  Considered?";  and  (4)  "The  Transition  from  Wife  to  Widow: 
The  Importance  of  Survivor  Benefits  to  the  Well-Being  of  Widows." 
All  of  the  reports  are  available  from  PIC.  See  also  PIC  ID  Nos.  2921, 
2921.2,  and  2921.3.  (Reports  14,  21,  30,  33,  and  57  pages,  respective- 
ly) 
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ABSTRACT:  The  papers  in  this  volume  were  presented  at  a  conference 
held  at  the  Brookings  Institution  in  Washington,  D.C,  on  May  2, 
1985.  They  address  a  range  of  issues  relating  to  the  work  and  health 
status  of  the  elderly.  "Public  Policy  Implications  of  Declining  Old- 
Age  Mortality"  examines  mortality  and  health  trends  among  the 
elderly.  "Aging  and  the  Ability  to  Work:  Policy  Issues  and  Recent 
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Trends"  assesses  the  effects  of  changing  health  and  mortahty  rates  on 
the  design  of  public  retirement  and  disability  programs.  "Occupation- 
al Effects  on  the  Health  and  Work  Capacity  of  Older  Men"  examines 
the  effect  of  earnings,  education,  and  industrial  and  occupational 
attachment  on  the  health  status  and  work  capacity  of  men  aged  58  to 
73.  "Involuntary  Early  Retirement  and  Consumption"  measures  the 
effect  of  involuntary  early  retirement  on  the  food  consumption  of  the 
elderly.  "Life-Cycle  Labor  Supply  and  Social  Security:  A  Time- 
Series  Analysis"  determines  whether  increased  Social  Security  bene- 
fits have  led  to  early  retirement  for  more  workers.  "Life  Insurance 
for  the  Elderly:  Its  Adequacy  and  Determinant"  examines  the  deter- 
minants and  adequacy  of  life  insurance  among  married  couples  be- 
tween the  ages  of  58  and  65.  The  book  is  available  from  the  Brookings 
Institution.  See  also  PIC  ID  No.  2345.1.  (Book  276  pages;  executive 
summary  18  pages.) 
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ABSTRACT:  This  paper  reports  on  the  workshop  Work,  Income,  and 
Retirement  of  the  Aged  held  March  8-9,  1979,  in  Washington,.  D.C. 
The  intent  of  this  workshop  was  to  identify  gaps  in  policy-related 
research  in  this  area.  The  general  questions  addressed  were  the  fol- 
lowing: (1)  What  will  policymakers  10  or  15  years  after  the  study 
need  to  know?  (2)  What  are  the  gaps  or  inadequacies  in  what  we 
know  or  expect  to  know?  and  (3)  What  are  the  best  ways  of  address- 
ing them?  Participants  included  approximately  30  private  and  gov- 
ernment researchers  with  experience  in  the  field  of  work,  income,  and 
retirement  of  the  aged.  Discussion  at  the  workshop  centered  on  seven 
papers  commissioned  for  this  purpose:  (1)  "Income  Distribution,  the 
Elderly,  and  Public  Policy";  (2)  "Research  Agenda  on  Pensions";  (3) 
"Labor  Supply  of  the  Elderly";  (4)  "Unemployment  and  Labor 
Force  Participation  of  Older  Workers";  (5)  "Effect  of  Retirement 
Programs  on  the  Nonaged";  (6)  "Research  on  Macro-Effects  of 
Retirement  Income  Programs";  and  (7)  "Concluding  Remarks."  (Fi- 
nal report  158  pages.) 
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ABSTRACT:  This  report  explores  the  problem  of  nonwork  and  its 
causes.  Nonwork  is  defined  as  "the  condition  of  declining  to  seek  or 
accept  work  seriously  even  though  one  is  needy,  apparently  employa- 
ble, and  jobs  are  available."  The  paper  (1)  describes  the  work  prob- 
lem and  its  connection  to  poverty  and  dependency;  (2)  analyzes 
various  social  "barriers"  (lack  of  skills,  discrimination,  welfare  disin- 
centives, lack  of  child  care,  and  lack  of  obligations)  that  have  been 
thought  to  cause  nonwork;  (3)  examines  several  theories  of  poverty 
psychology  (economic,  political,  and  cultural  as  well  as  methodologi- 
cal differences  and  the  direction  of  causation)  that  might  help  explain 
nonwork;  and  (4)  concludes  with  some  political  and  policy  implica- 
tions. Some  of  the  implications  the  paper  suggests  are  that  (1)  the 
absence  of  government  structure  accounts  for  nonwork  more  than 
the  absence  of  social  or  economic  structure;  (2)  the  impediments  that 
separate  the  dependent  from  work  do  not  seem  much  different  from 
those  impediments  faced  by  working  Americans  in  general;  and  (3) 
if  integration  and  equality  are  to  be  served,  government  apparently 
must  require  that  the  poor  meet  society's  work  standard,  rather  than 
exempt  them  from  it.  Lawrence  Mead  of  New  York  University  is  the 
author  of  this  paper.  See  also  PIC  ID  Nos.  2625-2625.2,  2625.4- 
2625.9,  2625. A,  and  2625. B.  (Final  report  50  pages.) 
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ABSTRACT:  This  paper  reviews  policies  that  have  attempted  to 
reduce  nonwork,  especially  among  welfare  recipients,  and  suggests 
some  new  directions  for  policies  to  take.  Nonwork  is  the  failure  to 
seek  and  accept  employment  even  though  one  is  needy,  apparently 
employable,  and  jobs  are  available.  It  is  an  important  cause  of  poverty 
and  dependency.  The  issues  discussed  are  ( 1 )  cutting  welfare  benefits; 
(2)  work  incentives:  (3)  training  programs;  (4)  labor  market  policies; 
and  (5)  work  requirements  (i.e.,  requiring  the  employable  to  work  as 
a  condition  of  welfare  support).  Emphasis  is  placed  on  work  require- 
ments as  a  focus  of  welfare  policymaking  because  of  the  failure  of  the 
more  benefit-oriented  policies  to  motivate  clients  to  accept  jobs.  The 
report  makes  several  specific  policy  recommendations  and  suggests 
further  research  to  clarify  some  of  the  remaining  issues  in  nonwork. 
Lawrence  Mead  of  New  York  University  is  the  author  of  this  report. 
See  also  PIC  ID  Nos.  2625-2625.3,  2625.5-2625.9,  2625.A,  and 
2625. B.  (Final  report  50  pages.) 
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ABSTRACT:  This  review  surveys  the  results  of  research  on  the  exist- 
ence and  magnitude  of  connections  between  welfare  dependency  and 
low  levels  of  work  and  earnings  in  the  welfare  system.  It  concerns 
itself  only  with  existing  transfer  rather  than  social  insurance  pro- 
grams for  the  nonelderly  and  the  nondisabled.  The  review  is  organ- 
ized around  three  sets  of  questions.  The  first  set  addresses  the  patterns 
of  growth  of  the  programs  and  the  demographic  groups  that  they 
serve.  The  second  set  discusses  the  patterns  of  work  and  welfare 
receipt  among  the  demographic  groups  served  by  the  programs  and 
any  evidence  that  those  patterns  are  a  result  of  the  levels  of  program 
benefits  and  the  program  structures.  The  third  set  of  questions  con- 
cerns the  policy  measures  that  have  been  proposed  for  improving 
levels  of  employment  and  earnings  as  well  as  the  likely  effects  of  these 
measures.  The  paper  also  makes  suggestions  for  future  research.  Rob- 
ert Moffitt  of  Brown  University  is  the  author  of  this  report.  See  also 
PIC  ID  Nos.  2624-2624.3  and  2624.5-2624.7.  (Final  report  72  pages.) 

DESCRIPTORS:  Welfare  Dependency,  Research  and  Evaluation 
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ABSTRACT:  In  December  1971,  the  Secretary  of  the  Department  of 
Health,  Education  and  Welfare  charged  a  special  task  force  with 
examining  health,  education  and  welfare  problems  from  the  perspec- 
tive of  one  of  our  fundamental  social  institutions— work.  This  report 
discusses  the  functions  of  work:  its  centrality  in  the  lives  of  most 
adults,  its  contribution  to  identity  and  self-esteem,  and  its  utility  in 
bringing  order  and  meaning  to  life.  It  further  considers  the  effects  of 
work  problems  on  various  segments  of  our  society  and  reviews  the 
physical  and  mental  health  costs  of  jobs  as  now  designed.  Work 
redesign  to  improve  productivity  and  decrease  social  problems  is  a 
keystone  of  the  report.  Federal  policy  in  relation  to  the  creation  of 
jobs,  manpower,  and  welfare  is  also  examined.  (Final  report  210 
pages.) 
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ABSTRACT:  This  report  reviews  some  of  the  literature  and  emergent 
themes  regarding  government  programs  and  policies  relating  to  work 
incentives  and  work  requirements  for  the  welfare  population.  One  of 
these  themes  is  that  work  incentives  built  into  welfare  program  bene- 
fit structures  have  failed  to  stimulate  additional  work  and  may  even 
have  been  counterproductive  because  they  have  been  difficult  to 
implement.  This  paper  addresses  both  the  theory  of  and  experience 
with  work  incentives  and  work  requirements,  giving  as  examples  the 
Work  Incentive  Program,  Food  Stamp  Work  Requirements,  and  ear- 
ly state  workfare  experiments.  See  also  PIC  ID  Nos.  2625-2625.6, 
2625.8,  2625.9,  2625. A,  and  2625. B.  (Final  report  177  pages.) 
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ABSTRACT:  This  is  the  official  report  of  the  Policy  Group  of  the 
Interdepartmental  Workers'  Compensation  Task  Force.  Workers' 
compensation  is  a  state-operated,  employer-financed  system  of  "no- 
fault"  insurance  for  compensation  of  job-related  injury,  illness,  or 
death.  The  Policy  Group,  including  the  Departments  of  Labor,  Com- 
merce, HEW,  HUD,  and  the  Office  of  Management  and  Budget,  has 
been  directing  technical  assistance  for  the  states  and  research  in 
workers'  compensation.  The  study  argues  that  a  sharp  reordering  of 
priorities  and  a  new  mode  of  operation  will  be  necessary  to  reduce 
expense,  improve  equity,  and  improve  effectiveness  of  the  workers' 
compensation  system,  in  spite  of  significant  improvements  in  the 
1970s.  The  study  recommends  that  wage  loss  compensation  be  sepa- 
rated from  other  benefits  and  paid  as  wage  loss  accrues,  that  emphasis 
on  rehabilitation  and  re-employment  be  increased,  and  that  costs  of 
work-related  injuries  and  diseases  be  internalized  by  broad  coverage 
of  employees  and  broader  interpretation  of  work-related  disease. 
HEW  is  asked  to  increase  knowledge  about  work-related  disease. 
Recommendations  are  made  on  the  relationship  between  workers' 
compensation  and  Social  Security  programs.  (Final  report  58  pages.) 
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ABSTRACT:  The  projected  increase  in  the  number  of  elderly  over  the 
age  of  75,  the  longer  life  expectancy  of  the  disabled,  and  the  inflation 
of  nursing  home,  home  health,  and  personal  care  costs  make  it  in- 
creasingly difficult  to  maintain  the  security  of  those  persons  in  need 
of  long-term  care  services.  Federal,  state,  and  local  programs  must 
be  organized  to  use  resources  as  efficiently  as  possible  to  assure  the 
quality  of  care  and  quality  of  life  of  the  long-term  care  population, 
both  in  the  institution  and  in  the  community.  These  working  papers, 
which  were  prepared  for  the  1980  Under  Secretary's  Task  Force  on 
Long-Term  Care,  describe  the  state  of  knowledge  about  long-term 
care  in  the  United  States  and  will  serve  as  the  basis  for  policy  deve- 
lopment. Besides  an  overview  and  summary  of  long-term  care,  the 
papers  discuss  (1)  the  long-term  care  population;  (2)  services  and 
settings;  (3)  programs  and  financing  for  long-term  care  services;  and 
(4)  dynamics  of  the  system.  (Final  report  117  pages.) 
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ABSTRACT:  Data  on  the  needs,  behavior,  legal  and  moral  responsibili- 
ties, and  legal  rights  of  unwed  fathers,  age  25  and  younger,  were 
analyzed  to  determine  which  programs  and  policies  address  the  issue 
of  unwed  fatherhood  and  which  options  can  promote  greater  respon- 
sibility and  involvement  on  the  part  of  young  unwed  fathers.  This 
report  discusses  establishment  of  paternity,  child  support,  the  Aid  to 
Families  with  Dependent  Children  program,  job  training  and  em- 
ployment programs,  and  adolescent  pregnancy  and  parenting  pro- 
grams. It  also  provides  statistics  on  births,  broken  down  by  age,  race, 
and  marital  status  of  the  mothers.  In  relation  to  this  study,  an  invita- 
tional symposium  was  held  in  October  1986  in  Washington,  D.C.  Ten 
working  papers  resulted  from  that  meeting.  (Volume  I,  summary 
report;  Volume  II,  10  commissioned  papers.) 
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ABSTRACT:  During  the  early  1970s,  HEW  supported  numerous  Ser- 
vices Integration  Targets  of  Opportunity  (SITO)  demonstration  pro- 
jects. These  projects  sought  to  improve  local  service  delivery 
through  approaches  such  as  common  intake  procedures  for  related 
programs.  This  study  was  to  determine  whether  the  organizational 
experiences  of  the  SITO  projects  could  be  aggregated  in  a  systematic 
fashion  by  the  case  survey  method.  Rand  determined,  unfortunately, 
that  the  files  did  not  contain  sufficiently  detailed  information  to  do 
so  (see  "Aggregating  Organizational  Experience  with  Services  Inte- 
gration: Feasibility  and  Design";  Rand,  1975;  also  available  from 
SHARE,  No.  SHR-0000464).  This  study  therefore  emphasized  a  de- 
scriptive "census"  of  70  SITO  projects,  categorizing  each  in  terms  of 
scope,  service  approaches,  and  developmental  stage.  It  reached  se- 
veral tentative  conclusions:  that  in  the  absence  of  decisive  HEW 
initiatives  services  integration  will  remain  a  marginal  phenomenum, 
that  R&D  funds  will  continue  to  be  necessary  for  seed  money  for  new 
projects,  that  some  of  the  better  projects  will  be  continued  with 
program  funds,  and  that  projects  involving  continuing  staff  interac- 
tions do  better.  The  report  is  also  available  from  SHARE,  No.  SHR- 
0000297.  (Final  report  102  pages.) 
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ABSTRACT:  The  evaluation  of  the  1980  Low-Income  Energy  Assist- 
ance Program  (LIEAP)  drew  upon  a  variety  of  information  sources, 
including  existing  literature,  state  plans  and  reports,  and  relevant 
studies.  Additional  data  collection  activities  were  undertaken:  tele- 
phone discussions  with  state  LIEAP  program  officials  to  gain  in- 
^  depth  views  of  program  operations,  and  compilation  of  overall  ope- 
rating statistics  and  program  information.  This  short-term  evaluation 
provides  a  general  description  of  the  design  and  operation  of  the 
program;  assesses  the  extent  to  which  program  objectives  were 
achieved;  compares  the  impact  of  different  approaches  to  program 
design  and  operation;  and  identifies  exemplary  practices,  policies,  and 
procedures. 
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ABSTRACT:  This  survey,  a  supplement  to  the  May  1983  Current 
Population  Survey,  investigated  the  extent  of  pension  coverage  and 
vesting  in  the  work  force.  It  also  provided  the  first  estimates  on  the 
extent  of  participation  in  IRAs  and  Keoghs  under  the  new,  liberalized 
law.  The  supplement  largely  replicated  a  similar  supplement  adminis- 
tered in  May  1979.  For  further  information,  contact  the  Bureau  of  the 
Census  (Thomas  C.  Walsh,  202-763-2776). 
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ABSTRACT:  The  study  was  designed  to  (1)  determine  whether  sex- 
based  inequities  exist  in  federally  funded  health  and  human  develop- 
ment services;  (2)  identify  which,  if  any,  of  these  inequities  constitute 
discriminatory  practices  that  are  monitored  by  OCR;  and  (3)  conduct 
a  mock  compliance  review  to  determine  the  impact  of  future  compli- 
ance efforts  on  OCR's  operation.  The  study  demonstrated  that  sex- 
based  inequities  exist  in  a  variety  of  health  and  human  development 
programs. 
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ABSTRACT:  This  study  was  originally  prepared  to  comply  with  an 
executive  order  requiring  such  analysis  prior  to  promulgation  of 
proposed  regulations  with  a  potential  cost  impact  of  $100  million  or 
more.  It  was  revised  and  reissued  along  with  the  final  regulation  (45 
CFR  Part  84)  prohibiting  discrimination  against  the  handicapped. 
The  study  found  that  the  regulation  was  cost-effective  as  compared 
to  alternative  approaches,  and  that  the  annual  pecuniary  costs  of 
remedying  discrimination  of  about  $2.3  billion  were  almost  offset  by 
pecuniary  benefits  of  $2.1  billion.  Psychological  benefits  were  not 
determined  in  dollars  but  would  be  substantial.  Most  of  the  benefits 
would  accrue  for  handicapped  individuals  over  the  long  run,  most  of 
the  costs  for  state  and  local  governments  over  the  short  run.  Most 
costs  and  benefits  would  not  be  due  to  the  regulation  since  other  laws 
and  court  decisions  already  applied.  The  largest  costs  occurred  for 
elementary  and  secondary  education.  Costs  of  making  facilities  ac- 
cessible were  far  lower  than  commonly  believed,  since  steps  such  as 
rescheduling  classes  could  substitute  for  renovation.  (Final  report  85 
pages.) 
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ABSTRACT:  The  subjects  studied  were  local  education  agencies.  Final 
report  recommendations  are  directly  applicable  to  health  and  human 
service  recipients.  The  recommendations  are  to  (1)  expand  the  role 
of  the  state  education  agency  in  coordinating  and  delivering  technical 
assistance  to  encourage  civil  rights  compliance;  (2)  expand  the 
capabilities  of  the  participants  in  technical  assistance  episodes  to  util- 
ize the  information  received  to  encourage  civil  rights  implementa- 
tion; and  (3)  develop  methods  to  target  technical  assistance  to  the 
appropriate  audience. 
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ABSTRACT:  The  study  determined  the  extent  to  which  state  educa- 
tion, health  and  human  development  agencies  and  state  human  rights 
agencies  presently  engage  in  civil  rights  compliance  review  and  com- 
plaint investigation  activities  and  the  effectiveness  of  these  activities. 
The  study  also  determined  the  willingness  and  capability  of  state 
agencies  to  assume  a  larger  role  in  this  area.  This  study  was  undertak- 
en in  cooperation  with  the  Office  of  the  Assistant  Secretary  for 
Education. 
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ABSTRACT:  The  researchers  gathered  information  to  determine  the 
effectiveness  to  date  of  four  administrative  practices  in  obtaining 
compliance  with  civil  rights  laws  enforced  by  OCR.  In  addition,  the 
study  determined  how  these  types  of  administrative  requirements 
could  be  used  in  the  future  to  achieve  noncoercive  compliance  with 
the  civil  rights  laws.  This  study  was  undertaken  in  cooperation  with 
the  Office  of  the  Assistant  Secretary  for  Education.  The  four  prac- 
tices were  (1)  assurances  of  compliance  by  the  institution,  which  had 
little  effect;  (2)  self-evaluations,  which  could  educate  offices  and 
stimulate  advocacy  group  interactions;  (3)  compliance  coordinators, 
who  functioned  as  advocates,  administrators  or  apologists;  and  (4) 
grievance  procedures,  which  served  a  preventive  role  though  seldom 
used.  (Final  report  67  pages.) 
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ABSTRACT:  The  study  compared  OCR's  mediation  procedures  with 
those  in  use  in  other  civil  rights  agencies  at  federal,  state  and  local 
levels.  It  also  summarized  the  information  gathered  on  how  OCR 
works-its  results,  strengths  and  problems.  The  study  discussed  the 
basic  elements  of  an  effective  mediation  system  based  on  information 
from  all  of  the  agencies  in  the  study  and  offered  a  series  of  recommen- 
dations for  strengthening  the  mediation  procedure  at  OCR. 
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ABSTRACT:  This  study's  objectives  were  to  identify  (1)  issues  in 
health  service  delivery  and  human  service  delivery  perceived  by 
consumers  of  those  services  and  advocates  knowledgeable  about 
those  services  as  discriminatory  in  intent  or  impact;  (2)  those  issues 
perceived  as  being  prevalent  and  having  severe  discriminatory  im- 
pact by  the  beneficiaries  of  protections  outlined  in  Title  VI  and 
Section  504;  and  (3)  problem-solving  techniques  used  by  protected 
group  members  to  resolve  perceived  issues  of  discrimination  and  to 
determine  perceptions  of  their  effectiveness.  Methodology,  data  anal- 
ysis, implication  of  the  findings,  bibliography,  sample  of  instructions 
and  instruments  used  for  issue  identification  and  assessment,  sample 
of  data-collection  instruments,  and  list  of  health  care  and  human 
development  issues  are  included  in  the  report. 
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ABSTRACT:  By  the  mid  1980s,  advances  in  transplantation  technology 
and  immunotherapy  had  raised  the  one-year  survival  rate  for  patients 
with  cadaver  kidney  transplants  to  approximately  93%.  Yet,  in  spite 
of  Medicare  End  Stage  Renal  Disease  (ESRD)  program  regulations 
that  require  dialysis  facilities  to  provide  their  patients  with  sufficient 
information  and  opportunity  to  pursue  transplantation,  many  facili- 
ties still  do  not  do  so.  This  report,  the  second  in  a  series  on  organ 
acquisition  systems,  examines  the  problem  of  limiting  patient  access 
to  kidney  transplantation.  OIG  found  that  according  to  kidney  trans- 
plant surgeons  at  least  20%  to  25%  of  the  population  receiving  dial- 
ysis is  medically  suitable  for  a  transplant;  however,  only  10%  to  1 1% 
is  on  waiting  lists  for  transplants.  OIG  also  found  that,  in  spite  of  a 
Medicare  requirement,  transplant  surgeons  do  not  seem  to  be  regular- 
ly involved  in  reviewing  long-term  care  programs  for  patients.  Even 
though  nearly  10,000  individuals  were  reportedly  awaiting  trans- 
plants at  the  time  of  the  study,  OIG  cites  several  reasons  why  the 
number  of  transplantation  referrals  should  be  significantly  increased; 
for  instance,  (1)  nonsensitized  dialysis  patients  are  likely  to  receive  a 
transplant  quickly;  and  (2)  more  names  on  waiting  lists  would  reduce 
the  likelihood  of  cadaver  kidneys  being  discarded  or  provided  to 
foreign  nationals.  The  report  includes  several  recommendations  to 
the  Health  Care  Financing  Administration.  See  also  PIC  ID  Nos. 
2647  and  2647.2.  (F.R.  24  pp.) 
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ABSTRACT:  From  1980  to  1985  the  annual  incidence  of  kidney  tran- 
splantation in  the  U.S.  increased  63.8%;  cadaver  kidney  transplants 
increased  from  72.9%  of  the  total  to  75.6%.  During  this  period  the 
supply  of  kidney  transplants  did  not  keep  pace  with  the  increasing 
demand.  Because  of  advances  in  transplantation  technology  and  im- 
munotherapy, organ  recovery  teams  are  increasingly  removing 
hearts,  livers,  bone  marrow,  and  other  organs  and  tissues  as  well  as 
kidneys.  Since  the  kidney  acquisition  process  serves  as  a  model  for 
organ  acquisition  in  general,  this  report  reviews  the  efficiency,  effec- 
tiveness, and  equity  of  access  to  the  limited  supply  of  cadaver  kid- 
neys. Specifically,  it  examines  (1)  the  phenomenon  of  nonresident 
aliens  coming  to  the  U.S.  to  receive  transplants;  and  (2)  the  practice 
of  exporting  cadaver  kidneys  from  the  U.S.  The  report  recommends 
that  (I)  the  Health  Care  Financing  Administration  (HCFA)  under- 
take efforts  to  help  ensure  that  cadaver  kidneys  are  not  offered  to 
foreign  nationals  or  exported  unless  no  suitable  U.S.  recipient  can  be 
found;  and  (2)  when  kidneys  are  sent  to  other  countries,  HCFA 
should  prohibit  Medicare  reimbursements  for  any  of  the  acquisition 
costs  of  those  kidneys.  It  is  estimated  that  following  these  recommen- 
dations would  allow  an  estimated  500  additional  Medicare  beneficiar- 
ies to  receive  cadaver  kidney  transplants  during  1987.  See  also  PIC 
ID  Nos.  2647.1  and  2647.2.  (Final  report  23  pages.) 
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ABSTRACT:  The  objective  of  this  review  was  to  determine  whether 
SSA  had  adequate  control  over  all  payments  recorded  on  the  Master 
Beneficiary  Record.  The  analysis  was  designed  to  identify  (1)  over- 
payments erroneously  included  in  the  Special  Payment  Amount 
(SPA)  field  and  not  on  the  Recovery  of  Overpayments,  Accounting, 
and  Reporting  (ROAR)  system;  (2)  incorrect  payments  where  collec- 
tion efforts  were  inadequate;  and  (3)  errors  in  data.  OIG  found  that 
legally  defined  overpayments  were  incorrectly  being  entered  in  the 
SPA  field  without  being  entered  into  the  ROAR  systems.  As  result 
of  bypassing  the  system's  inherent  controls,  these  overpayments  re- 
mained outstanding  for  as  long  as  six  years  with  little  or  no  recovery 
action  initiated  by  SSA.  OIG  recommended  that  SSA  (1)  purge  the 
SPA  data  field;  (2)  initiate  recovery  action  on  $53.7  million  in  pay- 
ments posted  onto  that  field;  and  (3)  shield  against  a  recurrence  of  a 
similar  build-up  of  payments.  (Final  report  1 1  pages  plus  appendices.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  (1)  provide  an  updated 
picture  of  state  implementation  of  the  adoption  assistance  portion  of 
Part  E  to  Title  IV  of  the  Social  Security  Act;  (2)  assess  the  early 
impact  of  the  federal  adoption  assistance  program;  (3)  review  efforts 
at  the  state  and  local  level  to  promote  special  needs  adoptions  as  well 
as  identify  obstacles  to  such  adoptions;  and  (4)  identify  and  assess 
cost-effectiveness  data  in  adoption  subsidies.  To  conduct  the  study, 
17  states  were  contacted  to  determine  how  Title  IV-E  was  imple- 
mented, its  impact  on  state  adoption  activities,  state  of  the  art  in 
promoting  special  needs  adoptions,  and  the  cost-effectiveness  of  sub- 
sidized adoptions.  Based  on  study  findings,  recommendations  were 
made  in  five  areas:  (1)  recruiting  adoption  parents;  (2)  post-adoption 
placement  services;  (3)  training;  (4)  legislative  initiatives;  and  (5) 
federal  leadership.  (Final  report  28  pages.) 

DESCRIPTORS:  Foster  Care  and  Adoption,  Child  Welfare,  State  or 

Local  Administration 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2440  PROJECT  NO: 
FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '84  through  July  '84 


0577 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Administrative  Costs 

REPORT  TITLE:  AFDC,  Medicaid,  and  Food  Stamp  Administrative 
Costs 

PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D  C.  20201 

PROJECT  OFFICER:  Mangano,  Michael;  Rm  5660,  COHEN  Bldg; 

202-472-2539 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs; 

HCFA-Medicaid-State  and  Local  Administration; 
FSA-Assistance  Payments-State  and  Local  Administration 
•  (Entire  Program  Area); 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  inspection  was  performed  because  of  concerns  re- 
garding the  wide  variation  among  states  in  the  cost  of  administering 
the  Aid  to  Families  with  Dependent  Children  (AFDC),  Medicaid, 
and  Food  Stamp  programs.  In  FY  1984,  the  federal  share  per  recipi- 
ent for  AFDC  ranged  from  $27  to  $233.  Medicaid  costs  ranged  from 
$18  to  $131,  and  Food  Stamp  costs  ranged  from  $16  to  $185.  OIG 
found  no  logical  explanation  for  these  variations  except  that  some 
states  operate  more  efficiently  than  others.  The  report  recommends 
funding  administrative  costs  on  a  prospective  basis,  which  would 
eliminate  the  cost-matching  system.  Such  a  prospective  system  would 
(1)  provide  administrative  funds  to  states  based  on  a  combined 
amount  per  recipient  derived  from  historical  costs  adjusted  for  rela- 
tive government  labor  costs;  (2)  increase  the  flexibility  that  states 
would  have  in  running  their  programs;  and  (3)  reduce  federal  inter- 
ference through  the  elimination  of  the  cost-allocation  process  and  the 
reduction  of  federal  staff  See  also  PIC  ID  No.  3057.1.  (Final  report 
21  pages  plus  appendix.) 
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ABSTRACT:  The  Older  Americans  Act  of  1965,  as  amended  in  1973, 
required  state  units  on  aging  (SUAs)  to  divide  their  states  into  plan- 
ning and  service  areas  (PSAs)  and  designate  networks  of  area  agen- 
cies on  aging  (AAAs)  to  plan  and  develop  comprehensive  systems  of 
services  for  the  elderly  within  those  areas.  It  is  the  responsibility  of 
individual  SUAs  to  develop  policies  and  program  directions  for 
AAAs  in  the  states.  Within  the  framework  of  these  policies  and 
directions,  AAAs  are  responsible  for  being  catalysts  and  focal  points 
within  their  PSAs  for  planning,  coordinating,  developing,  and  pool- 
ing resources  to  create  comprehensive  systems  of  services  for  the 
elderly.  Under  the  act,  AAAs  are  required  to  develop  plans  that 
include  services  such  as  access,  in-home,  legal,  and  nutrition.  Other 
types  of  services  may  be  provided  based  on  needs  identified  by 
AAAs.  This  study,  which  involved  site  visits  to  SUAs  and  AAAs, 
identified  noteworthy  approaches  to  providing  services  to  the  elderly 
through  community  systems  development,  nutrition,  promoting  in- 
dependence, outreach,  and  the  ombudsman  program.  Several  of  the 
"best  practices"  presented  in  this  report  incorporate  aspects  of  more 
than  one  of  the  above  categories.  See  also  PIC  ID  No.  3056.1.  (Final 
report  16  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  determine  how  Indian 
consumers  and  tribal  government  representatives  perceive  the  health 
care  delivery  system  on  reservations,  and  how  they  believe  it  can  be 
improved.  Issues  covered  include  (1)  alcohol  abuse— scope  of  the 
problem,  symptom  of  other  problems,  treatment  programs  and  confi- 
dence of  area  offices;  (2)  health  care  providers-physicians,  allied 
health  care  providers,  and  traditional  tribal  medicine;  (3)  Indian  self- 
determination-attitudes,  the  Self-Determination  Act,  extent  of  influ- 
ence required,  and  perceptions  of  tribal  ability;  (4)  Indian  preference 
in  hiring— purpose,  level  of  employment,  sensitivity  to  needs,  and 
opinions  about  broad  education  program;  and  (5)  maternal  and  child 
health— importance,  nutritional  care,  nutrition  and  parenting,  and  a 
review  of  infant  mortality  and  teenage  pregnancy.  Major  findings 
include  (1)  alcoholism  was  an  extremely  serious  problem;  (2)  there 
was  a  serious  shortage  of  experienced,  qualified  health  care  providers 
(particularly  physicians  who  were  willing  to  serve  extended  tours  on 
reservations);  (3)  tribal  medicine  men  were  greatly  esteemed  mem- 
bers of  most  tribes;  and  (4)  physician  extenders  and  community  health 
representatives  were  very  well  received  by  consumers  but  were  not 
fully  utilized.  (Final  report  13  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  determine  whether 
Medicare  Part  B  beneficiaries  are  knowledgeable  about,  and  whether 
they  actually  use,  the  beneficiary  services  offered  by  the  Medicare 
contracts.  Issues  covered  include  (1)  beneficiary  characteristics-cha- 
racteristics of  all  beneficiaries,  beneficiaries  who  used  services,  and 
those  who  did  not;  (2)  types  of  assistance  requested  by  beneficiaries- 
extent  of  beneficiary  contact  with  contractor,  type  of  information 
requested,  and  number  of  "walk-ins";  (3)  accessibility  of  contractor 
services— accessibility  by  telephone,  by  correspondence,  and  distinc- 
tions among  beneficiary  groups;  (4)  utilization  of  beneficiary  services- 
-rates  for  all  three  communication  modes,  reasons  for  low  utilization, 
SSA  disengagement,  and  the  role  of  helpers;  and  (5)  effects  of 
beneficiary  services— overall  effects,  telephone  effect,  correspond- 
ence effect,  and  walk-in  services  effect.  Major  findings  include  (1) 
first  and  foremost,  the  vast  majority  of  beneficiaries  were  substantial- 
ly uninformed;  (2)  the  vast  majority  never  used  contractor  services: 
(3)  those  who  did  use  services  were  the  "elite"  of  the  elderly  popula- 
tion; (4)  urban  beneficiaries  had  a  much  more  effective  private  net- 
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work  of  "helpers"  than  did  rural  ones;  and  (5)  beneficiaries  had  an 
almost  blind  respect  for  the  Medicare  program.  (Final  report  14 
pages.) 

DESCRIPTORS:  Consumer  Education,  Elderly,  Health  Care  Dehvery 
Systems,  Health  Insurance  and  Financing 
STUDY  TYPE:  Program  Impact;  Program  Strategy 

PIC  ID  NO:  2309  PROJECT  NO:  OIG  80-9 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '80  through  August  '80 


0581 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Audit  of  Selected  Mental  Health  Grants,  Idaho 
Department  of  Health  and  Welfare 

REPORT  TITLE:  Audit  of  Selected  Mental  Health  Grants,  Idaho 

Department  of  Health  and  Welfare 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG): 

PHS-ADAMHA-Mental  Health-Training 

ABSTRACT:  The  results  of  an  audit  of  mental  health  grants  awarded 
to  the  Idaho  Department  of  Health  and  Welfare  are  reported.  Includ- 
ed in  federal  grants  to  the  department  are  seven  community  mental 
health  center  staffing  grants,  a  mental  health  hospital  improvement 
grant,  and  a  mental  health  hospital  staff  development  grant.  The 
central  accounting  function  for  these  nine  grants  was  performed  by 
the  department's  Bureau  of  Finance  and  Budget.  The  audit  dealt  with 
monitoring  and  evaluation  activities,  operating  deficiencies,  payroll 
procedures,  service  fee  billing  and  collection,  financial  reporting, 
personnel  costs,  federal  cash  requests,  management,  and  maintenance 
of  effort.  It  was  found  that,  in  general,  the  department  maintained 
adequate  control  over  revenues  and  expenditures  and  complied  with 
applicable  laws.  Significant  problems  were  observed,  however,  with 
regard  to  monitoring  and  evaluation  and  compliance  with  mainte- 
nance of  effort  guidelines.  Weakness  in  the  monitoring  and  evaluation 
system  of  the  department  resulted  in  undetected  or  uncorrected 
deficiencies  in  the  areas  of  payroll,  service  fee  billing  and  collection, 
and  financial  reporting.  It  was  recommended  that  the  monitoring  and 
evaluation  system  be  improved.  (Final  report  17  pages.) 
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ABSTRACT:  Three  audits  were  performed  in  Texas,  Pennsylvania, 
and  New  Jersey  reviewing  the  sterilization  program  under  Family 
Planning  Services  of  Title  XIX  of  the  Social  Security  Act.  The  audits 
were  particularly  concerned  with  ensuring  that  sterilization  proce- 
dures met  program  requirements,  that  federal  financial  participation 
(FFP)  was  properly  claimed  and  that  program  results  were  reported 
accurately  and  timely.  In  Pennsylvania  the  program  was  in  compli- 
ance with  federal  regulations  and  the  audit  made  some  minor  recom- 
mendations to  refine  procedural  regulations  of  the  program.  In  New 
Jersey  the  audit  showed  a  need  to  strengthen  administrative  proce- 
dures to  assure  that  claims  for  the  federal  share  of  program  expendi- 
tures are  properly  and  accurately  determined.  Specific 
recommendations  were  made  in  the  areas  of  program  compliance, 
reporting  procedures  and  claiming  procedures.  The  Texas  audit 
showed  that  the  program  needs  improvement  to  ensure  that  unwant- 
ed sterilizations  are  prevented  and  that  payments  made  to  providers 
are  properly  made.  Audits  on  this  subject  as  of  1977  include  03-70225 
(11  pp.),  02-70212  (25  pp.),  and  06-80206  (36  pp.). 
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ABSTRACT:  Four  audits  have  been  conducted  in  several  states  to 
review  Medicaid  provider  claims  processing  under  Title  XIX  of  the 
Social  Security  Act.  The  audits  showed  that  claims  processing  was 
generally  done  in  a  timely  manner  and  in  accordance  with  established 
guidelines.  However,  improvements  were  needed  in  some  areas  in- 
cluding computerized  operations;  more  accurate  setting  of  reimburse- 
ment rates;  payment  of  bills  by  "third  parties";  and  in  one  state  the 
reduction  of  unallowable  payments  for  medical  services.  Appropriate 
recommendations  were  made  in  each  case,  including  financial  adjust- 
ments where  necessary.  Audits  on  this  subject  as  of  1976  include 
10-70201  (12  pp.),  05-60200  (10  pp.),  70208-09  (44  pp.),  and  02-70206 
(78  pp.). 
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ABSTRACT:  Seven  audits  have  been  performed  of  public  assistance 
programs  such  as  Aid  to  Families  with  Dependent  Children  (AFDC), 
Aid  to  the  Aged,  Blind,  and  Disabled  (AABD),  Supplemental  Securi- 
ty Income  (SSI),  and  others  to  determine  the  adequacy  of  payment 
claims  and/or  administrative  costs.  Concerning  the  SSI  program  in 
Georgia  the  audit  found  unallowable  claims  and  recommended  ap- 
propriate financial  adjustment.  The  Colorado  audit  of  cost-allocation 
plans  found  that  most  cost  claims  were  also  unallowable  and  made 
appropriate  remedial  recommendations,  including  reimbursement  to 
the  federal  government.  In  New  York  City  the  audit  included  a 
certification  of  accuracy  of  AABD  and  AFDC  assistance  payments 
claims  through  a  review  of  claiming  procedures— documentation  sup- 
porting assistance  payments  and  an  analysis  of  procedures  by  which 
these  payments  are  processed  and  reported.  Appropriate  recommen- 
dations were  made  to  remedy  accounting  and  procedural  errors 
found,  including  a  financial  adjustment  on  the  federal  government. 
Audits  on  this  subject  as  of  1976  include  04-62306  (13  pp.),  08-60453 
(43  pp.),  02-60259  (10  pp.),  01-72310  (15  pp.),  01-82303  (15  pp.),  and 
70279-09  (80  pp.). 
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ABSTRACT:  Ten  audits  have  been  conducted  to  evaluate  various  as- 
pects of  the  nursing  care  provided  under  Title  XIX  of  the  Social 
Security  Act.  The  audits  reviewed  various  aspects  of  the  program  in 
various  states  including  nursing  care,  prescription  drug  and  physical 
therapy  costs,  payment  procedures,  and  compliance  with  federal 
regulations  by  states  and  nursing  facilities.  In  some  states  the  auditors 
found  that  certain  certification  procedures  were  being  violated, 
procedures  for  the  correction  of  deficiencies  in  nursing  facilities  were 
not  followed,  and  procedures  for  provider  claim  payments  needed 
improvement  and  in  some  cases  resulted  in  overpayments.  Specific 
recommendations  were  made  in  each  audit  and  repayment  requested 
where  appropriate.  Audits  on  this  subject  as  of  1977  include  01-70153 
(11  pp.).  06-70208  (19  pp.),  09-70217  (12  pp.),  08-70150  (32  pp.), 
70201-09  (17  pp.),  70213-09  (67  pp.),  05-70151  (43  pp.),  05-70150  (29 
pp.),  03-70154  (10  pp.),  and  02-80217  (43  pp.). 

DESCRIPTORS:  Nursing  Homes,  Long  Term  Care,  Financial  Manage- 
ment, Certification  and  Licensing 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1107  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '76  through  April  '77 
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0586 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Audits  of  State  Agency  Certification  Activities 
under  Section  1864,  Title  XVIII  and  Section  1902,  Title  XIX 
of  the  Social  Security  Act 

REPORT  TITLE:  Audits  of  State  Agency  Certification  Activities 

under  Section  1864,  Title  XVIII  and  Section  1902,  Title  XIX 
of  the  Social  Security  Act 

PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-State  and  Local  Administration 
(Entire  Program  Area); 

HCFA-Program  Direction  and  Management  (Entire  Program 
Area) 

ABSTRACT:  Ten  audits  have  been  conducted  to  review  the  validity 
of  certification  procedures  for  Medicare  and  Medicaid.  Section  1864 
of  the  Social  Security  Act  authorizes  funds  to  reimburse  state  agen- 
cies for  services  related  to  the  certification  of  providers.  The  agency 
certification  procedures  include  identifying  and  informing  potential 
participants,  conducting  surveys,  providing  consultative  services, 
and  certifying  facilities  to  participate  in  the  program.  The  audits 
found  that  the  certification  process  was  generally  well  implemented 
but  there  were  some  discrepancies  due  to  inadequate  financial,  travel, 
and  time  records  and  improper  handling  of  noted  health  and  safety 
deficiencies  of  providers.  Appropriate  corrective  recommendations 
were  made  in  each  audit  to  specifically  remedy  the  discrepancies. 
Audits  as  of  1975  on  this  subject  include  07-72103  (44  pp.),  04-72100 
(24  pp.),  62100-09  (36  pp.),  05-72101  (34  pp.),  08-82100  (25  pp.), 
01-82103  (15  pp.),  01-72100  (22  pp.),  08-82104  (16  pp.),  03-82112  (15 
pp.),  and  08-82104  (15  pp.). 

DESCRIPTORS:  Health  Insurance  and  Financing,  Facilities,  Hospitals, 
Regulation  and  Standard  Setting,  Accreditation  of  Institutions,  Nurs- 
ing Homes,  Case  or  Site  Study  Feature,  Certification  and  Licensing 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1102  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '75  through  June  '77 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Audits  of  the  Administration  of  the  Older 
Americans  Act  of  1965 

REPORT  TITLE:  Audits  of  the  Administration  of  the  Older 

Americans  Act  of  1965 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 
Bldg:  202-472-3155 


PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-State 
Agency  Activities; 

HD-AOA-Aging-State  and  Community  Programs-Nutrition 
Services 

ABSTRACT:  Fourteen  audits  have  been  conducted  in  several  states  to 
review  the  administration  of  the  Older  Americans  Act  of  1965.  The 
audits  reviewed  various  aspects  of  the  program,  including  the  effec- 
tiveness of  state  and  area  management  and  financial  controls  over 
aging-related  projects;  compliance  with  applicable  federal  regula- 
tions; and  program  effectiveness.  The  audits  revealed  a  number  of 
discrepancies  in  various  states  such  as  the  need  to  improve  direction, 
monitoring,  and  evaluation  of  project  performance;  improvement  of 
financial  and  administrative  management  practices;  and  better  coor- 
dination of  services  for  the  elderly.  In  one  case  (Louisiana)  the  audit 
interpreted  the  HEW  regulation  as  requiring  a  statewide  survey  of 
need,  rather  than  the  secondary  data  collection  performed  by  the 
state.  Appropriate  recommendations  were  made  to  the  individual 
agencies,  including  financial  adjustments  where  necessary.  Audits  on 
this  subject  as  of  1977  include  07-60550  (39  pp.),  07-60551  (7  pp.), 
60553-01  (13  pp.),  60551-01  (13  pp.),  60550-01  (10  pp.),  04-70552  (23 
pp.),  06-70554  (14  pp.),  03-70551  (18  pp.),  03-70553  (21  pp.),  60554-01 
(14  pp.),  10-60550  (17  pp.),  03-70555  (30  pp.),  and  70550-09  (47  pp.), 
and  08-80600  (10  pp.). 

DESCRIPTORS;  Elderly,  State  or  Local  Administration,  Food  and 
Nutrition,  Needs  and  Needs  Assessment,  Evaluation  by  State  and 
Local  Governments,  Federal  Administration 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1116  PROJECT  NO 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '74  through  March  '77 
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PROJECT  TITLE:  Audits  of  the  Administration  of  Various  Public 
Health  Service  Grant  Programs 

REPORT  TITLE:  Audits  of  the  Administration  of  Various  Public 

Health  Service  Grant  Programs 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D  C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  Three  audits  have  been  conducted  on  various  aspects  of 
the  administration  of  Public  Health  Service  grants  by  state  depart- 
ments of  health  and  social  services,  including  identification,  classifi- 
cation, and  allocation  of  costs  to  PHS  grants  and  programs; 
withdrawal  under  letters  of  credit  in  relation  to  needs  of  the  PHS 
program;  accounting  of  funds  in  accordance  with  accepted  princi- 
ples; and  monitoring  of  subcontractor  effectiveness.  According  to  the 
findings  of  the  audits,  specific  recommendations  were  made  in  each 
area,  including  reported  costs  and  letter-of-credit  transactions;  im- 
provements in  monitoring  subgrantees  and  financial  status  reports; 
and  improved  control  over  PHS-supplied  funds.  Audits  on  this  sub- 
ject as  of  1977  include  07-70352  (21  pp.),  10-70358  (13  pp.),  and 
07-71474  (23  pp.). 
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DESCRIPTORS:  State  or  Local  Administration,  Financial  Manage- 
ment, Grant  and  Contract  Management 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1122  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  February  '76  through  April  '77 
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PROJECT  TITLE:  Audits  of  the  AFDC  Foster  Care  Program  under 
Title  IV  of  the  Social  Security  Act 

REPORT  TITLE:  Audits  of  the  AFDC  Foster  Care  Program  under 

Title  IV  of  the  Social  Security  Act 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX-Foster  Care 
(CONSOLIDATED-See  SSBG) 

ABSTRACT:  Fifteen  audits  of  the  Foster  Care  Program  under  AFDC 
have  been  conducted  in  a  number  of  states.  The  audits  reviewed  a 
variety  of  aspects  of  the  program  including  efficient  and  effective 
administration  of  the  program  in  the  area  of  expenditure  of  federal 
funds,  adequacy  of  child  care,  and  determination  of  eligibility  for 
children.  They  also  reviewed  various  areas  of  program  compliance 
such  as  appropriateness  of  rates  paid  to  facilities  and  other  monitoring 
or  controlling  activities.  A  variety  of  discrepancies  were  found  in 
various  states  and  appropriate  recommendations  were  made.  Audits 
as  of  1977  on  this  subject  include  03-70256  (26  pp.),  70277-09  (45  pp.), 
70281-09  (13  pp.),  70272-09  (42  pp.),  01-70256  (20  pp.),  70264-09  (28 
pp.),  04-70256,  (27  pp.),  07-60252  (39  pp.),  05-60253  (17  pp.),  07-60251 
(35  pp.),  08-60250  (22  pp.),  07-70257  (35  pp.),  05-80252  (18  pp.), 
01-80258  (33  pp.),  and  01-80255  (17  pp.). 

DESCRIPTORS:  Foster  Care  and  Adoption,  Eligibility  Issues,  State  or 
Local  Administration,  Quality  Assurance,  Families  with  Dependent 
Children 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1 109  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '75  through  June  '77 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General  • 

PROJECT  TITLE:  Audits  of  the  Disability  Determination  Program 

REPORT  TITLE:  Audits  of  the  Disability  Determination  Program 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance  (Entire  Program  Area) 

ABSTRACT:  Four  audits  have  been  conducted  on  the  disability  deter- 
mination programs  covered  by  Title  II  of  the  Social  Security  Act. 
The  audits  reviewed  the  state  agency's  financial  administration  to 
determine  if  amounts  claimed  were  allowable,  allocable,  reasonable, 
and  in  accordance  with  applicable  laws  and  regulations.  They  also 
reviewed  the  administrative  policies  and  procedures  and  program 
controls  such  as  the  claims  processing  system  and  the  quality  assur- 
ance program.  The  audits  made  a  number  of  recommendations  in 
these  areas,  including  improvements  to  the  financial  management 
systems,  the  tightening  of  administrative  procedures  and  controls, 
and  a  closer  adherence  in  some  aspects  of  the  program  to  existing 
regulations.  Audits  on  this  subject  as  of  1 977  include  05-82200  (8  pp.), 
01-72200  (40  pp.),  06-62200  (40  pp.),  and  07-72200  (15  pp.). 

DESCRIPTORS:  State  or  Local  Administration,  Financial  Manage- 
ment, Quality  Assurance 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1115  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed,  .  .. 

Available  from  PIC 
START/END  DATES:  January  '76  through  April  '77 
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PROJECT  TITLE:  Audits  of  the  Early  and  Periodic  Screening 
Diagnosis  and  Treatment  Program 

REPORT  TITLE:  Audits  of  the  Early  and  Periodic  Screening 

Diagnosis  and  Treatment  Program 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D  C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  Three  audits  have  been  performed  on  the  Medicaid  Early 
and  Periodic  Screening,  Diagnosis,  and  Treatment  Program.  The 
audits  covered  various  aspects  of  the  program,  including  outreach, 
case  management,  program  coordination,  provision  of  screening  and 
corrective  services,  and  state  administrative  policies  and  procedures. 
Their  findings  resulted  in  recommendations  to  improve  the  outreach, 
management,  personnel  training,  and  financial  procedures  of  the  pro- 
gram. Audits  as  of  1976  on  this  subject  include  05-80202  (24  pp.), 
05-70203  (16  pp.),  and  08-60201  (25  pp.). 


220 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  INSPECTOR  GENERAL 


Accession  No.  0594 


DESCRIPTORS:  State  or  Local  Administration,  Health  Insurance  and 
Financing,  Preventive  Health  Care,  Outreach  and  Referral,  Health 
Care  Delivery  Systems 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1114  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  "75  through  November  '76  " 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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PROJECT  TITLE:  Audits  of  the  Operation  of  Public  Assistance 
Programs  under  Title  IV-A  of  the  Social  Security  Act 

REPORT  TITLE:  Audits  of  the  Operation  of  Public  Assistance 
Programs  under  Title  IV-A  of  the  Social  Security  Act 

PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 

FSA-Child  Support  Enforcement  (Entire  Program  Area) 

ABSTRACT:  Six  audits  have  been  conducted  to  evaluate  various  areas 
of  program  operations  by  states  under  Title  IV  of  the  Social  Security 
Act.  The  audits  include  a  review  of  various  procedures  of  the  AFDC 
program.  The  audits  revealed  that  collection  of  overpayments  under 
the  AFDC  program  was  generally  adequate.  In  one  state  the  quality 
control  aspects  were  generally  effective.  However,  they  also  found 
in  other  states  lack  of  controls  over  the  purchase  and  delivery  of 
inordinately  high  costs  of  employee  training  and,  in  at  least  one  state, 
an  inadequate  plan  for  obtaining  child  support  payments  from  absent 
fathers  and  for  establishing  paternity  for  abandoned  children.  Appro- 
priate recommendations  were  made.  Audits  as  of  1974  on  this  subject 
include  08-70257  (7  pp.),  10-70251  (69  pp.),  50255-09  (16  pp.),  02- 
70262  (14  pp.),  70278-09  (18  pp.),  and  05-70253  (10  pp.) 

DESCRIPTORS:  State  or  Local  Administration,  Income  Maintenance, 
Evaluation  by  State  and  Local  Governments,  Quality  Assurance, 
Families  with  Dependent  Children 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1106  PROJECT  NO: 

FUND  SOURCE:  Salaries  and  " 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '74  through  August  '77 
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PROJECT  TITLE:  Audits  of  the  Title  XVIII  Health  Insurance 
Program  for  the  Aged  and  Disabled 

REPORT  TITLE:  Audits  of  the  Title  XVIII  Health  Insurance 

Program  for  the  Aged  and  Disabled 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  Eight  audits  have  been  performed  to  evaluate  claim  proc- 
essing under  Supplementary  Health  Insurance  for  the  Aged  and  Disa- 
bled under  the  Medicare  system.  The  primary  goals  of  the  audits  were 
to  determine  the  efficiency  of  program  operations  and  assess  the 
adequacy  of  administrative  and  management  costs.  The  audits  found 
that,  as  a  whole,  the  program  was  providing  services  as  it  was  intend- 
ed. However,  several  corrections  and  improvements  were  recom- 
mended in  some  of  the  states  audited  in  the  areas  of  fiscal  procedures 
and  controls,  prevention  of  duplicate  payments  of  claims,  and  correct 
claims  processing.  Audits  as  of  1975  on  this  subject  include  06-72004 
(26  pp.),  03-72002  (12  pp.),  05-62604  (24  pp.),  02-62011  (13  pp.), 
02-62013  (7  pp.),  08-62008  (6  pp.),  05-62100  (13  pp.),  and  10-74900  (48 
pp.). 

DESCRIPTORS:  Health  Insurance  and  Financing,  Auditing  and  Ac- 
counting, Financial  Management 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1 104  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '75  through  March  '77 
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PROJECT  TITLE:  Audits  of  the  Work  Incentive  Program 

REPORT  TITLE:  Audits  of  the  Work  Incentive  Program 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER:  Roslewicz,  Thomas  D.;  Rm  5700B,  COHEN 

Bldg;  202-472-3155 
PROGRAM(S)  EVALUATED: 

FSA-Work  Incentive-Employment  and  Training  Services 

ABSTRACT:  Two  audits  were  performed  in  the  Michigan  and  District 
of  Columbia  departments  of  social  services  to  review  various  aspects 
of  the  Work  Incentive  (WIN)  Program.  In  the  District  of  Columbia 
the  audit  reviewed  financial  management  activities  for  1975,  includ- 
ing appropriateness  of  claims  for  federal  matching  funds,  appropriate- 
ness of  staff  expenditures,  and  the  resonableness  of  nonfederal 
consultation.  The  audit  showed  discrepancies  in  the  agency's  claim 
for  90%  federal  financial  participation  (FFP)  due  to  payments  made 
to  clients  on  inactive  WIN  program  status,  payments  made  to  clients 
not  in  WIN  programs,  or  inappropriate  salary  payments.  In  Michigan 


PROJECT  DESCRIPTIONS 


221 


Accession  No.  0594 


Office  of  the  Secretary 
OFFICE  OF  INSPECTOR  GENERAL 


the  audit  reviewed  costs  and  program  procedures  and  controls  in  an 
effort  to  evaluate  the  effectiveness  of  registration,  appraisal,  certifica- 
tion, and  provision  of  services.  The  examination  disclosed  that  the 
state  agency  had  not  complied  with  federal  guidelines  for  identifying 
and  reporting  expenditures  that  qualify  for  FFP  under  the  WIN 
program.  Appropriate  recommendations  were  made  in  both  audits 
including  financial  adjustments.  Audits  performed  by  the  date  of  this 
study  include  03-70276  (18  pp.)  and  05-60300  (55  pp.). 

DESCRIPTORS:  State  or  Local  Administration,  Social  Services  Deliv- 
ery Systems,  Training  and  Employment  of  the  Disadvantaged, 
Grant-in-Aid  Formulas 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1112  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
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ABSTRACT:  These  five  audits  covered  California,  North  Carolina, 
Nebraska,  and  New  York  City,  and  focused  on  Title  XX  administra- 
tion, particularly  contracting  procedures  for  purchase  of  social  ser- 
vices, claims  processing,  certification  of  client  eligibility,  and 
monitoring  to  assure  that  services  paid  for  were  actually  provided. 
The  audits  found  major  problems  in  all  these  areas,  including  high 
costs  of  services  provided  due  in  two  states  to  poor  procedures  in  the 
purchase  of  services  for  providers  and  in  another  state  to  insufficient 
staff  and  confusion  over  responsibility  for  monitoring  and  purchase. 
These  problems  did  not  permit  adequate  procedures,  monitoring,  and 
control  of  provider  services  and  caused  excessive  costs.  The  audits 
recommended  corrective  steps  and  in  one  case  substantial  reimburse- 
ments to  the  federal  government  for  erroneous  payments.  Audits  on 
this  subject  as  of  1975  include  50116-02  (9  pp.),  70268-09  (61  pp.), 
04-70303  (48  pp.),  07-60253  (68  pp.),  and  06-70260  (21  pp.). 
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STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1 103  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '75  through  April  '77 


0596 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 
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Prescribed  Drugs  under  Title  XIX  (Medicaid)  of  the  Social 
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ABSTRACT:  These  three  reports  examine  utilization  review  (UR) 
procedures  for  prescribed  drugs  under  the  Medicaid  program  in 
Alabama,  the  District  of  Columbia,  and  Virginia.  UR  systems  are 
intended  (1)  to  identify  and  review  recipients  who  receive  excessive 
or  unnecessary  amounts  of  drugs  and  (2)  to  monitor  provider  drug- 
pricing  and  dispensing  patterns.  Each  state's  UR  system  is  required 
to  include  a  postpayment  review  process  that  allows  for  the  develop- 
ment of  (1)  provider  and  recipient  profiles;  (2)  criteria  to  identify 
exceptions;  and  (3)  follow-up  actions  to  rectify  utilization  problems. 
The  audit  of  Alabama's  pharmaceutical  program's  performance  from 
July  31,  1975,  through  September  30,  1976,  included  a  drug  pricing 
review  and  a  drug  utilization  review.  The  audit  of  the  District  of 
Columbia's  Medicaid  drug  UR  system's  performance  from  July  1, 
1975,  to  June  30,  1976,  focused  on  the  effectiveness  of  UR  procedures 
in  identifying  and  preventing  overutilization  of  drug  services  by 
Medicaid  recipients.  The  audit  of  Virginia's  drug  UR  program's  per- 
formance from  July  1,  1974,  to  May  3,  1976,  primarily  evaluated  the 
system's  safeguards  against  unnecessary  utilization  of  drug  services. 
(Final  reports  97,  18,  and  16  pages,  respectively.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  assess  whether  Medicaid 
clients  have  adequate  access  to  physicians'  services  and  to  obtain 
feedback  from  participating  and  non-participating  physicians  regard- 
ing their  experiences  with  and  attitude  toward  the  Medicaid  program 
and  its  beneficiaries.  Issues  covered  include  (1)  Medicaid  client  care 
locations— extent  of  customer  access  information,  personal  physician 
services,  usual  and  preferred  sources  of  care,  hospital  outpatient  clin- 
ics, and  frequency  of  physician  visits;  (2)  Medicaid  clients'  experi- 
ences in  accessing  physician  care-physician  availability,  refusals  and 
discouragements,  physician  accessibility,  eligibility  determinations, 
and  transportation  issues;  (3)  service  discrimination— minority  access 
and  Medicaid  determinations;  and  (4)  physician  experiences  and  per- 
ceptions—reimbursement levels,  federal  intrusion  and  control,  rela- 
tionship with  state  fiscal  agents,  and  care  utilization  by  Medicaid 
clients.  Major  findings  include  (1)  many  clients  did  not  know  how  to 
access  the  health  care  system  effectively;  (2)  the  private  physician's 
office  was  the  predominant  and  preferred  source  of  care  for  most 
Medicaid  clients;  (3)  the  great  majority  of  physicians  found  it  desirea- 
ble,  primarily  for  economic  reasons,  to  limit  the  size  of  their  Medicaid 
caseload;  and  (4)  inadequate  reimbursement  was  the  main  reason 
many  physicians  gave  for  not  participating  or  for  limiting  their  par- 
ticipation in  Medicaid. 
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ABSTRACT:  The  purpose  of  this  operation  guide  is  to  provide  state 
government  managers  of  public  welfare  programs  with  practical 
guidance  on  how  to  use  the  Beneficiary  and  Earnings  Data  Exchange 
(BENDEX)  system  in  a  cost-effective  manner.  It  views  BENDEX 
from  a  broad,  systemic  perspective  and  addresses  design  and  opera- 
tional issues  likely  to  be  of  most  relevance  to  mid-  and  higher-level 
managers,  especially  in  an  agency's  central  office.  The  guide  is  to  be 


used  as  a  supplement  to  the  BENDEX  handbook  that  appears  in 
Chapter  108  of  SSA's  "Program  Operations  Manual  System."  The 
guidance  offered  throughout  the  document  is  based  on  the  "experien- 
tial wisdom"  of  employees  at  the  state  and  local  levels  of  government 
who  have  been  directly  involved  with  BENDEX,  including  state  and 
local  managers  at  various  levels,  data  processing  staff,  quality  control 
reviewers,  policy  and  program  analysts,  and  eligibility  workers.  This 
report  is  the  second  of  two  resulting  from  a  program  inspection  of 
BENDEX.  See  also  PIC  ID  No.  2655. 
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ABSTRACT:  This  is  the  first  of  two  reports  resulting  from  a  program 
inspection  of  the  Beneficiary  and  Earnings  Data  Exchange  (BEN- 
DEX) System.  BENDEX  is  an  automated  data-exchange  system 
through  which  state  public  welfare  agencies  can  obtain  information 
from  the  Social  Security  Administration  (SSA)  on  the  Social  Security 
benefits  and  earnings  of  applicants  for  or  recipients  of  such  needs- 
based  programs  as  Aid  to  Families  with  Dependent  Children 
(AFDC),  Medicaid,  and  Food  Stamps.  Under  the  Deficit  Reduction 
Act  of  1984  all  states  are  required  to  use  BENDEX  information  in 
making  eligibility  and  benefit  determination  decisions  under  these 
three  programs.  The  report  addresses  five  questions  concerning  the 
states'  experience  with  BENDEX:  (1)  what  state  users  expect  of  the 
system;  (2)  how  much  they  use  it;  (3)  how  they  use  it;  (4)  how  useful 
they  find  it;  and  (5)  any  problems  they  have  with  it.  OIG  recommends 
that  SSA,  among  other  things,  (I)  develop  BENDEX  into  a  mech- 
anism that  can  be  regularly  used  during  the  application  process;  (2) 
make  sure  that  BENDEX  is  functioning  properly,  providing  the 
states  with  accurate,  timely,  and  complete  information;  and  (3)  ex- 
pand the  BENDEX  data  field.  See  also  PIC  ID  No.  2655.1.  (Final 
report  20  pages.) 
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ABSTRACT:  The  Deficit  Reduction  Act  (DEFRA)  includes  provi- 
sions on  income  and  eligibility  verification  procedures  that  will  di- 
rectly affect  how  states  confirm  the  eligibility  of  applications  of  many 
benefit  programs.  This  catalog  highlights  the  results  of  a  survey  of 
state  front-end  or  prepayment  automated  techniques  used  to  verify 
eligibility  for  four  major  benefit  programs:  Aid  to  Families  with 
Dependent  Children,  Food  Stamps,  Medicaid,  and  Unemployment 
Insurance.  The  techniques  reported  here  are  used  to  prevent  fraud 
and  errors  (i.e.,  they  are  used  to  confirm  eligibility  for  benefits  before 
any  payments  are  made). 
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ABSTRACT:  This  report  summarizes  the  five  Office  of  Inspector  Gen- 
eral (OIG)  and  General  Accounting  Office  (GAO)  reviews  conduct- 
ed from  January  1985  through  April  1987  that  have  identified  errors 
in  the  base  year  (1981)  hospital  inpatient  operating  cost  data  used  by 
HCFA  for  initial  PPS  rate  setting.  These  flaws  caused  an  identified 
overstatement  of  at  least  6.84%  in  the  standardized  average  Medicare 
cost  per  discharge  used  to  derive  the  federal  portion  of  the  PPS  rates 
for  1984,  the  first  PPS  year.  This  overstatement  was  the  result  of  the 
unintentional  inclusion  in  the  baseline  hospital  cost  data  that  should 
have  been  eliminated  from  the  total  allowable  hospital  inpatient  ope- 
rating costs  from  which  PPS  rates  were  computed  for  the  initial  PPS 
year.  The  five  studies  concluded  that  (1)  capital  costs  are  duplicated 
in  DRG  rates  and  pass-through  amounts;  (2)  exempt  unit  costs  were 
included  in  base  year  hospital  data;  (3)  medical  education  costs  are 
duplicated  in  DRG  rates  and  pass-through  amounts;  and  (4)  unaudit- 
ed baseline  cost  data  included  unallowable  amounts.  (The  five  reports 
are  attached.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  examine  the  experiences 
of  children,  parents,  and  front-line  providers  on  what  was  being 
accomplished,  who  was  reached  by  the  services,  and  how  practical 
the  services  were.  Issues  covered  include  the  physically  abused  child; 
the  physically  neglected  child;  the  sexually  abusing  parent;  the  neg- 
lecting parent;  extent  of  case  involvement  by  providers,  child  protec- 
tive services  agencies,  private  service  agencies,  police  and  the  courts, 
hospital  emergency  room  staff,  and  self-help  groups;  effects  of  state 
law  requirements;  time  limitations  of  investigations;  case  disposition; 
and  court  jurisdiction.  Major  findings  include  (1)  there  was  a  growing 
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reliance  on  HHS  for  leadership  and  findings;  (2)  the  seriousness  of  the 
problem  was  unknown;  (3)  federal  and  state  legislation  specified  pub- 
lic sector  responsibility  and  overlooked  private-sector  potential;  (4) 
national  social  policy  and  local  agency  performance  were  based  on 
the  most  severe  cases  of  child  maltreatment;  (5)  HHS  resources  were 
concentrated  on  crisis  intervention  and  services  after  the  fact;  and  (6) 
most  children  did  not  want  to  be  removed  from  parents;  parents' 
primary  fear  was  that  their  children  would  be  taken  away.  (Final 
report  14  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  examine  the  depart- 
ment's two  major  programs  for  providing  preventive  and  follow-up 
health  care  to  poor  children.  The  focus  was  on  how  and  why  poor 
children  get  check-ups  and  follow-up  care  and  on  whether  the 
EPSDT  and  MCH  programs  bring  about  continuity  of  care  for  those 
children.  Issues  covered  include  (1)  client  practices— types  of  services 
provided,  preventive  care  and  EPSDT,  preference  of  mothers,  "no- 
show"  rates  and  clients'  use  of  services;  (2)  obstacles  faced  by  poor 
mothers— mothers'  perception  of  providers,  preventive  care,  provider 
views  on  non-Medicaid  poor  care,  and  fears  of  aliens;  (3)  screenings 
and  follow-ups— check-ups,  frequency  and  content  of  EPSDT 
screens,  and  "no-shows"  for  follow-up  appointments;  and  (4)  infor- 
mation needs— data  concerns,  program  effectiveness,  effects  of  MCH 
well-child  clinics,  level  of  planning  and  coordination  of  child  health 
services  at  local  level.  Major  findings  include  (1)  most  Medicaid 
children  got  some  preventive  check-ups,  and  half  the  mothers  said 
these  were  regular;  many  however  did  not  get  them  regularly;  (2) 
Title  V  well-child  clinics  typically  served  younger  children  of  moti- 
vated mothers,  many  of  whom  were  ineligible  for  Medicaid;  (3)  there 
were  high  "no-show"  rates  for  preventive  care  area  problems;  prov- 
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Program  Area): 

HD-AOA-Aging-State  and  Community  Programs-Area 
Planning: 

HD-AOA-Aging-State  and  Community  Programs-State 
Agency  Activities 

ABSTRACT:  OIG  investigated  (1)  whether  area  agencies  on  aging 
(AAAs)  ha\  e  created  comprehensive  systems  of  services  for  the  eld- 
erly; (2)  how  AAAs  are  perceived  within  their  communities;  (3) 
whether  AAAs  are  part  of  a  national  aging  network;  and  (4)  whether 
providing  direct  serxdces  interferes  with  an  AAA"s  planning  and 
coordination  responsibilities.  This  study  involved  site  visits  to  17  state 
units  on  aging  (SUAs)  and  25  AAAs,  plus  discussions  with  179  local 
community  agencies  and  122  elderly  clients.  The  findings  of  the 
review  included  (1)  the  AAAs  visited  have  generally  been  successful 
in  community  systems  development,  which  the)'  universally  consider 
their  highest  priority;  (2)  AAAs  appear  to  be  fulfilling  their  statutory 
focal  point  responsibilities,  and  are  generally  visible  to  other  entities 
within  their  public  service  areas  (PSAs);  and  (3)  most  AAAs  indenti- 
fy  closely  and  effectively  with  statewide  networks,  but  are  less 
knowledgeable  about  aging  developments  in  other  parts  of  the  coun- 
tn,'.  See  also  PIC  ID  No.  3056.  (Final  report  14  pages  plus  appen- 
dices.) 
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PROGRAM(S)  EVALUATED: 

SSA-Commissioners  Office-Program  Direction  and 
Management 

ABSTRACT:  This  inspection  was  conducted  to  assess  management 
controls  over  the  Social  Security  number  (SSN)  application  process 
and  to  look  at  the  proposed  controls  in  the  enumeration  moderniza- 
tion system.  Specific  problems  involving  welfare  and  alien  enumera- 
tion were  also  a  focus  of  this  study.  OIG  found  that  (1)  the  random 
review  process  established  to  monitor  SS-5  processing  by  SSA  dis- 
trict offices  (DOs)  is  lightly  regarded  by  DO  management;  (2)  DO 
employees  responsible  for  the  SS-5  process  do  not  feel  competent  to 
identify  stolen,  forged,  or  counterfeit  documents;  (3)  the  validity  of 
Immigration  and  Naturalization  Service  (INS)  documents  presented 
by  foreign-born  applicants  to  obtain  SSNs  continues  to  be  a  problem 
for  DOs;  and  (4)  as  a  rule,  SSA  received  poor  service  from  state 
welfare  agencies,  including  a  high  percentage  of  SS-5  inaccuracies 
and  duplicate  applications.  OIG  recommended  that  (1)  until  the  enu- 
meration process  is  modernized,  SSA  should  ensure  the  integrity  of 
the  sample  SS-5s  reviewed  by  DOs  by  eliminating  the  management 
option  of  selecting  which  applicants  to  reconlact;  (2)  the  proposed 
on-line  SSN  issuance  systems  should  contain  the  identifying  charac- 
teristics of  known  bad  documents  with  a  potential  for  wide  usage  and 
produce  a  management  alert  if  an  SSN  applicant  presents  one  of  those 
documents;  and  (3)  SSA  and  INS  should  explore  the  feasibility  of 
stationing  SS.A  employees  at  selected  INS  locations  to  process  SS-5s 
for  foreign -born  noncitizens.  (Final  report  17  pages.) 
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ABSTRACT:  This  inspection  was  conducted  to  recommend  changes 
that  would  result  in  assuring  quality  of  care  for  Medicare  beneficiar- 
ies as  well  as  substantial  program  savings.  OIG  recommends  that  the 
Health  Care  Financing  Administration  (HCFA)  develop  quality-of- 
care  criteria  for  coronary  artery  bypass  graft  (CABG)  surgery  prov- 
iders so  that  selective  contracts  can  be  negotiated;  negotiate  all-inclu- 
sive payment  prices  with  selected  surgeons  and  medical  centers  for 
providing  CABG  surgery  to  Medicare  beneficiaries;  require  profes- 
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sional  review  organizations  (PROs)  to  review  the  medical  necessity 
and  appropriateness  of  elective  CABG  surgeries;  place  special  limita- 
tions on  reasonable  charges  for  the  primary  physician's  fee  for  CABG 
surgery:  consolidate  HCFA  Common  Procedure  Coding  Systems 
(HCPCS)  codes  for  CABG  surgery  to  eliminate  increased  payments 
for  additional  grafts;  and  establish  national  utilization  guidelines  to 
eliminate  carrier  policy  inconsistencies  concerning  assistant  surgeon's 
fees,  fragmentation,  and  payment  for  postoperative  complications. 
(Final  report  22  pages  plus  appendices.) 
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HD-AOA  (Entire  Program  Area); 
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Program  Area) 

ABSTRACT:  The  purpose  of  the  program  inspection  was  to  identify 
administrative  type  activities  provided  at  the  area  agency  on  aging 
level  using  Title  III  Older  Americans  Act  service  funds  that  are  in 
excess  of  the  statutory  8.5%  cap  for  administration  and  to  determine 
if  these  costs  can  be  reduced.  An  analysis  was  made  of  area  agency 
budgets  in  all  area  agencies  in  one  sample  state.  The  study  revealed 
that  area  agency  expenditures  for  administrative  activities  exceed  the 
8.5%  cap,  service  money  is  being  used  for  administrators,  and  mul- 
tipurpose agencies  gain  through  indirect  costs  from  "service"  classifi- 
cations for  administrative  services.  Recommendations  called  for  a 
regulation  change  to  increase  the  administrative  cost  cap  to  12%, 
revising  regulations  to  clearly  distinguish  between  activities  that  may 
be  considered  administrative  and  those  considered  as  services  and 
revising  AOA  guidelines  to  define  Title  Ill-funded  services  provided 
by  area  agencies  as  those  that  directly  benefit  program  participants. 
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ABSTRACT:  The  purpose  of  the  study  was  to  describe  who  the  victims 
of  abuse  are,  what  services  are  available,  and  what  additional  steps 
the  department  might  take  in  dealing  with  this  problem.  Issues  cov- 
ered include  (1)  the  victims-women  (profiles,  safety,  understanding, 
and  services),  men  (family  history  violence,  counseling  and  therapy, 
and  guilt  feelings),  and  children  (future  risks,  physical  and  psycholog- 
ical abuse  of  children,  and  views  on  womens'  ability  to  focus  on  needs 
of  their  children);  (2)  traditional  services-crisis  help  from  friends, 
police,  hospitals,  emergency  rooms,  the  courts,  financial  aid,  housing 
and  child  care;  and  (3)  new  approaches-new  programs,  services  to 
victims  from  support  groups,  personal  advocates,  shelter  services  to 
men  and  children,  and  linkage  of  service  systems.  Major  findings 
include  (1)  abuse  victims  were  abused  by  family  member(s);  (2)  vic- 
tims needed  a  wide  variety  of  services;  and  (3)  women  who  were 
abused  were  served  more  adequately  in  a  few  communities  by  crea- 
tion of  shelters  and  special  advocacy  programs.  (Final  report  13 
pages.) 
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ABSTRACT:  This  study  surveyed  4,000  nonprofit  grantees  of  HHS 
(generally  excluding  universities,  hospitals,  and  state  and  local  gov- 
ernment grantees)  to  determine  to  what  extent  the  federal  govern- 
ment is  losing  money  by  not  mandating  maximum  use  of 
interest-bearing  accounts  by  nonprofit  grantees  in  the  Public  Health 
Service  and  the  Office  of  Human  Development  Services.  It  was 
found  that  if  nonprofit  grantees  were  required  to  deposit  federal  funds 
in  interest-bearing  accounts,  they  would  be  able  to  collect  and  return 
to  the  federal  government  a  minimum  of  $4.25  million  in  interest  per 
year.  It  was  recommended  that  nonexempt  grantees  be  required  to 
deposit  funds  received  into  interest-bearing  accounts  and  return  the 
interest  earned  to  the  federal  government.  See  also  PIC  ID  No. 
2658.1. 
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ABSTRACT:  This  follow-up  to  the  study  "Earning  Interest  on  Federal 
Funds"  of  selected  university,  hospital,  and  local  government  gran- 
tees determined  to  what  extent  the  federal  government  is  losing 
money  by  not  mandating  maximum  use  of  interest-bearing  accounts 
by  these  grantees.  This  study  also  includes  an  analysis  of  the  govern- 
mentwide  fiscal  impact  of  the  proposed  change  to  OMB  Circular 
A- 110,  as  well  as  consideration  of  extending  this  policy  to  local 
government  grantees  not  governed  by  OMB  Circular  A- 1 10.  It  was 
found  that  $6.89  million  is  a  conservative  estimate  of  federal  dollars 
lost  annually  by  grantee  failure  to  earn  or  return  interest  on  Public 
Health  Service/Office  of  Human  Development  Services  grants.  See 
also  PIC  ID  No.  2658. 
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ABSTRACT:  The  study  identified  the  reasons  for  widely  different 
proportions  of  handicapped  children  in  school  districts  and  obtained 
a  perspective  from  the  field  on  the  implementation  of  the  special 
education  programs.  Issues  covered  include  (1)  identification  of  chil- 
dren-discrepancy between  the  estimates  and  the  actual  count,  atti- 
tudes of  school  personnel  and  others,  influence  of  reimbursement 
practices,  and  projections  for  the  1980s;  and  (2)  the  view  from  the 
field-cross-sectional  view  of  the  program,  problems,  effects  of  isolat- 
ed systems,  practical  implementation  problems,  status  of  high  school 
curricula,  parental  involvement,  schools  and  other  community  ser- 
vice providers,  and  opinions  about  early  identification  and  treatment. 
Major  findings  include  (1)  the  proportion  of  children  identified  as 
handicapped  was  of  no  value  in  explaining  the  quality  of  special 
education  programs  in  individual  school  districts;  (2)  there  were 
problems  with  data  collection  methods;  (3)  there  were  several  hand- 
icapped children  who  were  eligible  for  and  needed  special  education 
services  but  were  not  in  the  program;  (4)  federal  and  state  funds  were 
used  in  different  ways  but  were  largely  compatible;  and  (5)  a  majority 
of  respondents  expected  the  number  of  children  in  special  education 
to  increase  in  the  early  1980s.  (Final  report  17  pages.) 
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PROGRAM(S)  EVALUATED; 

FSA-Child  Support  Enforcement-Program  Direction  and 
Management 

ABSTRACT:  This  report  recommends  elimination  of  the  $50  disregard 
provision  of  the  Child  Support  Enforcement  Program.  The  Child 
Support  Enforcement  Program  reduces  welfare  costs  by  collecting 
child  support  payments  for  Aid  to  Families  with  Dependent  Children 
(AFDC)  recipients.  Under  the  $50  disregard  provision,  which  went 
into  effect  October  1,  1984,  the  first  $50  collected  monthly  on  a  child 
support  obligation  is  paid  to  the  AFDC  fam.ily.  The  payment  is  in- 
tended to  (1)  secure  greater  cooperation  from  the  custodial  parent  in 
locating  the  absent  parent  and  (2)  provide  additional  income.  For  the 
study,  five  states  were  visited  and  271  AFDC  cases,  of  which  222 
families  received  disregard  payments,  were  examined.  In  no  instances 
did  the  disregard  payment  serve  as  incentive  for  the  custodial  parent 
to  help  locate  the  absent  parent.  In  addition,  virtually  all  state  and 
local  officials  interviewed  believed  that  the  $50  disregard  was  not 
working  and  was  an  unnecessary  giveaway.  It  is  estimated  that  elimi- 
nation of  the  $50  disregard  provision  will  save  the  AFDC  program 
approximately  $313  million  per  year.  (Final  report  7  pages  plus  ap- 
pendix.) 
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PROJECT  TITLE:  End  Stage  Renal  Disease  Program 

REPORT  TITLE:  End  Stage  Renal  Disease  Program:  A  Service 

Delivery  Assessment 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Mangano,  Michael;  Rm  5660,  COHEN  Bldg; 

202-472-2539 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-End  Stage  Renal  Disease 

ABSTRACT:  The  purpose  of  the  study  was  to  provide  a  client  perspec- 
tive on  this  complex  life-saving  program.  Issues  covered  include  (1) 
the  choice  of  treatment-the  initial  turbulence,  physician  direction, 
facility-based  dialysis,  the  transportation  option,  the  home  option, 
and  trends;  (2)  the  treatment  experience-the  hospital,  the  facility,  the 
home,  and  the  transplant;  (3)  the  impact  on  life  style-overall  impact, 
social  losses,  employment  impact,  vocational  rehabilitation,  and  the 
employed  dialysis  patient;  (4)  the  personal  costs— treatment-related 
costs,  financial  losses  related  to  the  loss  of  jobs,  insurance  coverage, 
and  concern  for  reduction  of  government  role;  and  (5)  the  client 
role— increasing  number  of  client  organizations,  facility  client  coun- 
cils, and  client  role  in  ESRD  network  organizations.  Major  findings 
include  (1)  clients  exercised  very  little  choice  over  dialysis  facilities 
they  used;  (2)  in  dialysis  facilities,  there  was  minimal  emphasis  on 


self-care;  (3)  clients  who  dialyze  at  home  stressed  greater  flexibility 
afforded  but  noted  the  strain  on  family  members;  and  (4)  the  overall 
and  lasting  impact  of  kidney  failure  was  substantial  and  enduring. 
(Final  report  17  pages.) 
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Available  from  PIC 
START/END  DATES:  January  '80  through  June  '80 


0623 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 
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REPORT  TITLE:  Errors  Resulting  in  Overpayments  in  the  Aid  to 

Families  with  Dependent  Children  Program 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Patterson,  E.  Scott;  Rm  4L1,  OPER  Bldg; 

FTS-625-9915 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC        '  ■ 

ABSTRACT:  This  inspection  was  conducted  to  identify  the  reasons 
some  states  are  more  successful  than  others  in  reducing  Aid  to  Fami- 
lies with  Dependent  Children  (AFDC)  payment  errors  and  to  at- 
tempt to  determine  those  factors  that  prevent  most  states  from 
meeting  their  AFDC  error-rate  reduction  goals.  Various  factors  were 
identified  that  contribute  to  successful  efforts  and  that  prevent  states 
from  meeting  their  goals.  OIG  made  numerous  recommendations  to 
the  Office  of  Family  Assistance  (OFA)  to  assist  states  in  reducing 
error  rates:  develop  technical  assistance  and  training  modules  that 
states  can  adopt  for  their  own  operations;  provide  additional  oppor- 
tunities for  state  technology  transfers;  write  AFDC  regulations  and 
policies  to  lessen  the  likelihood  of  different  interpretations;  and  pro- 
vide a  forum  for  increased  OFA  regional  assistance  to  state  agencies, 
focusing  on  local  office  attention  to  payment  accuracy. 
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ABSTRACT:  The  purpose  of  the  study  was  to  provide  a  qualitative 
picture  and  a  better  understanding  of  the  human  reality  behind  the 
abundance  of  facts  and  figures  about  teenage  pregnancy.  Issues  cov- 
ered include  (1)  range  of  services— roles  of  medical  model,  changing 
adult  female  model,  concern  about  reaching  the  males,  and  referral 
services;  (2)  counseling  the  critical  difference— scope,  rationale  for 
in-depth  counseling  and  the  critical  difference;  (3)  relation  of  family 
planning  agencies  with  communities-community  attitudes,  schools, 
and  extent  of  state  leadership  and  federal  coordination;  and  (4)  staff- 
dedication,  variety,  and  availability  of  training.  Major  findings  in- 
clude (1)  local  family  planning  agencies  were  reportedly  the  only 
agencies  actively  preventing  pregnancy  in  teenagers;  (2)  the  school 
system  was  seen  as  the  most  critical  and  problematic  link  in  communi- 
ty efforts  to  prevent  teenage  pregnancy;  (3)  most  counseling  was 
limited  to  information  and  education  about  birth  control  methods, 
medical  review,  pelvic  examination,  and  selection  of  method;  and  (4) 
the  clinic  referral  network  was  usually  informal  and  unsystematic  at 
best;  follow-up  on  referrals  for  prenatal  care  was  weak.  (Final  report 
80  pages.) 
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PROJECT  OFFICER: 
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HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report  examines  the  results  of  a  study  undertaken  to 
determine  the  financial  impact  of  the  Medicare  prospective  payment 
system  (PPS)  on  hospitals.  The  study  was  carried  out  by  analyzing 
the  extent  of  profits  and  losses  of  2,099  hospitals  in  their  first  year  of 
its  use.  The  field  work  was  conducted  in  18  states.  These  cost  reports 


represent  39%  of  the  total  of  5,405  hospitals  that  participated  in  PPS 
in  1984.  The  study  results  indicate  that  2,099  hospitals  earned  Medi- 
care profits  of  almost  $2.2  billion,  resulting  in  a  net  profit  margin  of 
about  15%  on  Medicare  revenues  and  in  a  return  on  investment  of 
25%.  If  the  results  of  the  sample  were  representative,  participating 
hospitals  may  have  earned  a  net  $5.5  billion  in  Medicare  profits  in 
their  first  year  of  PPS.  The  report  recommends  that  the  Health  Care 
Financing  Administration  (HCFA)  (1)  rebase  the  PPS  rates  using 
audited  cost  data  to  correct  for  deficiencies  in  the  data;  and  (2)  rebase 
the  diagnosis  related  group  (DRG)  rates  after  the  full  transition  to  a 
100%  federal  rate  is  made.  (Final  report  12  pages.) 
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HD-FSS-Foster  Care 

ABSTRACT:  This  report  on  the  program  inspection  on  foster  care  in 
1983  was  conducted  to  determine  if  an  explanation  existed  for  the 
increased  costs  for  foster  care  overall  while  the  number  of  children 
in  foster  care  was  decreasing,  and  if  there  were  specific  practices  in 
foster  care  that  were  demonstrably  effective  in  reducing  or  eliminat- 
ing the  need  for  foster  care.  It  was  found  that  (1)  the  phenomenon 
of  decreasing  counts  accompanied  by  increasing  costs  existed  in  the 
aggregate  for  the  states  studied  for  both  Title  IV-E  and  total  foster 
care;  (2)  state  foster  care  costs  were  rising  at  a  greater  rate  than  Title 
IV-E  costs  primarily  due  to  variations  in  states'  abilities  to  claim 
federal  funds  and  to  changes  in  federal  regulations;  (3)  most  states  in 
the  study  reported  that  counts  and  costs  either  rose  or  fell  together; 
(4)  study  data  showed  that  cost-of-living  allowances  accounted  for 
over  three-quarters  of  the  cost  increases  for  federally  funded  foster 
care;  (5)  comprehensive  data  on  many  aspects  of  state  foster  care 
programs  were  spotty,  difficult  to  access,  and  not  always  comparable 
among  states;  (6)  many  successful  practices  that  reduce  or  eliminate 
the  need  for  foster  care  were  reported,  but  few  studies  were  found 
to  document  their  effectiveness;  (7)  states  increasingly  were  commit- 
ted to  reducing  the  need  for  foster  care  by  emphasizing  preventive 
services,  permanency  planning,  and  adoption.  (Final  report  14  pages.) 
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ABSTRACT;  This  inspection  evaluated  the  seemingly  high  levels  and 
wide  variation  among  states  in  Title  IV-E  administrative  and  training 
costs.  The  federal  share  of  these  costs  has  been  much  greater  than 
expected.  Between  FY  1981  and  FY  1985  these  costs  increased  by 
more  than  438%,  while  the  average  number  of  Title  IV-E  children 
served  each  month  increased  only  approximately  5%.  Over  this  same 
period,  the  overall  ratio  of  administrative  and  training  costs  increased 
from  .11  to  .49.  The  study  produced  several  explanations  for  the 
apparent  high  costs  for  these  programs  in  comparison  to  the  costs  for 
Aid  to  Families  with  Dependent  Children  (AFDC),  Medicaid,  or 
Food  Stamps,  including  (1)  the  Title  IV-E  definition  of  administra- 
tive costs  covers  a  wider  variety  of  program  and  service  activities; 
and  (2)  differences  exist  in  state  strategies  or  abilities  to  claim  costs 
rather  than  in  effort  or  efficiency.  OIG  recommended  (I)  developing 
a  national  protocol  for  the  evaluation  of  cost-allocation  plans  and  (2) 
conducting  retrospective  administrative  cost  reviews  to  incorporate 
a  broader  look  at  the  relationship  between  cost,  program  effort,  and 
program  outcome.  See  also  PIC  ID  No.  3057.  (Final  report  22  pages 
plus  appendices.) 
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HD-FSS-Foster  Care 

ABSTRACT;  The  study  described,  analyzed,  and  reported  on  what 
foster  care  services  should  be  provided.  Issues  covered  include  (1)  the 
foster  care  dilemma— in  search  of  a  national  policy,  priorities,  and 
determinations  of  responsibilities;  (2)  prevention-priority  level  for 
preventing  separation,  family  characteristics,  preventive  services,  al- 
ternatives, and  separation  practices;  (3)  reunification-parent  views, 
children  views,  role  of  caseworkers;  (4)  practical  problems  in  foster 
care— foster  parents'  turnover,  training  needs,  personal  rights  and 
responsibilities,  and  factors  relating  to  obtaining  insurance;  and  (5) 
measuring  the  foster  care  system-extent  of  measurement  criteria  and 
suggested  personal  measurement  criteria.  Major  findings  include  (1) 
primary  foster  care  system  goals  were  prevention,  reunification,  and 
stable  foster  care;  (2)  reunification  like  prevention  did  not  receive 
adequate  attention;  (3)  while  stable  foster  care  received  considerable 
attention,  almost  half  of  the  children  in  assessment  had  experienced 
three  or  more  foster  care  placements;  and  (4)  despite  apparent  prob- 
lems with  the  foster  care  system,  assessment  respondents  voiced  over- 
whelmingly positive  reaction  to  their  foster  care  system.  (Final  report 
26  pages.) 
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PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  This  inspection  investigated  the  claim  that  many  Head 
Start  grantees  exceed,  or  may  in  the  future  exceed,  the  statutory  15% 
administrative  cost  limit.  The  study  reviewed  ( 1 )  Head  Start  adminis- 
trative cost  levels  and  trends,  including  an  examination  of  records 
influencing  these  cost  levels  and  the  percentage  of  Head  Start  gran- 
tees approaching  or  possibly  exceeding  the  15%  limit;  and  (2)  the 
status  of  existing  administrative  cost  control  methods  and  policies. 
The  inspection  found  a  moderate  but  growing  problem  with  Head 
Start  grantees  equalling  or  exceeding  the  statutory  limit.  Also,  OHDS 
regional  office  respondents  reported  that  policy  governing  these 
costs  is  unclear.  Furthermore,  not  only  is  there  a  lack  of  reliable  data 
on  Head  Start  grantee  administrative  cost  levels  and  trends,  but  in- 
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dependent  auditors  do  not  examine  grantee  compliance  with  the  15% 
administrative  cost  hmit.  Finally,  nonfederal  share  contributions  in 
excess  of  20%  that  are  included  in  the  total  budget  against  which  the 
1 5%  limit  is  computed  directly  affect  the  amount  of  federal  funds  that 
can  be  used  by  grantees  for  administrative  services.  In  response  to  this 
study,  OHDS  developed  a  new  Head  Start  application  form  to  pro- 
vide more  information  on  administrative  costs  and  established  a  Task 
Force  on  Administrative  costs.  (Final  report  37  pages  plus  attach- 
ments.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  examine  Head  Start 
services  and  how  they  were  viewed  by  parents.  Head  Start  program 
staff,  and  other  community  groups.  Issues  covered  include  (1)  recruit- 
ment—recruiting  aims  and  purposes,  ways  parents  learn  about  pro- 
gram, and  recommendations  on  recruitment;  (2)  income 
eligibility— expressions  about  income  eligibility,  percent  of  poor 
served,  and  recommendations  on  raising  income  eligibility  levels;  (3) 
educational  emphasis— basis  for  establishing  educational  curriculum, 
local  needs  and  philosophies,  and  emphasis  areas;  and  (4)  hand- 
icapped—number of  severely  handicapped  in  program,  priority  re- 
quirements, and  policy  recommendations;  and  (5)  parental 
involvement— amount  of  parental  involvement,  positive  aspects  of 
parental  involvement,  and  recommendations  on  fostering  more  par- 
ental involvement.  Major  findings  include  (1)  Project  Head  Start 
provided  a  wide  range  of  valuable  services  to  low-income  children, 
families,  and  their  communities;  (2)  local  Head  Start  programs  were 
characterized  by  incredibly  dedicated  staff,  including  teachers  and 
volunteers;  (3)  programs  reported  that  federal  standards  helped  to 
strengthen  their  program;  and  (4)  the  extent  of  program  impact  out- 
side the  classroom  frequently  depended  on  the  accessibility  of  other 
area  human  services.  (Final  report  14  pages.) 
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ABSTRACT:  This  study  of  the  Head  Start  program  was  designed  to 
determine  (1)  to  what  degree  enrollment  figures  matched  actual  at- 
tendance; (2)  to  what  degree  audit  trials  exist  from  data  reported  to 
the  Office  of  Human  Development  Services  (HDS);  and  (3)  what  the 
ethnic  composition  of  the  student  body  is  compared  to  the  ethnic 
composition  of  the  eligible  population.  To  conduct  the  study  OIG 
staff  traveled  to  nine  states  in  seven  regions  and  visited  57  grantees. 
They  found  that  funded  Head  Start  slots  were  underenrolled  and 
underattended;  reporting  and  monitoring  of  enrollments  and  attend- 
ance were  deficient;  9%  of  the  grantees  did  not  even  calculate  their 
attendance  rates;  administration  guidelines  instructed  grantees  to 
count  children  with  "excused  absences"  as  present;  and  virtually  all 
grantees  had  enrollment/recruitment  plans  and  mounted  annual  re- 
cruitment drives.  Recommendations  called  for  bringing  all  grantees 
into  compliance  with  regulations  requiring  100%  enrollment  and 
85%  average  daily  attendnace.  (Final  report  18  pages.) 
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ABSTRACT:  The  purpose  was  to  study  HHS  health  and  social  services 
to  public  housing  residents.  Issues  covered  include  (!)  health  and 
social  services  provided-the  providers,  quantity  of  services,  accessi- 
bility, and  perception  of  needs;  (2)  extent  of  residents"  involvement 
in  decisions  regarding  the  kinds  of  services  to  be  provided-amount 
of  involvement,  role  of  strong  tenant  councils,  and  day-to-day  surviv- 
al; (3)  service  variances  between  projects  within  a  housing  authority- 
resident  perceptions,  role  of  tenant  organizations,  high-rise  versus 
low-rise  projects,  inner-city  versus  outskirts,  old  versus  new,  and 
large  versus  small;  and  (4)  impact  of  the  Public  Housing  Urban  Initia- 
tive Program  (PHUIP)  on  the  lives  of  residents  in  terms  of  health  and 
social  services-awareness  level  among  tenants  and  effects  on  resi- 
dents in  these  projects.  Major  findings  include  (1)  the  primary  con- 
cern of  public  housing  residents  was  crime;  (2)  at  the  time  of  the  study 
there  was  little  or  no  coordination  between  housing  authorities  and 
health  and  social  service  providers  at  any  level;  (3)  almost  all  re- 
spondents believed  that  face-to-face  outreach  was  the  most  effective 
technique  for  assessing  needs  and  informing  residents;  and  (4)  public 
housing  residents  felt  almost  completely  uninvolved  and  uninformed 
about  the  daily  decisions  affecting  health  and  social  services.  (Final 
report  22  pages.) 
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ABSTRACT:  The  Health  Education  Assistance  Loan  (HEAL)  pro- 
gram was  created  in  1978.  As  of  September  30,  1984,  more  than  $560 
million  had  been  loaned  to  more  than  41,000  students:  7,969  borrow- 
ers were  in  repayment,  and  332  borrowers  were  in  default  for  $5.2 
million  (5.3%  of  the  total  $97.4  million  owed).  The  average  HEAL 
indebtedness  was  $  1 3,646  per  borrower.  Given  these  statistics  and  the 
increasing  number  of  defaults,  there  was  concern  in  HHS  and  in 
Congress  about  the  solvency  of  the  HEAL  insurance  fund,  the  Stu- 
dent Loan  Insurance  Fund  (SLIF),  which  is  used  to  pay  lenders  in 
instances  of  default.  In  this  study,  the  Office  of  the  Inspector  General 
examined  solvency  issues  and  lender  and  school  attitudes  toward 
sharing  the  financial  risk  of  borrower  default.  Findings  included  (I) 


the  majority  of  lenders  surveyed  would  continue  participation  in  the 
HEAL  program  if  they  were  required  to  assume  10%  of  the  risk  of 
default;  (2)  at  20%  risk  sharing,  more  than  half  of  the  banks  participat- 
ing at  the  time  of  the  study  said  they  would  discontinue  HEAL 
involvement;  (3)  risk  sharing  at  any  level  would  cause  participating 
banks  to  offset  their  potential  liability  by  tightening  loan  criteria  and 
reducing  total  loan  volume;  and  (4)  schools  and  banks  felt  strongly 
that  more  thorough  counseling  of  student  borrowers  was  needed  to 
prevent  over-borrowing. 
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ABSTRACT:  This  study  determined  the  extent  to  which  HEW  helped 
local  health  maintenance  organizations  (HMOs)  in  their  development 
and  ongoing  operations.  Issues  covered  include  (I)  background  of 
HEW  support  for  HMOs"  rising  health  costs  and  the  HEW  policy 
agenda-establishment  of  HMO  grant  program  in  1973,  department 
investment  in  HMO  program,  secretarial  interest,  and  management 
changes;  (2)  health  maintenance  organization  experience  with  grant 
and  qualification  process-grant  experience  prior  to  1978  and  after 
1978,  qualification  experience  prior  to  1978  and  after  1978;  (3)  com- 
pliance-impact of  establishment  of  Division  of  Compliance,  impor- 
tance of  timeliness,  technical  assistance  directions,  and  compliance 
and  regulatory  efforts;  and  (4)  other  issues— serving  the  poor,  serving 
the  elderly,  interaction  with  state  and  local  agencies,  and  state  certifi- 
cation or  licensure.  Major  findings  include  (I)  with  recent  changes  in 
HEW"s  Secretary  and  Under-Secretary,  HMOs  voiced  major  con- 
cern about  continued  high  priority  of  HMOs;  (2)  HMOs  described 
efforts  in  HMO  development  pre- 1978  as  confused,  disorganized,  and 
poorly  managed;  since  1978  HMOs  have  undergone  changes  and 
improvements,  but  still  experience  some  frustrations;  (3)  HMOs 
viewed  compliance  process  prior  to  September  1978  as  minimal;  im- 
provement occurred  since  creation  of  Division  of  Compliance;  and 
(4)  HMOs  report  ambivalence  about  enrollment  of  Medicaid  patients. 
(Final  report  II  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  determine  from  a  local 
and  state  perspective  what  major  issues  health  systems  agencies 
(HSAs)  faced  in  carrying  out  their  basic  functions.  Issues  include  (1) 
mission-local  respondents'  perception  of  important  functions,  clarifi- 
cation of  priorities,  and  opinions  on  greater  flexibility  at  local  level; 
(2)  resources— basic  tools  of  health  systems  agencies,  program  limita- 
tions, and  budget  implications;  (3)  constituency-defining  the  HSAs 
constituency,  HSAs  vulnerability,  and  relationship  between  local 
HSAs  and  state  health  planning  and  development  agencies 
(SHPDAs);  and  (4)  impact-judging  the  impact  and  effectiveness  of 
HSAs,  certificate  of  need,  success  criteria,  and  HSAs  notable  success 
areas.  Conclusions  and  major  findings  include  ( 1 )  HSAs  appeared  to 
have  many  problems;  (2)  there  were  constraints  related  to  the  assign- 
ment mission,  limitations  on  available  resources,  and  a  lack  of  a  relia- 
ble constituency  to  support  the  activities;  and  (3)  the  impact  of  HSAs 
was  hampered  by  these  constraints  and  was  difficult  to  document 
because  achievements  frequently  resulted  from  informal  negotiations 
and  cooperation.  (Final  report  17  pages.) 
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ABSTRACT:  This  is  a  follow-up  report  to  "Home-Delivered  Meals 
Service  Delivery  Assessment"  published  in  March  1982.  The  purpose 
of  the  study  was  to  develop  a  profile  of  the  home-meal  clients  to  gain 
some  insights  into  the  characteristics  of  the  Title  III  home-meal  prov- 
iders and  to  shed  some  light  on  decision-making  considerations  likely 
to  infiuence  home-meal  activities.  Issues  covered  include  (1)  the  cli- 
ents-client population,  clients'  association  with  the  program,  other 
in-house  services,  and  measures  of  the  impact  of  home  delivered 
meals  on  client  lives;  (2)  the  home-meal  providers-provider  profile, 
outreach  practices,  eligibility  determinations,  use  of  volunteers,  client 
contributions,  and  meal  preparation  and  delivery;  (3)  the  area  per- 
spective—the setting,  communication  among  home-meal  providers, 
and  policy  considerations.  Conclusions  include  (1)  the  program 
reached  a  point  of  major  change  because  of  growth  and  public  inter- 
est in  in-home  services  as  an  alternative  to  nursing  home  care;  (2)  the 
program  was  influenced  more  by  local  factors  than  federal,  state,  or 
regional  factors;  and  (3)  state  and  area  agencies  seemed  to  be  the  key 
forums  for  mounting  initiatives  to  address  problem  areas.  (Final  re- 
port 34  pages.) 
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ABSTRACT:  This  inspection  was  conducted  to  provide  the  Health 
Care  Financing  Administration  (HCFA)  and  other  interested  parties 
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with  an  overview  of  the  role  of  home  health  aide  in  meeting  Medicare 
patients'  needs  for  home  health  care,  and  the  standards  and  process 
by  which  home  health  aide  services  are  evaluated.  OIG  recommend- 
ed that  HCFA  direct  state  survey  agencies  to  review  selected  plans 
of  care  and  corresponding  patient  medical  records  to  assure  that  all 
prescribed  tasks  are  performed  and  documented  by  home  health 
aides;  assure  that  required  home  visits  are  made  by  state  surveyors; 
encourage  states  without  specific  state  regulations  on  training  to 
develop  training  plans  or  adopt  another  state's  existing  plan;  and 
revise  sections  in  the  health  insurance  manual  for  home  health  agen- 
cies and  fiscal  intermediaries  that  deal  with  the  Home  Health  Agency 
Coverage  Compliance  Review  instructions  to  fiscal  intermediaries. 
(Final  report  21  pages  plus  appendices.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  assess  in-home  services 
provided  to  the  elderly  by  Title  XVIII  (Medicare),  Title  XIX  (Medi- 
caid), and  Title  XX  (Social  Services)  with  a  primary  focus  on  client- 
based  information.  Issues  covered  include  (1)  obtaining  services- 
effects  of  having  three  separate  systems,  establishment  of  rates  by 
states,  fee  scales  for  Title  XX,  and  measuring  program  linkages;  (2) 
informal  service  system— role  played  by  family,  relatives  and  friends, 
types  of  informal  services  provided,  and  instruction  by  providers  to 
patients  and  families  on  "self-care";  (3)  quality  assurance-results  of 
lack  of  quality  assurance  mechanisms,  difficulties  with  assessing  in- 
house  services  and  quality  comparison  of  health  services  and  social 
services;  and  (4)  provider  problems-provider  opinions  about  fiscal 
agents  interpreting  MCR  definitions  and  pressures  to  cut  costs.  Major 
findings  include  (1)  most  patients  were  elderly  and  had  multiple  and 
chronic  health  problems;  (2)  the  availability  of  in-home  services  were 
not  generally  well  known;  (3)  the  patients'  role  in  receiving  in-home 
care  was  generally  passive;  (4)  the  health  and  social  service  systems 
were  not  coordinated  at  the  service  delivery  level;  (5)  home  health 
providers  tended  to  prefer  serving  100%  Medicare  patients;  and  (6) 
there  were  a  number  of  administrative  problems  that  prevented  prov- 
iders from  delivering  the  most  cost-effective  appropriate  in-house 
health  services  to  patients.  (Final  report  27  pages.) 
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ABSTRACT:  The  Office  of  Inspector  General  (OIG)  investigated 
HCFA's  method  of  calculating  prospective  payment  system  (PPS) 
rates  and  found  that  the  agency  included  operating  costs  of  exempt 
hospital  units  (e.g.,  psychiatric,  rehabilitation,  and  alcoholic  units) 
when  computing  the  average  cost  per  discharge  for  PPS  purposes; 
thus,  the  calculated  average  cost  to  Medicare  for  each  PPS  discharge 
was  inflated.  Based  on  a  review  of  62  hospitals  with  75  exempt  units, 
OIG  determined  that  they  received  excessive  reimbursement  of  ap- 
proximately $16.1  million  for  FY  1984.  The  report  discusses  OIG's 
method  of  calculating  costs,  analysis  of  hospitals'  specific  costs  and 
of  the  federal  portion  of  the  PPS  rate,  and  HCFA's  arguments  in 
defense  of  its  calculations. 
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PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  This  report  discusses  the  results  of  OIG's  study  of  the 
steady,  significant  growth  in  the  1970s  and  1980s  of  the  indirect  costs 
of  federally  sponsored  research  grants  and  contracts  at  universities 
and  colleges.  OIG  identified  an  opportunity  to  contain  these  costs  and 
make  $255  million  available  annually,  or  about  $1.3  billion  over  a 
five-year  period,  to  meet  other  budgetary  needs  of  the  government, 
including  the  financing  of  thousands  of  unfunded  research  projects 
already  approved  for  technical  merit.  OIG  recommends  that  (1)  Of- 
fice of  Management  and  Budget  (OMB)  Circular  A-21  be  revised  to 
provide  for  a  fixed  allowance  of  7%  for  departmental  administration 
and  (2)  use  of  predetermined  indirect  cost  rates  be  expanded  to  cover 
periods  of  two  years  or  more. 
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ABSTRACT:  The  purpose  of  the  study  was  to  examine  the  implementa- 
tion of  Section  504  regulations  at  the  postsecondary  level.  The  assess- 
ment focused  on  providing  firsthand  information,  comments,  and 
perceptions  from  administrators,  faculty,  and  students.  Issues  cov- 
ered include  (1)  level  of  implementation— respondent  views  on  likeli- 
hood of  compliance  by  June  1980,  focus  on  academic  requirements 
and  job  placement  opportunities,  accessibility  for  disabled,  special- 
ized services,  and  awareness  of  costs;  (2)  attitudes— heightened  sen- 
sitivities, HEW  technical  assistance  needs,  comparison  to  other  civil 
rights  legislation  and  regulations,  and  attitudes  in  schools  of  medi- 
cine, nursing,  and  education;  and  (3)  disabled  students— types  on  cam- 
pus, identification  of  disabled  students,  sense  of  community,  student 
opinion  about  state  commission  for  the  blind,  state  perceptions  of 
OCR  capacity,  and  opinions  on  HEW  coordination.  Major  findings 
include  (1)  colleges  met  the  planning  requirements  of  504;  (2)  more 
disabled  students  were  attending  and  faring  better  in  colleges  than 


pre-504;  (3)  offices  to  serve  and  counsel  disabled  students  were  estab- 
lished; (4)  technical  assistance  by  HEW  regional  staff  was  not  occur- 
ring except  in  response  to  specific  requests,  which  were  few;  and  (5) 
many  colleges  believed  HEW  had  not  developed  a  coordinated  ap- 
proach. (Final  report  23  pages.) 
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ABSTRACT:  This  report  summarizes  the  results  of  the  Office  of  In- 
spector General's  (OIG's)  review  of  the  approval  process  for  legal 
fees  awarded  attorneys  who  represent  claimants  in  appeals  of  Social 
Security  Administration  (SSA)  decisions  at  the  administrative  level. 
OIG  found  that  Office  of  Hearings  and  Appeals  administrative  law 
judges  (ALJs)  were  generally  not  evaluating  attorney  fee  petitions  in 
accordance  with  regulations  implementing  the  requirements  of  the 
Social  Security  Act.  Instead  of  objectively  evaluating  fee  petitions 
for  reasonableness,  ALJs  were  for  the  most  part  giving  perfunctory 
approval  to  attorney/client  agreements.  As  a  result,  nearly  half  of  the 
claimants  paid  fees  that  when  equated  to  hourly  rates  were  more  than 
$75  per  hour,  the  rate  above  which  OIG  considers  fees  to  be  exces- 
sive. OIG  estimates  that  approximately  $23.6  million  of  the  $100 
million  in  attorney  fees  charged  successful  Old  Age,  Survivors,  and 
Disability  Insurance  appellants  in  1984  represented  charges  above  the 
$75  per  hour  rate.  The  report  includes  OIG's  recommendations  to 
SSA  and  SSA's  response  to  the  draft  report.  (Final  report  12  pages 
plus  appendices.) 
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ABSTRACT:  This  index  of  completed  reports  describes  the  48  service 
delivery  assessment  (SDA)  studies  conducted  during  the  years  1978- 
1982.  The  studies  were  conducted  by  regional  SDA  staff  under  func- 
tional management  from  the  Office  of  Inspector  General.  Listed  are 
reports  addressing  health  (23),  Social  Security  (7),  human  develop- 
ment services  (8),  education  (3),  and  crosscutting  concerns  (7).  The 
index  lists  the  title  and  purpose  of  each  SDA,  the  issues  addressed, 
and  the  date  of  completion.  (Final  report  50  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  describe  the  general 
living  conditions  of  Indochinese  refugees  in  the  United  States  and  the 
extent  to  which  federally  funded  programs  are  assisting  them.  Issues 
covered  include  (1)  new-wave  refugees-successes,  plight  of  others, 
old-wave  refugees,  and  refugee  gratitude;  (2)  usefulness  of  voluntary 
agency  resettlement  efforts— initial  arrival  and  secondary  migration, 


orientation,  Volag  advice  and  cash  assistance,  and  survival  skills;  (3) 
success  of  the  system-interagency  relationships,  program  accounta- 
bility, and  local  workers;  and  (4)  absorbing  large  number  of  new 
refugees— concentration  of  settlements,  amount  of  negative  public 
opinion,  policy  change  requirements  and  new  resource  requirements. 
Major  findings  include  (1)  most  refugees  were  living  in  marginal 
circumstances;  (2)  upon  arrival  most  voluntary  agencies  did  not  pro- 
vide refugees  with  the  vital  services  essential  to  self-sufficiency;  (3) 
although  refugees  are  considered  a  federal  responsibility,  there  was 
no  uniform  approach  or  policy  for  resettlement  services;  (4)  refugees 
had  many  needs  that  were  not  sufficiently  met  by  private  sector  or 
HHS  services;  and  (5)  there  was  a  tremendous  variation  in  the  availa- 
bility and  quality  of  services  provided  to  refugees.  (Final  report  15 
pages.)  .  _        ■  : 
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ABSTRACT:  This  inspection  studied  how  hospital  ethics  committees 
address  potential  Baby  Doe  situations.  "Baby  Doe"  refers  to  a  severe- 
ly disabled  infant  who  has  a  life-threatening  condition  and  is  denied 
appropriate  medical  treatment.  The  1984  amendments  to  the  Child 
Abuse  Prevention  and  Treatment  Act  required  HHS  to  publish 
guidelines  encouraging  hospitals  to  establish  infant  care  review  com- 
mittees (ICRCs).  The  ICRCs  educate  hospital  personnel  and  families 
of  severely  disabled  infants,  recommend  policies  and  guidelines  con- 
cerning the  withholding  of  treatment,  and  review  cases  involving 
such  infants.  The  study  involved  site  visits  to  10  large  hospitals  in 
eight  major  cities.  All  10  hospitals  have  committees  that  review  and 
advise  on  neonatal  cases,  including  treatment  of  severely  disabled 
infants.  All  committees  include  a  variety  of  medical  specialists, 
nurses,  social  workers,  and  hospital  administration  representatives. 
Legal  expertise  is  available,  and  most  committees  also  include  clergy, 
disability  group  representatives,  ethicists,  and  patient  representatives. 
All  committees  review  cases  involving  disagreement  between  the 
treating  physician  and  parents  regarding  appropriate  treatment. 
Committee  recommendations  are  advisory  only  rather  than  binding 
on  the  involved  parties.  See  also  PIC  ID  Nos.  3058.1.  (Final  report 
14  pages  plus  appendix.) 
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ABSTRACT:  This  study  was  done  in  response  to  growing  concerns 
regarding  the  rapidly  rising  cost  of  chiropractic  care  under  Medicare. 
The  purpose  was  (1)  to  develop  an  understanding  of  the  chiropractic 
profession;  (2)  to  explore  with  the  chiropractic  community  how  cur- 
rent Medicare  coverage  affects  patient  care;  (3)  to  analyze  data  on 
patients  of  chiropractic  care;  and  (4)  to  examine  how  Medicare  carri- 
ers process  chiropractic  claims.  It  was  recommended  that  HCFA  and 
HHS  oppose  any  movement  to  expand  chiropractic  services,  consid- 
er submitting  a  legislative  proposal  to  Congress  that  would  continue 
to  limit  coverage  to  those  services  of  manual  manipulation  of  the 
spine  to  correct  a  subluxation  demonstrated  by  x-ray,  and  restrict  the 
maximum  number  of  services  to  12  per  year. 
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ABSTRACT:  This  inspection  was  conducted  of  identified  instances  of 
premature  discharges  and  inappropriate  transfers  occurring  under 
Medicare's  prospective  payment  system.  The  objectives  of  this  in- 
spection were  to  (1)  determine  the  number  of  premature  discharges 
and  inappropriate  transfers  referred  to  HCFA  by  medical  review 
entities  (MREs),  fiscal  intermediaries  (FIs),  and  peer  review  organi- 
zations (PROs);  (2)  review  the  appropriateness  of  correct  action  on 
cases  where  the  PRO,  MRE,  or  FI  (through  its  review  process) 
identified  potentially  gross  and  flagrant  or  substantive  instances  of 
substandard  care;  and  (3)  examine  the  procedures  and  instructions 
pertaining  to  the  identification  and  disposition  of  these  cases.  The 
findings  indicate  that  HCFA  should  (1)  continue  its  reporting  re- 
quirements regarding  premature  discharges  (HCFA  concurs);  (2)  ex- 
pand reviews  of  PRO  performance  (HCFA  concurs);  (3)  provide 
direction  to  PROs  regarding  the  issuance,  content,  and  documenta- 
tion of  educational  contacts  (HCFA  concurs);  (4)  revise  PRO  scope 
of  work  to  provide  more  emphasis  on  quality  of  care  issues  (HCFA 
has  drafted  changes);  and  (5)  pursue  legislative  changes  to  permit 
PROs  to  deny  payment  for  substandard  care. 
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ABSTRACT:  In  response  to  numerous  complaints  about  International 
Medical  Centers  (IMC),  the  largest  Medicare  health  maintenance 
organization  (HMO),  OIG  surveyed  Medicare  beneficiaries  enrolled 
in  IMC  to  determine  their  attitudes  toward  IMC's  services  and  medi- 
cal care.  Of  the  290  beneficiaries  sampled,  OIG  found  that  nearly 
two-thirds  expressed  some  level  of  satisfaction  with  IMC.  Members 
who  expressed  dissatisfaction  complained  about  difficulties  in  getting 
specialist  care,  care  that  did  not  meet  their  expectations,  problems 
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with  prescriptions,  their  assignment  of  physician,  difficulties  with 
payment  for  services  received  outside  the  geographic  area  served  by 
IMC,  and  not  fully  understanding  certain  aspects  of  IMC's  medical 
coverage.  For  many  beneficiaries,  however,  saving  money  through 
their  enrollment  in  IMC  was  more  important  than  any  perceived 
shortcomings  in  the  quality  of  care  they  received.  OIG  recommended 
that  the  Health  Care  Financing  Administration  develop  standards  for 
disclosure  by  IMC  of  the  limits  and  exclusions  to  its  coverage;  revise 
its  lock-in  notice  to  new  enrollees  to  advise  them  that  Medicare  is 
making  a  monthly  payment  to  the  HMO  on  their  behalf  and  remind 
beneficiaries  of  their  right  to  complain  if  they  receive  inferior  care; 
and  re-examine  its  policy  for  HMO  out-of-plan  services.  (Final  report 
29  pages.) 
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202-472-2539 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  purpose  of  the  study  was  to  provide  substantive 
information  on  the  growing  demand  for  long-term  care,  the  quality 
of  care,  and  the  increasing  costs  associated  with  government  and 
private  efforts  to  meet  the  needs  of  chronically  ill  and  disabled  peo- 
ple. Issues  covered  include  (1)  overview  of  long-term  care  system- 
characteristics  and  trends,  roles  families  play,  and  continuance  of 
care;  (2)  financing  long-term  care-size  and  scope  of  long-term  care 
federal  budget,  controlling  and  refinancing  long-term  care  costs,  and 
financing  alternatives;  (3)  access,  availability,  and  appropriate  place- 
ment-service gaps,  the  nursing  home  focus,  the  woodwork  factor, 
and  client  assignment  nursing  home  admission  practices;  and  (4)  qual- 
ity of  long-term  care  services-quality  issues  in  nursing  homes,  quality 
of  care  versus  quality  of  life,  the  indignities  of  institutionalization,  and 
quality  issues  in  community-based  care.  Major  findings  include  (1) 
long-term  care  is  not  a  program  but  an  assortment  of  government  and 
private  efforts  to  meet  needs  of  chronically  ill  or  disabled  people;  (2) 
63%  of  expenditures  went  to  nursing  homes,  17%  to  hospitals,  and 
20%  to  community-based  care;  (3)  demand  for  care  is  growing;  (4) 
few  know  much  about  long-term  care  until  family  needs  it;  (5)  nursing 
home  quality  varies  dramatically  but  is  generally  good  with  some 
exceptions;  and  (6)  reimbursement  systems  now  occupy  the  forefront 
of  administrative  concerns.  (Final  report  14  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  provide  early  warnings 
of  problems  in  the  implementation  of  LIEAP  and  to  identify  major 
issues  for  program  consideration.  Issues  covered  include  (1)  special 
energy  allowance  program-responses  and  questions  following  re- 
ceipts of  checks,  an  analysis  of  publicity,  expressions  from  ineligible 
SSA  recipients,  and  what  the  recipients  did  with  the  moneys;  (2) 
energy  assistance  program-program  flexibility,  client  impact,  special 
client  populations,  client/government  responsibility,  and  the  un- 
served population;  and  (3)  administrative  practices— program  ad- 
ministrators, effectiveness  in  meeting  client  needs,  categorical 
programs,  application  programs,  and  vendor  participation.  Major 
findings  include  (1)  the  vast  majority  of  clients  talked  about  escalating 
bills;  (2)  the  negative  publicity  surrounding  SSA  payments  going  to 
SSI  recipients  who  did  not  pay  directly  for  their  energy  bills  adverse- 
ly affected  public  confidence  in  the  entire  LIEAP  effort;  (3)  clients 
were  grateful  for  the  assistance,  regardless  of  how  much  they  re- 
ceived; and  (4)  despite  some  delays  in  receiving  payment,  vendors 
were  generally  pleased  with  the  program.  See  also  PIC  ID  No. 
2310.1.  (Final  report  16  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  provide  qualitative, 
descriptive  information  about  how  clients  were  affected  by  various 
methods  of  delivering  emergency  and  non-emergency  assistance  un- 
der LIEAP  FY  1981  and  about  the  impact  the  aid  had  on  clients. 
Issues  covered  include  (1)  client  expectations-anticipated  annual  aid, 
elderly  clients'  attitude  about  paying  bills,  and  elderly  versus  younger 
clients;  (2)  program  operations— outreach  issues,  use  of  automatic 
payment  programs,  client  satisfaction  with  application  process,  and 
publicizing  the  program;  and  (3)  impact-need  for  program,  variance 
in  aid  received,  eligible  persons  not  served,  and  longer-range  solu- 
tions. Major  findings  include  (1)  mild  winter  weather,  state  legislated 
moratoriums  on  shutoffs,  and  service  delivery  problems  all  contribut- 
ed to  lower  than  expected  demand  in  many  of  the  states  visited;  (2) 
about  two-thirds  of  the  people  who  received  aid  in  1980  hoped  to 
receive  it  in  1981;  (3)  the  vast  majority  did  not  leave  full  bills  unpaid 
in  order  to  receive  assistance;  (4)  outreach  was  a  major  shortcoming 
of  LIEAP  1981;  (5)  emergency  assistance  programs  were  poorly 
publicized  but  the  publication  process  worked  well;  (6)  clients  were 
grateful  for  whatever  aid  they  received;  and  (7)  many  eligible  per- 
sons, especially  those  not  receiving  categorical  assistance,  were  not 
served.  See  also  PIC  ID  No.  2310.  (Final  report  20  pages.) 

DESCRIPTORS:  Low-Income  Population,  Energy,  State  or  Local  Ad- 
ministration, Federal  Role 

STUDY  TYPE:  Program  Impact;  Program  Strategy 

PIC  ID  NO:  2310.1  PROJECT  NO:  OIG  81-09 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  February  '81  through  September  '81 


0652 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Medical  Licensure  and  Discipline:  An  Overview 

REPORT  TITLE:  Medical  Licensure  and  Discipline:  An  Overview 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER:  Handley,  Elisabeth;  Rm  5653,  COHEN  Bldg; 

202-472-5270 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Other  HCFA 


ABSTRACT:  This  OIG  program  inspection  presents  a  broadly  based 
overview  of  state  medical  licensure  and  discipline.  The  report  focuses 
separately  on  state  boards'  licensure  and  disciplinary  practices.  Since 
1982-1983,  the  licensing  of  foreign  medical  graduates  (FMGs)  has 
been  the  major  policy  concern  of  most  boards.  States  have  taken  a 
number  of  actions  that  have  made  it  more  difficult  for  FMGs  to  be 
licensed  and  have  increased  the  likelihood  that  those  FMGs  who  do 
become  licensed  will  have  valid  credentials  and  be  adequately 
trained.  However,  most  boards  cannot  adequately  assess  the  educa- 
tion offered  by  foreign  schools,  and  residency  training  programs 
often  have  inadequate  credential-screening  processes.  Some  of  the 
report's  findings  about  boards'  disciplinary  practices  are  that  (1)  the 
investigative  and  disciplinary  practices  of  the  boards  increased  in  the 
early  1980s;  (2)  the  rate  of  disciplinary  actions  taken  by  boards  in- 
creased steadily  in  the  years  just  prior  to  this  study;  and  (3)  violations 
involving  drug  or  alcohol  seem  to  account  for  at  least  75%  of  all 
disciplinary  actions  in  most  states.  The  report  includes  recommenda- 
tions for  action  by  state  and  federal  agencies  and  private  organiza- 
tions. (Final  report  25  pages.) 
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ABSTRACT:  This  inspection  was  conducted  to  (1)  determine  how 
much  Medicare  is  paying  for  the  components  of  cataract  surgery;  (2) 
identify  the  factors  affecting  costs  and  charges  among  hospital  inpa- 
tient settings,  hospital  outpatient  departments,  ambulatory  surgical 
centers,  and  physicians'  noncertified  surgical  suites;  (3)  assess  the 
impact  on  beneficiaries;  and  (4)  determine  how  manufacturers  and  the 
forces  of  the  market  place  are  influencing  services  and  expenditures. 
It  was  recommended  that  the  Health  Care  Financing  Administration 
(HCFA)  seek  legislative  authority  to  limit  payments  to  hospitals  to 
the  amount  paid  for  ambulatory  surgical  centers  for  cataract  surgery. 
HCFA  should  limit  the  payments  for  intraocular  lenses.  HCFA  has 
concurred  and  implemented.  It  was  also  concluded  that  HCFA 
should  pursue  legislative  changes  to  establish  an  independent  com- 
mission to  assess  changes  in  surgical  procedures  and  technology.  This 
was  enacted  in  the  Consolidated  Omnibus  Budget  Reconciliation 
Act. 
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ABSTRACT:  The  purpose  of  the  study  was  to  offer  a  clear  picture  of 
the  extent  and  type  of  changes  taking  place  among  Medicare-certified 
home  health  providers  to  identify  the  process  through  which  in- 
dividuals gain  entry  to  home  health  services,  and  to  a  lesser  extent  to 
other  in-home  services.  Issues  covered  include  (1)  the  provider- 
competition  for  clients  and  federal  oversight;  (2)  the  clients— profile 
of  client  population,  their  association  with  the  program,  other  ser- 
vices they  receive,  and  their  perception  of  program  impact;  and  (3) 
entry  to  home  health  services-the  hospital  discharge  process  and 
home  health  agency  assessment  and  service  planning.  Major  findings 
include  (1)  competition  is  at  work  in  this  program;  (2)  nearly  all  of 
the  clients  are  very  sick  elderly  individuals;  (3)  home  health  nurses 
serve  as  the  major  gatekeeper  to  home  health  services;  (4)  hosptial 
discharge  planning  tends  to  be  conducted  on  a  limited  and  cursory 
basis;  and  (5)  home  health  agency  assessment  and  referral  practices 
tend  to  be  more  comprehensive  than  those  conducted  by  hospitals. 
The  primary  report  for  this  study  is  "Medicare  Home  Health  Ser- 
vices: A  Service  Delivery  Assessment";  the  two  supplemental  anal- 
ysis reports  are  "Competition:  An  Emerging  Force  in  a  Changing 
Home  Health  Field"  and  "Changing  Patterns  of  Entry  to  Home 
Health  Services." 
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ABSTRACT:  This  report  examines  the  Indirect  Medical  Education 
(IME)  payments  made  under  Medicare  to  teaching  hospitals.  Medi- 
care participates  in  the  funding  of  formal  and  informal  medical  educa- 
tion expenditures  at  teaching  institutions  through  payment  of 
graduate  medical  education  (GME)  costs  and  payment  of  an  IME 
allowance.  The  Consolidated  Omnibus  Budget  Reconcilation  Act  of 

1985  (COBRA)  reduced  the  IME  adjustment  factor,  but  set  the  rate 
at  8.1%  effective  May  1,  1986  through  September  30,  1988  and  at 
8.7%  thereafter.  This  report  recommends  further  reduction  based  on 

1986  studies.  Analysis  indicated  that  104  matched  teaching  hospitals 
had  a  net  weighted  profit  margin  in  1984  that  was  41%  higher  than 
that  of  the  "comparable"  nonteaching  facilities  that  did  not  receive 
IME  payments.  Even  higher  payments  are  due  to  be  made  to  these 
hospitals  starting  in  1987.  According  to  this  report,  data  confirmed 
recommendations  that  the  IME  factor  should  be  reduced  for  these 
teaching  hospitals  to  the  5.79%  level  supported  by  empirical  data.  It 
also  recommended  further  studies  to  determine  whether  the  5.79% 
IME  factor  is  warranted  for  all  teaching  hospitals.  (Final  report  8 
pages.) 
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ABSTRACT:  The  purpose  of  this  inspection  was  to  describe  the  states' 
implementation  of  managed  health-care  programs  provided  for  in  the 
Omnibus  Reconciliation  Act  of  1981  (P.L.  97-35).  In  particular,  the 
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inspection  addressed  the  issues  of  access  to  care,  quality  of  care, 
utilization  patterns,  why  some  states  have  not  implemented  these 
programs,  and  why  other  states'  programs  have  been  terminated.  The 
states  should  not  pay  a  case  management  fee  for  the  managed  care 
programs.  Nonpayment  would  save  more  than  four  milion  dollars  per 
year  in  costs  to  the  Medicaid  program  and  would  reduce  inappropri- 
ate emergency  room  utilization  by  paying  the  standard  office  visit 
rate  for  routine  medical  care  provided  in  an  emergency  room.  Recipi- 
ents need  to  be  better  informed  about  how  to  obtain  care  under  a 
managed  health-care  program.  The  cost-effectiveness  of  managed 
health-care  programs  has  not  been  adequately  documented.  HCFA 
needs  to  modify  the  policies  and  procedures  by  which  such  cost- 
effectiveness  is  determined  and  act  accordingly.  (Final  report  24 
pages.) 
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ABSTRACT:  The  study  was  conducted  to  determine  the  federal  poli- 
cies and  practices  that  implement  the  statutory  outpatient  psychiatric 
limitations  in  Section  1833(c)  of  the  Social  Security  Act,  requiring 
that  both  physician  and  nonphysician  services  be  capped.  It  was 
found  that  the  Health  Care  Financing  Administration  (HCFA)  has 
interpreted  that  statute  liberally  and  has  applied  the  limit  only  to 
physician  services  while  allowing  unlimited  nonphysician  services.  It 
was  recommended  that  HCFA  revise  its  regulations  and  carrier  in- 
structions to  reflect  original  congressional  intent. 
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ABSTRACT:  This  OIG  audit  report  summarizes  the  results  of  a  two- 
part  review  to  identify  Medicare  payments  for  services  provided  to 
end-stage  renal  disease  (ESRD)  beneficiaries  with  employee  group 
health  plan  (EGHP)  coverage.  Effective  October  1,  1981,  designated 
EGHPs  became  primary  insurance  payers  for  certain  ESRD  benefici- 
aries covered  by  Medicare.  This  review,  initiated  in  Washington  state 
and  subsequently  expanded  to  ESRD  facilities  across  the  country, 
tested  for  Medicare  payments  for  ESRD  services  that  should  have 
been  paid  by  EGHPs  between  October  1981  and  December  1983. 
The  audit  determined  that  (1)  Medicare  paid  $848,945  in  Washington 
state  for  services  that  should  have  been  billed  to  and  paid  by  EGHP 
insurance;  recovery  action  has  been  initiated  on  these  overpayments; 
and  (2)  Medicare  had  not  been  credited  for  $4.2  million  collected 
from  private  insurance  by  ESRD  facilities  that  billed  both  primary 
and  secondary  payers  for  the  same  services  provided  to  ESRD 
beneficiaries;  approximately  $4  million  of  this  overpayment  had  been 
refunded  to  Medicare  by  the  end  of  this  audit. 
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ABSTRACT:  This  inspection  was  conducted  to  determine  why  Medi- 
care costs  have  grown  so  rapidly,  how  to  control  costs,  whether 
public  entities  can  be  expected  to  shift  additional  costs  to  Medicare 
in  the  future,  and  the  impact  of  advanced  life  support  (ALS)  coverage 
on  Medicare  costs.  OIG  recommends  that  the  Health  Care  Financing 
Administration  (HCFA)  require  carriers  to  use  their  inherent  reason- 
ableness authority  to  limit  excessive  charges  for  ambulance  services, 
seek  legislative  authority  to  allow  carriers  to  establish  ambulance 
reimbursement  rates  through  competitive  bidding  for  basic  life  sup- 
port (BLS)  ambulance  transportation,  and  consider  the  feasibility  of 
seeking  a  legislative  change  to  allow  competitive  bidding  for  ALS 
ambulance  transportation.  (Final  report  16  pages  plus  appendices.) 

DESCRIPTORS:  Medicare,  Cost  Containment  Systems,  Emergency 
Medical  Care,  Federal  State  and  Local  Relations,  Competition 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3041  PROJECT  NO:  OAI  03-86-00012 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  March  '86  through  March  '87 


0660 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Medicare  Patient  Denial  Notices:  How  Patients 
Are  Notified  about  Termination  of  a  Hospital  Stay 

REPORT  TITLE:  Medicare  Patient  Denial  Notices:  How  Patients 
Are  Notified  about  Termination  of  a  Hospital  Stay 

PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 
D.C.  20201 

PROJECT  OFFICER:  Steeley,  Barry;  Rm  GIOC,  EHR  Bldg; 

301-966-3138 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area) 

ABSTRACT:  This  inspection  was  conducted  to  determine  (1)  the  ex- 
tent of  the  problem  related  to  hospitals  issuing  inappropriate  or  im- 
proper denial  of  coverage  notices  to  Medicare  beneficiaries;  (2)  the 
impact  of  improper  denials  on  beneficiaries  and  the  extent  to  which 
they  contribute  to  premature  patient  discharge;  (3)  the  role  played  by 
hospitals  and  by  physicians  in  issuing  formal  or  informal  denial  no- 
tices; (4)  whether  recent  Health  Care  Financing  Administration 
(HCFA)  instructions  and  subsequent  peer  review  organization  re- 
views of  notices  are  bringing  about  adequate  corrective  action;  and 
(5)  the  role  of  consumer  groups  and  senior  citizen  organizations  in 
beneficiary  education  and  advocacy.  It  is  recommended  that  HCFA 
(1)  initiate  requirements  to  insure  that  hospitals  provide  patients,  at 
the  time  of  admission,  with  complete  information  on  Medicare  hospi- 
tal admission  and  discharge  requirements;  (2)  develop  materials  that 
will  explicitly  inform  physicians  of  their  responsibilities  under  the 
prospective  payment  system;  and  (3)  collaborate  with  the  Office  of 
Human  Development  Services,  Administration  on  Aging  to  develop 
materials  and  strategies  for  increased  beneficiary  education  about 
hospital  stays. 
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ABSTRACT:  This  inspection  clarified  the  nature  and  prevalence  of 
local  standby  anesthesia,  examined  and  evaluated  related  Health  Care 
Financing  Administration  (HCFA)  reimbursement  policies  and  prac- 
tices, and  estimated  the  cost  to  Medicare  of  reimbursing  local  standby 
services  at  the  same  rate  as  general  anesthesia  services.  The  inspec- 
tion found  that  the  type  of  anesthesia  services  provided  to  Medicare 
patients  during  cataract  extractions,  pacemaker  implants,  and  ingui- 
nal hernia  repairs  vary.  Local  anesthesia  administered  by  the  surgeon, 
with  the  patient  monitored  and  evaluated  by  an  anesthesiologist  (lo- 
cal standby  anesthesia),  is  provided  more  frequently  for  cataract  ex- 
tractions and  pacemakers  than  general  anesthesia.  General  anesthesia 
was  more  prevalent  for  inguinal  hernia  repairs.  Although  70%  of  a 
sample  of  1,076  beneficiaries  undergoing  one  of  these  three  surgical 
procedures  received  local  anesthesia,  standby  anesthesiologists  were 
paid  for  their  services  as  if  they  had  administered  a  general  anesthetic. 
OIG  estimates  that  Medicare  can  save  between  S51  million  and  $84 
million  in  FY  1987  if  all  carriers  reimburse  local  standby  anesthesia 
services  at  a  rate  lower  than  general  anesthesia  services  for  the  three 
surgical  procedures  reviewed.  (Final  report  9  pages  plus  appendices.) 
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ABSTRACT:  This  inspection  was  conducted  to  determine  if  the  Health 
Care  Financing  Administration  (HCFA)  and  its  Medicare  contrac- 
tors were  correctly  identifying  Medicare  secondary  payer  situations. 
A  randomly  selected  sample  was  obtained  of  individuals  over  age  64 
who  were  injured  in  automobile  accidents  in  1983  from  the  Informa- 
tion Systems  Division  of  the  Missouri  State  Highway  Patrol.  This 
statistically  valid  sample  identified  131  persons  that  were  injured  in 
automobile  accidents  from  June  6,  1983,  through  December  31,  1983. 
It  was  recommended  to  the  HCFA  Kansas  City  Regional  Office  that 
the  intermediaries  and  carriers  serving  Missouri  implement  current 
Medicare  secondary  payer  guidelines,  ensure  correct  payments,  and 
initiate  recovery  action  on  all  improper  payments. 
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ABSTRACT:  This  inspection  was  conducted  to  determine  if  the  Health 
Care  Financing  .Administration  (HCFA)  and  its  Medicare  contrac- 
tors were  correctly  identifying  Medicare  secondary  payer  situations. 
A  randomly  selected  sample  was  obtained  of  individuals  over  age  64 


who  were  injured  in  automobile  accidents  in  1983  from  the  Informa- 
tion Systems  Division  of  the  Colorado  State  Highway  Patrol.  This 
statistically  valid  sample  identified  131  persons  that  were  injured  in 
automobile  accidents  from  June  6,  1983,  through  December  31,  1983. 
It  was  recommended  to  the  HCFA  Kansas  City  Regional  Office  that 
the  intermediaries  and  carriers  serving  Colorado  implement  Medi- 
care secondary  payer  guidelines,  ensure  correct  payments,  and  initi- 
ate recovery  action  on  all  improper  payments. 
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ABSTRACT:  This  inspection  was  conducted  of  Medicare  beneficiary 
hospital  accounts  that  showed  credit  balances.  The  credit  balances 
reviewed  resulted  from  (1)  two  or  more  payments  by  the  Medicare 
fiscal  intermediary  for  the  same  case  or  (2)  payments  by  the  fiscal 
intermediary  and  a  third  party  for  the  same  case.  The  findings  indi- 
cate that  the  Health  Care  Financing  Administration  (HCFA)  should 
instruct  all  intermediaries  to  determine  the  amount  of  and  collect  all 
outstanding  credit  balances  retained  by  their  hospitals.  HCFA  should 
ensure  that  intermediaries  conduct  follow-up  review  to  prevent  the 
future  accumulation  of  credit  balances.  It  is  recommended  that 
HCFA  pursue  a  legislative  change  that  would  permit  the  organiza- 
tion to  charge  interest  on  the  amount  of  credit  balances  inappropriate- 
ly retained  by  hospitals. 
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ABSTRACT:  The  purposes  of  the  study  were  to  consider  appropriate 
departmental  support  and  development  of  legislative  proposals  and 
to  describe  the  variety,  effectiveness,  and  limits  of  advocacy  projects 
that  serve  the  mentally  disabled.  Issues  covered  include  (1)  client 
need-protection  of  rights,  client  profile,  treatment  issues,  and  differ- 
ences between  individual  and  group  priorities;  (2)  the  advocates- 
internal  advocates,  external  advocates,  a  wider  variety  of  advocacy 
settings,  and  unique  state  projects;  (3)  role  of  advocates-legal  ad- 
vocacy, services  advocacy,  and  class  action  litigation;  (4)  advocacy 
costs-information  levels,  single  funding  source,  eligibility,  and  cost 
of  court-imposed  solutions;  and  (5)  advocacy  effects-the  success  rate, 
effects  on  litigation,  treatment  changes,  and  community  awareness  of 
patient  rights  issues.  Major  findings  include  ( I )  internal  advocacy  was 
most  effective  in  resolving  day-to-day  patients'  rights  and  needs  is- 
sues while  external  advocacy  was  most  effective  in  securing  larger 
systemic  changes;  (2)  some  degree  of  independence  from  mental 
health  service  providers  was  essential  for  all  advocacy  because  pa- 
tient loyalty  is  paramount;  and  (3)  a  majority  of  mentally  disabled 
persons  and  their  families  were  unaware  of  advocacy  services.  (Final 
report  1 1  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  examine  firsthand  (1)  the 
conditions  under  which  farmworkers  and  their  families  live  and 
work;  (2)  their  actual  experiences  in  obtaining  health,  education,  and 
social  services;  and  (3)  the  extent  to  which  HEW  programs  were 
serving  this  part  of  our  population.  Issues  covered  include  (1)  migrant 
and  seasonal  farmworkers  in  America  today-migrant  groupings,  the 
trend  of  Hispanic  farmworkers,  the  Mexican-American  migrant,  the 
black  migrant,  the  white  migrant,  the  Mexican  migrant,  the  Carib- 
bean migrant;  (2)  health  programs  for  farmworkers-strengths  of  the 
education  programs,  program  limitations  and  use  of  Migrant  Student 
Record  Transfer  System  (MSRTS);  and  (3)  social  services  for  this 
population-availability  and  utilization  of  programs,  effectiveness  of 
Head  Start  and  day-care  programs,  Social  Security  services,  and 
likelihood  of  improvements.  Major  findings  include  (1)  the  migrant 
farmworker  population  was  largely  Mexican;  (2)  conditions  under 
which  farmworkers  lived  and  worked  were  worsening;  (3)  HEW's 
special  migrant  programs  brought  a  better  way  of  life  to  many,  yet 
vast  numbers  remained  underserved  or  neglected;  and  (4)  the  Migrant 
Health  Center  program  was  the  only  HEW  program  serving  all  types 
of  farmworkers.  (Final  report  10  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  examine  to  what  degree 
centers  served  as  community  focal  points  for  developing  and  deliver- 
ing social,  health,  education,  nutrition,  and  recreation  services  for 
older  persons.  Issues  covered  include  (1)  the  centers'  role  and  mission 
perceptions-center  directors  and  staff  center  users,  state  and  local 
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officials,  and  area  agencies  on  aging;  (2)  service  and  delivery-client 
populations,  program  aims,  services  provided,  benefits  to  users,  and 
services  not  being  provided;  (3)  agency  interaction-respondent  opin- 
ions on  centers  as  focal  points,  views  about  AOAs  assuming  coor- 
dinative  role,  and  amount  of  formal  planning  and  training;  and  (4) 
implications  for  the  department-quality  and  quantity  of  available 
information,  funding  of  centers,  the  role  of  senior  centers  in  the 
community,  and  prioritizing  needs.  Findings  include  (I)  seven  of  24 
centers  studied  served  as  focal  points  of  both  advocacy  and  public 
information  in  community;  (2)  senior  centers  had  a  very  favorable 
public  image;  (3)  it  was  difficult  to  determine  what  effect  centers  had 
on  other  agencies;  and  (4)  local  public  officials  saw  senior  centers  as 
vigorous  and  effective  advocates  for  the  elderly.  (Final  report  88 
pages.) 

DESCRIPTORS:  Elderly,  Facilities,  Multiservice  Center,  Services  In- 
tegration, Adult  Education 

STUDY  TYPE:  Program  Impact;  Program  Strategy 

PIC  ID  NO:  2334  PROJECT  NO:  OIG  78-3 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  March  '78  through  September  '78 
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Delivery  Assessment 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Mangano,  Michael;  Rm  5660,  COHEN  BIdg; 

202-472-2539 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-National  Health 
Service  Corps 

ABSTRACT:  The  purpose  of  the  study  was  to  examine  firsthand  and 
from  a  community  perspective  (I)  the  actual  experiences  of  designat- 
ed health  manpower  shortage  areas  in  receiving  health  care  through 
the  NHSC;  (2)  impact  on  local  health  care  for  those  manpower  short- 
age areas  without  corps  assignees;  and  (3)  characteristics  and  condi- 
tions existing  in  areas  that  have  been  unable  to  recruit  or  have  had 
difficulty  in  retaining  corps  staff  Issues  covered  include  (I)  insuring 
health  coverage  in  all  designated  shortage  areas-mission  accomplish- 
ments, problems  in  areas  without  corps  staff,  and  corps  assignments 
to  major  areas  of  need;  (2)  dependence  on  federal  assistance-assign- 
ment of  NHSC  staff,  support  and  overdependency,  and  corps  staff  as 
the  only  federal  assistance;  and  (3)  mid-level  practitioner  (physician 
assistant  and  nurse  practitioner)-effectiveness  in  rural  areas,  mid- 
level  practitioner  services  in  office  visits,  and  effects  of  misplaced 
legislative  emphasis.  Major  findings  include  (1)  in  the  approximately 
950  designated  shortage  areas  where  corps  staff  were  placed,  the 
corps  met  its  mission;  (2)  the  program  fostered  community  responsi- 
bility and  initiative;  (3)  the  program  increased  community  awareness 
through  education  and  prevention;  (4)  the  program  updated  medical 
knowledge  and  techniques  of  the  private  providers  (country  doctors); 
and  (5)  the  program  helped  with  the  staffing  of  community  hospitals. 
(Final  report  10  pages.) 


DESCRIPTORS:  Physicians,  Hospitals,  Paraprofessionals,  Medical 
Practice,  Facilities,  Urban  or  Rural  Places  or  Problems 
STUDY  TYPE:  Program  Impact;  Program  Strategy 

PIC  ID  NO:  2337  PROJECT  NO:  OIG  80-13 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  February  '80  through  November  '80 
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PROJECT  TITLE:  Utilization  Review 

REPORT  TITLE:  National  Service  Delivery  Assessment  on 

Utilization  Review 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 
PROJECT  OFFICER:  Zimlich,  Norman 
PROGRAM(S)  EVALUATED: 

HCFA-Peer  Review  Organization  (PRO) 

ABSTRACT:  The  purpose  of  the  program  inspection  was  to  study  the 
utilization  review  (UR)  efforts  of  states  and  private  corporations  to 
determine  what  lessons  their  experiences  might  offer  for  Medicare 
and  Medicaid  UR.  The  inspection  found  that  (I)  many  state  and 
private  contacts  urged  that  HHS  focus  its  utilization  review  resources 
on  inappropriate  hospital  admissions  and  diagnoses  miscoding  to  con- 
trol abuse  in  the  new  Prospective  Payment  System  and  (2)  many  state 
Medicaid  agencies  and  many  major  corporations  turn  more  frequent- 
ly than  Medicare  to  pre-service  UR  and  believe  Medicare  should 
require  more  pre-service  UR.  The  review  led  HCFA  and  OMB  to 
focus  the  contracts  of  Peer  Review  Organizations  (PROs)  on  pre- 
service  screening,  which  could  save  hundreds  of  millions  of  dollars 
annually. 

DESCRIPTORS:  Quality  Assurance,  Regulation  and  Standard  Setting, 
Utilization  Review,  Medicare  Prospective  Payment  System 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2442  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '83  through  October  '83 


0670 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  National  Youth  Sports  Program 

REPORT  TITLE:  National  Youth  Sports  Program:  A  Service 

Delivery  Assessment 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 


PROJECT  DESCRIPTIONS 


249 


Accession  No.  0670  Office  of  the  Secretary 

OFFICE  OF  INSPECTOR  GENERAL 


PROJECT  OFFICER:  Mangano,  Michael;  Rm  5660,  COHEN  Bldg; 

202-472-2539 
PROGRAM(S)  EVALUATED: 

FSA-Community  Services-Discretionary  Activities; 
X-Non-HHS  Programs 

ABSTRACT:  The  purpose  of  the  study  was  to  conduct  a  short-term 
national  review  of  this  instructional  and  developmental  program  for 
economically  disadvantaged  youths  between  the  ages  of  10  and  18. 
Issues  include  (1)  scope  of  program-types  of  activities  and  benefits 
included;  (2)  National  Collegiate  Athletic  Association  (NCAA)  lea- 
dership of  program-advantages  of  administration  of  program  and 
other  potential  funding  sources;  (3)  problems  with  federal  funding 
mechanisms— processing  difficulties,  legislative  problems,  and  effects 
of  departmental  policy  changes;  and  (4)  value  of  program  to  partici- 
pants and  families-participant  and  family  perspectives.  Conclusions 
and  recommendations  include  (1)  NCAA  should  continue  as  sole 
source  grantee  of  National  Youth  Sports  Program  (NYSP);  (2) 
NCAA  should  more  actively  seek  out  private-sector  and  other  non- 
federal funding  support;  NCAA  should  more  actively  encourage 
non-NCAA  schools  to  participate  in  the  program;  and  (3)  NCAA 
should  initiate  an  ongoing  evaluation  of  the  impact  of  the  NYSP  on 
participants,  their  educational  and  career  attainment,  the  colleges, 
and  the  communities.  (Final  report  11  pages.) 

DESCRIPTORS:  Elementary  and  Secondary  Students,  Children  and 
Youth,  Child  Development,  Food  and  Nutrition,  Preventive  Health 
Care,  Athletics,  Private  Sector 
STUDY  TYPE:  Program  Impact;  Program  Strategy 

PIC  ID  NO:  2305  PROJECT  NO:  OIG  82-2 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Noi  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  "81  through  April  '82 
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Care 

REPORT  TITLE:  New  Limits  Are  Needed  to  Deal  with  Changing 
Conditions  in  Delivery  of  Medicare  Inpatient  Psychiatric 
Care 

PERFORMER:  Office  of  Audit,  Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  OIG  reviewed  the  Medicare  Part  A  lifetime  limitation  on 
psychiatric  hospital  care  and  its  effectiveness  in  controlling  the  utili- 
zation of  inpatient  psychiatric  services.  The  report  concludes  that  the 
provision  in  the  Social  Security  Act  for  the  190-day  lifetime  limit  on 
Medicare  coverage  of  services  in  psychiatric  hospitals,  which  was  in 
effect  at  the  time  of  the  study,  was  no  longer  effective  because  pat- 
terns of  inpatient  psychiatric  care  had  changed.  OIG  also  found  that 
the  limit  was  inequitable  to  groups  of  program  beneficiaries  and 
providers  of  care.  The  report  suggests  one  approach  to  eliminate  the 
program  inequities  and  achieve  substantial  program  savings  without 
placing  undue  hardship  on  beneficiaries.  (Final  report  15  pages  plus 
appendices.) 


DESCRIPTORS:  Medicare  Prospective  Payment  System,  Mental  Ill- 
ness, Hospitals 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3107  PROJECT  NO; 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  apphcable 

CONTRACT/GRANT  NO;  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed,  ; 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  August  '86  through  February  '88 
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PROJECT  TITLE:  Office  of  Inspector  General  Semiannual  Report  to 
the  Congress 

REPORT  TITLE;  Office  of  Inspector  General  Semiannual  Report  to 
the  Congress 

PERFORMER:  Office  of  Inspector  General,  Washington  D.C.  , 

20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

OS-Office  of  Inspector  General  (Entire  Program  Area); 
FSA-Assistance  Payments-AFDC; 
HCFA-Medicaid  (Entire  Program  Area); 
HCFA-Medicare  (Entire  Program  Area) 

ABSTRACT:  These  1 1  reports  summarize  OIG's  major  activites,  initia- 
tives, and  results  for  six-month  periods  beginning  with  October  1, 
1982-March  31,  1983  and  ending  with  October  1,  1987-March  31, 
1988.  Some  topics  covered  in  the  reports  are  (1)  HCFA  activities;  (2) 
SSA  activities;  (3)  grants  and  internal  systems;  (4)  unenacted  legisla- 
tive recommendations;  (5)  unenacted  program  recommendations;  and 
(6)  cost-savings  analysis.  (Final  reports  192,  1 19,  72,  87,  92,  98,  56,  61, 
57,  89,  and  83  pages,  respectively.) 

DESCRIPTORS;  Fraud  and  Abuse,  Auditing  and  Accounting,  Medi- 
caid, Medicare,  Social  Security 
STUDY  TYPE:  Other 

PIC  ID  NO:  2789  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available  •. 

STATUS:  Study  completed,  r.!.. 

Available  from  PIC,  '  ' 

Executive  summary  at  PIC  V 

START/END  DATES;  October  '82  through  September  '87 
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PROJECT  OFFICER:  Steeley.  Barry:  Rm  GIOC.  EHR  BIdg; 

301-966-3138 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-End  Stage  Renal  Disease; 
HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report,  the  third  in  a  series  on  organ  acquisition 
systems.  (1)  estimates  the  extent  and  nature  of  Medicare's  expendi- 
tures for  kidney  acquisition  and  (2)  explores  the  efficiency  and  econo- 
my of  the  kidney  acquisition  systems  in  the  United  States.  OIG  found 
that  (1)  during  FY  1985.  Medicare  spent  approximately  S240  million 
on  kidney  acquisition  and  transplantation;  S102  million  of  the  total 
was  for  acquisition;  (2)  renal  transplant  centers  (RTCs)  accounted  for 
approximately  one-half  of  all  kidney  acquisition  expenditures,  and 
independent  organ  procurement  agencies  (lOPAs)  accounted  for  ap- 
proximately two-fifths;  the  lOPAs  are  dommant  when  only  cadaver 
acquisitions  are  considered;  (3)  widespread  variation  exists  in  the 
amount  different  providers  charge  for  kidney  acquisition:  (4)  most 
kidney  acquisition  providers  are  not  operating  very  efficiently  or 
economically,  which  means  that  Medicare  funds  are  being  spent  un- 
necessarily; (5)  pretransplant  laboratory  costs,  which  account  for  at 
least  20%  of  Medicare's  kidney  acquisition  expenditures,  have  been 
increasing  rapidly;  (6)  for  FY  1985.  the  estimated  overall  kidney 
wastage  rate  was  13.8%;  and  (7)  kidney  wastage  adds  significantly  to 
acquisition  costs.  The  report  also  includes  some  recommendations  to 
the  Health  Care  Financing  Administration.  See  also  PIC  ID  Nos. 
2647  and  2647.1.  (Final  report  37  pages.) 

DESCRIPTORS:  Renal  Disease.  Transplants,  Medicare  Prospective 
Payment  System,  Medicare,  Cost-Effectiveness  Analysis  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2647.2  PROJECT  NO:  OAI  01-86-00108 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC,  ■ 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Social  Security  Administration  Payment 
Termination  Following  Disability  Cessation 

REPORT  TITLE:  Payment  Termination  Following  OHA  Decisions 

.A-ffirming  Disability  Cessation 
PERFORMER:  Office  of  Analysis  and  Inspections.  Washington 

D.C.  20201 

PROJECT  OFFICER:  Patterson,  E.  Scott;  Rm  4L1,  OPER  Bldg; 

FTS-625-9915 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance-Benefit  Payments 

ABSTRACT:  The  purpose  of  the  inspection  was  to  determine  the  ex- 
tent of  actual  and  potential  overpayments  resulting  from  SSA's  fail- 
ure to  take  timely  action  to  terminate  benefits  following  Office  of 
Hearings  and  Appeals  (OHA)  decisions  affirming  cessation  of  disabil- 
ity. The  inspection  clearly  showed  that  SS.A  frequently  failed  to 
effect  termination  of  payments  following  OHA  decisions.  The  proc- 
ess for  terminating  payments  was  subject  to  breakdown  at  various 
points,  and  the  breakdowns  were  likely  to  go  undetected  indefinitely. 
Overpayments  resulting  from  those  breakdowns  resulted  in  S27  mil- 


lion in  1982  and  1983.  Recommended  corrective  actions  were  to  use 
OHA  cessation  data  to  identify  and  terminate  all  cases  incorrectly  in 
pay  status,  and  to  continue  to  use  the  data  to  identify  incorrect  pay- 
ment cases.  Additionally,  it  was  recommended  that  SSA  establish 
effective  controls  over  the  process  for  terminating  payments  follow- 
ing cessation  decisions.  (Final  report  18  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Pensions, 

Handicapping  Conditions  and  Problems 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2443  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '82  through  August  '84 
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Facility  Inpatients 
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301-966-3138 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  Skilled  nursing  facilities  (SNFs)  cannot  accept  Medicare 
patients  in  need  of  physical  therapy  (PT)  unless  they  can  provide  the 
services  directly  or  make  arrangements  with  outside  providers  to 
render  the  needed  services.  OIG  examined  (1)  the  types  of  arrange- 
ments used  by  SNFs  to  provide  PT;  (2)  economies  and  efficiencies  of 
the  arrangements;  (3)  program  and  beneficiary  vulnerabilities  as- 
sociated with  the  arrangements;  and  (4)  appropriateness  of  program 
policies  and  procedures  pertaining  to  the  arrangements.  OIG  found 
that  20%  of  the  sample  SNFs  use  arrangements  that  are  not  economi- 
cal or  efficient,  are  vulnerable  to  program  abuse,  and  can  place  an 
unnecessary  financial  burden  on  the  beneficiary.  The  key  factor  con- 
tributing to  vulnerability  was  SNF  loss  of  control  over  billing,  result- 
ing from  the  billing  being  divided  between  the  SNF  and  the  outside 
PT  provider  or  the  billing  becoming  entirely  the  responsibility  of  the 
outside  provider.  Such  billing  arrangements  resulted  in  million  of 
dollars  of  excessive  Medicare  payments,  beneficiary  co-payments, 
and  administrative  costs;  duplicate  and  triplicate  billing;  and  inconsis- 
tencies in  Medicare  statutes,  regulations,  policies,  and  procedures. 
OIG  recommended  that  HCFA  propose  legislation  that  not  only 
prohibits  such  arangements  for  PT  costs  in  particpating  SNFs,  but 
also  for  all  Medicare-covered  medical  supplies,  equipment,  and  non- 
physician  services  rendered  to  entitled  inpatients  of  SNFs.  (Final 
report  24  pages.) 

DESCRIPTORS:  Nursing  Homes,  Medical  Practice.  Financial  Manage- 
ment, Medicare 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  purpose  of  the  study  was  to  determine  why  physi- 
cians do  or  do  not  take  Medicare  assignments  and  to  ascertain  how 
these  physician  decisions  affect  the  Medicare  beneficiary  population. 
Issues  covered  include  (1)  patterns  in  physician  acceptance  of  assign- 
ment-level of  the  assignment  rate,  factors  affecting  the  rate  of  assign- 
ment, and  distribution  of  assignments  among  physicians;  (2)  factors 
affecting  physician  assignment  decisions-economic,  administrative, 
and  ideological  factors  affecting  the  assignment  decision;  (3)  impact 
of  negative  assignment  decisions  on  Medicare  beneficiaries— effects 
on  pattern  and  quality  of  service,  beneficiary  attitudes,  and  burdens 
on  beneficiaries.  Findings  include  (1)  office-based  physicians  report 
accepting  assignments  in  only  one-third  of  their  Medicare  cases;  (2) 
physicians  overwhelmingly  feel  that  Medicare  reimbursement  rates 
are  low;  (3)  basic  consideration  underlying  physicians'  decisions  is 
economic;  (4)  most  Medicare  beneficiaries  do  not  fully  understand 
the  assignment  concept;  (5)  assignment  is  not  an  issue  for  most 
beneficiaries  in  selecting  a  physician;  (6)  more  than  half  of  the 
beneficiaries  sampled  report  having  supplemental  insurance  to  cover 
medical  care  expenses.  (Final  report  17  pages.) 
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ABSTRACT:  The  study  assessed  the  acceptance  of  nurse  practitioner 
(NP)  and  physician  assistant  services  (PAS)  by  physicians,  clients, 
and  potential  service  recipients  and  determined  if  expanded  reim- 
bursement, due  to  new  legislation,  had  increased  the  use  of  these 
services.  Issues  covered  include  (1)  issues  that  affect  all  rural  health 
clinics-effect  of  state  practice  laws,  supply  of  physician  extenders, 
the  problem  of  maldistribution,  malpractice  and  liability  concerns, 
and  the  critical  issue  of  clinic  survival;  and  (2)  issues  specifically 
related  to  P.L.  95-210  implementation-number  of  rural  clinics  certi- 
fied under  P.L.  95-210  and  impact  on  Medicare/Medicaid  clients. 
Major  findings  include  (1)  many  rural  health  clinics  were  not 
thoughtfully  located,  and  client  choice  of  health  practitioner  was  not 
predictable;  (2)  some  clinics  will  never  be  self-sufficient,  and  poorly 
coordinated  federal  policies  were  aggravating  the  problem;  (3)  where 
NPs/PAS  were  utilized,  there  were  few  problems  with  client  accept- 
ance of  NPs/PAS;  malpractice  concerns  did  appear  to  be  significant; 
(4)  a  surprising  number  of  rural  clinic  respondents  never  heard  of  P.  L. 
95-210;  and  (5)  many  surveyed  clinics  employing  NPs/PAS  did  not 
find  P.L.  95-210  necessary  to  collect  from  Medicare  and  Medicaid  for 
primary  services.  (Final  report  22  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  assess  the  placement  and 
care  of  the  mentally  retarded  with  a  focus  on  residential  placements 
and  supportive  services,  fiscal  and  programmatic  trends,  and  the  role 
of  government  and  private  sector.  Issues  covered  include  (1)  place- 
ment—deinstitutionalization  trends,  the  role  and  clientele  of  larger 
institutions,  and  the  use  of  community  residences;  (2)  services-effect 
on  community  living  and  institutionalization,  education  programs, 
vocational  and  job  placement  services,  staffing  issues,  and  ICF/MR 


252 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  INSPECTOR  GENERAL 


Accession  No.  0681 


care  decisions;  (3)  costs— institutional  care  costs,  escalation  of  costs. 
ICF/MR  care  considerations,  and  critical  community  funding 
sources;  and  (4)  public  and  private  sector  roles-state  funding  con- 
cerns, monitoring  mechanisms,  support  of  community  care,  local 
public  aid,  private  agency  support,  and  a  view  of  private  industry 
support.  Major  findings  include  (1)  warehousing  was  a  thing  of  the 
past;  (2)  availability  of  federal  dollars  in  ICF/MR  program  had 
caused  an  over-reliance  by  some  states  on  this  model;  (3)  there  had 
been  greater  client  progress  towards  independence  and  productivity: 
(4)  new  service  systems  were  created  at  the  community  level;  (5) 
there  was  a  serious  lack  of  services;  (6)  reductions  of  institutional 
populations  and  a  policy  of  limited  admissions  were  not  leading  to 
closing  of  institutions;  and  (7)  at  the  federal  level  there  was  no  clear, 
consistent,  and  comprehensive  policy  for  the  placement  of  this  group. 
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ABSTRACT:  OIG  tracks  the  financial  impact  of  the  prospective  pay- 
ment system  (PPS)  by  maintaining  a  statistically  valid  national  sample 
of  hospitals'  Medicare  cost  reports.  This  report  presents  OIG's  find- 
ings of  its  preliminary  analysis  of  the  PPS  profit  margins  of  246 
hospitals  represented  in  the  1986  national  sample.  The  analysis  indi- 
cates the  246  sample  hospitals  earned  an  average  PPS  profit  margin 
of  9.56%  in  1986,  compared  to  margin  rates  of  14.40%  in  1985  and 
14.19%  in  1984.  Of  these  246  hospitals,  65%  earned  PPS  profits  in 
1986,  in  contrast  with  80%  in  1985.  Conversely,  35%  of  participating 
hospitals  incurred  PPS  losses  in  1986.  compared  with  20%  in  1985. 
Also,  (1)  profit  rates  of  13.13%  for  teaching  hospitals  were  more  than 
double  the  average  rate  of  5.8%  for  nonteaching  hospitals;  (2)  profit 
rates  for  urban  hospitals  averaged  10.82%;  PPS  losses  for  rural  hospi- 
tals averaged  .69%;  and  (3)  profit  rates  of  proprietary  and  nonprofit 
hospitals  were  at  consistent  levels  of  approximately  10.02%  and 
9.50%,  respectively.  (Final  report  11  pages  plus  appendices.) 
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ABSTRACT:  This  memorandum  summarizes  OIG's  preliminary  anal- 
ysis of  hospital  profit  margins  in  the  third  year  of  Medicare's  prospec- 
tive payment  system  (PPS).  This  analysis  indicates  that  third  year 
profit  margins  had  decreased  for  all  hospitals,  and  that  rural  hospitals 
performed  poorly  financially  by  running  relatively  low  or  negative 
margins  in  1986.  This  finding  is  consistent  with  HCFA's  analysis, 
which  suggests  that  rural  hospital  margins  will  begin  improving  in 
the  fourth  year  due  to  the  effect  of  the  Omnibus  Budget  and  Recon- 
ciliation Act  (OBRA)  changes  and  the  transition  to  totally  national 
PPS  rates.  This  analysis  is  based  on  a  simulation  model  that  assumes 
that  costs  per  case  for  rural  hospitals  will  increase  after  FY  1986  at 
the  hospital  market  basket  rate.  Although  the  rural  circumstances 
will  tend  to  improve  with  these  remedial  actions,  indications  are  that 
during  both  FY  1985  and  FY  1986,  rural  hospitals'  cost  per  case 
increased  more  than  double  teport  9  pages  plus  attachements.) 
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ABSTRACT:  This  inspection  was  conducted  to  determine  to  what 
extent  diagnosis  related  group  (DRG)  82  was  vulnerable  to  incorrect 
or  manipulative  coding  under  the  prospective  payment  system.  The 
two  primary  causes  of  incorrect  DRG  assignment  and  erroneous 
payment  were  incorrect  designation  of  principal  diagnoses  by  physi- 
cians and  deletion  of  an  acceptable  V-code  (V58.1)  as  a  principal 
diagnosis,  with  substitution  of  the  cancer  code  as  a  result  of  apparent 
communication  difficulties  between  one  hospital  and  its  fiscal  inter- 
mediary (FI).  The  Office  of  Inspector  General  has  recommended  to 
the  Health  Care  Financing  Administration  (HCFA)  that  the  peer 
review  organizations  (PROs)  engage  in  educational  contacts  with 
physicians  and  coders,  that  the  FIs  be  reminded  that  certain  V-codes 
are  acceptable  as  principal  diagnoses,  that  the  PROs  be  encouraged 
to  perform  focused  review  of  vulnerable  neoplasm  DRGs,  and  that 
an  official  HCFA  mechanism  be  established  to  resolve  the  issues  that 
arise  from  DRG-validation  questions.  HCFA  has  agreed  with  these 
recommendations  and  has  implemented  them. 
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ABSTRACT:  This  inspection  was  undertaken  to  determine  whether 
certain  DRGs  are  vulnerable  to  incorrect  or  manipulative  coding. 
The  primary  causes  of  the  erroneous  DRG  assignments  and  overpay- 
ments to  the  hospitals  include  (1)  incorrect  identification  of  the  prin- 
cipal diagnoses  due  to  a  lack  of  understanding  by  the  attending 
physician  of  the  UHDDS  definition  of  principal  diagnoses;  (2)  lack 
of  specificity  by  physicians  in  stating  diagnoses;  (3)  improper  transla- 
tion of  the  narrative  description  of  diagnoses  into  codes  by  medical 
records  personnel;  (4)  incorrect  sequencing  of  principal  and  second- 
ary diagnoses  by  physicians,  coders,  or  both;  (5)  disregard  of  an 
established  ICD-9-CM  coding  convention,  which  requires  that  when 
both  an  acute  and  a  chronic  form  of  a  disease  exist  on  admission,  the 
acute  form  should  be  listed  first;  and  (6)  admission  of  beneficiaries 
who  do  not  require  inpatient  care.  The  OIG  has  recommended  that 
the  PROs  engage  in  educational  contacts  with  physicians  and  coders, 
that  the  PROs  be  mandated  to  hire  medical  record  professionals  for 
coding  review,  and  that  focused  review  of  DRG  88  (chronic  obstruc- 
tive pulmonary  disease)  take  place.  HCFA  has  agreed  to  these  recom- 
mendations. 
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ABSTRACT:  The  purpose  of  this  1984  inspection  was  to  review  the 
implementation  of  the  new  Medicare  hospice  benefit.  The  inspection 
projected  that  by  April  1985  only  20%  of  the  hospices  in  the  United 
States  (totalling  approximately  1,070  at  the  time  of  this  study)  would 
be  certified  under  the  new  Medicare  hospice  care  benefit,  and  total 
payment  for  hospice  care  from  Medicare's  trust  funds  would  be  less 
than  anticipated  in  the  first  two  fiscal  years.  Because  of  these  projects, 
the  Health  Care  Financing  Administration  (HCFA)  has  reduced  its 
projected  FY  1985  budget  by  $700,000.  The  inspection  recommended 
that  ( 1 )  the  new  hospice  benefit  should  be  considered  a  demonstration 
program  in  a  market  setting  and  (2)  HCFA  develop  and  improve 
standards  and  systems  for  evaluating  the  quality  of  hospice  programs. 
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ABSTRACT:  This  inspection  investigated  whether  physicians  with  a 
record  of  fraudulent  or  abusive  behavior  in  the  HHS  health  programs 
were  also  involved  in  suspect  activity  involving  the  Social  Security 
Administration  (SSA)  disability  program.  The  study  was  completed 
by  reviewing  (1)  all  active  SSA  disability  cases  from  the  problem 
physicians;  (2)  all  employment  records  of  the  SSA  and  state  disability 
determination  service  (DDS)  offices  in  the  region  assigned  to  this 
study;  and  (3)  DDS  records  to  determine  if  problem  physicians  were 
engaged  in  providing  consultative  examinations.  No  major  problems 
surfaced.  (Final  report  4  pages.) 
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ABSTRACT:  This  final  audit  report  summarizes  the  results  of  an  OIG 
study  of  Medicare  bad  debt  payments  to  hospitals  participating  in  the 
Medicare  program.  The  findings  show  that  (1)  discontinuing  pay- 
ment of  bad  debts  to  Medicare  prospective  payment  system  (PPS) 
hospitals  would  not  cause  them  serious  financial  hardship,  but  would 
make  them  a  little  less  profitable;  (2)  Medicare's  practice  at  the  time 
of  this  study  of  paying  beneficiaries"  bad  debts  was  inconsistent  with 
its  policy;  and  (3)  the  PPS  rates  include  a  set  amount  for  collection 
costs  above  and  beyond  the  bad  debt  itself  Therefore,  OIG  advocates 
the  elimination  of  Medicare  bad  debt  payments,  rather  than  federal 
attempts  to  collect  payment  from  beneficiaries.  A  priority  audit 
memorandum  (entitled  "Medicare  Could  Save  Millions  by  Eliminat- 
ing Reimbursement  of  Beneficiary  Bad  Debts")  is  also  available  from 
PIC.  (Final  report  10  pages  plus  appendices;  memorandum  5  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  describe  the  extent  of 
and  reasons  for  patients  remaining  in  hospitals  beyond  their  need  for 
acute  care.  Issues  covered  included  (1)  the  hospital  back-up  problem- 
-magnitude  of  problem,  accuracy  of  data,  and  implications  of  data 
from  study;  (2)  profile  of  the  backed-up  patients-the  poor,  the  old, 
and  their  ability  to  care  for  themselves;  (3)  the  causes  for  back-up- 
incentives  to  move  "heavy  care"  patients,  cost  to  government,  and 
candidates  for  alternative  care;  (4)  expectations—placement  difficul- 
ties; and  (5)  the  human  element— problems  of  transition  between 
Medicare  and  Medicaid,  information  regarding  coverage,  and  choice 
in  selecting  a  nursing  home.  Major  findings  include  (1)  a  substantial 
number  of  patients  were  kept  in  hospitals  because  nursing  home 
placements  could  not  be  arranged;  (2)  backed-up  patients  were  poor, 
old,  and  highly  dependent;  (3)  hospital  back-up  was  rooted  in  an 
inadequate  system  of  long-term  care  for  older  citizens  and  exacerbat- 
ed by  economic  conditions  and  government  actions  at  the  time  of  the 
study;  and  (4)  the  number  of  patients  backed-up  in  hospitals  was 
expected  to  increase.  (Final  report  15  pages.) 
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HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  Medicare  Part  A  (hospital  insurance)  is  primarily  fi- 
nanced by  payroll  taxes  on  employers  and  their  workers.  The  federal, 
state,  and  local  governments  and  nonprofit  organizations,  however, 
have  not  been  required  to  participate  in  the  program,  although  em- 
ployees of  exempt  organizations  can  qualify  for  Medicare  Part  A 
through  Social  Security,  railroad  retirement,  age,  disability,  spouse, 
or  end-stage  renal  disease  benefits.  Because  few  data  have  been  deve- 
loped on  the  participation  in  Medicare  by  retirees  from  exempt  gov- 
ernment agencies,  OIG  studied  117,000  of  an  estimated  two  million 
such  persons  who  were  retired  in  1986.  OIG  also  surveyed  medical 
benefit  plans  offered  to  retirees  by  32  exempt  agencies  with  approxi- 
mately 664,000  retirees.  The  study  disclosed  that  ( 1 )  85.3%  of  retirees 
sampled  who  were  age  65  and  older  had  enrolled  in  Medicare  Part 
A,  qualifying  mainly  through  Social  Security  earnings  in  other  em- 
ployment or  spousal  entitlement  (they  contributed  less  than  half  the 
Medicare  taxes  of  other  workers);  (2)  the  Medicare  Part  A  trust  fund 
spent  approximately  $7.8  billion  on  retirees  from  exempt  government 
agencies  in  1982-1986.  OIG  estimates  that  the  trust  fund  will  spend 
an  additional  $12.8  billion  on  medical  services  for  these  retirees  in 
1987  through  1991);  and  (3)  exempt  government  agencies  that  had  not 
paid  Medicare  taxes  shifted  the  medical  costs  of  their  retirees  onto  the 
trust  fund  by  making  Medicare  primary  payor.  This  shifting  is  unfair 
to  employers  who  pay  Medicare  payroll  taxes. 
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ABSTRACT:  Seven  audits  have  been  conducted  to  evaluate  adminis- 
trative costs  claimed  by  state  welfare  agencies  under  Public  Assist- 
ance Programs  of  the  Social  Security  Act.  In  some  states  the  audits 
discovered  problem  areas  in  both  costs  claimed  and  cost  allocation 
plans  and  procedures.  In  at  least  two  states,  the  audits  discovered 


inadequate  funding  allocations  for  staffing  and  equipment  purchases. 
Appropriate  recommendations  were  made  to  remedy  these  areas  in 
each  of  the  audits.  Audits  as  of  1975  on  this  subject  include  01-60255 
(18  pp.),  04-70254  (28  pp.),  08-70255  (20  pp.),  04-70250  (36  pp.), 
04-70251  (31  pp.),  05-70258  (38  pp.),  and  07-80254  (35  pp.). 
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ABSTRACT:  Four  audits  have  been  performed  of  administrative  costs 
allocated  to  HEW  for  the  USDA  Food  Stamp  Program.  The  audits 
reviewed  the  state  agencies'  cost  allocation  plans,  procedures,  ac- 
counting systems,  allocation  plans  for  public  assistance  (PA)  and 
non-PA  food  programs,  and  allocation  of  administrative  costs.  The 
state  agencies'  cost  allocation  procedures  and  instructions  to  county 
agencies  for  claiming  operating  costs  for  the  PA  and  food  programs 
were  considered  adequate  except  for  the  allocation  of  joint  welfare 
workers'  costs,  the  direct  charging  of  program  cost,  and  some  misal- 
location  of  administrative  costs.  Appropriate  recommendations  were 
made  for  each  audit,  including  financial  adjustments  where  required. 
Audits  on  this  subject  as  of  1977  include  05-80207  (35  pp.),  04-70252 
(13  pp.),  06-70254  (13  pp.),  and  06-70258  (15  pp.). 
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ABSTRACT:  This  review  was  conducted  to  determine  whether  free- 
standing sites  (i.e.,  those  sites  that  do  not  receive  grant  funding  under 
Section  329  and/or  330  of  the  Public  Health  Service  Act)  could 
increase  their  revenue  from  patients  and  be  better  able  to  repay  the 
Public  Health  Service  (PHS)  for  the  cost  of  National  Health  Service 
Corps  (NHSC)  personnel  assigned  to  those  sites.  OIG  found  that  sites 
have  historically  not  repaid  most  of  PHS's  costs  for  NHSC  assignees 
because  either  the  costs  were  not  billed  to  the  sites  or,  if  billed, 
repayment  was  subsequently  waived  because  of  sites'  inabilities  to 
make  payments.  PHS  records  indicate  that  collection  was  waived  on 
91%  ($21  million)  of  1984  and  87%  ($25  million)  of  1983  costs  for 
NHSC  assignees.  OIG's  review  in  Region  I  resulted  in  recommenda- 
tions to  (1)  increase  the  number  of  patient  encounters  to  meet  PHS 
productivity  levels;  (2)  ensure  that  sites  establish  fees  that  more  ade- 
quately cover  operating  costs;  and  (3)  eliminate  inappropriate  fee 
discounts.  (Final  report  7  pages  plus  appendix.) 
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ABSTRACT:  The  Health  Care  Financing  Administration's  (HCFA's) 
postpayment  edits  on  all  Part  B  payment  records  processed  by  Medi- 
care carriers  include  rejection  of  fee-for-service  billings  for  Medicare 
beneficiaries  enrolled  in  risk-based  health  maintenance  organizations 
(HMOs).  These  fee-for-service  billings  are  considered  duplicate  pay- 
ments, because  all  Part  B  services  for  Medicare  HMO  enrollees  are 
included  in  the  HMO's  capitation  payment.  Payment  records  that  are 
rejected,  because  of  the  postpayment  edits  are  returned  to  the  carriers 
for  recovery  only  when  the  total  of  monthly  rejected  records  exceeds 
.6%  of  total  claims  processed.  OIG's  review  of  carriers'  monthly 
error  rates  for  January  and  February  1986  showed  that  only  six 
carriers  exceeded  the  .6%  tolerance  level,  but  approximately  $350,- 
000  in  duplicate  fee-for-service  payments  were  made  by  those  carriers 
that  did  not  exceed  the  tolerance  level.  To  save  as  much  as  $3  million 
annually  in  duplicate  fee-for-service  payments,  OIG  recommended 
that  HCFA  eliminate  the  tolerance  level  and  instruct  carriers  to 
recover  overpayments  for  all  fee-for-service  payments  for  Medicare 
risk-based  HMO  enrollees.  HCFA  has  implemented  these  recommen- 
dations. (Final  report  5  pages  plus  appendix.) 
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ABSTRACT:  OIG  reviewed  48  contracts  awarded  to  peer  review  or- 
ganizations (PROs)  by  the  Health  Care  Financing  Administration 
(HCFA)  in  1984  to  evaluate  (1)  the  necessity  and  appropriateness  of 
Medicare  admissions  to  acute  care  hospitals;  and  (2)  the  quality  of 
care  provided  and  whether  it  met  professionally  recognized  stand- 
ards. OIG  conducted  the  audits  after  a  review  of  HCFA  records 
incicated  that  many  PROs  were  accumulating  excessive  cash  bal- 
ances (profits)  under  their  fixed-price  contracts.  These  contracts, 
valued  at  $302  million,  covered  a  24-month  period  and  were  renewa- 
ble on  a  non-competitive  basis  for  those  PROs  displaying  a  high 
technical  level  of  performance  during  their  first  two-year  contract. 
The  audits  showed  that  37  PROs  would  realize  profits  aggregating 
$22.1  million  for  the  period  of  their  contracts  (six  anticipated  profit 
levels  of  20%  or  more).  Ten  PROs  were  expected  to  incur  losses 
totaling  $1.2  million.  (Final  report  15  pages  plus  attachments.) 
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ABSTRACT:  The  Repatriation  program,  authorized  under  Title  XI, 
Section  1113,  of  the  Social  Security  Act,  provides  100%  reimburse- 
ment to  state  and  local  agencies  that  provide  temporary  loan  assist- 
ance to  U.S.  citizens  and  their  dependents,  if  they  return  from  a 
foreign  country  to  the  U.S.  because  of  destitution  or  international 
crisis.  Federal  regulations  provide  that  individuals  who  receive  tem- 
porary assistance  be  required  to  repay  the  federal  government  in 
accordance  with  their  ability  to  pay.  OIG  examined  whether  the 
program  was  operated  efficiently,  effectively,  and  in  accordance  with 
program  criteria.  Specifically,  OIG  determined  if  loans  made  to  in- 
dividuals were  repaid  in  accordance  with  the  statute  and  if  internal 
controls  were  adequate  to  provide  assurances  as  to  the  accountability 
over  federal  program  funds  loaned  and  the  reliability  of  federal  re- 
cords. Two  major  findings  are  that  (I)  the  Office  of  Family  Assist- 
ance (OFA),  which  is  responsible  for  program  administration,  had 
taken  virtually  no  action  to  recoup  loans  made  to  individuals  under 
the  program,  and  many  of  these  loans  had  been  waived  without 
diligent  collection  action;  and  (2)  states  are  untimely  in  billing  OFA 
for  financial  assistance  provided  expatriates  and  OFA  is  inexpedient 
in  approving  state  claims  for  reimbursement.  (Final  report  1 1  pages.) 
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ABSTRACT:  This  study  determined  (1)  whether  Medicare  carriers  had 
established  reimbursement  policies  for  surgeries  involving  multiple 
procedures  in  accordance  with  Section  4149  of  the  Medicare  Carriers 
Manual;  and  (2)  whether  the  established  reimbursement  policies  were 
consistent  throughout  the  country  and,  if  not,  how  Medicare  reim- 
bursements were  affected.  The  Office  of  Inspector  General  (OIG) 
queried  all  38  Medicare  carriers  to  determine  their  reimbursement 
policies.  OIG  found  that  three  carriers  (Blue  Cross  and  Blue  Shield 
of  Maryland;  Blue  Cross  and  Blue  Shield  of  Colorado;  and  Nation- 
wide Mutual  Insurance  Company,  the  carrier  for  Ohio  and  West 
Virginia)  followed  policies  that  allowed  a  higher  Medicare  reim- 
bursement than  the  other  35  carriers.  OIG  estimates  that  Medicare 
could  reduce  costs  incurred  for  multiple  surgical  procedures  by  ap- 
proximately $5.2  million  annually  if  the  three  carriers  revise  their 
reimbursement  policies  to  emulate  the  policies  of  their  35  carrier 
counterparts.  (Final  report  8  pages  plus  appendices.) 
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PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Supplementary  Medical  Insurance 

ABSTRACT:  Civil  service  annuitants  enrolled  in  the  Medicare  Part  B 
Supplemental  Medical  Insurance  (SMI)  program  have  the  premium 
payments  for  this  coverage  withheld  from  their  retirement  checks  by 
the  Office  of  Personnel  Management  (OPM).  This  procedure  requires 
coordination  among  the  Health  Care  Financing  Administration 
(HCFA),  the  Social  Security  Administration  (SSA),  and  OPM.  This 
OIG  review  confirmed  an  earlier  HCFA  study  that  showed  that 
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HCFA  had  no  assurance  that  OPM  was  withholding  proper  premium 
amounts  from  retirement  checks  and  remitting  the  premiums  to  the 
SMI  trust  fund  maintained  by  HCFA.  OIG's  review  showed  that  as 
much  as  $2.4  milHon  a  year  in  premiums  may  have  been  lost  to  the 
trust  fund,  because  OPM  had  not  withheld  the  premiums  of  annui- 
tants enrolled  in  Medicare  Part  B.  An  additional  $557,000  in  premi- 
ums was  lost  to  the  SMI  trust  from  1983  to  1985,  because  a  surcharge 
was  not  applied  to  monthly  premiums  of  civil  service  annuitants/ 
enrollees  who  allowed  their  Initial  Eligibility  Period  (lEP)  to  expire 
before  enrolling  in  Medicare  Part  B.  (Final  report  8  pages  plus  appen- 
dices.) 
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PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-PHS  Program  Direction  and  Management 

ABSTRACT:  This  report  presents  the  results  of  the  review  of  physi- 
cians special  pay  and  certain  outside  activities.  In  FY  1984,  the  de- 
partment paid  about  $26.1  million  to  about  2,900  doctors  and  dentists 
employed  as  officers  in  the  PHS  commissioned  corps  or  as  civilian 
staff  Special  pay  in  addition  to  other  pay  and  benefits  is  intended  to 
enhance  the  recruitment  and  retention  of  highly  qualified  physicians. 
The  review  disclosed  that  over  the  next  five  years  the  department 
could  save  $50.5  million  if  legislation  were  enacted  to  authorize  spe- 
cial pay  only  in  situations  where  it  is  needed  as  a  recruitment  or 
retention  incentive.  The  department  should  tighten  certain  adminis- 
trative practices  such  as  (1)  collection  of  unearned  special  pay  when 
corps  or  civilian  physicians  do  not  complete  their  contract  periods 
and  (2)  better  control  of  the  outside  professional  activities  of  corps 
and  civilian  physicians. 
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and  Management 

ABSTRACT:  This  audit  evaluated  the  accuracy  of  contribution  depos- 
its and  amounts  withheld  from  employee  wages  for  1974  and  1975  by 
New  Hampshire's  Department  of  Health  and  Welfare.  A  review  was 
made  of  local  entities  to  determine  if  records  were  being  properly 
maintained  and  if  employee  and  employer  contributions  to  the  insur- 
ance system  were  computed  accurately.  Consideration  was  also  given 
to  the  correction  of  reporting  errors  and  to  underpayment  adjust- 
ments. It  was  determined  from  the  audit  that  employee  and  employer 
contributions  totaling  $67.3  million  were  generally  computed  cor- 
rectly and  deposited  with  the  Federal  Reserve  Bank  in  a  timely 
manner.  The  department  had  not,  however,  taken  sufficient  action  to 
correct  errors  reported  to  them.  The  errors  involved  $10.8  million  for 
the  period  between  1956  and  1976.  It  was  estimated  that  the  depart- 
ment avoided  about  $1,600  in  interest  charges  for  1975  by  changing 
dates  on  underpayment  adjustment  reports.  (Final  report  15  pages.) 
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ABSTRACT:  This  review  of  the  Health  Education  Assistance  Loan 
(HEAL)  program  revealed  that  (1)  claims  for  payment  on  defaulted 
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loans  are  continuing  to  double  each  year,  possibly  necessitating  an 
appropriation  of  S20.5  million  of  FY  1988  to  pay  claims  after  the 
Student  Loan  Insurance  Fund  (SLIF)  is  exhausted;  and  (2)  program 
managers  need  to  obtain  more  timely  and  complete  information  on 
program  operations  and  to  upgrade  their  capability  to  analyze  and  use 
program  information.  Recommendations  on  how  to  reduce  the  in- 
creasing rate  of  claims  include  (1)  strengthening  collection  activities 
by  lenders;  (2)  limiting  loans  to  educationally  necessary  amounts;  and 
(3)  linking  insurance  premiums  charged  to  the  claims  rate  for  "higher 
risk"  disciplines:  dentistry,  chiropractic,  and  podiatry.  Public  Health 
Service  (PHS)  management's  responses  to  these  ilndings  and  recom- 
mendations are  appended  to  the  report.  (Final  report  17  pages  plus 
appendices.) 
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STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2807  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  February  '86  through  November  '86 


0699 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 
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Education  Assistance  Loan  (HEAL)  Program 
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PERFORMER:  Office  of  Audit,  Washington  D.C.  20201 

PROJECT  OFFICER 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Disadvantaged  Assistance 

ABSTRACT:  The  Health  Education  Assistance  Loan  (HEAL)  pro- 
gram insures  loans  provided  by  nonfederal  lenders  for  students  in 
health  professions  schools.  At  the  end  of  February  1984  an  estimated 
$500  million  in  loans  and  accrued  interest  were  guaranteed  by 
HEAL;  high  interest  rates  and  the  long  repayment  periods  coupled 
with  the  annual  demand  for  new  loans  could  cause  HEAL's  liability 
to  grow  to  $3  billion  by  the  early  1990s.  In  FY  1985  HEAL's  Student 
Loan  Insurance  Fund  nearly  ran  out  of  cash.  Three  areas  of  program 
operations  helped  bring  HEAL  to  the  brink  of  insolvency:  (1)  the 
insurance  premium  set  by  program  administrators  underwrote  an 
estimated  default  rate  of  less  than  2%,  but  the  default  rate  on  January 
31,  1984,  was  approximately  8%  and  could  increase  to  as  high  as  15%; 
(2)  student  assistance  budgets  that  included  nonessential,  noneduca- 
tional  expenses,  lack  of  requirements  for  proof  of  financial  need,  and 
loose  regulations  allowed  students  to  borrow  more  than  they  needed 
for  legitimate  educational  and  living  expenses,  which  contributed  to 
default  by  placing  borrowers  in  an  unmanageable  financial  situation; 
and  (3)  HEAL  collection  requirements  were  not  rigorous  enough  to 
match  the  magnitude  of  the  HEAL  debt,  and  program  regulations  did 
not  provide  for  repayment  schedules  flexible  enough  to  avoid  un- 
necessary default.  (Final  report  32  pages  plus  appendices.) 
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Quality  Assurance 

ABSTRACT:  The  Office  of  Inspector  General  (OIG)  reviewed  the 
Food  and  Drug  Administration's  (FDA's)  handling  of  the  1984  recall 
of  the  Model  6972  lead,  manufactured  by  Medtronic,  Inc.,  the  world's 
largest  manufacturer  of  implantable  pacemakers.  The  purpose  of  the 
review  was  to  determine  if  the  FDA  acted  quickly  and  effectively  in 
protecting  the  public  from  health  hazards  posed  by  the  lead,  which 
is  the  wire  that  transmits  electrical  impulses  from  the  pacemaker  to 
the  heart.  Problems  arose  because  (1)  physicians  and  hospitals  were 
provided  incomplete  information  about  the  leads  and  their  potential 
danger;  (2)  there  was  delay  in  disseminating  that  information;  and  (3) 
there  was  delay  in  recalling  all  of  the  leads  that  needed  to  be  recalled. 
As  a  result  of  this  study,  the  OIG  recommended  that  FDA  form  a  task 
force  to  clarify  and  strengthen  its  procedures  on  product  recalls. 
(Final  report  14  pages  plus  appendices.) 
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REPORT  TITLE:  Review  of  the  Implementation  of  the  Alternative 

to  Nursing  Hom.e  Decertification  Provisions  of  the  Omnibus 
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PERFORMER:  Office  of  Audit,  Washmgton  B.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 
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HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  OIG  reviewed  the  provisions  of  the  Omnibus  Reconcilia- 
tion Act  of  1980.  which  gi\  e  the  Secretary  of  HHS  the  authority  to 
deny  a  substandard  nursing  home  reimbursement  for  new  admissions, 
rather  than  terminate  the  facility's  participation  in  Medicare  or  Medi- 
caid. The  intent  of  the  provisions  is  to  ensure  that  sanctions  are  being 
aggressively  and  uniformly  imposed  by  state  agencies  and  to  reduce 
the  number  of  substandard  nursing  homes  participating  in  the  Medi- 
care and  Medicaid  programs;  the  intent  of  the  audit  was  to  determine 
what  the  Health  Care  Financing  Administration  (HCFA),  the  moni- 
toring agency,  needed  to  do  to  ensure  effective  implementation  of  the 
1980  provisions.  OIG  recommended  that  HCFA  finalize  the  regula- 
tions; provide  instructions  specifying  conditions  and  timeframes  un- 
der which  sanctions  are  to  be  imposed;  and  aggressively  enforce  the 
provisions.  (Final  report  9  pages  plus  appendices.) 
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ABSTRACT:  The  purpose  of  this  inspection  was  to  determine  if  SSA's 
failure  to  review  a  substantial  portion  of  its  quality  assurance  sample 
might  significantly  affect  its  findings.  SSA  conducts  a  periodic  rede- 
termination for  every  SSI  recipient  to  ensure  that  the  amount  and 
continuation  of  payment  is  proper.  Under  the  Redetermination  Re- 
view System  (RRS).  a  sample  of  these  cases  is  reviewed  to  determine 
the  accuracy  of  this  process  and  to  develop  appropriate  corrective 
actions.  The  RRS  process  was  examined  to  determine  if  the  exclusion 
of  certain  cases  from  the  sample  was  indicative  of  fraud  or  abuse. 
While  no  such  cases  were  found,  the  inspection  did  reveal  that  cases 
were  being  excluded  without  proper  justification.  Several  recom- 
mendations were  made  to  resolve  this  problem:  increase  the  emphasis 
on  the  necessity  to  locate  each  RRS  folder,  monitor  the  validity  of 
the  reasons  given  for  case  exclusions,  and  eliminate  reconstructing 
unreviewed  RRS  cases.  (Final  report  10  pages.) 
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ABSTRACT:  The  purpose  was  to  study  selected  aspects  of  the  Aid  to 
Families  with  Dependent  Children  (AFDC)  program.  The  primary 
focus  was  on  quality  control,  negative  case  actions,  and  their  effect 
on  clients.  Issues  covered  include  (1)  effects  of  the  quality  control 
emphasis  on  the  quality  of  AFDC  services-priority  of  service  qual- 
ity, quality  control  improvements  and  service  quality,  client  satisfac- 
tion, and  additional  client  service  perception;  (2)  quality  control 
impact  on  state  and  local  decision-making  policy  incentives— effect  on 
eligibility  and  payment  decisions,  borderline  cases,  client  responsibili- 
ty, local  office  incentives,  quality  control  priorities,  and  work-perfor- 
mance reviews  and  evaluations;  and  (3)  adequacy  of  client  safeguards 
against  negative  case  action  errors— client  understanding,  the  fair 
hearing  procedure,  effectiveness  of  quality  control  reviews,  and 
supervision  of  review.  Major  findings  include  (1)  service  satisfaction 
levels  by  clients  were  moderately  high;  (2)  the  overall  impact  on 
client  service  of  the  QC  error  reduction  emphasis  was  more  positive 
than  negative;  (3)  views  of  clients  and  workers  differed  substantially 
regarding  the  extent  of  referral  of  denied  or  terminated  clients;  and 
(4)  state  AFDC  personnel  commonly  believed  that  HEW's  predomi- 
nant concern  was  with  accuracy  in  eligibility  and  payment  decisions. 
(Final  report  31  pages.) 
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ABSTRACT:  This  study  examined  the  role  boarding  homes  play  as 
residential  facilities  for  deinstitutionalized  persons  as  well  as  other 
persons.  Issues  covered  include  (1)  residents  and  families;  (2)  homes, 
operators,  and  the  community;  and  (3)  placement,  services,  and  regu- 
lations. Major  findings  include  (1)  boarding  homes  were  home  to 
600,000  citizens;  (2)  residents  included  the  young,  old,  happy,  and 
confused;  (3)  boarding  homes  were  not  the  genesis  of  the  problem; 
they  were  only  the  repositories  of  those  persons  society  chose  to 
ignore;  (4)  fires  and  abuse  cases  made  headlines  but  they  obscured  the 
caring  of  most  operators;  and  (5)  regulations  largely  excluded  person- 
al care  and  special  needs.  (Final  report  50  pages.) 
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ABSTRACT:  The  purposes  of  the  study  were  to  determine  whether 
day-care  providers  who  receive  HHS  funds  identify  and  use  existing 
health  care  and  social  services  to  meet  needs  of  children  in  their  care 
and  to  examine  the  interactions  among  the  various  providers,  con- 
sumers, and  managers  to  determine  what  factors  contribute  to  or 


impede  linkages  between  health  and  social  service  providers  and 
day-care  providers.  Issues  include  (1)  health  care-immunization, 
screenings,  nutrition,  health  education  services,  and  information  and 
referral;  (2)  social  services-information  and  referral,  assisting  families 
to  obtain  these  services,  counseling  in  the  areas  of  emotional,  finan- 
cial, and  housing  difficulties;  (3)  day-care  providers'  role-ability, 
qualifications,  and  attitudes  about  being  involved  in  the  health  care 
and  social  services  of  the  children  they  care  for,  and  patient  attitudes 
about  the  providers;  (4)  linkages  to  existing  services-availability, 
payment  methods,  knowledge  about  locating  services,  outreach  ef- 
forts by  providers,  and  support  for  linkages  by  federal,  state,  and 
community  providers.  Findings  include  ( 1 )  many  services  were  avail- 
able for  day-care-aged  children;  (2)  children  in  HHS  day  care  had 
their  minimum  health  care  and  social  service  needs  met;  and  (3) 
day-care  providers  should  be  involved  in  meeting  the  health  care  and 
social  service  needs  of  day-care  children.  (Final  report  27  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  learn  how  the  problem 
of  drug  abuse  affects  individuals,  families,  neighborhoods,  communi- 
ties, and  states;  and  what  effects  national  policy  and  efforts  of  govern- 
ment, voluntarism,  and  private  sector  have  on  the  problem.  Issues 
included  (1)  who  abuses,  what  they  abuse,  and  reasons  for  use  and 
abuse;  (2)  what  has  been  accomplished  and  what  are  the  federal 
efforts;  (3)  what  is  available  and  different  treatment  modalities;  (4) 
type  and  effects  of  prevention  efforts  and  strategy;  (5)  employee 
assistance  programs,  pharmaceutical  industry  and  medical  associa- 
tion efforts,  and  insurance  coverage  for  drug  abuse;  and  (6)  parents' 
movement.  National  Institute  on  Drug  Abuse  (NIDA)  activities,  and 
self-help  programs.  Conclusions  addressed  the  need  for  HHS  to  take 
a  leadership  role  in  initiating  a  nationwide  drug  abuse  prevention 
campaign  and  continue  to  serve  as  the  ongoing  national  focal  point 
for  information  and  prevention.  (Final  report  22  pages.) 

DESCRIPTORS:  Drug  Abuse,  Citizen  Participation,  Needs  and  Needs 
Assessment,  Preventive  Health  Care,  Voluntary  Action 
STUDY  TYPE:  Program  Impact;  Program  Strategy 


262 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary 

OFFICE  OF  INSPECTOR  GENERAL 


Accession  No.  0709 


PIC  ID  NO:  2290  PROJECT  NO:  OIG  82-3 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available       .  .  ^  . 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '82  through  August  '82 


0707 

AGENCY  SPONSOR:  Office  of  the  Secretary 

Office  of  Inspector  General 

PROJECT  TITLE:  Medicare  Clients'  Relationships  with  Fiscal 
Intermediaries 

REPORT  TITLE:  Service  Delivery  Assessment  of  Medicare  Clients' 

Relationships  with  Fiscal  Intermediaries 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Mangano,  Michael;  Rm  5660,  COHEN  BIdg; 

202-472-2539 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Contractors/Fiscal  Intermediaries 

ABSTRACT:  This  study  examined  Medicare  (MCR)  beneficiaries'  rela- 
tionships with  fiscal  intermediaries.  The  primary  focus  was  on  Part 
B  coverage  for  physicians  and  equipment.  Issues  covered  include  (1) 
beneficiary  attitudes  about  Medicare-consistency  of  responses,  client 
understanding  of  the  role  of  the  carrier,  association  of  local  SSA 
offices  with  Medicare,  use  of  senior  center  sites,  and  attitudes  about 
supplemental  insurance;  (2)  beneficiary  experience  with  carriers— lev- 
el of  trust,  clients'  understanding  of  disposition  of  claims,  denials  and 
rights  for  review  and  appeal,  and  different  types  of  inquiries;  (3) 
carrier  experience  with  beneficiaries— confirmation  of  beneficiary 
opinions,  physical  accessibility,  the  role  of  carrier  in  granting  review, 
and  the  appeal  process;  and  (4)  HCFA  relationship  with  carriers— 
MCR  standards  in  claims  processing,  role  of  on-site  HCFA  represen- 
tative, and  saving  money  vs.  good  service.  Major  findings  include  (1) 
the  vast  majority  of  MCR  beneficiaries  did  not  know  who  their 
carrier  was  and  did  not  understand  its  role  in  Medicare;  (2)  for  MCR 
beneficiaries  whose  doctors  took  assignments,  there  were  no  com- 
plaints about  reimbursement;  for  those  whose  doctors  did  not,  there 
were  numerous  complaints;  (3)  beneficiaries  did  not  understand  the 
Explanation  of  Medicare  Benefits  form;  and  (4)  at  the  time  of  the 
study,  SSA  provided  personal  services  to  MCR  beneficiaries  in  their 
district  offices.  (Final  report  14  pages.) 
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ABSTRACT:  The  purposes  of  this  study  were  to  review  a  cross  section 
of  postsecondary  schools  (public,  proprietary,  and  private  nonprofit) 
and  the  nature  and  pervasiveness  of  student  problems  and  to  assess 
student  understanding  of  federal  financial  aid,  particularly  loans.  Is- 
sues covered  include  (1)  consumer  education-extent  and  type  of 
information  provided  students  before  enrollment,  quality  of  informa- 
tion, and  OE  consumer  protection  responsibility;  (2)  student  enroll- 
ment decisions— key  factors  affecting  enrollment  choices,  types  of 
advice  and  counsel,  student  enrollment  goals,  and  information  qual- 
ity; (3)  federal  student  financial  assistance-student  understanding, 
pre-loan  counseling,  loan  administration,  and  loan  defaults;  and  (4) 
placement  and  employment-nature  and  helpfulness  of  employment 
services,  training  and  employment,  measuring  placement  results,  and 
employee  feedback.  Findings  include  (I)  about  two-thirds  of  the  stu- 
dents obtained  all  consumer  information  solely  from  the  school  itself; 
(2)  many  students  did  not  consider  themselves  adequately  informed 
about  consumer  information  items  prior  to  enrollment;  (3)  informa- 
tion disclosure  practices  of  vocational  schools  needed  substantial 
improvement;  (4)  many  students  received  a  false  impression  about 
employment  opportunities;  and  (5)  overall,  students  had  a  poor  un- 
derstanding of  federal  financial  assistance.  (Final  report  41  pages.) 
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PROGRAM(S)  EVALUATED: 

FSA-Refugee  Assistance-Services 

ABSTRACT:  The  purpose  of  the  study  was  to  assess  refugee  services 
and  client  progress  toward  self-sufficiency.  Issues  covered  include  (1) 
the  challenge-balancing  fiow  of  refugees  against  the  available  re- 
sources, the  role  of  voluntary  agencies,  and  impact  on  state  and  local 
governments  and  schools;  (2)  self-sufficiency— refugees  on  welfare, 
expectations  for  self-sufficiency,  and  absence  of  investment  strategy; 
(3)  adult  English  training-mastery  of  English  and  self-sufficiency, 
English  as  a  second  language,  teaching  method,  and  use  of  bilingual 
teachers  and  aides;  (4)  employment-categorization  of  refugees,  lan- 
guage implications,  orientation  to  American  work  practices,  and  cli- 
ent job  concerns;  (5)  children  in  the  schools-factors  influencing 
performance,  parental  and  cultural  values,  and  major  concerns,  prob- 
lems, and  priorities;  and  (6)  other  problems-housing  and  transporta- 
tion, health,  and  mental  health.  Major  findings  include  (1) 
resettlement  efforts  increased  and  worked,  but  results  deteriorated 
between  the  HEW  1979  assessment  and  the  time  of  the  study;  (2) 
community  tensions  were  a  major  concern  to  local  officials;  (3)  feder- 
al expectations  for  refugee  self-sufficiency  were  unclear;  (4)  federally 
funded  services  had  few  frills;  (5)  welfare  incidence  among  refugees 
varied  by  site;  (6)  lack  of  English  was  a  major  barrier  to  refugee 
self-sufficiency;  and  (7)  in  major  resettlement  cities,  housing  was  a 
problem  of  crisis  proportion.  (Final  report  15  pages.) 
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ABSTRACT:  This  study  assessed  how  well  Social  Security  Adminis- 
tration (SSA)  disability  programs  were  functioning  at  the  client  or 
service  delivery  level.  Issues  covered  include  (1)  client  experiences- 
client  understanding  of  program,  reasons  for  application  and  appeal, 
service  quality,  work  incentives  and  disincentives,  and  communica- 
tion, architectural,  and  transportation  barriers;  (2)  organizational  re- 
lationships—district offices  and  state  disability  determination  services 
(DDS),  DDS  and  regional  offices,  DDS  and  Baltimore,  and  DDS/ 
SSA  and  vocational  rehabilitation  (VR)  agencies;  (3)  incentives  and 
accountability  factors-district  offices,  state  disability  determination 
services,  and  the  administrative  law  judge;  and  (4)  administrative 
tightening  of  program  requirements-allowance  rates,  CDI  cessation 


rates,  and  slight  impairment  denials.  Major  findings  include  (1)  in 
general,  claimants  did  not  understand  the  severity  of  program  eligibil- 
ity requirements,  benefits,  or  the  decision  system;  (2)  district  office 
claim  representatives  were  providing  high  quality  services;  (3)  the 
program  structure  contained  a  number  of  strong  work  disincentives; 
and  (4)  SSA  central  office  and  regional  offices  lacked  sufficient  con- 
trols over  the  quality  and  quantity  of  DDS  work  and  training  of 
employees.  (Final  report  27  pages.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  provide  the  Secretary 
and  other  senior  department  officials  with  information  about  the 
status  and  impact  of  the  Developmental  Disabilities  program.  Issues 
covered  include  (1)  slate  operations-expansion  of  focus,  measuring 
the  effectiveness  of  DD  councils,  relationship  between  the  council 
and  state  agency,  and  reaction  of  states  to  1978  legislation;  (2)  service 
activities-states'  use  of  DD  funds  as  "seed  money,"  range  of  local 
DD  grantees,  deinstitutionalization,  shift  to  functional  definition  of 
DD,  and  access  to  services;  (3)  protection  and  advocacy  system- 
focus  and  effectiveness  of  protection  and  advocacy  agencies;  and  (4) 
intermediate  care  facilities  for  the  mentally  retarded  (ICF/MR)— 
status  of  ICF/MR  program,  variety  of  services,  the  quality  of  care, 
and  emerging  policy  concerns.  Conclusions  and  major  findings  are 
(1)  DD  program  and  council  activities  stimulated  state  agencies  to 
recognize  and  address  the  needs  of  the  developmentally  disabled;  (2) 
most  states  used  service  activity  funds  as  "seed  money";  and  (3) 
protection  and  advocacy  agencies  were  found  to  be  effective  in  pro- 
tecting the  rights  of  the  developmentally  disabled.  The  ICF/MR 
program  grew  rapidly.  (Final  report  20  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  determine  the  role  of 
Title  XX  in  state  and  local  social  service  systems  and  to  sample  the 
experience  of  eligible  clients.  Issues  covered  include  (1)  resource 
allocation— states'  view  of  program,  influence  of  governors,  legisla- 
tors, and  interest  groups,  and  adequacy  of  funds;  (2)  local  service 
delivery  systems— service  variances  among  sites,  direct  and  purchased 
services,  and  gaps  in  services;  (3)  purchase  of  services-trends  in 
purchase  of  services,  donation  of  matching  funds,  problems  of 
minorities  and  small  providers,  and  state  monitoring  of  contracts;  (4) 
clients— Title  XX  and  near-poor  clients,  access  to  services,  client 
views  about  intake  workers,  client  independence,  and  fair  hearing 
rights;  and  (5)  coordination  of  services-information  and  referral,  case 
management  activities  and  state,  local,  and  HHS  coordination.  Con- 
clusions and  major  findings  include  Title  XX  resource  allocation 
process  was  highly  political;  purchase  of  service  continued  to  be  the 
preferred  method  of  service  provision;  coordination  of  service  was 
limited  locally  by  insufficient  information  about  the  "system";  and 
Title  XX  provided  critical  support  but  its  impact  was  limited  by 
shrinking  dollars,  coordination  difficulties,  and  absence  of  aggressive 
federal  leadership. 
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ABSTRACT:  The  purpose  of  the  study  was  to  focus  on  the  broadening 
purview  of  community  mental  health  centers  from  two  vantage 
points:  (1)  the  clients  being  served;  and  (2)  the  organizational  interac- 
tions between  centers  and  other  human  services  agencies.  Issues  cov- 
ered include  (1)  the  diversity  of  the  chronically  ill  clientele-client 
homogeneity  levels,  differences  in  careers,  functional  levels  and  atti- 
tudes, and  CMHCs  as  a  "primary  service  delivery  vehicle";  (2)  Sup- 
plemental Security  Income  program-program  structure  and  episodic 
disabilities,  success  of  program  in  getting  clients  back  to  work,  and 
opinions  about  SSI  benefits  and  procedures;  (3)  CMHC  staffing  pat- 
terns—re-examination of  drive  for  more  highly  specialized  staff,  cost- 
effectiveness  of  generalist  workers,  and  a  perspective  of  paraprofes- 
sionals;  and  (4)  systems  roles-experimentation  appraisal  system  and 
approaches  and  uses  of  evaluation  dollars.  Findings  include  (1)  the 
chronically  mentally  ill  accounted  for  a  substantial  portion  of  the 
CMHCs'  active  case  load;  (2)  the  SSI  Disability  program  was  not 
adequately  oriented  to  the  episodic  nature  of  mental  illness;  (3) 
CMHCs  engaged  in  very  limited  outreach  to  extend  services  to  non- 
mental  health  settings;  and  (4)  relationships  between  CMHCs  and 
health  care  providers  were  strained.  (Final  report  23  pages.) 
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ABSTRACT:  The  study  determined  the  extent  to  which  Supplemental 
Security  Income  (SSI)  recipients  received  information  and  referral 
services  from  SSA  offices  about  other  programs  and  services.  Issues 
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covered  include  (1)  the  clients  (including  those  under  Title  XX)— 
their  expectations,  their  path  to  SSA,  information  referral;  (2)  the 
service  level-basis  for  referral,  form  of  assistance,  information  availa- 
ble on  service  programs,  and  personal  views;  (3)  the  managerial  level- 
-information  and  referral,  interactions  with  service  agencies,  training, 
and  evaluation  of  staff  performance;  and  (4)  the  constraints— opinions 
on  processing  time  and  accuracy  goals,  staff  training  and  information 
and  referral  (I&R),  and  insensitivity  to  clients.  Major  findings  include 
(I)  SSI  clients  seldom  expected  I&R  services  from  Social  Security 
offices  or  even  knew  that  the  offices  provided  them;  (2)  I&R  opera- 
tions at  the  time  of  the  study  did  not  match  the  expectations  set  forth 
in  the  Social  Security  claims  manual;  (3)  Social  Security  office 
managers  accorded  low  priority  to  I&R;  and  (4)  within  Social  Securi- 
ty offices  located  in  rural  areas  and  small  towns,  I&R  seemed  to  be 
accorded  a  higher  priority  and  to  be  conducted  more  thoroughly 
than  in  larger  urban  areas.  (Final  report  24  pages.) 
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ABSTRACT:  Previously  detected  fraud  cases  documented  that  the 
Social  Security  Administration  (SSA)  sometimes  fails  to  initiate  the 
SF-1184  stop-payment  process  on  checks  issued  to  Title  XVI  (Sup- 
plemental Security  Income)  recipients  after  their  deaths.  Since  the 
SF-1 184  process  is  the  only  appropriate  method  for  recovering  these 
payments,  this  program  inspection  was  conducted  to  determine 
whether  SSA  fails  to  initiate  it  in  a  significant  number  of  Title  XVI 
cases.  This  was  done  by  identifying  all  records  in  the  Supplemental 
Security  Record  having  some  payment  issued  after  the  recipient's 
death.  By  excluding  all  that  showed  a  surviving  eligible  spouse  and 
any  records  that  showed  that  the  payments  made  after  death  had  been 
accounted  for  through  returned  checks,  refunds,  unnegotiated 
checks,  or  processed  SF-1 184s,  OIG  found  that  SSA  failed  to  recover 
$24  million  in  erroneous  payments  from  1978  through  1983.  (These 
funds,  however,  are  still  recoverable  through  the  SF-1184  process 
because  the  Treasury  Department  has  the  authority  to  debit  the  finan- 
cial institutions  that  cashed  the  checks.)  The  major  cause  of  the 
failure  to  recover  these  funds  is  the  system's  inability  to  differentiate 
between  overpayments  and  erroneous  payments.  The  report  includes 
OIG's  recommendations  to  SSA  for  recovering  existing  erroneous 
payments  after  death  and  minimizing  the  effect  of  such  payments  in 
the  future.  (Final  report  12  pages  plus  appendices.) 
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ABSTRACT:  The  inspection's  objective  was  to  examine  those  cases 
that  were  excluded  from  SSA's  ongoing  quality  assurance  process 
because  the  beneficiary/recipient  could  not  be  located.  This  particu- 
lar category  of  cases  was  selected  because  of  the  potential  that  em- 
ployee fraud  might  be  involved,  i.e.,  an  employee  might  have 
"created"  a  beneficiary.  The  inspection  failed  to  uncover  any  evi- 
dence of  employee  fraud,  but  did  reveal  the  existence  of  two  serious 
problems.  First,  the  final  resolution  of  excluded  cases  was  often 
inadequate.  Second,  SSA  makes  a  significant  number  of  SSI  pay- 
ments under  unverified  social  security  numbers.  Recommendations  to 
improve  the  resolution  of  excluded  cases  included  the  development 
of  guidelines  concerning  investigation  of  certain  cases,  the  review  of 
a  sample  of  cases  to  determine  efforts  being  made  to  locate  beneficiar- 
ies, the  establishment  of  better  controls  over  cases  referred  to  district 
offices,  and  a  requirement  that  SSNs  be  verified  as  part  of  the  resolu- 
tion process.  Recommendations  concerning  paying  SSI  under  unveri- 
fied SSNs  include  verification  of  all  SSNs  on  the  Supplemental 
Security  Record,  and  to  develop  procedures  to  ensure  no  further 
accumulation  of  SSNs  on  the  Supplemental  Security  Record.  (Final 
report  14  pages.) 
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SSA-Commissioners  Office-Program  Direction  and 
Management 

ABSTRACT:  This  Office  of  Inspector  General's  (OIG's)  review  of  the 
Social  Security  Administration's  (SSA's)  progress  in  implementing  its 
National  Debt  Management  System  (NDMS)  identifies  several  areas 
where  SSA  has  improved  management  over  debt-collection  activi- 
ties. However,  overall  system  development  experienced  a  number  of 
delays  and  was  at  a  minimum  15  months  behind  the  original  targeted 
implementation  date.  The  report  discusses  those  delays,  incorrect 
payment,  and  inaccurate  system  status  reporting.  The  report  also 
contains  OIG's  comments/recommendations  and  SSA's  responses  on 
a  point-by-point  basis.  (Final  report  16  pages.) 
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ABSTRACT:  The  purpose  of  the  inspection  was  to  determine  the  po- 
tential loss  of  funds  indicated  by  the  existence  of  large  numbers  of 
unverified  remittances  in  SSA's  electronic  records.  An  unverified 
condition  exists  when  field-office  input  of  refund  information  is  not 
substantiated  by  a  matching  input  by  the  responsible  headquarters 
component  attesting  to  the  receipt  of  a  remittance.  The  inspection 
revealed  three  areas  of  concern;  administrative  error,  insufficient 
tracking  data,  and  employee  fraud.  Approximately  $32  million  may 
have  been  lost  to  recovery  as  a  result  of  these  concerns.  Recommend- 
ed corrective  actions  include  resolution  of  existing  unverified  remit- 
tances and  development  of  an  ongoing  reconciliation  process  to 
verify  future  remittances.  (Final  report  25  pages.) 
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ABSTRACT:  The  purpose  of  the  inspection  was  to  determine  the  po- 
tential loss  of  funds  due  to  the  existence  of  many  unveriTied  returned 
checks  in  the  Title  XVI  program.  An  unverified  returned  check 
condition  occurs  when  field-office  input  of  a  returned  check  is  not 
substantiated  by  a  matching  input  from  Treasury's  Regional  Disburs- 
ing Center.  The  inspection  revealed  several  problems  of  major  con- 
cern: administrative  errors  resulting  in  single  returned  checks  being 
given  double  credit,  erroneous  annotations  that  checks  were  returned 
and  processing  anomalies  which  result  in  the  issuance  of  duplicate 
payments.  These  errors  resulted  in  the  loss  of  $3.8  million.  The  in- 
spection established  that  controls  over  returned  checks  were  inade- 
quate, and  the  lack  of  controls  would  preclude  the  systematic 
detection  of  stolen  returned  checks.  Consequently,  recommendations 
were  made  to  resolve  the  existing  unverified  returned  checks  and 
develop  an  ongoing  reconciliation  process.  It  was  also  recommended 
that  SSA  take  action  to  insure  that  all  checks  returned  to  SSA  field 
offices  are  promptly  brought  under  system  control.  (Final  report  14 
pages.) 
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ABSTRACT:  The  purpose  of  this  survey  was  to  determine  the  level  of 
client  satisfaction  with  services  provided  by  the  Social  Security  Ad- 
ministration (SSA)  and  the  effect  of  SSA  staff  reductions  on  the 
quality  of  services.  Two  General  Accounting  Office  studies  ("Social 
Security:  Quality  of  Services  Generally  Rated  High  by  Clients  Sam- 
pled" and  "Social  Security:  Clients  Still  Rate  Quality  of  Service 
High")  served  as  the  methodological  bases  for  this  survey.  Question- 
naires were  mailed  to  a  random  sample  of  individuals  who  had  con- 
tact with  SSA  during  the  last  week  of  May  and  the  first  week  of  June 
1987;  85%  of  respondents  rated  services  either  good  or  very  good. 
Results  also  show  that  respondents  appreciate  SSA's  efforts  to  in- 
crease telephone  service.  See  also  PIC  ID  Nos.  2736-2736.2.  (Final 
report  10  pages  plus  appendices.) 
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ABSTRACT:  This  review  was  conducted  to  determine  the  rate  of 
unverified  social  security  numbers  (SSNs)  contained  in  the  records 
maintained  by  states  for  use  in  their  administration  of  the  Aid  to 
Families  with  Dependent  Children  (AFDC)  program.  The  SSN  is  a 
critical  element  in  the  states'  efforts  to  enforce  the  income  and  re- 
source requirements  of  the  AFDC  and  other  needs  based  programs. 
However,  since  the  SSN  is  furnished  by  the  recipient,  its  reliability 
as  a  unique  identifier  is  uncertain  because  it  is  subject  to  intentional 
and  accidental  misstatements,  transpositions,  and  faulty  transcrip- 
tions. More  than  23,000  SSNs  from  all  states  and  territories  were 
processed  through  SSA's  verification  process.  Eighteen  percent  of 
the  SSNs  could  not  be  verified  as  belonging  to  the  AFDC  recipient. 
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ABSTRACT:  The  purposes  of  this  study  were  to  describe  the  full  range 
of  Social  Security  services  made  available  to  the  public  in  deprived 
inner  city  areas,  in  rural  areas,  and  in  small  towns  and  to  analyze  the 
frequency  and  type  of  non-English  language  needs  among  clients  and 
the  adequacy  of  SS  staff  to  meet  those  needs  in  urban  and  rural  areas. 
Issues  covered  include  (1)  the  degree  of  success  SSA  has  had  in 
serving  the  public  in  deprived  urban  and  rural  areas  with  emphasis 
on  special  needs  of  non-English  speaking  populations;  (2)  types  of 
direct  and  referral  services  being  provided  by  SSA;  (3)  availability 
and  accessibility  of  SSA  services  to  the  public;  (4)  quality  of  services 
being  provided  and  the  needs  of  the  inner  city,  rural,  and  non-English 
speaking  populations;  (5)  problems  that  affect  the  quality  and  quantity 
of  services  to  the  public;  (6)  claimants'  and  beneficiaries'  satisfaction 
with  SSA  services;  and  (7)  SSA  employees',  beneficiaries',  and  the 
public's  perception  of  the  Social  Security  system.  Major  findings 
include  (1)  clients  preferred  face-to-face  services  despite  convenience 
of  telephone  services;  (2)  SSI  clients  required  more  services  than  did 
others;  (3)  many  communications  to  beneficiaries  were  considered 
confusing,  especially  SSI  letters  and  computer-generated  notices;  (4) 
services  to  the  Spanish-speaking  were  generally  lower  in  quality;  and 
(5)  there  was  strong  concern  over  the  financial  stability  of  Social 
Security  among  beneficiaries  and  the  public.  (Final  report  31  pages.) 
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FTS-625-9916 
PROGRAM(S)  EVALUATED: 

SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  This  inspection  investigated  (I)  whether  a  recent 
procedural  change  in  the  abbreviated  application  (ABAP)  process  by 
the  Social  Security  Administration  (SSA)  had  unnecessarily  in- 
creased administrative  costs  and  (2)  whether  ABAP  imposed  an  in- 
creased workload  on  the  field  offices. 

DESCRIPTORS:  Supplemental  Security  Income 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2639  PROJECT  NO: 
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REPORT  TITLE:  Supplemental  Security  Income  Payments  under 

Recently  Issued  Social  Security  Numbers 
PERFORMER:  Office  of  Analysis  and  Inspections,  Washington 

D.C.  20201 

PROJECT  OFFICER:  Serio,  Vincent;  Rm  4L1,  OPER  Bldg; 

FTS-625-9916 
PROGRAM(S)  EVALUATED: 

SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  inspection  was  to  determine  the 
extent  of  fraud  or  other  payment  errors  that  might  be  indicated  by 
the  use  of  recently  issued  Social  Security  numbers  to  obtain  Supple- 
mental Security  Income  (SSI)  payments.  The  premise  for  this  review 
was  that  there  would  be  few  legitimate  reasons  for  an  adult,  as  op- 
posed to  a  newborn  individual,  to  obtain  a  Social  Security  number 
(SSN)  shortly  before,  or  concurrent  with,  an  application  for  SSI 
payments.  It  was  anticipated  that  the  risk  of  payment  errors  in  these 
cases  would  be  high  and  our  study  bore  out  these  expectations.  A 
high  incidence  of  identity  problems,  ranging  from  the  absence  of 
documentary  evidence  to  the  initiation  of  payments  under  fictitious 
identities,  was  found.  Thus,  the  opportunity  for  errors  resulting  from 


the  misidentification  of  recipients  was  high.  It  was  recommended  that 
SSA  cross-refer  multiple  SSNs  detected  in  this  study,  clarify  evi- 
dence requirements  regarding  proof  of  U.S.  citizenship,  and  sys- 
tematically monitor  SSI  claims  under  SSNs  issued  within  two  years 
of  an  SSI  application. 
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CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROGRAM(S)  EVALUATED: 
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Area); 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  The  term  "Baby  Doe"  refers  to  a  severely  disabled  infant 
who  has  a  life-threatening  condition  and  is  denied  appropriate  medi- 
cal treatment.  The  1984  amendments  to  the  Child  Abuse  Prevention 
and  Treatment  Act  require  State  Child  Protective  Service  (CPS) 
units  receiving  formula  grants  under  the  act  to  define  Baby  Doe 
situations  as  medical  neglect,  to  establish  procedures  for  responding 
to  reports  involving  such  infants,  and  to  have  liaisons  designated  in 
hospitals  where  such  babies  are  born  or  treated  to  insure  the  immedi- 
ate referral  of  potential  Baby  Doe  cases  to  CPS.  This  inspection 
examined  how  states  are  carrying  out  their  Baby  Doe  responsibilities. 
The  study  determined  that  all  states  receiving  grants  under  the  act 
have  established  Baby  Doe  procedures,  including  immediate  re- 
sponse to  reports  and  use  of  medical  consultants  and  legal  authorities. 
All  states  have  systems  for  prompt  notification  of  CPS  agencies.  The 
CPS  units  indicate  that  22  Baby  Doe  reports  were  received  in  15 
states  before  October  1985,  when  the  regulations  became  effective, 
and  19  additional  reports  had  been  received  by  the  time  of  this  study. 
Twenty-four  states  had  not  received  a  Baby  Doe  report  by  that  time. 
Finally,  the  CPS  intervention  is  credited  with  changing  treatment 
decisions  in  six  of  the  reports  received  after  October  1985.  See  also 
PIC  ID  No.  3058.  (Final  report  13  pages  plus  appendices.) 
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ABSTRACT:  The  purposes  of  the  study  were  (1)  to  examine  the  view 
of  a  wide  variety  of  key  informants,  along  with  selected  documented 
evidence,  to  identify  the  nature,  severity  and  social  implications  of 
the  teen  alcohol  abuse  problem;  (2)  to  attempt  to  learn  how  the  many 
different  governmental  and  private-sector  actors  involved  address 
this  problem;  and  (3)  to  ask  state  officials  and  service  providers  to 
forecast  the  impact  of  the  new  Alcohol,  Drug  Abuse  and  Mental 
Health  Block  Grant.  Issues  covered  included  (1)  degree  and  extent 
of  abuse,  reasons  for  abuse,  and  abuse  and  addiction;  (2)  relation 
between  abuse  and  traffic  accidents,  school  performance,  emotional 
and  social  development  and  health  habits  as  well  as  impact  on  fami- 
lies, school,  and  neighborhoods;  (3)  effects  of  local  community  pre- 
vention efforts,  legal  drinking  age,  intervention  efforts,  and  available 
treatment  services;  and  (4)  state  readiness  to  implement  the  block 
grant,  administrative  controls  and  efficiencies,  and  alcohol-funding 
emphasis,  overall  state  assessment  of  the  block  grant,  and  extent  of 
desire  for  continuing  federal  role.  Major  findings  include  teen  alcohol 
abuse  is  a  major  problem,  abuse  is  growing  in  scope  and  severity, 
abuse  hurts  both  teens  and  society,  and  government  efforts  are  limit- 
ed. (Final  report  27  pages.) 
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PROJECT  OFFICER:  Moran,  William  C;  Region  V;  312-353-9867 
PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  (1)  determine  the  extent 
of  the  problem  with  the  transition  of  developmentally  disabled  (DD) 
young  adults  from  receiving  services  in  the  public  schools  to  seeking 
services  from  a  variety  of  local,  state  and  federal  programs  serving 
the  adult  DD  population;  and  (2)  identify  program  models  that  have 
successfully  dealt  with  transition  from  school  and  that  have  improved 
the  adult  service  delivery  system.  The  final  report  contains  (1)  a 
discussion  of  the  issues-transition  from  school  and  adult  service  deliv- 
ery systems;  (2)  examples  of  program  models,  estimated  federal  and 
state  expenditures;  and  (3)  a  discussion  of  cost  implications.  (Final 
report  26  pages.) 
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ABSTRACT:  The  purpose  of  this  program  inspection  was  to  identify 
the  nature  and  magnitude  of  unobligated  federal  funds  in  DD  formula 
grant  programs.  The  data  collection  and  analysis  plan  for  this  pro- 
gram inspection  included  on-site  personnel  discussions;  telephone 
discussions;  and  the  review  of  statutes,  regulations,  and  financial 
status  report  information.  The  study  found  that  there  were  unobligat- 
ed funds  in  the  program  and  states  were  unaware  of  the  situation.  The 
final  report  contains  a  discussion  of  reasons  for  the  unobligated  grant 
funds.  (Final  report  12  pages.) 
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202-472-2539 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  assessed  the  Utah  Work  Experience  and 
Training  (WEAT)  program,  with  major  emphasis  upon  determining 
the  characteristics  of  clients  and  other  factors  influencing  assignment 
to  WEAT  and  the  type,  quality,  and  results  of  the  WEAT  job  experi- 
ence. Issues  covered  include  (1)  the  WEAT  worker— characteristics, 
jobs  WEAT  workers  are  performing,  how  WEAT  participants  are 
selected;  (2)  comparison  of  the  Work  Incentive  (WIN)  program  and 
WEAT— wages,  hours  worked,  on-the-job-training;  (3)  attitudes  and 
perceptions  of  WEAT  participants  toward  the  program-training  re- 
ceived, help  received  in  finding  a  job,  attitude  about  WEAT  work 
requirements;  (4)  attitudes  and  perceptions  of  WEAT  sponsors  and 
supervisors-training  provided  WEAT  workers,  strengths  of  WEAT 
program,  weaknesses  of  program.  Major  findings  include  (1)  the  Utah 
WEAT  program  in  1978  provided  work  experience  but  little  formal 
training;  (2)  participants  were  predominantly  white  women;  Mexi- 
can-Americans were  the  largest  ethnic  minority  represented;  and  (3) 
education  and  skill  levels,  complicated  by  disabilities  and  other  nega- 
tive factors,  appeared  to  make  employment  in  the  private  sector 
unlikely.  (Final  report  16  pages.) 
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PROGRAM(S)  EVALUATED: 

PHS-OASH-Smoking  and  Health 

ABSTRACT:  The  purpose  of  the  study  was  to  conduct  for  the  Surgeon 

General  a  broadly  based  survey  of  youthful  users  of  smokeless  tobac- 
co products  and  selected  key  informants  to  learn  more  about  the 
types  and  levels  of  use,  use  patterns,  and  influences,  examining  in 
particular  youth  awareness  of  the  health  risks  of  smokeless  tobacco. 
The  study  reviewed  and  reported  on  selected  state  and  local  surveys 
of  the  prevalence  of  use  among  children  and  young  adults  and  high- 
lights some  state  public  health  education,  regulatory,  and  legislative 
initiatives  affecting  use  of  smokeless  tobacco. 
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ABSTRACT:  The  purpose  of  the  Secretary's  Task  Force  on  Black  and 
Minority  Health  was  the  comprehensive  investigation  of  the  health 
problems  of  blacks.  Native  Americans,  Hispanics,  and  Asian/Pacific 
Islanders.  The  task  force  (1)  studied  the  health  status  of  these  groups; 
(2)  reviewed  their  ability  to  gain  access  to  and  utilize  the  health  care 
system;  and  (3)  assessed  factors  contributing  to  the  long-term  dispari- 
ties in  health  status  between  the  minority  and  nonminority  popula- 
tions. The  task  force  found  six  specific  health  areas  that  accounted  for 
more  than  80%  of  the  higher  annual  proportion  of  minority  to  non- 
minority  deaths.  The  task  force's  report  focuses  on  those  areas.  The 
report  includes  (1)  "Volume  I:  Executive  Summary"  (which  contains 
recommendations  for  department-wide  activities  to  improve  minori- 
ty health  status);  (2)  "Volume  II:  Crosscutting  Issues  in  Minority 
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Health";  (3)  "Volume  III:  Cancer";  (4)  "Volume  IV:  Cardiovascular 
and  Cerebrovascular  Diseases"  (Parts  1  and  2);  (5)  "Volume  V: 
Homicide,  Suicide,  and  Unintentional  Injuries";  (6)  "Volume  VI: 
Infant  Mortality  and  Low  Birthweight";  (7)  "Volume  VII:  Chemical 
Dependency  and  Diabetes";  and  (8)  "Volume  VIII:  Hispanic  Health/ 
Inventory/Survey."  (Final  report,  8  volumes:  239,  549,  272,  584,  31 1, 
190,  374,  and  397  pages,  respectively.) 
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ABSTRACT:  The  American  health  care  system  provides  substantial 
benefits  to  most  Americans.  Even  so,  many  Americans  run  the  risk 
of  financial  ruin  when  catastrophic  illness  strikes.  Therefore,  HHS 
conducted  a  study  of  how  the  private  sector  and  government  can 
work  together  to  address  this  problem.  No  single  policy  approach 
was  found  to  provide  protection  for  all  groups  of  people  and  for  all 
types  of  health  expenses,  but  a  combination  of  options  can  help 
reduce  the  financial  risks  for  many  people.  Options  are  presented  for 
redirecting  government  health  financing  programs,  encouraging  pri- 
vate saving  and  the  purchase  of  private  insurance,  and  stimulating 
development  of  innovative  methods  of  providing  health  care  services 
by  the  private  sector.  See  also  PIC  ID  Nos.  2875.1-2875.3.  (Final 
report  1 17  pages.) 
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ABSTRACT:  This  is  the  final  report  of  a  study  concerned  with  the 
implementation  of  a  regulation  in  Public  Law  88-164  dealing  with 
applications  for  construction  of  facilities  for  the  mentally  retarded 
and  the  involvement  of  residents  of  the  community  in  management 
and  operation  of  such  facilities.  The  findings  indicated  that  private 
agencies,  to  the  extent  that  they  continue  association  with  their 
founding  groups,  will  continue  to  be  more  oriented  toward  communi- 
ty participation  than  public  agencies.  Of  the  participating  agencies, 
60%  were  private  facilities  and  40%  were  public  facilities.  Public 
agencies  tend  to  be  established  by  legislative  action  and  may  be 
imposed  upon  a  community  with  little  or  no  community  participa- 
tion. Private  agencies,  generally,  have  been  in  operation  for  a  signifi- 
cantly longer  time  than  public  agencies  and  tend  to  have  been 
established  by  involved  and  participating  community  groups.  (Final 
report  263  pages  plus  appendices.) 
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ABSTRACT:  A  technology-dependent  child  is  one  who  has  a  chronic 
disabihty,  requires  the  use  of  a  specific  medical  device  to  compensate 
for  the  loss  of  use  of  a  life-sustaining  body  function,  and  requires 
daily,  ongoing  care  or  monitoring  by  trained  personnel.  In  this  report 
to  the  Secretary  and  to  Congress  the  Task  Force  on  Technology- 
Dependent  Children  (1)  identifies  barriers  that  prevent  the  provision 
of  appropriate  care  in  a  home  or  community  setting  to  meet  the 
special  needs  of  technology-dependent  children  and  (2)  recommends 
changes  in  the  provision  and  financing  of  health  care  in  private  and 
public  health  care  programs,  including  appropriate  joint  public-pri- 
vate initiatives,  to  provide  home  and  community-based  alternatives 
to  the  institutionalization  of  technology-dependent  children.  The  re- 
port proposes  three  approaches  to  financing  improved  services  to 
technology-dependent  children.  Volume  1  includes  the  executive 
summary,  the  report,  and  Appendices  A-E;  Volume  2  contains  Ap- 
pendices F-K.  (Final  report  volumes  139  and  481  pages,  respective- 

ly.) 
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ABSTRACT:  This  report  develops  a  national  health  insurance  proposal 
called  the  Consumer  Choice  Health  Plan  (CCHP).  CCHP  is  based  on 
regulated  competition  in  the  private  sector  and  is  modeled  after  the 
Federal  Employees  Health  Benefits  Program  and  similar  nonfederal 
programs.  Section  I  briefly  presents  the  goals  of  CCHP.  Section  II 
discusses  inflation  in  health  care  spending  and  inequity  in  health  care 
(e.g.,  gaps  in  coverage  and  unequal  distribution  of  doctors).  Section 
III  describes  the  complete  CCHP  proposal.  It  covers  (1)  main  ideas; 
(2)  the  financing  system;  (3)  pro-competitive  regulatory  framework; 
(4)  benefits  and  eligibility;  (5)  federal  and  state  roles  in  financing  and 
administration;  (6)  role  of  employers,  unions,  and  labor-management 
health  and  welfare  funds;  (7)  special  categories  (e.g.,  veterans,  mi- 
grants, and  illegal  aliens);  (8)  delivery  system  reform;  and  (9)  costs 
and  the  federal  budget.  Section  IV  responds  to  questions  and  issues 
related  to  CCHP.  Section  V  discusses  how  CCHP  can  be  phased  into 
existence  as  political  and  economic  realities  permit,  and  Section  VI 
presents  two  alternatives  to  CCHP.  Appendices  provide  documenta- 
tion and  detailed  explanation  of  many  points.  (Final  report  29  pages 
plus  appendices.) 
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ABSTRACT:  This  report  evaluates  the  process  by  which  funds  from 
various  HEW  discretionary  grant  programs  were  reserved  for  pro- 
gramming in  conjunction  with  local  model  cities  programs.  The  re- 
port focuses  on  the  earmarking  process  as  it  was  designed  and 
implemented  by  HEW  in  FY  1970.  However,  to  place  that  effort  in 
proper  perspective,  the  history  of  earmarking  by  HEW  and  the  feder- 
al government  in  general  is  traced  from  the  beginning  of  the  Model 
Cities  Program  in  1966.  Evaluation  was  based  on  the  objectives  of  the 
Model  Cities  Program  and  those  sought  by  HEW  through  the  ear- 
marking process.  In  1970,  $54  million  in  38  programs  were  reserved 
for  model  cities  and  $47  million  credited  against  net  amount.  A  center 
for  community  planning  was  created  in  the  Office  of  the  Secretary 
to  coordinate  the  earmarking  activity.  The  report  concludes  with  an 
evaluation  of  FY  1970  earmarking  and  recommendations  for  FY 
1971.  (Final  report  188  pages.) 
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ABSTRACT:  This  study  was  conducted  to  determine  the  best  way  to 
operate  the  quality  control  systems  of  the  Aid  to  Families  with  De- 
pendent Children  (AFDC)  and  Medicaid  programs.  Information  was 
obtained  to  help  program  managers  improve  the  quality  of  adminis- 
tration and  to  determine  for  which  states  excessive  funding  should  be 
withheld.  The  study  provided  (1)  an  analysis  of  the  developmental 
history  of  the  quality  control  systems  and  requirements;  (2)  an  exami- 
nation of  previous  research  and  studies  regarding  the  systems;  (3)  an 
exploration  of  private-sector  quality  control  systems;  (4)  an  assess- 
ment of  a  wide  range  of  evaluation,  critiques,  and  suggested  changes 
from  interested  parties;  (5)  original  research  and  empirical  data  on 
select  system  features;  and  (6)  a  sound  evaluation  of  the  system, 
alternatives,  and  conclusions. 
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ABSTRACT:  This  paper  discusses  the  aim  of  achieving  racial  econom- 
ic equality  and  presents  views  that  counter  beliefs  or  proposals  in 
existence  at  the  time  the  paper  was  written.  It  discusses  poverty  and 
discrimination,  income  differences  between  whites  and  nonwhites 
above  and  below  the  poverty  level,  and  the  difficulties  of  closing  the 
gaps.  The  paper  was  presented  at  the  December  1971  meeting  of  the 
American  Economic  Association.  Research  for  this  paper  was  also 
supported  by  the  Ford  Foundation  Program  in  Urban  Studies,  Grant 
No.  68-38.  (Final  report  28  pages.) 
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ABSTRACT:  This  report  analyzes  the  harmful  consequences  that  may 
result  from  using  automated  personal  data  systems,  recommends  safe- 
guards to  protect  against  potentially  adverse  effects,  presents  meas- 
ures that  might  provide  redress  for  any  harmful  consequences,  and 
discusses  policy  and  practice  relating  to  the  issuance  and  use  of  Social 
Security  numbers.  The  report  discusses  the  historical  development  of 
record  keeping,  latent  effects  of  computer-based  record  keeping, 
privacy  of  records  and  the  cost  of  maintaining  that  privacy,  statistical 
reporting  and  administrative  uses  of  the  data  systems,  and  related 
legislation.  Publication  No.  HEW  (OS)  73-94.  (Final  report  346 
pages.) 
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ABSTRACT:  The  widespread  public  and  professional  concern  sur- 
rounding the  issue  of  medical  liability  and  malpractice  focuses  on  the 
three  related  areas  of  health  care  delivery,  legal  liability,  and  insur- 
ance. This  report  is  a  comprehensive  re-examination  of  trends  in  and 


274 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  the  Secretary  Accession  No.  0743 

OTHER  OS  AGENCIES 


the  effects  of  medical  malpractice  insurance  costs  on  the  access, 
quality,  and  cost  of  health  care.  Part  I  of  the  report  gives  an  overview 
of  the  problem.  Part  II  is  an  agenda  for  action  and  makes  recommen- 
dations on  (1)  the  health  care  system;  (2)  the  professional  liability 
system;  (3)  alternatives  to  tort  litigation;  and  (4)  the  insurance  system. 
Part  III  examines  in-depth  the  health  care,  legal,  and  insurance  sys- 
tems and  their  relationship  in  preventing  and  compensating  medical 
malpractice,  including  physician  credentialing,  strategies  to  manage 
quality,  public  attitudes  toward  medical  care,  and  physician  attitudes 
toward  professional  liability.  Empirical  studies,  symposia,  and  other 
published  material  are  cited  extensively.  Part  IV  reviews  some  of  the 
issues  that  need  further  discussion  and  proposes  a  list  of  topics  to  be 
pursued.  (Final  report  209  pages.) 
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ABSTRACT:  This  report  presents  information  on  the  perceptions  of 
more  than  125  HEW  staff  members  of  the  degree  of  effectiveness  of 
coordination  in  HEW-funded  programs  and  on  the  experiences  283 
families  had  when  obtaining  services  for  their  retarded  family  mem- 
ber. The  survey  revealed  that  (1)  both  agency  and  family  respondents 
were  more  concerned  about  filling  gaps  in  service  and  improving  the 
delivery  systems  than  in  coordination;  (2)  most  of  the  agency  re- 
spondents looked  upon  coordination  as  control  (i.e.,  one  agency  con- 
trolling another)  and  related  to  it  negatively;  and  (3)  at  no  level  of 
government  were  responsibility  and  authority  found  for  assuring 
coordination,  continuum  of  services,  or  funding.  (Final  report  69 
pages.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  review  the  effect  of 
HEW  rehabilitation  policy  at  the  time  of  the  study.  The  report  evalu- 
ates the  performance  of  rehabilitation  programs,  provides  a  frame- 
work for  the  analysis  of  expanded  program  roles,  and  discusses  an 
integrated  social  services  program.  The  study  found  that  there  exists 
an  "astonishing  lack  of  reliable  data  and  knowledge"  on  both  the 
operation  and  impact  of  rehabilitation  programs.  The  data  that  are 
available  suggest  that  the  program  is  successful,  but  that  only  a  frac- 
tion of  those  eligible  are  served.  The  report  recommends  that  services 
be  more  specifically  targeted,  that  effective  management  and  data 
systems  need  to  be  developed,  and  that  a  more  explicit  statement  of 
program  objectives  in  terms  of  outcomes  is  needed.  Both  volumes  of 
the  report  are  also  available  from  NTIS  (Nos.  PB  246-761  and  PB 
246-762,  respectively).  (Final  report:  Volume  I,  232  pages;  Volume 
II,  appendices.) 
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Study  Feature,  Multiservice  Center,  Research  and  Evaluation  Plan- 
ning and  Administration,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0404  PROJECT  NO:  OS  71-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-71-57 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 
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PERFORMER:  The  Human  Ecology  Institute,  10  Babson  Park 

Avenue,  Wellesley  MA  02157 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Sociai  Services-Research  Demonstration  and 
Evaluation 

ABSTRACT:  This  report  presents  descriptions  of  several  programs 
across  the  nation  that  were  changing  existing  human  service  delivery 
in  their  localities.  The  researchers  studied  two  system  attributes:  ef- 
fect and  cost.  They  examined  seven  structural  elements:  (1)  a  set  of 
community  members  to  be  served  by  the  system;  (2)  system  gover- 
nance; (3)  an  effect  specification;  (4)  a  system  manager;  (5)  a  human 
service  system  that  acted  on  clients  to  produce  specified  effects;  (6) 
an  audit  of  effects  achieved;  and  (7)  funding  of  the  operating  system. 
Some  of  the  results  are  that  (I)  most  of  the  SITO  projects  had  their 
level  of  primary  organization  at  a  substate  level,  such  as  county;  (2) 
only  Minnesota's  project  had  broad-based  legislation  to  support  hu- 
man service  system  development  without  falling  under  a  particular 
state  agency;  (3)  nearly  all  SITO  projects  owed  their  existence  either 
to  public  agency  initiation  or  to  combined  public-private  sponsorship; 
and  (4)  most  SITO  projects  were  unable  to  define  the  way  in  which 
they  wanted  to  make  changes  in  their  service  to  members  of  their 
communities. 

DESCRIPTORS:  Services  Integration,  Social  Services  Delivery  Sys- 
tems, State  or  Local  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  0307  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  12-P-57665/1-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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PROJECT  TITLE:  Review  of  Effectiveness  of  A-95  Review  Process 
as  Applied  to  HEW  Grant  Programs 

REPORT  TITLE:  A-95  Review  and  Comment  Process  as  Applied  to 

HEW  Programs  in  New  England 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Grants-in-Aid 

ABSTRACT:  The  OMB  Circular  A-95  describes  procedures  to  be  fol- 
lowed by  federal,  state,  and  local  governments  and  agencies  in  re- 
viewing federal  assistance  program  applications.  The  purpose  of 
these  procedures  is  to  increase  program  coordination,  facilitate  infor- 
mation flow  among  agencies,  and  give  local  general  purpose  govern- 


ments influence  over  federal  spending  within  their  jurisdictions.  The 
work  was  initiated  as  a  part  of  the  general-purpose  government 
capacity  building  agenda  of  HEW's  New  England  Regional  Office. 
The  study  team  focused  on  developing  a  thorough  description  of  the 
review  and  commitment  procedures  implemented  by  the  clearing- 
houses and  on  collecting  and  analyzing  statistics  on  project  applica- 
tions and  state  plans.  The  study  offers  1 1  major  findings,  mostly 
dealing  with  problems  of  information,  communication,  planning,  and 
cooperation.  The  22  recommendations  are  grouped  according  to  the 
participants  who  are  best  able  to  implement  the  recommendations: 
OMB,  HEW  regional  offices,  state  clearinghouses,  areawide  clear- 
inghouses, and  local  chief  executives.  (Final  report  75  pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Grants-in-Aid, 
Program  Coordination,  Federal  State  and  Local  Relations,  Planning 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0465  PROJECT  NO:  CC/Reg  I  74-1-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RD-17404 
COST    (In  Thousands):  FY  74-$59 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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REPORT  TITLE:  Adolescent  Health  Care  in  Michigan 
PERFORMER:  State  of  Michigan,  Department  of  Public  Health, 

Lansing  MI  48909 
PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  study  analyzed  on  a  statewide  basis  in  Michigan  the 
health  problems  of  adolescents  and  the  health  services  and  programs 
directed  towards  adolescents.  It  also  surveyed  the  attitudes  of  provid- 
ers, clients,  and  others  towards  approaches  to  adolescent  health  care. 
In  addition,  the  study  examined  adolescent  health  care  in  depth  in  one 
county  in  Michigan.  It  also  identified  needed  changes  in  program 
policies  and  regulations. 

DESCRIPTORS:  Children  and  Youth,  Comprehensive  Health  Care. 

Health  Care  Delivery  Systems,  Survey  or  Questionnaire  Feature, 

Social  Attitudes  and  Public  Opinion,  Evaluation  by  State  and  Local 
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Planning; 

HD-AOA-Aging-State  and  Community  Programs-Social 
Services 

ABSTRACT:  The  overall  goal  of  this  study  was  to  examine  alternatives 
to  institutional  care  of  the  elderly  in  the  states  of  New  York  and  New 
Jersey  and  to  document  the  federal  role  in  various  types  of  alterna- 
tives. The  project  has  two  final  reports  and  corresponding  executive 
summaries:  "Domicilary  Care  in  New  York  and  New  Jersey"  and 
"Recommendations  Pertaining  to  Adult  Day  Care,  Home  Services 
and  Domicilary  Care  for  the  Elderly";  both  are  available  from  PIC. 
Additional  reports  produced  as  part  of  this  study  are  "Planning 
Guide  to  Day-Care  Services  for  Older  Persons"  and  "Planning  Guide 
to  Home  Services  for  Older  Persons";  the  latter  is  available  from  PIC. 
Work  for  this  project  was  also  performed  under  Contract  No.  105-76- 
3122. 

DESCRIPTORS:  Deinstitutionalization,  Elderly,  Federal  State  and  Lo- 
cal Relations,  Program  Coordination,  Case  or  Site  Study  Feature, 
Technical  Assistance,  Social  Services  Delivery  Systems,  Planning, 
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PROJECT  TITLE:  Analysis  of  Federal-State  Survey/Certification 
Budgets  and  Activities  for  Skilled  Nursing  Facilities  and 
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REPORT  TITLE:  Analysis  of  Federal-State  Survey/Certification 

Budgets  and  Activities  for  Skilled  Nursing  Facilities  and 

Intermediate  Care  Facilities 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 
PROJECT  OFFICER:  Sullivan,  Tom 
PROGRAM(S)  EVALUATED: 

HCFA-Quality  Control 

ABSTRACT:  Long-term  survey/certification  activities  as  carried  out 
in  the  six  states  of  Region  I  of  HEW  were  documented  and  compared 


with  a  view  toward  improving  the  monitoring  and  managing  func- 
tions of  the  regional  office.  There  is  a  great  deal  of  diversity  in  the 
way  the  six  states  (Connecticut,  Massachusetts,  Rhode  Island,  New 
Hampshire,  Vermont,  and  Maine)  carry  out  the  survey/certification 
functions.  The  study  investigated  the  environment  in  each  state  (i.e., 
the  state's  needs  and  available  resources);  the  actual  process  used  in 
individual  states,  with  attention  to  team  composition,  consultant  use, 
level  and  frequency  of  visits;  cross-state  differences  and  consistencies; 
problems  and  issues  associated  with  the  standards  and  their  applica- 
tion; and  mechanisms  for  improving  the  standards.  Short-term 
recommendations  pertain  to  the  process  and  personnel;  regional  of- 
fice/state communications;  and  budgeting  and  management.  Long- 
term  suggestions  concern  such  matters  as  grading  elements  of  stand- 
ards on  the  basis  of  their  contribution  to  the  standard  as  a  whole  and 
to  creation  of  a  task  force  to  explore  the  question  of  what  broader 
quality  assurance  effort  is  needed.  (Final  report  193  pages.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Regulation  and 
Standard  Setting,  Certification  and  Licensing,  Accreditation  of  Insti- 
tutions, Nursing  Homes,  Long  Term  Care,  Elderly,  Quality  Assur- 
ance, Federal  Administration,  State  or  Local  Administration 
STUDY  TYPE:  Case  Studies 
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FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001890 
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COST    (In  Thousands):  FY  74-$50 
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REPORT  TITLE:  Approach  to  the  Evaluation  of  Planning 
PERFORMER:  University  of  Texas,  Institute  for  Urban  Studies, 

Arlington  TX  76019 
PROJECT  OFFICER:  Dumas,  Dr.  Neil  S. 
PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  This  document  presents  an  approach  to  evaluation  of 
planning  activities  undertaken  by  program  managers  and  project  of- 
ficers in  HEW  Region  VI.  The  approach  focuses  on  the  evaluation 
of  organizational  efficiency  via  a  framework  for  determining  the 
knowledge  and  use  of  planning  by  program  managers  and  project 
officers.  It  is  assumed  that  planning  is  an  essential  managerial  function 
or  activity,  and  the  premise  to  be  tested  is  whether  planning  knowl- 
edge can  be  used  as  a  predictor  of  the  performance  of  program 
managers  and  project  officers  in  terms  of  their  efficiency  in  carrying 
out  program  activities.  Emphasis  was  placed  upon  knowledge  of 
program  regulations  and  operations,  HEW  Operational  Planning 
System  (OPS),  planning  models  and  techniques  for  possible  applica- 
tion in  the  region,  basic  levels  of  planning,  factors  involved  in  feasibil- 
ity testing  of  a  plan,  information  systems,  scheduling,  financial 
accounting  procedures,  control  in  management,  and  project  evalua- 
tion. The  study  compared  different  types  and  levels  of  planning  in- 
cluding PPBS  and  MBO.  Program  evaluation  was  discussed  with 
particular  attention  given  to  the  measurement  of  dependent  and  in- 
dependent variables,  data  collection,  and  data  analysis.  The  study 
found  that  regional  managers  were  generally  unsophisticated  about 
approaches  to  planning  and  had  ambivalent  feelings  toward  the  sys- 
tems used.  (Final  report  99  pages.) 
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Health-Grants  to  the  States  (CONSOLIDATED-See 
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ABSTRACT:  The  study's  principal  focus  involved  assessing  the  ap- 
proach in  terms  of  (1 )  feasibility:  what  level  of  resources  (staff,  funds, 
time,  materials)  was  required  for  such  evaluation  efforts?  and  (2) 
replicability:  to  what  extent  could  the  approach  be  replicated  in  ef- 
forts involving  other  HEW  programs?  Of  particular  interest  to  re- 
gional planning  and  evaluation  staff  was  the  application  of  the 
approach  to  the  Maternal  and  Child  Health  (MCH)  program.  Two 
major  study  objectives  were  (1)  to  produce  a  full  model  of  the  MCH 
program  that  could  assess  program  performance;  and  (2)  to  draw 
from  the  experience  inferences  that  would  assist  planning  and  evalua- 
tion staff  in  future  efforts.  Relevant  documents  were  reviewed  and 
knowledgeable  staff  were  interviewed  at  regional,  state  and  local 
levels  to  develop  a  model  of  the  MCH  program.  Major  program 
objectives  were  determined  for  each  level.  Developing  a  descriptive 
model  of  a  program's  operation  (MCH)  is,  in  and  of  itself,  a  valuable 
exercise.  Care  must  be  taken  to  consider  different  perspectives  of  any 
program  that  varies  by  level  of  government.  Information  for  evalua- 
tion and  for  developing  a  descriptive  model  can  best  be  collected  in 
a  "top-down"  sequence,  moving  from  regional  to  state  and  local 
levels,  and  from  the  general  to  the  specific.  Vol.  I,  the  final  report, 
Vol.  II,  the  evaluable  program  model.  Vol.  Ill,  appendices,  and  the 
executive  summary  are  available  from  PIC.  Vols.  I  and  II  are  also 
available  from  NTIS  (Nos.  PB  296-746/AS  and  PB  296-747/AS). 
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ABSTRACT:  The  difficulty  which  HEW  has  in  monitoring  state  com- 
pliance with  federal  interagency  day-care  requirements  (FIDCR)  has 
been  recognized  in  Region  V  as  a  problem  for  several  years.  This 
study,  therefore,  was  designed  to  assess  existing  conditions  in  Region 
V  and  to  identify  principal  barriers  or  constraints  which  would  im- 
pact on  efforts  to  implement  and  enforce  the  FIDCR.  Such  barriers 
were  categorized  as  barriers  in  the  environment,  in  the  system,  and 
in  the  requirements.  The  study  concluded  that  there  are  no  final 
official  program  regulations,  audit  guides,  or  monitoring  guides,  ac- 
cording to  which  state  or  federal  officials  can  determine  compliance. 
The  environment  surrounding  the  FIDCR  was  found  to  be  a  major 
contributor  to  this  situation.  Agency  authority  and  responsibility  at 
the  state  and  federal  levels  are  generally  unclear.  The  roles  of  SRS/ 
PSA  and  OCD  are  often  confused.  There  does  not  appear  to  be  a 
commitment  to  enforcement.  (Final  report  166  pages.) 
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ABSTRACT:  This  study  was  designed  to  assess  the  effectiveness  of 
HEW  services  to  American  Samoans  living  in  California,  Hawaii, 
and  American  Samoa.  It  was  carried  out  through  four  separate  HEW 
contracts.  The  major  contractor  (Marshall  Kaplan,  Gans  and  Kahn) 
conducted  a  literature  and  legislative  review,  developed  interview 
instruments  to  be  administered  to  American  Samoans  and  service 
providers  in  the  three  geographic  areas,  analyzed  findings,  andX 
developed  recommendations.  Three  subcontractors  (Office  of  the 
Governor  of  the  State  of  Hawaii,  Office  of  the  Governor  of  Ameri- 
can Samoa,  and  Office  of  Samoan  Affairs  of  California)  provided  a 
cultural  perspective,  identified  appropriate  interviewers,  and  provid- 
ed advice  throughout  the  life  of  the  contract  on  Samoan  cultural 
factors,  which  influenced  the  study  results.  The  study  resulted  in 
recommendations  for  action  by  federal,  state,  and  local  governments 
and  the  Samoans  themselves.  (Fianl  report  178  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Access  to  Services,  Asian  Americans,  Non-English 
Speaking,  Survey  or  Questionnaire  Feature,  Statistical  Analysis 
Methods  Feature,  Needs  and  Needs  Assessment,  Demography 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1080  PROJECT  NO:  Reg  IX  77-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-117962 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  C-9-77-0008 
COST    (In  Thousands):  FY  77-$169 

STATUS:  Study  completed,  ;i  v  , 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  January  "80 


0752 

AGENCY  SPONSOR;  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Assessment  of  Regional  Agency  Review  of  State 
Plans  in  Region  III 

REPORT  TITLE:  Assessment  of  Regional  Agency  Review  of  State 

Plans  in  Region  III 
PERFORMER:  Minnehan,  Robert  F.,  Newark  DE  19713 
PROJECT  OFFICER:  Perez-Daple,  Roy 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 

Health  (Entire  Program  Area)  (CONSOLIDATED-See 

MCHSBG); 

PHS-ADAMHA-Alcoholism-Program  Support; 
X-Non-HHS  Programs-Education; 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  Five  HEW  state  plan  programs  (aging,  alcohol.  Title 
XX,  vocational  rehabilitation,  and  maternal  and  child  health)  were 
reviewed  to  assess  the  review  process  employed  at  the  federal  region- 
al level  and  the  use  of  state  plans  by  reviewing  federal  agencies.  A 
survey  of  regional  office  personnel  was  conducted  to  diagnose  the 
perceived  uselessness  of  plans.  It  was  found  that  sets  of  review  and 
monitoring  criteria  are  being  used  for  state  plan  management  in  each 


of  the  five  programs.  The  criteria  are  strongest  with  respect  to  legal 
assurances  about  fiscal  integrity  and  personnel  practices  and  weakest 
in  their  incorporation  of  accountibility  concepts.  Performance  con- 
cepts are  rarely  seen  or  required.  There  is  a  lack  of  generally  applica- 
ble and  substantially  documented  techniques,  methods,  and  examples 
to  be  used  as  source  materials  for  planning,  management,  and  evalua- 
tion of  state  plans.  Explicit  requirements  for  a  well  developed  and 
documented  process  of  planning  are  found  to  vary  between  pro- 
grams. Recommendations  are  offered  for  improvement  in  reviewing 
and  monitoring  methods  and  techniques,  understanding  of  these 
methods  and  techniques,  and  a  model  and  examples  for  accomplish- 
ing the  tasks  and  products  in  the  process  of  planning.  (Final  report 
152  pages.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Federal  Adminis- 
tration, Grant  and  Contract  Management,  Planning,  Health  Planning 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0531  PROJECT  NO:  Reg  III  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-790 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  R03-2940-75 
COST    (In  Thousands):  FY  75-$5 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  December  '75 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Assessment  of  the  Intermediate  Care  Facility 
Program  in  Region  V 

REPORT  TITLE:  Assessment  of  the  Intermediate  Care  Facility 

Program  in  Region  V 
PERFORMER:  Medicus  Systems  Corporation,  1  American  Plaza, 

Evanston  IL  60201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA  (Entire  Program  Area); 

PHS-HRSA-Regional  Medical  Programs  (TERMINATED); 
PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  This  study  developed  a  data  collection  plan  and  survey 
guide  for  assessing  the  Intermediate  Care  Facilities  (ICF)  Program  in 
Region  V.  The  report  also  discusses  the  issues  involved  in  the  im- 
plementation of  an  ICF  program  and  analyzes  state  operation  and 
implementation  procedures.  The  agency  survey  guide  is  documented 
in  Appendix  A,  and  individual  ICF  program  survey  reports  for  Il- 
linois, Indiana,  Michigan,  Minnesota,  Ohio,  and  Wisconsin  can  be 
found  in  Appendix  B.  (Final  report  150  pages.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Literature  Re- 
view Feature,  Health  Care  Delivery  Systems,  Facilities,  Planning 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0400  PROJECT  NO:  Reg  V  74-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  245-814 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  5-74-0018 
COST    (In  Thousands):  Not  available 
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STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  June  '74  through  December  '74 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Assessment  of  the  Role  of  Urban  Indian  Centers 
in  Providing  Human  Services  to  Urban  Indians 

REPORT  TITLE:  Assessment  of  the  Role  of  Urban  Indian  Centers  in 

Providing  Human  Services  to  Urban  Indians 
PERFORMER:  Tribal  American  Consulting  Corporation,  4735  East 

Slauson,  Maywood  CA  90201 
PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Program  (Entire  Program 

Area) 

ABSTRACT:  The  role  of  selected  centers  in  Region  V  providing  ser- 
vices to  urban  Indians  is  examined.  Data  were  collected  from  three 
classes  of  human  service  providers:  Office  of  Native  American  Pro- 
grams (ONAP)  grantees,  non-ONAP  Indian  organizations,  and  non- 
Indian  human  service  delivery  agencies.  Interviews  were  conducted 
at  each  site  for  four  to  five  days.  It  was  found  that  (1)  the  direct 
provision  of  services  at  the  sites  visited  did  not  interfere  with  plan- 
ning and  coordination,  which  could  result  in  more  efficient  delivery 
of  services;  (2)  delivery  of  services  to  urban  Indians  is  impaired  by 
conflicting  rules,  regulations,  and  procedures;  (3)  communities  vary 
in  their  readiness  to  implement  coordination  of  services;  (4)  lack  of 
control  of  service  delivery  resources  limits  the  ability  of  ONAP 
grantees  to  influence  service  delivery  to  urban  Indians;  and  (5)  deliv- 
ery of  services  to  urban  Indians  is  impaired  by  the  political  factional- 
ism of  Indian  organizations.  Recommendations  are  offered  to 
improve  the  availability  of  services  to  Indians  in  urban  areas  includ- 
ing (1)  reducing  the  charter  of  ONAP  grantees  from  planning  and 
coordinating  all  services  to  facilitate  the  delivery  of  services  to  Indi- 
ans and  (2)  improvement  of  ONAP  knowledge  of  local  conditions 
prior  to  selection  of  grantees  and  better  technical  assistance  after- 
wards. (Final  report  115  pages;  executive  summary  10  pages.) 

DESCRIPTORS:  Native  Americans,  Urban  or  Rural  Places  or  Prob- 
lems, Grant  and  Contract  Management,  Survey  or  Questionnaire 
Feature,  Discretionary  and  Project  Grant  Performance,  Demogra- 
phy 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0523  PROJECT  NO:  Reg  V  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-737 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  150-75-R007 
COST    (In  Thousands):  FY  74-$0,  FY  75-$0,  FY  76-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '75  through  June  '76 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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PROJECT  TITLE:  Colorado  Socioeconomic  Data 

REPORT  TITLE:  Colorado  Socioeconomic  Data  for  1970-1975 
PERFORMER:  University  of  Denver,  Denver  Research  Institute, 

Denver  CO  80210 
PROJECT  OFFICER:  Hodges,  Allen,  Ph.D. 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  Denver  Research  Institute  collected  and  analyzed  1974- 
75  basic  social  demographic,  welfare,  education,  economic  data  on  a 
county-by-county  basis  for  Colorado.  The  1974-75  data  were  com- 
pared with  previously  collected  1970-72  data  for  an  evaluation  of 
changes  over  time  in  Colorado's  63  counties  in  health,  education, 
welfare,  and  energy  impact  areas.  Possible  uses  of  the  data  include 
comparisons  among  counties  and  regions  on  various  socioeconomic 
measures,  comparisons  of  counties  and  regions  to  the  state  as  a  whole, 
broad  assessments  of  population  problems  and  needs,  and  reflections 
of  short-term  trends  in  the  counties'  and  regions'  characteristics.  See 
also  PIC  ID  No.  0663. 

DESCRIPTORS:  Statistical  Data  Feature,  Needs  and  Needs  Assess- 
ment, Social  Indicators,  Trends  and  Forecasts,  Demography 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  0663  1  PROJECT  NO:  Reg  VIII  76-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  R-08-76-T-1854 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '76  through  June  '77 
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PROJECT  TITLE:  Comparative  Consumer  Survey  on  Human 
Services  for  American  Indians  in  North  Dakota 

REPORT  TITLE:  Comparative  Consumer  Survey  on  Human 

Services  for  American  Indians  in  North  Dakota 
PERFORMER:  American  Indian  Development,  Inc.,  431  West 

Colfax  Avenue,  Denver  CO  80204 
PROJECT  OFFICER:  Garfield,  Rulon 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health  (Entire  Program  Area); 

HD-ANA-Native  Americans  Program  (Entire  Program 

Area) 

ABSTRACT:  This  report  presents  the  findings  from  a  study  on  the 
level  of  consumer  satisfaction  with  existing  human  services,  with 
perceived  needs  for  services,  and  with  service  utilization  patterns  of 
Indians  on  and  off  two  North  Dakota  Indian  reservations.  All 
households  of  both  the  Fort  Berlhold  and  Turtle  Mountain  Reserva- 
tions were  included.  The  initial  intent  was  to  draw  a  comparison 
between  the  two  reservations,  but  responses  to  many  questions  were 
so  similar  that  no  valid  differences  were  found.  Several  recommenda- 
tions are  made  with  emphasis  on  including  Indians  in  needs  determi- 
nation, program  planning,  and  employment  in  programs  established 
on  their  reservations.  Major  problems  appear  to  be  employment  and 
transportation  (especially  roads),  followed  by  housing,  physical  and 
mental  health,  and  education.  (Final  report  54  pages.) 
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DESCRIPTORS:  Native  Americans,  Needs  and  Needs  Assessment, 
Survey  or  Questionnaire  Feature,  Consumer  Evaluation  Feature, 
Demography 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0481  PROJECT  NO:  Reg  VIII  72-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  256-314 
MECHANISM:  Contract/ 

Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OEC-8-72-0034 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Colorado  Socioeconomic  Data 

REPORT  TITLE:  Comparison  of  Reported  DREW  Spending  and 
Available  Data  on  Social  Conditions  in  Colorado 

PERFORMER:  University  of  Denver,  Denver  Research  Institute, 
Denver  CO  80210 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 
X-Many  HHS  Programs; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  project's  three  major  objectives  were  to  ( 1 )  trace  the 
flow  of  FY  1970  HEW  funds  to  Colorado's  63  counties  using  availa- 
ble HEW  data;  (2)  perform  preliminary  analyses  of  the  tentative 
relationships,  if  any,  between  reported  HEW  expenditures  and  the 
needs  of  the  population  as  measured  by  the  Social  Indicators  Project's 
data;  and  (3)  identify  problems  in  trying  to  execute  the  above  tasks. 
Nearly  all  of  the  financial  data  available  from  HEW  proved  unsuita- 
ble for  the  purposes  of  this  study.  Correlational  analysis  of  the  rela- 
tionship between  allocation  of  funds  and  indicators  of  problems  or 
needs,  represented  by  measures  in  the  data  files,  proved  possible  only 
for  funds  for  Head  Start  projects  and  funds  allocated  to  school  dis- 
tricts under  Title  I  of  the  Elementary  and  Secondary  Education  Act 
of  1965.  Both  Head  Start  grants  and  Title  I  allocations  are  shown  to 
be  related  to  some  relevant  socioeconomic  variables  but  not  related 
to  others.  The  report  covers  (1)  the  available  data  and  its  limitations; 
(2)  the  flow  of  funds  for  direct  grants  to  institutions  in  the  counties; 
and  (3)  analysis  of  the  relationships  between  Head  Start  and  Title  I 
and  the  characteristics  of  the  local  populations.  Work  for  this  study 
was  also  performed  under  purchase  order  R-08-74-1646  from  the 
Office  of  the  Regional  Director,  Region  VIII,  Denver,  Colorado.  See 
also  PIC  ID  No.  0663.1.  (Final  report  46  pages.) 

DESCRIPTORS:  Statistical  Data  Feature,  Trends  and  Forecasts,  Needs 
and  Needs  Assessment,  Financial  Management,  Grants-in-Aid,  State 
or  Local  Administration,  Case  or  Site  Study  Feature,  Social  Indica- 
tors, Demography 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0663  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  12-P-55887/01 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '74  through  August  '74 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Delivery  of  HEW  Services  to  WIN 
Registrants 

REPORT  TITLE:  Delivery  of  HEW  Services  to  WIN  Registrants 
PERFORMER:  Boston  College,  Social  Welfare  Research  Institute, 

Chestnut  Hill  MA  02167 
PROJECT  OFFICER:  Heller,  Ellen 
PROGRAM(S)  EVALUATED: 

FSA-Work  Incentive-Child  Care  and  Supportive  Services 

ABSTRACT:  This  study  evaluated  the  nature  of  and  extent  to  which 
HEW  employment-related  supportive  services  were  made  available 
to  WIN  registrants  before  certification  in  comparison  to  those  re- 
ceived by  participants.  Based  on  an  investigation  of  three  sites  in 
Maine  and  Rhode  Island  involving  interviews  with  both  clients  and 
staff,  the  study  found  that  (I)  the  preappraisal  process  appeared  to 
serve  several  distinct  functions  for  both  the  worker  and  client;  (2) 
there  were  overlap  and  confusion  in  responsibility  for  handling  social 
service  needs  for  the  WIN  registrants,  which  led  to  waste  of  case- 
worker time  and  added  to  the  frustration  of  WIN  registrants;  and  (3) 
disagreement  existed  over  authority  to  make  the  decision  for  certifi- 
cation of  a  registrant.  The  study  contained  many  detailed  findings 
concerning  specific  problems  and  their  causes,  but  did  not  make 
explicit  recommendations.  (Final  report  51  pages.) 

DESCRIPTORS:  Social  Services  Delivery  Systems,  Supportive  Ser- 
vices, Training  and  Employment  of  the  Disadvantaged,  Case  or  Site 
Study  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0656  PROJECT  NO:  Reg  I  75-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  09-P-5I004/1-05 
COST    (In  Thousands):  FY  75-$8 
STATUS:  Study  completed. 

Available  from  PIC, 
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PROJECT  TITLE:  Documentation  of  Evaluation  Efforts  in  Human 
Service  Agencies  in  Region  VIII 

REPORT  TITLE:  Documentation  of  Evaluation  Efforts  in  Human 

Service  Agencies  in  Region  VIII 
PERFORMER:  University  of  Colorado,  Institute  for  Advanced 

Urban  Studies,  Denver  CO  80202 
PROJECT  OFFICER:  Bodaghi,  Carla;  Rm  5627D,  COHEN  Bldg; 

202-245-6721  .   .  ■ 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  Addressing  the  need  for  and  planning  a  process  for  the 
documentation  of  state  evaluation  efforts,  the  study  team  pursued  six 


PROJECT  DESCRIPTIONS  281 


Accession  No.  0759  Office  of  the  Secretary 

REGIONS 


major  objectives  for  completing  the  task:  (1)  to  collect  documents, 
including  a  bibliography  of  evaluation  tools  utilized  in  Region  VIII; 
(2)  to  document  state  evaluation  methods  and  procedures;  (3)  to 
contact  all  state  governors'  offices  to  review  relationships  and  evalua- 
tion procedures  with  human  service  agencies:  Social  Rehabilitation 
Services  (SRS),  Office  of  Human  Development  (OHD),  and  Public 
Health  Service  (PHS);  (4)  to  describe  intrastate  and  state/federal 
relationships  with  human  service  agencies  in  the  area  of  evaluation; 
(5)  to  describe  structural  and  functional  elements  of  evaluation  in 
each  state  by  HEW  program  area;  and  (6)  to  produce  reports  and 
recommendations  regarding  regional  evaluation  workshops  and 
related  outcomes  and  needs  indicated  by  document  search.  The  study 
found  that  the  best  single  word  to  describe  the  state  of  the  art  was 
"scattered."  The  organizational  structure  of  human  service  agencies 
varied  greatly  from  state  to  state.  The  study  also  found  that  census 
information  provided  a  comparative  analysis  of  population  trends  and 
could  provide  a  reliable  means  by  which  assessment  and  evaluation 
of  needs  could  occur.  (Final  report  51  pages  plus  appendices.) 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  Social 
Services  Delivery  Systems,  Technical  Assistance 
STUDY  TYPE:  Other 

PIC  ID  NO:  0661  PROJECT  NO:  Reg  VIII  76-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  76-$5 

STATUS:  Study  completed. 

Available  from  PIC 
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PROJECT  TITLE:  Evaluation  of  Pennsylvania's  Domiciliary  Care 
Pilot  Program 

REPORT  TITLE:  Domiciliary  Care  Pilot  Program 

PERFORMER:  Hebrew  Rehabilitation  Center  for  the  Aged,  1200 

Centre  Street,  Roslindale  MA  02131 
PROJECT  OFFICER:  Perez-Daple,  Roy 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  Pennsylvania  developed  a  pilot  program  to  stimulate  the 
upgrading  of  nursing  facilities  and  their  services.  The  goals  of  this 
program  were  to  avoid  dependency  and  to  provide  an  option  other 
than  institutional  care  for  those  whose  needs  can  be  met  in  other 
ways.  As  part  of  a  larger  study  to  evaluate  the  impact  of  the  innova- 
tive program  in  Pennsylvania  of  domiciliary  care  for  adults  requiring 
sheltered  living  arrangements,  extensive  data  were  collected  con- 
cerning applicants  shortly  after  application  but  prior  to  certification 
(acceptance)  or  placement  in  domiciliary  care  homes.  These  data 
were  obtained  primarily  through  an  intensive  interview  conducted  by 
clinical  interviewers  who  were  specially  trained  and  exhibited  a  high 
degree  of  reliability  with  respect  to  the  numerous  observation  and 
clinical  assessments  being  made.  The  following  reports  were  comp- 
leted: "A  Descriptive  Study  of  Functionally  Eligible  Applicants  to 
the  Domiciliary  Care  Program";  "Domiciliary  Care  Management 
Information  System,  Semi-Annual  Report"  (December  1978);  "The 
Domiciliary  Care  Management  Information  System:  An  Interview 
Conducted  by  the  Hebrew  Center  for  the  Aged  Clinical  Staff'  (Janu- 
ary 1979). 

DESCRIPTORS:  Home  Health  Care,  Elderly,  Demonstration  Projects, 
Mental  Health,  Handicapping  Conditions  and  Problems,  Residential 
Facilities 


STUDY  TYPE:  Case  Studies 
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PROJECT  TITLE:  Effect  of  Organizational  Structure  on  Community 
Mental  Health  Center  Operations 

REPORT  TITLE:  Effect  of  Organizational  Structure  on  Community 

Mental  Health  Center  Operations 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 
PROJECT  OFFICER:  Saigh,  Hani  R. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  This  study  examined  the  relationship  between  organiza- 
tional structures  and  the  effectiveness  and  efficiency  of  community 
mental  health  centers.  The  study  took  place  over  a  nine-month  period 
and  included  CMHCs  in  HEW  Region  II  (New  York  and  New 
Jersey).  The  general  literature  was  surveyed  and  reviews  of  biometry 
data  and  the  grant  application  files  of  the  CMHCs  in  Region  II  were 
conducted.  Based  on  issues  identified  in  the  documents  review,  site 
visits  were  made  to  eight  selected  CMHCs  in  the  region.  The  final 
report  includes  a  proposed  conceptual  framework  of  organizational 
effectiveness  with  the  following  eight  dimensions:  organizational 
concept,  relation  to  sponsor,  leadership  style,  staff  attitude,  organiza- 
tional process  awareness,  anticipated  typical  client,  relation  to  change 
and  articulation  of  effectiveness  and  efficiency  indicators.  These 
eight  dimensions  are  discussed  conceptually  and  analyzed  for  each  of 
the  eight  site-visited  centers.  The  report  includes  a  detailed  site  visit 
report  and  recommendations  relating  to  technical  assistance  and  the 
development  of  self-evaluation  instruments. 

DESCRIPTORS:  Management  Techniques,  Community  Mental  Health 
Centers,  Evaluation  by  State  and  Local  Governments,  Case  or  Site 
Study  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1373  PROJECT  NO:  Reg  II  78-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-129307 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  120-78-0005 
COST    (In  Thousands):  FY  79-$40 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '78  through  July  '79 
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REPORT  TITLE:  Evaluation  Clearinghouse  Operation  and  User 

Manuals  (Region  VII) 
PERFORMER:  Transaction  Systems.  Inc.,  800  Peachtree  Street 

N.E.,  Atlanta  GA  30308 
PROJECT  OFFICER:  Carson,  Linda 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  The  purpose  of  this  study  was  to  provide  assistance  to  the 
Office  of  the  Regional  Director  to  develop  a  management  plan  for 
the  development,  construction,  dissemination  and  execution  of  annu- 
al evaluation  plans.  Tasks  included  (1)  the  development  of  evaluation 
planning  guidance  for  FY  1977;  (2)  the  design  of  a  regional  evaluation 
and  planning  clearinghouse  for  information  dissemination;  (3)  the 
conduct  of  one  local  project  evaluation  in  which  the  contractor  and 
regional  office  representative  could  work  in  tandem;  and  (4)  the 
development  of  a  regional  evaluation  planning  strategy  which  could 
be  replicated  via  the  management  processes  in  subsequent  years.  See 
also  PIC  ID  No.  0577.1. 

DESCRIPTORS:  Information  Systems,  Research  and  Evaluation  Plan- 
ning and  Administration 
STUDY  TYPE:  Other 

PIC  ID  NO:  0577  PROJECT  NO:  Reg  VII  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  170-76-0001 
COST    (In  Thousands):  FY  76-$35 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '75  through  January  '77 


0763 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Development  and  Conduct  of  an  Evaluation 
Training  Program  for  HEW  Regional  Office  Personnel 

REPORT  TITLE:  Evaluation  Handbook 

PERFORMER:  Human  Resources  Planning  Institute,  Maritime 

Building,  Seattle  WA  98104 
PROJECT  OFFICER:  Carson,  Linda 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  handbook  provides  general  background  information 
on  the  principles,  techniques,  and  uses  of  evaluation  activities  and 
discusses  pertinent  issues  in  evaluation.  Its  intentions  are  to  establish 
a  common  evaluation  background  among  staff  in  HEW's  Regional 
Office  and  to  provide  teaching  materials  for  this  purpose.  The  hand- 
book is  based  on  material  developed  for  and  presented  at  evaluation 
seminars  sponsored  by  Region  VII.  (Final  report  134  pages.) 

DESCRIPTORS:  Literature  Review  Feature,  Research  and  Evaluation 
Planning  and  Administration,  Management  Techniques,  Federal  Ad- 
ministration 
STUDY  TYPE:  Other 

PIC  ID  NO:  0371  PROJECT  NO:  CC/REG  VII-74-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  245-342 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  SAPH-VII-4 
COST    (In  Thousands):  FY  74-$37 


STATUS:  Study  completed. 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  July  '74  through  November  '74 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Access  to  and  Availability  of 
Human  Resource  Programs  for  Migrant  and  Seasonal 
Farmworkers  in  Region  X 

REPORT  TITLE:  Evaluation  of  Access  to  and  Availability  of  Human 

Resource  Programs  for  Migrant  and  Seasonal  Farmworkers 

in  Region  X  (Two  Volumes) 
PERFORMER:  InterAmerica  Research  Associates,  Inc.,  1555 

Wilson  Boulevard,  Rosslyn  VA  22209 
PROJECT  OFFICER:  Crossman,  John 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Income  Security; 

X-Many  HHS  Programs-Social  Services; 

X-Non-HHS  Programs-Education; 

X-Many  HHS  Programs-Employment  and  Training 

ABSTRACT:  This  study  covered  an  extended  period  during  which 
federal  and  state  personnel,  local  service  providers,  and  staff  of  farm- 
worker organizations  worked  together  to  develop  written  documen- 
tation about  receipt  of  human  resource  services  by  migrant  and 
seasonal  farmworkers  (MSFWs)  in  Region  X.  Specifically,  the  study 
examined  barriers  to  service  delivery  in  14  programs  in  five  function- 
al areas:  health,  education,  employment  training,  social  services  and 
income  maintenance/welfare.  This  study  involved  both  service  prov- 
iders and  the  client  population  (MSFWs)  in  identifying  problem  areas 
both  groups  faced  in  delivery  and  receipt  of  services.  MSFWs  in  need 
of  services  reported  not  knowing  where  to  go,  whether  services  were 
available,  or  whether  they  were  qualified  to  use  them  as  their  primary 
reasons  for  not  using  them.  Local  service  providers  identified  lan- 
guage problems,  lack  of  knowledge  about  services,  and  problems 
arising  from  social/cultural  differences  as  the  greatest  barriers  for 
MSFWs  in  service  delivery.  The  general  population  programs  stud- 
ied were  not  set  up  to  serve  a  mobile  population  due  to  the  long-term 
nature  of  service  delivery.  Lack  of  transportation  was  also  a  signifi- 
cant problem.  Volume  I  (executive  summary)  and  Volume  II  (find- 
ings and  recommendations)  are  also  available  from  NTIS  (Nos.  PB 
283-232/AS  and  PB  283-233/AS,  respectively).  (Final  report  241 
pages;  executive  summary,  in  English  and  Spanish,  31  pages.) 

DESCRIPTORS:  Migrants,  Survey  or  Questionnaire  Feature,  Health 
Care  Delivery  Systems,  Eligibility  Issues,  Non-English  Speaking, 
Supportive  Services,  Social  Services  Delivery  Systems,  Demogra- 
phy, Training  and  Employment  of  the  Disadvantaged,  Income 
Maintenance 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1323  PROJECT  NO:  Reg  X  76  1-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  101-76-0010 

COST    (In  Thousands):  FY  76.1-$175,  FY  78-$5 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '76  through  February  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Constituent  Self-Evaluation 
Activities  and  Their  Relationship  to  Regional  Office 
Management 

REPORT  TITLE:  Evaluation  of  Constituent  Self-Evaluation 
Activities  and  Their  Relationship  to  Regional  Office 
Management 

PERFORMER:  JSI,  210  Lincoln  Street,  Boston  MA  02111 
PROJECT  OFFICER:  Cole,  Dixie 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  purpose  of  this  contract  was  to  determine  the  capaci- 
ty of  Region  X  primary  care  health  centers  to  conduct  self-assessment 
in  the  context  of  organizational  control;  and  to  analyze  how  regional- 
office  monitoring  of  those  projects  impinged  on  self-assessment.  This 
work  built  on  an  earlier  contract  between  this  contractor  and  Region 
X  wherein  a  management-by-objectives  model  of  self-assessment 
(called  "quality  by  objectives"  or  QBO)  was  developed  and  tested. 
In  this  study,  additional  data  provided  statistical  evidence  that  pro- 
jects that  set  numerical  targets  and  that  utilized  quantitative  data  for 
self-assessment  were  more  able  to  make  major  decisions,  and  to  be 
innovative  in  methods  of  health  care  delivery.  Methods  of  monitor- 
ing, including  objective  measures  of  the  bureau's  common  reporting 
requirements  (BCRR)  generally  were  uncorrelated  with  projects' 
conformity  to  the  QBO  model.  With  respect  to  monitoring,  recom- 
mendations were  made  to  increase  the  project  officer's  role  and  time 
in  assisting  and  teaching  receptive  projects  to  do  self-assessment;  and 
for  the  region  to  provide  cash  incentives  to  projects  to  do  self-assess- 
ment around  the  Bureau  of  Community  Health  Services  (BCHS) 
priority  programs.  A  new  manual  ("Tools  for  Self-Assessment  in 
Ambulatory  Health  Care  Centers")  was  written  and  tested  in  work- 
shops. The  material  follows  the  QBO  model  and  provides  for  meas- 
urement of  most  aspects  of  project  activities. 

DESCRIPTORS:  Management  Techniques,  Management  Information 
and  Reporting,  Administrative  Personnel,  Health  Care  Delivery  Sys- 
tems 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1372  PROJECT  NO:  Reg  X  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  290-77-0007 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '77  through  June  "78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Head  Start  Dental  Health 
Education  Program  in  Region  IX 

REPORT  TITLE:  Evaluation  of  Demonstration  Head  Start  Dental 

Health  Education  Program  (Reno  Model) 
PERFORMER:  U.S.  Human  Resources  Corporation,  1109  Oak 

Street,  San  Francisco  CA  94117 
PROJECT  OFFICER:  Quill,  Joy 


PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  This  final  report  provides  information  on  a  small  training 
and  technical  assistance  (T/TA)  project.  A  wide  variation  in  the 
quality  and  range  of  health  education  activities  and  serious  deficien- 
cies in  dental  health  education  had  been  observed  in  on-site  evalua- 
tions of  Head  Start  programs  made  by  the  Office  of  Child 
Development  (now  Administration  for  Children,  Youth  and  Fami- 
lies, ACYF).  To  develop  means  for  strengthening  dental  health  care 
programs,  four  Head  Start  grantees  were  selected  from  10  interested 
applicants  to  create  and  implement  demonstration  dental  health  train- 
ing programs.  The  grantees  selected  were  El  Dorado  County  Office 
of  Education;  Hawaii  County  Economic  Opportunity  Council;  Com- 
munity Services  Agency  of  Washoe  County;  and  Riverside  County 
Office  of  Education. 

DESCRIPTORS:  Child  Development,  Dental  Health  Care,  Demonstra- 
tion Projects,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1079  PROJECT  NO:  Reg  IX  77-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  299-77-0007 
COST    (In  Thousands):  FY  77-$21 

STATUS:  Study  completed,  4 

Available  from  PIC 
START/END  DATES:  June  '77  through  July  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Factors  Influencing  Physician  Migration  after 
Graduation  from  Schools  of  Medicine  in  the  State  of  Iowa 

REPORT  TITLE:  Evaluation  of  Factors  Influencing  Physician 

Migration  from  Schools  of  Medicine  in  the  State  of  Iowa 

PERFORMER:  University  of  Iowa,  College  of  Medicine,  Iowa  City 
lA  52242 

PROJECT  OFFICER:  Foster,  Dr  Ashley 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 
Program  Area) 

ABSTRACT:  This  study  collected  and  analyzed  demographic  data 
relative  to  the  practicing  physicians  who  were  graduated  from 
schools  of  medicine  in  the  state  of  Iowa  between  the  academic  years 
of  1961  and  1970  and  who  at  the  time  of  the  study  were  practicing 
in  Iowa  or  contiguous  states.  The  purpose  of  the  study  was  to  identify 
and  analyze  the  significance  of  the  factors  that  seemed  to  be  the  most 
predominant  in  the  choice  of  graduating  physicians  of  a  practice  site. 
Findings  were  not  conclusive  enough  to  have  prediction  validity 
regarding  rural  practice  location  decisions;  however,  findings  indi- 
cate that  professional  amenities  available  do  play  an  important  role 
in  practice  location  decision  making. 

DESCRIPTORS:  Health  Manpower  Training,  Health  Manpower  Pro- 
jections 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1319  PROJECT  NO:  Reg  VII  76.1-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  R7-O5-76-490T 
COST    (In  Thousands):  FY  76-$7 
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Available  from  PIC 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Further  Analysis  of  Evaluation  of  Federal 
Interagency  Day  Care  Requirements 

REPORT  TITLE:  Evaluation  of  Federal  Interagency  Day  Care 
Requirements 

PERFORMER:  UNCO,  Incorporated,  1501  Wilson  Boulevard, 

Arlington  VA  22209 
PROJECT  OFFICER:  Crossman,  John 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area); 
HD-OASHDS-Social  Services/Title  XX-Child  Day  Care 
(CONSOLIDATED-See  SSBG); 

FSA-Work  Incentive-Child  Care  and  Supportive  Services 

ABSTRACT:  This  study  analyzed  data  relating  to  compliance  with 
federal  interagency  day-care  requirements.  Reports  were  prepared 
for  each  of  the  states  in  Region  X  (Alaska,  Idaho,  Oregon,  and  Wash- 
ington). 

DESCRIPTORS:  Child  Care,  Regulation  and  Standard  Setting,  State  or 
Local  Administration,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0983  PROJECT  NO:  Reg  X  74-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RX-74-15-HEW 
COST    (In  Thousands):  FY  74-$  15 
STATUS:  Study  completed 

START/END  DATES:  July  '74  through  October  '74 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Financial  Planning  of  HMO 
Grantees:  Region  IX  Study 

REPORT  TITLE:  Evaluation  of  Financial  Planning  of  HMO 

Grantees:  Region  IX  Study 
PERFORMER:  Office  of  the  Regional  Director,  Region  IX,  San 

Francisco  CA  94102 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  The  vast  majority  of  developing  health  maintenance  or- 
ganizations (HMOs)  were  funded  with  grant  monies  made  available 
under  the  federal  HMO  Act  of  1973.  This  study  explored  what  other 
sources  of  capital  might  be  available  to  fund  development  and  operat- 
ing costs  of  HMO  initiatives.  The  study  concluded  that  sources  of 
capital  for  HMOs  were  restricted  for  the  following  reasons:  (1)  be- 
cause HMOs  were  nonprofit,  they  could  not  attract  venture  capital 
by  offering  a  share  of  ownership  or  profit;  (2)  lending  institutions 
required  the  same  collateral  and  assurances  from  HMOs  as  from  other 
prospective  borrowers;  (3)  it  was  difficult  for  a  potential  lender  to 
appraise  the  probability  of  an  HMO  attracting  sufficient  members  to 
realize  breakeven  operations;  and  (4)  because  the  federal  grant  pro- 


gram did  not  allow  HMOs  to  accumulate  net  worth,  the  HMO  was 
without  assets  to  use  as  collateral  for  debt  financing.  A  separate 
section  of  the  report  evaluates  four  HMO  grantees,  an  appendix 
presents  the  five-year  financial  plan  of  the  South  Los  Angeles  Com- 
munity Health  Plan,  and  a  second  appendix  is  a  guide  to  attracting 
private  equity  and  debt  investment  to  develop  HMOs.  (Final  report 
175  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Health  Maintenance  Or- 
ganizations, Economic  Analysis  Feature,  Health  Care  Delivery  Sys- 
tems, Grants-in-Aid,  Financial  Management 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0345  PROJECT  NO:  Reg  IX  76-1 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed 

START/END  DATES:  August  '75  through  November  '76 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Accessibility  and  Availability  of 

HEW-Assisted  Programs  to  the  In-Need  Hispanic  Population 
of  Clark  County,  Nevada 

REPORT  TITLE:  Evaluation  of  HEW-Assisted  Programs  to  Hispanic 

Population  of  Clark  County,  Nevada 
PERFORMER:  State  of  Nevada,  Department  of  Human  Resources, 

Carson  City  NV  89710 
PROJECT  OFFICER:  Wilson,  Wayne 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  This  study  evaluated  the  accessibility  and  availability  of 
HEW-assisted  programs  to  the  Hispanic  population  of  Clark  County, 
Nevada.  The  study  (1)  evaluated  existing  HEW  programs  to  ascertain 
their  correlation  to  consumer-perceived  needs;  (2)  examined  the  bar- 
riers confronted  by  the  Hispanic  population  in  obtaining  HEW  assist- 
ance; and  (3)  examined  ways  in  which  various  levels  of  government 
and  community  officials  and  representatives  can  cooperate  on  and 
make  recommendations  for  the  development  of  comprehensive  ser- 
vices responsive  to  the  needs  and  problems  of  this  population  group. 

DESCRIPTORS:  Access  to  Services,  Non-English  Speaking,  Minority 

Groups,  Hispanic 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1082  PROJECT  NO:  Reg  IX  77-04 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-125726 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OEC-9-77-0010 
COST    (In  Thousands):  FY  77-$4 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  June  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Monitoring  Systems  in  Selected 
Regional  Program  Areas 

REPORT  TITLE:  Evaluation  of  Monitoring  Systems  in  Selected 

Regional  Program  Areas 
PERFORMER:  Contract  Research  Corporation,  25  Flanders  Road, 

Belmont  MA  02178 
PROJECT  OFFICER:  Perez-Daple,  Roy 

PROGRAM(S)  EVALUATED:  ' 

HD-ACYF-Head  Start  (Entire  Program  Area); 
HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  This  study  examined  the  regional  office  monitoring  sys- 
tems of  Head  Start,  Vocational  Education,  and  Child  Support  En- 
forcement, programs  that  differ  distinctly  from  each  other  but  are 
representative  of  the  structure  of  programs  being  funded  and  moni- 
tored by  the  federal  government.  The  study  subdivided  the  monitor- 
ing function  into  compliance  monitoring,  process  monitoring,  and 
performance  monitoring.  The  study  found  that  (1)  the  standards  for 
compliance  monitoring  in  each  program  were  adequate.  The  federal 
government  expressed  clearly  what  the  basic  structure,  activities,  and 
critical  procedures  of  a  program  were  to  be;  (2)  the  dominant  defi- 
ciency of  the  monitoring  methods  and  procedures  was  their  timing; 
in  compliance  and  process  monitoring  particularly,  inadequate 
amounts  of  time  devoted  to  the  monitoring  activities  accounted  in 
large  part  for  their  inadequacy;  (3)  the  information  available  for 
monitoring  was  most  often  inadequate  or  of  questionable  adequacy; 
(4)  the  only  programs  which  seemed  to  receive  adequate  amount  of 
staff  time  from  monitors  were  demonstration  projects.  (Final  report 
357  pages.) 

DESCRIPTORS:  Federal  Administration,  Grant  and  Contract  Manage- 
ment, Management  Information  and  Reporting,  Child  Support 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0521  PROJECT  NO:  Reg  III  76-03 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  130-76-2 
COST    (In  Thousands):  FY  76-$54 
STATUS:  Study  completed. 

Available  from  PIC 
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Regions 

PROJECT  TITLE:  Evaluation  of  Nutrition  Education  Programs  for 
the  Elderly 

REPORT  TITLE:  None 

PERFORMER:  Wesley  Medical  Center,  550  North  Hillside,  Wichita 

KS  67214 
PROJECT  OFFICER:  Waldrop.  Lila 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Nutrition 

Services 

ABSTRACT:  A  previous  regional  evaluation  project  on  planning, 
developing,  and  implementing  a  system  for  regional  evaluation  plan- 
ning required  that  the  contractor  provide  technical  assistance  to  a 
regional  work  group  on  the  planning  and  conduct  of  a  local  project 
evaluation.  The  regional  office  of  the  Administration  on  Aging 


agreed  that  the  nutrition  education  program  could  be  the  focus  of 
such  an  effort.  A  questionnaire  was  designed  and  administered  to 
consumers  in  several  Region  VII  sites  providing  nutrition  services  to 
the  elderly.  The  instrument  was  designed  to  determine  the  impact  of 
this  service  upon  their  daily  food-consumption  habits  and  attitudes. 
For  this  follow-up  study,  the  Wesley  Medical  Center  assisted  the 
regional  office  in  analysis  of  the  study  results  and  in  development  of 
a  program  of  nutrition  education  to  promote  maximum  impact  of  the 
nutrition  program.  The  final  product  is  a  slide  tape.  See  also  PIC  ID 
No.  0577. 

DESCRIPTORS:  Elderly,  Multiservice  Center,  Consumer  Education, 
Food  and  Nutrition 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0577.1  PROJECT  NO:  Reg  VII  76.1-01 

FUND  SOURCE:  Evaluation        NTSS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  R7-OS-76-488T 

COST    (In  Thousands):  FY  76-$8,  FY  77-$5  • 
STATUS:  Study  completed,  ' 
No  final  report 

START/END  DATES:  September  '76  through  May  '78  H 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  Regional  Office  Data  Requirements 

REPORT  TITLE:  Evaluation  of  Regional  Office  Data  Requirements 
PERFORMER:  Bureau  of  the  Census,  San  Francisco  CA  94188 
PROJECT  OFFICER:  Fernandez,  Dr.  Robert 
PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management; 
PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  A  survey  and  analysis  of  regional  office  data  needs  in 
relation  to  the  Cooperative  Health  Statistics  System  was  conducted. 
This  study  reviewed  (1)  data  reporting  requirements  of  PHS  grantees; 
(2)  information  needs  of  PHS  project  officers;  and  (3)  the  proposed 
scope  of  the  CHSS  minimum  data  sets  in  order  to  identify  the  overlap 
and  gaps  in  existing  and  planned  data  systems  in  relation  to  PHS 
project  officer  needs.  The  study  summarized  data  and  sources  availa- 
ble to  PHS  Region  IX  and  made  recommendations  for  improved 
access  to  data  sets. 

DESCRIPTORS:  Information  Disseminatiori,  Morbidity  and  Mortality, 
Federal  Administration 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0533  PROJECT  NO:  H/Reg  IX  74-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  74-$20 
STATUS:  Study  completed 
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REPORT  TITLE:  Evaluation  of  the  Application  of  Health  Needs 
Indexes  to  Resource  Allocation  Decisions  in  Selected  PHS 
Programs 

PERFORMER:  University  of  Washington,  School  of  Public  Health 

and  Community  Medicine,  Seattle  WA  98195 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management; 
PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  purpose  of  this  project  was  to  test  the  hypothesis 
that  the  use  of  health  needs  indicators  would  result  in  program  grant 
awards  being  directed  to  areas  of  greatest  need  in  Region  X.  The 
study  found,  however,  that  state  and  federal  agencies  were  generally 
unable  to  provide  the  necessary  data.  Recommendations  therefore 
include  criteria  for  specific  types  of  data:  better  access  to  the  Census, 
more  comprehensive  and  uniform  data  collection  by  states,  a  set  of 
manpower  enumeration  for  health  professionals  by  state,  and  sam- 
pling of  the  Health  Interview  Survey.  The  report  also  recommends 
a  national  effort  to  collect,  on  an  ongoing  basis,  a  standard  data  set 
to  be  analyzed  to  provide  a  useful  health  planning  tool.  (Final  report 
100  pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Health  Planning, 
Federal  State  and  Local  Relations,  Statistical  Data  Feature,  Demog- 
raphy 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1370  PROJECT  NO:  Reg  X  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  apphcable 

CONTRACT/GRANT  NO:  290-77-0008 
COST    (In  Thousands):  FY  77-$0 
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Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  the  Current  and  Prospective 
Utilization  of  Mid-Level  Health  Care  Professionals 

REPORT  TITLE:  Evaluation  of  the  Current  and  Prospective 
Utilization  of  Mid-Level  Health  Care  Professionals 

PERFORMER:  Baylor  College  of  Medicine,  Houston  TX  77030 

PROJECT  OFFICER:  Wagner,  Marjorie 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower  (Entire  Program  Area) 

ABSTRACT:  A  survey  of  physicians  in  HEW  Region  VI  was  under- 
taken to  evaluate  their  utilization  of  formally  and  informally  educated 
mid-level  health  professionals.  A  questionnaire  was  sent  to  all  physi- 
cians in  the  region,  asking  them  to  report  on  the  types  of  mid-level 
health  care  professionals  employed  in  their  practice  settings,  to  evalu- 
ate the  levels  of  responsibility  delegated  to  these  professionals  for 
managing  various  patient  problems,  and  to  furnish  demographic  in- 
formation about  their  practice  settings  and  mid-level  employees.  Of 
the  physicians  surveyed,  28.29%  (7,183)  returned  usable  responses. 
Of  the  respondents,  2,713  employed  a  total  of  6,383  informally  edu- 
cated mid-level  professionals  in  their  practice.  One  finding  was  that 
more  physician's  assistants  than  nurse  practitioners  practice  in  smaller 
communities.  Generally,  physicians  employing  informally  and  for- 
mally educated  mid-level  professionals  reported  favorable  impres- 
sions of  these  individuals.  Those  physicians  not  employing  mid-level 
health  care  professionals  indicated  that  they  required  further  infor- 
mation on  the  subject.  (Final  report  97  pages.) 


DESCRIPTORS:  Paraprofessionals,  Physicians 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0466  PROJECT  NO:  Reg  VI  74-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  256-289 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  Evaluation  of  the  Deinstitutionalization  Process  in 
Region  X 

REPORT  TITLE:  Evaluation  of  the  Deinstitutionalization  Process  in 

the  U.S.  Department  of  Health,  Education  and  Welfare, 

Region  X  (Two  Volumes) 
PERFORMER:  State  of  Washington,  Department  of  Social  and 

Health  Services,  Olympia  WA  98504 
PROJECT  OFFICER:  Herzog,  Linda 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Social  Services; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  study  examined  the  process  of  deinstitutionalization 
(DI)  of  the  mentally  ill  and  retarded  to  determine  whether  there  were 
barriers  to  the  receipt  of  aftercare  services  by  clients  discharged  from 
state  institutions  in  Idaho  and  Washington.  The  major  objectives 
were  analysis  of  planning  systems  affecting  DI  at  the  federal,  state 
and  local  levels;  examination  of  management  structures  designed  to 
assure  continuity  of  care  for  the  DI  population  in  the  two  states;  and 
analysis  of  the  availability  and  utilization  of  community-based  ser- 
vices. Seven  substudies  were  designed  to  collect  information  from 
different  sources  and  to  employ  different  instruments  and  methodolo- 
gies. The  most  striking  finding  was  that  91%  of  former  state  hospital 
patients  released  in  1975  and  1976  in  Washington  and  88%  in  Idaho 
reported  that  they  received  one  or  more  outpatient  mental  health 
services  sometime  during  the  approximate  17  months  between  dis- 
charge and  interview.  The  data  indicate  that  most  subjects  went  to 
mental  health  centers  where  they  received  outpatient  psychotherapy 
and/or  medications.  Subjects  receiving  psychotherapy  tended  to  re- 
main in  service  for  more  than  six  months  and  received  approximately 
14  sessions  during  that  period.  (Final  report  188  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Deinstitutionalization,  Community  Based  Care,  Case 
or  Site  Study  Feature,  State  or  Local  Administration,  Mental  Health, 
Retardation,  Ambulatory  and  Outpatient  Health  Care,  After  Care 
STUDY  TYPE:  Program  Impact;  Case  Studies 

PIC  ID  NO:  1324  PROJECT  NO:  Reg  X  76.1-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
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Available  from  PIC, 
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PROJECT  TITLE:  Evaluation  of  the  Integration  and  Delivery  of 
HEW  Services  for  the  Adult  Mentally  Retarded  in  Region 
VI 

REPORT  TITLE:  Evaluation  of  the  Effectiveness  of  HEW  Services 

to  the  Adult  Mentally  Retarded  in  Region  VI 
PERFORMER:  University  of  Wisconsin,  Madison  WI  53706 
PROJECT  OFFICER:  Dumas,  Dr.  Neil  S. 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX-Mentally  Disabled 

(CONSOLIDATED-See  SSBG); 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  This  project  provided  the  background  and  methodology 
for  an  evaluation  study  to  assess  HEW  services  to  the  mentally  re- 
tarded adults  in  Region  VI.  It  suggested  a  comprehensive  survey  of 
the  human  service  needs  of  the  mentally  retarded  population  on  the 
assumption  that  this  was  necessary  to  determine  the  extent  to  which 
these  needs  could  be  reduced  by  modifying,  integrating,  or  increasing 
HEW  services.  The  question  of  how  well  federal  and  matching  state 
and  local  funds  are  translated  into  effective  services  was  addressed. 
Failure  to  identify  a  representative  sample  of  mentally  retarded  adults 
has  been  a  consistent  shortcoming  in  most  follow-up  studies  of  ser- 
vices to  this  population  group;  this  study  emphasized  this  problem. 
The  study  used  stratified  random  sampling  of  special  education  stu- 
dents; an  intensive  follow-up  effort  to  lessen  attrition;  personal  inter- 
views of  clients  to  identify  educational,  vocational,  and  social  history, 
need  status,  and  services  received;  and  validation  of  information  from 
parents  or  public  agency  personnel.  An  overview  of  relevant  litera- 
ture is  presented  in  the  report.  The  methodology  provided  an  outline 
of  the  program's  administration,  the  duties  of  the  advisory  group, 
selection  of  a  survey  instrument,  conduct  of  a  pilot  study,  training  of 
interviewers,  sampling,  data  collection,  statistical  analysis,  and  re- 
porting of  results.  (Final  report  84  pages.) 

DESCRIPTORS:  Retardation,  Mental  Illness,  Needs  and  Needs  Assess- 
ment, Social  Services  Delivery  Systems,  Health  Care  Delivery  Sys- 
tems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0580  PROJECT  NO:  Reg  VI  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Reg  VI  75-5 
COST    (In  Thousands):  FY  75-$4 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '75  through  October  '75 


0778 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  the  Effects  of  a  Regional  Strategy 
for  the  Implementation  of  Interagency  Agreements 


REPORT  TITLE:  Evaluation  of  the  Effects  of  a  Regional  Strategy 

for  the  Implementation  of  Interagency  Agreements 
PERFORMER:  Office  of  the  Regional  Director,  Office  of  Planning 

and  Evaluation,  Region  III,  Philadelphia  PA  19101 
PROJECT  OFFICER:  Skinner,  John  H. 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Program  Direction  and  Management; 

HD-AOA-Aging-State  and  Community  Programs-State 

Agency  Activities 

ABSTRACT:  An  attempt  was  made  to  explore  the  strategy  used  by  the 
regional  office  of  the  Administration  on  Aging/Office  of  Human 
Development  (AOA/OHD)  in  the  implementation  of  state-level  in- 
teragency agreements.  The  study  focused  on  the  work  of  the  six 
regional  state  aging  specialists  (RSAS)  in  Region  III.  Region  III 
encompasses  Delaware,  Maryland,  Pennsylvania,  Virginia,  West  Vir- 
ginia, and  the  District  of  Columbia.  Each  RSAS,  serving  as  consult- 
ant, advisor  and  supporter  of  aging  programs  in  each  state,  represents 
the  federal  government  and  acts  as  liaison  between  the  government 
and  the  state.  In  recorded  interviews,  the  RSAS  frequently  com- 
plained that  they  had  no  authority  to  enforce  agreements  and  they 
accused  state  officials  of  refusing  to  rewrite  working  arrangements  in 
order  to  formalize  them;  on  the  other  hand,  officials  of  local  govern- 
ments resisted  state  emphasis  on  written  interagency  agreements.  A 
recommendation  was  made  that  if  the  available  records  showed  that 
a  program  was  productive,  it  was  not  necessary  to  insist  on  a  formal 
agreement  that  would  serve  no  additional  purpose.  (Final  report  113 
pages.) 

DESCRIPTORS:  Federal  State  and  Local  Relations,  Elderly,  Program 
Coordination,  Services  Integration,  Administrative  Personnel,  State 
or  Local  Administration,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1085  PROJECT  NO:  Reg  III  76-08 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  SHR-0001939 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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PROJECT  TITLE:  Evaluation  of  the  EPSDT  Program  in  Region  V 

REPORT  TITLE:  Evaluation  of  the  EPSDT  Program  in  Region  V 
PERFORMER:  Office  of  the  Regional  Director,  Region  V,  Chicago 

IL  60606 
PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  This  study  identified  barriers  to  the  implementation  of 
EPSDT  (Medicaid  Health  Program  for  persons  under  age  21)  and 
analyzed  attitudes  towards  program  effectiveness  of  persons  most 
closely  associated  with  implementation.  Regional  office  staff  visited 
25  selected  cities  and  counties  in  Illinois,  Michigan,  Minnesota,  Ohio, 
and  Wisconsin  and  gathered  data  describing  EPSDT  program  cha- 
racteristics and  local  conditions.  Health  and  welfare  department  offi- 
cials, elected  public  officials,  physicians,  other  screening  providers, 
Medicaid  clients,  and  outreach  workers  at  the  local  level,  and  health 
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and  welfare  department  officials  and  governors'  representatives  at 
the  state  level,  were  interviewed  to  ascertain  their  attitudes  towards 
EPSDT  and  its  implementation.  Major  focus  was  on  the  influence  of 
(1)  the  attitudes  of  program  managers,  personal  outreach  and  case 
management,  and  joint  health-welfare  department  administration;  (2) 
external  conditions  to  the  program,  program  costs,  and  guidelines  and 
regulations;  and  (3)  client  and  physician  attitudes  towards  program 
effectiveness. 

DESCRIPTORS:  State  or  Local  Administration,  Health  Care  Delivery 
Systems,  Preventive  Health  Care,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1312  PROJECT  NO:  Reg  V  76-02 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  296-521 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  76-$7 
STATUS:  Study  completed, 

Available  from  NTIS 
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PROJECT  TITLE:  Evaluation  of  the  Impact  of  HEW  Assistance  on 
Recent  Immigrants  in  the  State  of  Hawaii 

REPORT  TITLE:  Evaluation  of  the  Impact  of  HEW  Assistance  on 

Recent  Immigrants  in  the  State  of  Hawaii 
PERFORMER:  State  of  Hawaii,  Office  of  the  Governor,  Honolulu 

HI  96813 
PROJECT  OFFICER:  Wilson,  Wayne 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  This  study  evaluated  (1)  the  impact  of  HEW-assisted 
programs  on  recent  immigrants  in  Hawaii  and  (2)  the  impact  of  this 
target  population  on  the  existing  service  delivery  system.  The  study 
focused  on  immigrants  entering  from  1972  to  the  time  of  the  study. 
The  contractor  (1)  identified  significant  problems  encountered  by 
immigrants  in  their  adjustment  to  a  new  socioeconomic  environment; 
(2)  examined  the  effect  that  the  heavy  influx  of  immigrants  and  their 
accompanying  need  for  special  services  had  on  the  state  of  Hawaii, 
its  localities,  the  service  delivery  system,  and  nonimmigrant  human 
services  recipients;  (3)  determined  the  extent  to  which  HEW-assisted 
programs  recognized  and  accommodated  this  in-need  population  and 
what  significant  gaps  existed  in  substantive  service  planning  and 
delivery;  and  (4)  recommended  ways  in  which  various  levels  of  gov- 
ernment and  community  representatives  could  cooperate  in  develop- 
ing comprehensive  services  that  were  more  responsive  to  the  needs 
and  problems  of  new  immigrants.  (Final  report  108  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Access  to  Services,  Asian  Americans,  Non-English 
Speaking,  Immigrants  Refugees  and  Aliens,  Minority  Groups 
STUDY  TYPE:  Case  Studies 
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PROJECT  TITLE:  Evaluation  of  the  New  York  State  Child  Health 
Assurance  Program  (EPSDT) 

REPORT  TITLE:  Evaluation  of  the  New  York  State  Child  Health 

Assurance  Program  (Two  Volumes) 
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PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  This  report  concerns  implementing  the  EPDST  program 
in  four  New  York  counties  and  early  outcomes  in  terms  of  the  flow 
of  children  through  the  health  delivery  system.  A  statewide  question- 
naire was  also  administered  to  58  other  counties.  The  first  report,  on 
the  basis  of  limited  data,  revealed  no  variables  clearly  related  to  early 
success  with  the  possible  exception  of  the  existence  of  social  service 
linkages  with  other  programs  in  the  county.  Basic  assumptions  of  the 
program  were  questioned.  Findings  and  recommendations  were  re- 
ported to  the  regional  and  central  HCFA  (formerly  SRS)  offices  and 
state  and  local  agencies  to  stimulate  actions  to  strengthen  the  pro- 
gram. 

DESCRIPTORS:  Children  and  Youth,  Preventive  Health  Care,  Health 
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ABSTRACT:  Delaware,  in  recognition  of  the  inadequacies  of  single- 
purpose  delivery  techniques,  established  the  Divison  of  State  Service 
Centers  to  expedite  services  integration  (SI)  at  the  local  level.  Its 
objective  wa^  to  establish  a  network  of  community-based,  multi- 


PROJECT  DESCRIPTIONS 


289 


Accession  No.  0782  Office  of  the  Secretary 

REGIONS 


purpose  centers.  This  study  focused  on  the  extent  to  which  the  "new" 
system  when  compared  to  the  "old"  system  was  successful  in  accom- 
plishing the  following  goals:  to  coordinate  the  delivery  of  human 
service  programs;  to  increase  the  accessibility  of  service  to  those  in 
need;  to  deliver  service  as  economically  as  possible;  to  increase  com- 
munity involvement  in  defining  service  needs;  and  to  provide  a  more 
uniform  basis  for  programming  and  management.  The  technical  ap- 
proach was  innovative,  combining  indirect  process  variables,  systems 
analysis,  case  study,  and  attitudinal  measures.  The  final  report  in- 
cludes a  thorough  discussion  of  the  research  design,  a  comparative 
analysis  and  assessment  of  three  SI  catchment  areas  and  one  categori- 
cal delivery  cut  element  area,  a  discussion  of  transferable  technology 
useful  for  application  in  other  states  and  localities  contemplating  SI 
programs,  conclusions,  and  a  development  strategy  for  the  Delaware 
services  integration  program.  (Final  report  318  pages;  executive  sum- 
mary 12  pages;  program  and  planning  manual  48  pages.) 

DESCRIPTORS:  Services  Integration,  Multiservice  Center,  Social  Ser- 
vices Delivery  Systems,  State  or  Local  Administration,  Citizen  Par- 
ticipation, Survey  or  Questionnaire  Feature,  Case  or  Site  Study 
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City  UT  84132 
PROJECT  OFFICER:  Colby,  Darwin 
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ABSTRACT:  The  purpose  of  this  study  was  to  develop  a  method  to 
predict  the  utilization  of  federally  funded  rural  health  programs.  The 
ultimate  goal  of  the  study  was  to  choose  sites  for  rural  health  pro- 
grams. The  study  found  that  prediction  of  "successful"  National 
Health  Service  Corps  clinics  in  terms  of  utilization  was  limited  by  the 
simple  fact  that  utilization  at  all  of  the  corps  sites  was  remarkably 
homogeneous.  NHSC  utilization  was,  however,  predictable  in  the 
sense  that  if  all  clinics  behaved  alike,  the  next  in  any  series  was  quite 
likely  to  experience  utilization  similar  to  those  that  went  before.  This 
finding  raises  questions  about  the  appropriateness  of  expectations  for 
growth  and  eventual  financial  independence  of  individual  NHSC 
sites.  (Final  report  92  pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Health  Care  Deliv- 
ery Systems,  Survey  or  Questionnaire  Feature,  Statistical  Analysis 
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REPORT  TITLE:  Evaluation  Plan  for  the  Determination  of  the 
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PERFORMER:  Southern  Methodist  University,  Edwin  L.  Cox 
School  of  Business,  Dallas  TX  75275 

PROJECT  OFFICER:  Dumas,  Dr.  Neil  S. 

PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  The  impact  of  information  dissemination  decisions  made 
by  HEW  programs  in  Region  VI  is  examined,  and  a  design  to  measure 
the  effectiveness  of  these  communication  efforts  is  presented.  The 
study  focuses  on  (1)  analysis  of  how  a  decision  is  made  to  select 
mechanisms  for  informing  the  public  of  HEW  programs;  (2)  analysis 
of  the  efficiency  of  these  choices  through  testing  the  level  of  public 
awareness;  and  (3)  ascertaining  the  effectiveness  in  obtaining  desired 
actions  from  persons  participating  in  HEW  programs.  Federal  legis- 
lation on  HEW  program  information  dissemination  is  reviewed  as  are 
the  roles  of  the  Public  Affairs  Information  Office  and  the  Intergov- 
ernmental Affairs  Office.  Literature  on  the  communication  process 
and  its  effectiveness  is  reviewed.  Emphasis  is  placed  on  the  design  of 
context  evaluation,  input  evaluation,  process  evaluation,  and  product 
evaluation.  Product  evaluation  is  felt  to  be  the  most  crucial  kind  of 
evaluation  for  HEW  communications.  That  is,  an  experimental  de- 
sign could  determine  whether  the  sponsor  of  an  information  request 
and  the  method  by  which  an  information  request  is  submitted  influ- 
ences the  nature  of  the  response.  (Final  report  94  pages.) 
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REPORT  TITLE:  Evaluation  Study  of  the  Impact  of  Durable 
Property  Acquisition  on  HEW  Programs  in  Region  VI 

PERFORMER:  Louisiana  State  University,  College  of  Business 
Administration,  Baton  Rouge  LA  70803 

PROJECT  OFFICER:  Dumas,  Dr.  Neil  S. 

PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  A  research  design  plan  was  developed  to  investigate  the 
impact  of  durable  property  acquisition  on  management  of  HEW  pro- 
grams located  in  Region  VI.  The  focus  of  the  study  included  methods 
by  which  property  was  acquired,  impact  of  property  acquisition 
methods  on  goals  and  objectives  of  programs,  and  direct  and  indirect 
costs  to  the  federal  government  for  the  acquisition  of  durable  proper- 
ty in  82  programs.  The  role  of  HEW  in  property  procurement  and 
management  and  the  selection  of  contracting  officers  for  procure- 
ment and  management  were  examined.  Regulations  that  affect  HEW 
procurement  decisions  were  noted,  and  surplus  property  legislation 
and  utilization  program  operation  were  discussed.  The  process  by 
which  decisions  for  the  lease  or  purchase  of  property  were  made 
among  HEW  programs  was  analyzed.  Literature  on  decision-making 
processes  was  reviewed.  Capital  expenditures  analysis  was  consid- 
ered to  be  a  subset  of  capital  budgeting  that  deals  with  logical  maximi- 
zation-oriented decision  processes.  Components  of  capital 
expenditure  control  were  outlined,  as  were  the  phases  in  a  successful 
capital  expenditure  control  program.  The  formulation  of  research 
questions  and  hypotheses  was  addressed,  and  data  collection  and 
analysis  techniques  were  described.  (Final  report  75  pages.) 

DESCRIPTORS:  Auditing  and  Accounting,  Federal  Administration, 
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STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0534  PROJECT  NO:  Reg  VI  75-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  VI-75-6 
COST  (In  Thousands):  FY  75-$3 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '75  through  October  '/5 


0786 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Development  of  Model  Interagency  Strategy  for 
EPSDT  Implementation,  Monitoring  and  Evaluation 

REPORT  TITLE:  Evaluative  Study  of  Early  and  Periodic  Screening, 
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ABSTRACT:  This  report  is  the  result  of  a  managerial  analysis  of  Early 
Periodic  Screening.  Diagnosis,  and  Treatment  (EPSDT)  programs  in 
Ohio  and  Wisconsin.  It  describes  the  types  of  interagency  agreements 
and  cooperative  arrangements  that  each  state  developed  to  support 
EPSDT.  Also  evaluated  are  administrative  arrangements,  selected 
program  elements,  and  the  role  of  HEW  in  supporting  the  states.  The 
study  found  that  neither  Ohio  nor  Wisconsin  had  made  much  pro- 
gress in  implementing  the  EPSDT  program.  Reasons  for  this  are  the 


concern  about  cost,  lack  of  concrete  planning  objectives,  and  organi- 
zational problems.  General  recommendations  are  that  states  (1)  pro- 
duce a  good  EPSDT  plan;  (2)  become  familiar  with  all  current 
EPSDT  providers  and  units;  (3)  assess  EPSDT  operations;  (4)  en- 
courage two-way  local-to-state  communication;  and  (5)  correct 
deficiencies  noted  in  their  operational  assessments.  The  report  also 
gives  reasons  for  the  gap  between  the  federal  priorities  for  EPSDT 
and  the  state  organizational  and  resource  commitments  to  EPSDT 
and  recommends  that  a  federal  regional  task  force  take  a  more  active 
role  in  persuading  the  states  to  implement  EPSDT.  Volume  I  is 
available  from  PIC;  Volumes  II-V  are  appendices.  (Final  report  98 
pages.) 
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PHS-CDC-Disease  Prevention-Immunization 

ABSTRACT:  This  study  identified  and  examined  possible  causes  for 
lower-than-ideal  immunization  rates  among  Illinois  two-year-olds. 
Telephone  interviews  were  conducted  with  respondents  to  a  State 
Health  Department  survey  of  parents  with  two-year-olds;  informa- 
tion was  gathered  on  both  immunizations  and  dates  and  also  on 
characteristics  presumed  to  affect  immunization  rates.  Physicians  and 
other  health  officials  were  personally  interviewed  to  gather  informa- 
tion from  their  perspective.  Analyses  were  conducted  relating  vari- 
ous traits  of  parents,  of  physicians,  and  of  the  parent/physician 
interaction  to  immunization  rates.  Recommendations  suggesting  bet- 
ter strategies  for  increasing  immunization  levels  among  preschool 
children  are  provided. 
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ABSTRACT:  This  study  attempted  to  facilitate  the  establishment  of  a 
project  rating  system  that  could  be  applied  to  the  evaluation  of  dis- 
crete projects  and  programs  funded  under  the  applicable  legislative 
authority.  A  handbook  was  developed  to  enable  federal  officials  who 
are  not  evaluation  specialists  to  develop  and  implement  a  system  that 
compares  grantees  and  to  determine  their  relative  performance  on 
any  dimension  of  cost,  timing,  and  process  for  which  measures  exist. 
The  handbook  covers  such  topics  as  selection  of  purposes  and  sub- 
jects, determination  of  timing  and  frequency,  selection  of  criteria, 
criteria  weighting,  selection  of  standards  and  measures,  data  collec- 
tion procedures,  and  ranking  of  projects.  The  material  is  very  general 
and  does  not  include  application  to  any  HEW  program.  The  three 
reports  available  from  PIC  are  (1)  "Findings  of  the  Implementation 
of  the  Family  Planning  Project  Rating  System";  (2)  "Family  Planning 
Project  Rating  System:  Supplementary  Documents";  and  (3)  "Pro- 
ject Rating  System  Handbook:  Documentation  of  a  Methodology." 
The  reports  are  also  available  from  NTIS  (Nos.  PB  282-503/AS,  PB 
282-504/AS,  and  PB  282-461/AS,  respectively). 
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ABSTRACT:  The  primary  purpose  of  the  study  was  to  test  a  survey 
instrument  developed  to  determine  the  effects  of  the  Head  Start 
program  options  on  the  parent's  concept  as  the  prime  educator  of 
their  children.  These  findings  were  of  significant  importance  in  terms 
of  possible  Head  Start  strategies  to  increase  the  "parent  as  educator 
concept":  (1)  the  program  option  of  center-/home-based  delivery 
was  an  important  factor  in  the  development  of  positive  self-images  of 
parents  as  educators  of  their  children;  (2)  programs  that  employed 
multiple  program  options  (mixed  mode)  tended  to  positively  influ- 
ence parents'  perceptions  of  themselves  as  the  educators  of  their 
children;  and  (3)  it  appeared  that  the  interaction  of  both  center/home 
based  mixed  mode  variables  favored  mixed  mode  programs  over 
single  option  programs.  (Final  report  43  pages.) 
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ABSTRACT:  This  study  was  a  review  of  the  interactions  among  vari- 
ous HEW,  EEO,  and  OCR  enforcement  activities  in  the  regional 
office.  It  concerned  the  opportunities  for  Office  of  Regional  Director 
(ORD)  leadership  to  promote  more  effective  equal  employment  op- 
portunity in  HEW  and  in  organizations  that  receive  funds.  It  also 
concerned  how  an  analysis  of  HEW  grant,  contract,  OCR,  and  re- 
gional director  influences  can  be  used  to  promote  greater  progress  by 
state  government  agencies  in  the  practice  of  equal  employment  op- 
portunity. The  study  found  that  the  most  pervasive  employment  dis- 
crimination at  the  time  of  the  study  resulted  from  normal,  often 
unintentional,  and  seemingly  neutral  practices  throughout  employ- 
ment processes;  that  implementation  of  affirmative  action  plans  and 
civil  rights  law  was  hindered  by  staffing  problems  and  lack  of  train- 
ing; that  HEW  Region  I  female  employees  consistently  worked  at 
lower  grades  and  pay  than  men;  and  that  HEW  Region  I  personnel, 
as  well  as  other  federal  agency  staff,  did  not  see  themselves  responsi- 
ble for  matters  of  equal  employment  opportunity  and  civil  rights 
enforcement.  (Final  report  24  pages.) 
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ABSTRACT:  This  project  involved  a  conference  of  several  hundred 
federal,  state  and  private  persons  on  program  evaluation,  focusing  on 
practical  problems  in  obtaining  useful  studies.  The  three-day  format 
consisted  of  plenary  speakers  of  national  reputation,  panel  members 
with  diverse  backgrounds,  and  group  discussions.  The  major  topical 
areas  and  speakers  were  "Problems  and  Approaches  to  Documenting 
Causality  in  Social  Program"  (Dr.  Clarence  C.  Sherwood,  City  Uni- 
versity of  New  York);  "Methodological  Problems  in  Studying  the 
Process  and  Impact  of  Human  Service  Delivery"  (Jim  C.  Nunally, 
Vanderbilt  University);  "Achieving  Desired  Policy  or  Practice 
Changes:  Findings  Alone  Won't  Do  It"  (Howard  R.  Davis  and  Susan 
E.  Salasin,  HEW);  "New  Approaches  to  Evaluation:  Goal  Attain- 
ment vs.  Goal  Free"  (Dr.  Marcia  Guttentag,  Harvard  University); 
and  "Program  Planning  and  Evaluation:  Criteria  for  Choices  and 
Resource  Allocations"  (Dr.  David  Twain,  Rutgers  University). 

DESCRIPTORS:  Conference  Proceedings  Feature,  Research  and 
Evaluation  Planning  and  Administration,  Literature  Review  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  1310  PROJECT  NO:  Reg  III  76-07 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  76-$8 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '76  through  April  '77 


0792 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Development  of  an  Evaluation  Manual  for  Home 
Health  Care  Agencies 

REPORT  TITLE:  Home  Health  Care  Program  Evaluation  Manual 
PERFORMER:  Five  Hospital  Homebound  Elderly  Program,  600 
West  Diversy  Parkway,  Chicago  IL  60614 


PROJECT  OFFICER:  Hendricks,  Michael 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Home  Health 
Services 

ABSTRACT:  This  project  developed  a  self-evaluation  manual  for  use 
by  home  health  care  agency  administrators  and  staff  Areas  covered 
include  the  costs,  penetration,  case  coordination,  effectiveness,  client 
satisfaction,  and  efficiency  of  agencies,  among  other  aspects.  Focus 
was  on  producing  a  readable  and  workable  manual  for  repeated  usage 
by  program  staff  themselves.  In  addition,  an  information  system  for 
recording  all  needed  data  is  outlined  and  sample  forms  appendixed. 
(Final  report  75  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Research  and  Evaluation  Methods  Feature,  Home  Health  Care, 
Management  Information  and  Reporting 
STUDY  TYPE:  Other 

PIC  ID  NO:  1072  PROJECT  NO:  Reg  V  77-04 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RO-V-1290-77 
COST    (In  Thousands):  FY  77-$5 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '77  through  July  '77 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Comparative  Analysis  of  HEW  and  State 
Requirements  for  Sub-State  Planning  in  Minnesota 

REPORT  TITLE:  Human  Services  Planning  Study:  A  Comparative 
Analysis  of  HEW  and  State  Requirements  Impacting 
Sub-State  Human  Services  Planning  in  Minnesota 

PERFORMER:  State  of  Minnesota,  Planning  Agency,  St.  Paul  MN 
55155 

PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  The  primary  purpose  of  this  study  was  to  investigate 
federal  planning  assistance  to  state  and  local  governments  that  affect 
substate  (county)  human  services  planning.  The  objectives  were  to 
(1)  identify  and  describe  HEW  programs  that  provide  planning  sup- 
port to  the  State  of  Minnesota  and  local  governments;  (2)  describe 
state  planning  initiatives  with  respect  to  substate  human  services 
planning  and  delivery  systems  in  Minnesota;  (3)  identify  and  compare 
OMB,  manpower,  and  correction  planning  requirements  relevant  to 
the  establishment  of  human  services  boards;  and  (4)  analyze  the  im- 
pact of  HEW  program-related  planning  requirements  on  the  develop- 
ment of  the  pilot  human  services  boards  and  substate  regional  level 
planning.  The  study  found  that  there  are  minimal  federal  statute  and 
regulation  constraints  to  state  and  substate  human  services  planning 
and  organization:  the  state  has  significant  flexibility  to  restructure  its 
agencies  and  information  and  reporting  systems  and  to  develop  its 
own  design  for  human  services  planning,  decision  making,  and  ser- 
vice delivery  administration.  However,  Minnesota  has  a  difficult  ad- 
ministrative problem  with  strong  single-county  administration, 
limited  service  area  congruence,  and  a  need  for  state  agency  reorgani- 
zation. The  study  concluded  that  Minnesota  has  placed  limited  em- 
phasis on  management  relationships  between  human  services 
agencies  at  the  state  and  local  levels.  (Final  report  116  pages.) 
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DESCRIPTORS:  Planning,  Decentralization,  Evaluation  by  State  and 
Local  Governments,  Services  Integration,  Program  Coordination, 
Federal  State  and  Local  Relations 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0536  PROJECT  NO:  Reg  V  74-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  247-882 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  5-74-0107 
COST  (In  Thousands):  FY  74- $48 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '74  through  July  '75 


them  described.  It  also  analyzed  the  types  of  community  placements 
and  the  amounts  and  kinds  of  follow-up  services  provided  for  long- 
term  patients.  A  halfway-house  approach  to  caring  for  deinstitution- 
alized individuals  was  also  assessed. 

DESCRIPTORS:  Mental  Health,  Deinstitutionalization,  Long  Term 
Care,  Technical  Assistance 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1067  PROJECT  NO:  Reg  I  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  PO-RCO- 1-77-08 
COST    (In  Thousands):  FY  77-$5 
STATUS:  Study  completed 

START/END  DATES:  June  '77  through  March  '78 


0794 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Assessment  of  Impact  of  Citizen  Advisory 
Structures  on  Title  XX  Planning  and  Decision  Making 

REPORT  TITLE:  Impact  of  Citizen  Advisory  Structures  on  Title  XX 

Planning  and  Decision  Making 
PERFORMER:  Connecticut  Association  of  Human  Services 
PROJECT  OFFICER:  Grossbard,  Steve 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services; 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  study  addressed  the  use  and  effectiveness  of  citizen 
advisory  structures  on  Title  XX  planning  program  development  and 
evaluation.  It  assessed  the  impact  and  effectiveness  of  this  type  of 
citizen  participation  and  involvement  in  the  state  of  Connecticut. 

DESCRIPTORS:  Citizen  Participation,  Planning,  Research  and  Evalua- 
tion Planning  and  Administration,  State  or  Local  Government 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1068  PROJECT  NO:  Reg  I  77-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  PO-RCO- 1-77-05 
COST    (In  Thousands):  FY  77-$4 
STATUS:  Study  completed 

START/END  DATES:  June  '77  through  April  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Assessment  of  Impact  of  Deinstitutionalization  on 
Long-Term  Care  Patients 

REPORT  TITLE:  Impact  of  Deinstitutionalization  on  Long-Term 
Care  Patients 

PERFORMER:  Taunton  Area  Associates,  Taunton  MA  02780 
PROJECT  OFFICER:  Grossbard,  Steve 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  A  technical  assistance  document  summarizing  the  work 
plan,  the  alternatives  considered,  and  the  steps  taken  in  the  closing 
of  an  inpatient  unit  of  a  state  hospital  was  developed.  Barriers  to 
deinstitutionalization  were  assessed  and  solutions  used  to  overcome 


0796 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Analysis  of  Obstacles  to  Obtaining  Home  Health 
Care  in  New  York  and  New  Jersey  and  Recommendations  of 
New  Strategies 

REPORT  TITLE:  Improving  Home  Health  Services  in  New  York 
and  New  Jersey:  A  Strategy  for  Regional  Action 

PERFORMER:  Policy  Planning  &  Management  Services,  275 
Central  Park  West,  New  York  NY  10024 

PROJECT  OFFICER:  Meyer,  Alan  S.,  Ph.D.;  Region  II;  ;  - 

212-264-1999  ■  ■  ,., 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Home  Health 
Services;  ■ 
HD-AOA-Aging-State  and  Community  Programs-Area 
Planning; 

HCFA-Medicaid-Long  Term  Care; 
HCFA-Medicare-Supplementary  Medical  Insurance 

ABSTRACT:  The  report  describes  obstacles  to  development  and  deliv- 
ery of  home  health  services,  based  on  inteviews  at  17  sites  in  New 
York  and  New  Jersey  and  with  officials  of  regional  and  central  offices 
and  other  organizations.  Findings  highlight  problems  of  manage- 
ment, funding,  and  coordination  of  services.  The  report  presents  10 
recommendations  for  action  by  regional  offices  to  increase  the  availa- 
bility and  utilization  of  home  health  services. 

DESCRIPTORS:  Elderly,  Home  Health  Care,  Case  or  Site  Study  Fea- 
ture, State  or  Local  Administration 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1301  PROJECT  NO:  Reg  II  76-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  120-76-0001 

COST    (In  Thousands):  FY  76-$23 

STATUS:  Study  completed 

START/END  DATES:  July  '75  through  July  '76 
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REPORT  TITLE;  Indian  Reservation  Data  Study  for  Region  VIII 
PERFORMER:  University  of  Denver,  Denver  Research  Institute, 

Denver  CO  80210 
PROJECT  OFFICER:  Hodges,  Allen,  Ph.D. 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Program  (Entire  Program 

Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  determine  the  availabili- 
ty of  secondary  source  socioeconomic-demographic  data  for  the  24 
Indian  reservations  in  Region  VIII  and  to  compare  such  data  to 
existing  state  and  federal  information  for  discrepancies,  areas  of  con- 
flict, and  voids.  Demographic,  economic,  health,  and  welfare  statis- 
tics for  the  years  1970,  1972,  and  1974  were  acquired.  Since  the  24 
reservations  were  served  by  four  different  Bureau  of  Indian  Affairs 
(BIA)  offices,  there  was  difficulty  in  contacting  the  appropriate  per- 
son and  obtaining  strictly  comparable  data  for  the  same  periods  of 
time.  The  result  was  a  great  deal  of  knowledge  about  regularly  and 
irregularly  generated  BIA  and  Indian  Health  Services  (IHS)  data. 
(Final  report  65  pages.) 

DESCRIPTORS:  Native  Americans,  Statistical  Data  Feature,  Informa- 
tion Systems,  Demography 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0659  PROJECT  NO:  Reg  VIII-75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  180-75-0016 
COST    (In  Thousands):  FY  75-$5 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '75  through  November  "75 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  California  Children's  Services 

REPORT  TITLE:  Intergovernmental  Issues  in  Human  Services 

Delivery:  Children's  Services  in  California 
PERFORMER:  Urban  Management  Consultants  of  San  Francisco, 

Inc.,  680  Beach  Street,  San  Francisco  CA  94109 
PROJECT  OFFICER:  Purvis,  Thomas  A. 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX-Foster  Care 

(CONSOLIDATED-See  SSBG); 

HCFA-Medicaid-EPSDT; 

HD-ADD-Developmental  Disabilities-Stale  Grants  and 
Advocacy; 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG); 

HD-OASHDS-Social  Services/Title  XX-Child  Day  Care 
(CONSOLIDATED-See  SSBG); 
HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  Issues  confronting  federal,  state,  and  local  agencies  in- 
volved in  administering  and  delivering  services  to  children  in  Cali- 
fornia are  identified  and  discussed.  The  report  is  based  on  interviews 
with  elected  officials,  general  purpose  government  staff,  and  program 
personnel  in  four  counties,  and  with  state  administrators  and  agency 
staff,  federal  regional  office  personnel,  and  representatives  of  private 
groups.  The  children's  services  that  were  examined  fall  into  four 
general  categories:  child  welfare,  child  care  and  preschool  education, 
child  health,  and  child  justice.  In  each  area,  relevant  federal  and  state 
statutes  and  programs  are  identified,  the  operation  of  the  service 


system  at  the  state  and  local  level  is  outlined,  and  problems  are 
identified  relative  to  intergovernmental  and  government-community 
relationships.  Issues  discussed  relate  both  to  general  system  operation 
and  to  specific  programs,  including  local  coordination,  funding  lev- 
els, and  eligibility  restrictions.  (Final  report  122  pages.) 

DESCRIPTORS:  Child  Care,  Program  Coordination,  Federal  State  and 
Local  Relations,  State  or  Local  Administration,  Crime,  Foster  Care 
and  Adoption,  Child  Welfare,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0578  PROJECT  NO:  Reg  IX  74-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-721 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OEC-9-74-0006 
COST    (In  Thousands):  FY  74-$  100 
STATUS:  Study  completed. 

Available  from  NTIS 
START/END  DATES:  July  '74  through  March  '76 


0799 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Joint  HEW-Urban  Mass  Transportation 

Administration  Evaluation  of  Elderly  and  Handicapped 
Transportation  Services  in  Region  IV 

REPORT  TITLE:  Joint  HEW-Urban  Mass  Transportation 

Administration  Evaluation  of  Elderly  and  Handicapped 
Transportation  Services  in  Region  IV  (Two  Volumes) 

PERFORMER:  Carter-Goble-Roberts,  Inc.,  Atlanta  GA 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Transportation 

ABSTRACT:  The  major  goals  of  this  project  were  twofold:  (1)  to 
evaluate  the  degree  of  coordination  that  existed  among  human  ser- 
vice transportation  providers,  both  public  and  private,  with  special 
attention  focusing  on  the  needs  of  older  citizens  and  handicapped 
individuals;  and  (2)  to  develop  a  generic  planning,  implementation, 
and  evaluation  document  based  on  an  analysis  of  findings  in  six  select- 
ed sites  in  the  Southeast  that  would  be  transferable  to  any  community 
seeking  to  move  efficiently  to  serve  the  mobility  needs  of  elderly  and 
handicapped  persons  through  coordinated  efforts.  The  result  of  the 
study  was  a  two-volume  report.  Volume  I  is  a  how-to  manual  intend- 
ed for  use  by  those  responsible  for  planning  and/or  operating  special- 
ized transportation;  social  services  transportation  and  rural 
transportation  are  the  categories  of  specialized  transportation  ad- 
dressed. The  manual  explains  how  to  start,  plan,  operate,  and  manage 
a  specialized  transportation  system  and  how  to  coordinate  the  ser- 
vices of  one  agency  with  those  of  others.  Volume  II  presents  findings 
from  analyses  of  case  studies  of  the  use  of  a  survey  instrument  along 
with  qualitative  observations  and  analyses  based  on  site  visits  and 
communications  with  state,  federal,  and  local  individuals.  The  NTIS 
Nos.  for  Volume  I  ("Planning  and  Coordination  Manual")  and 
Volume  II  ("Case  Studies")  are  PB  296-894  and  PB  296-895,  respec- 
tively. 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Case  or  Site  Study 
Feature,  Transportation,  Elderly,  Handicapping  Conditions  and 
Problems,  Management  Techniques,  Technical  Assistance,  Planning 
STUDY  TYPE:  Other 

PIC  ID  NO:  1369  PROJECT  NO:  Reg  IV  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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PROJECT  TITLE:  Migrant  and  Seasonal  Farmworkers  in  Region  III: 
A  Status  Report  on  Human  Services  Problems 

REPORT  TITLE:  Migrant  and  Seasonal  Farmworkers  in  Region  III: 

A  Status  Report  on  Human  Services  Problems 
PERFORMER:  Parrish,  Woodbury.  &  Alexander,  Philadelphia  PA 
PROJECT  OFFICER:  Perez-Daple,  Roy 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Migrant  Health; 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 

Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  The  study  identified  the  number  of  migrants  and  seasonal 
farmworkers  in  Region  III,  explaining  their  socioeconomic  condition 
and  describing  the  range  of  HEW  programs  serving  this  population. 
Data  on  socioeconomic  conditions  were  scattered  and  incomplete 
with  the  exception  of  the  migrant  health  programs.  Because  the  ser- 
vices provided  varied  widely  by  project  site  and  managing  agency, 
a  comprehensive  picture  of  the  type  and  level  of  HEW  services  and 
the  number  of  migrants  in  Region  III  was  unobtainable.  Service 
delivery  needed  to  be  coordinated;  a  closer  look  needed  to  be  taken 
at  what  programs  were  really  doing  for  migrants.  There  was  a  need 
to  establish  a  common  definition  across  all  levels  of  government  for 
migrant  and  seasonal  farmworkers  that  would  facilitate  the  establish- 
ment of  a  reliable  database.  For  the  migrant  problem  to  be  dealt  with 
effectively,  a  more  coordinated  effort  by  each  level  of  government 
was  necessary.  While  this  report  does  not  completely  discuss  the 
migrant  problem,  it  does  explain  the  fragmentation  of  coordination 
issues,  identify  the  complexities  of  the  migrant  issue,  and  describe  the 
frustrations  HEW  experienced  in  planning  a  program  strategy  for  this 
population. 

DESCRIPTORS:  Migrants,  Social  Services  Delivery  Systems,  Federal 
State  and  Local  Relations 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1086  PROJECT  NO:  Reg  III  76-09 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
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Available  from  PIC 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
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PROJECT  TITLE:  Migrant  Health  Project  Evaluation 

REPORT  TITLE:  Migrant  Health  Project  Evaluation 
PERFORMER:  Development  Associates,  Inc.,  2924  Columbia  Pike, 
Arlington  VA  22204 


PROJECT  OFFICER:  Lucaccmi,  Dr.  Luigi 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Migrant  Health 

ABSTRACT:  To  determine  to  what  degree  a  self-evaluation  tool 
would  contribute  to  improving  the  administrative  and  management 
capabilities  of  migrant  health  projects,  three  migrant  health  projects 
in  Region  IX  were  selected  to  test  the  self-evaluation  process.  The 
testing  of  the  self-evaluation  process  produced  favorable  indications 
about  the  value  of  this  methodology  and  was  moderately  successful 
in  two  distinct  types  of  migrant  health  projects:  (1)  an  experienced 
and  stable  project;  and  (2)  a  relatively  new  and  developing  project. 
Recommendations  for  application  of  the  self-evaluation  process  and 
recommendations  regarding  the  types  of  technical  assistance  and 
training  needed  to  support  applications  are  outlined.  The  study  also 
examined  the  regional  technical  assistance  capability  in  relation  to  the 
expressed  needs  of  the  three  projects  that  participated  in  this  study, 
and  a  series  of  recommendations,  based  on  information  gathered  at 
the  project  level,  are  presented. 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  Techni- 
cal Assistance,  Migrants,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Other 
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AGENCY  SPONSOR:  Office  of  the  Secretary  •  ' 

Regions 

PROJECT  TITLE:  Utilization  Review/Peer  Review  in  Community 
Mental  Health  Centers 

REPORT  TITLE;  Model  Program  for  Quality  Assurance  in 

Community  Mental  Health  Centers  within  HEW  Region  X 

PERFORMER:  Leonard  Guss  Associates,  Inc.,  P.O.  Box  11329, 
Tacoma  WA  98411 

PROJECT  OFFICER;  Gustafson,  Charles 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG); 
PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  Community  Mental  Health  Amendments  of  1975 
(PL  94-63,  Title  III)  required  the  development  of  quality  assurance 
programs  by  CMHCs.  This  study  resulted  in  the  development  of  a 
practical  model  for  quality  assurance  type  activities  within  CMHCs. 
An  extensive  search  of  the  recent  professional  literature  was  conduct- 
ed in  an  attempt  to  identify  relevant  information  concerning  the 
review  of  ambulatory  mental  health  care;  site  visits  were  made  to  six 
federal  CMHCs  in  the  states  of  Idaho,  Oregon,  and  Washington  to 
review  their  actual  quality  assurance  practices;  and  a  model  plan  for 
quality  assurance  was  defined.  This  model  was  compatible  with  actu- 
al CMHC  quality  assurance  practices  and  enabled  CMHCs  to  antici- 
pate and  adapt  to  basic  PSRO  quality  assurance  procedures.  The 
model  encouraged  CMHCs  to  adopt  records  review  and  initial 
screening  procedures,  which  could  increase  their  capacity  to  conduct 
treatment  review  and  increase  the  efficiency  of  their  existing  case 
staffing  procedures.  The  model  encouraged  each  CMHC  staff  to 
develop  local  criteria  for  screening  cases  to  detect  those  that  deserve 
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more  intensive  clinical  review.  It  encouraged  the  evolution  of  local 
and  regional  standards  for  quality  of  care.  (Final  report  89  pages  plus 
appendices.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care.  Quality  As- 
surance, Mental  Health,  Utilization  Review,  Community  Mental 
Health  Centers 
STUDY  TYPE:  Other 

PIC  ID  NO:  1322  PROJECT  NO:  Reg  X  76-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  280-062/LP 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  290-76-0002 
COST    (In  Thousands):  FY  76-$20 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '75  through  December  '76 


0803 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Region  X  Monitoring  Training  Program 

REPORT  TITLE:  Monitoring  Handbook:  A  Management  Guide 
PERFORMER:  Northwest  Regional  Educational  Laboratory,  300 

S.W.  6th  Avenue,  Portland  OR  97204 
PROJECT  OFFICER:  Crossman,  John 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Grants-in-Aid 

ABSTRACT:  A  how-to  manual  intended  to  assist  program  and  project 
officers  and  managers  in  HEW  regional  and  central  offices  in  review- 
ing the  adequacy  of  existing  monitoring  practices  and  to  serve  as  a 
guide  to  the  monitoring  process  is  provided.  Monitoring  is  defined  as 
internal  or  external  review  of  the  operations  of  a  program  or  project 
to  ensure  that  legal  requirements  and  administrative  guidelines  are 
being  met  and  that  stated  goals  are  being  addressed.  Management 
prerequisites  for  monitoring  are  discussed  for  four  management  func- 
tions: planning,  organizing,  staffing,  and  directing.  Four  other  man- 
agement functions  (controlling,  operating,  reporting,  and  budgeting) 
are  implicitly  covered  in  material  about  model  implementation.  A 
comprehensive  model  for  developing  a  monitoring  plan  containing 
input,  process,  and  output  elements  is  described.  Implementation  of 
the  model  involves  premonitoring  planning  decisions  and  concerns, 
as  well  as  the  elements  of  input,  process,  and  output.  Different  roles 
of  the  monitor  and  resolving  conflicts  among  them  are  discussed. 
Sample  forms  and  charts  and  illustrative  applications  are  included.  In 
addition  to  the  handbook,  a  report  on  a  training  program  is  presented. 
Also  available  from  PIC  are  the  final  report  on  the  monitoring  train- 
ing program  and  the  training  design  and  agenda.  (Final  report  23 
pages;  handbook  107  pages.) 

DESCRIPTORS:  Federal  Administration,  Grant  and  Contract  Manage- 
ment, Management  Information  and  Reporting,  Management  Tech- 
niques 

STUDY  TYPE:  Other 

PIC  ID  NO:  0571  PROJECT  NO:  Reg  X  74-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001372 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RX-74-26-HEW 
COST    (In  Thousands):  FY  74-$23 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  July  '74  through  January  '75 


0804 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Needs  Assessment  of  Street  Projects  for  the 
Spanish-Speaking 

REPORT  TITLE:  Needs  Assessment  of  Street  Projects  for  the 

Spanish-Speaking  (Two  Volumes) 
PERFORMER:  'Vasquez  Associates,  Ltd.,  1744  North  Farwell 

Avenue,  Milwaukee  WI  53202 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  Volume  I  profiles  the  "typical"  Spanish-speaking  client 
of  HEW-supported  programs  in  Chicago  as  one  who  came  to  Chica- 
go from  Puerto  Rico,  Mexico,  or  Central  or  South  America,  who  is 
poorly  educated  and  generally  unemployable,  whose  major  concern 
is  finances,  who  needs  English  language  instruction,  and  who  has 
difficulty  receiving  services  because  they  are  too  expensive.  Services 
are  usually  managed  by  non-Latinos  and  they  are  often  "outside"  the 
neighborhood.  Recommendations  include  expansion  of  services,  in- 
creased Spanish-speaking  staff  from  agencies,  and  emphasis  on  the 
educational  problems  that  exist.  Volume  II  focuses  on  nine  street 
projects  for  Spanish-speaking  persons  and  is  intended  to  provide 
measures  of  operational  effectiveness  and  to  evaluate  the  relative 
impact  of  project  services  on  service  recipients.  Results  were  intend- 
ed to  assist  HEW  in  considering  whether  certain  projects  should  be 
continued  or  discontinued.  The  study  found  that  the  projects'  goals 
and  objectives  were  not  clearly  defined,  so  it  was  impossible  to  deter- 
mine the  extent  to  which  they  were  being  met.  Overall,  the  street 
projects  were  found  to  be  ineffective  in  developing  non-HEW  sup- 
port for  program  expansions.  Volume  I  ("Assessment  of  the  Principal 
Needs  of  the  Spanish-Speaking  in  Chicago")  and  Volume  II 
("Evaluation  of  Street  Projects  for  the  Spanish-Speaking")  are  also 
available  from  NTIS  (Nos.  PB  246-573  and  PB  246-574,  respectively). 
(Final  report  vols.  159  and  80  pp.,  respectively.) 

DESCRIPTORS:  Minority  Groups,  Non-English  Speaking,  Health 
Care  Delivery  Systems,  Educationally  Disadvantaged,  Access  to 
Services,  Immigrants  Refugees  and  Aliens,  Case  or  Site  Study  Fea- 
ture, Hispanic,  Needs  and  Needs  Assessment 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0415  PROJECT  NO:  Reg  V  73-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  5-73-0101 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '73  through  September  '74 
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0805 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  HEW  Reporting  and  Monitoring  Study 
REPORT  TITLE:  People  or  Paper 

PERFORMER:  Office  of  the  Regional  Director,  Region  X,  Seattle 

WA  98101 
PROJECT  OFFICER:  Grossman,  John 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Grants-in-Aid 

ABSTRACT:  Because  state  and  local  governments  complained  about 
burdensome  HEW  reporting  and  monitoring  requirements  for  for- 
mula and  project  grants,  this  study  examined  the  purpose,  nature, 
utility  to  HEW  and  the  grantee  agencies,  and  the  costs  of  fulfilling 
these  reporting  and  monitoring  requirements.  The  study  involved 
analysis  of  statutes  and  regulations  governing  reporting  and  monitor- 
ing in  56  of  the  largest  HEW  programs,  analysis  of  their  forms,  and 
discussions  with  state  and  local  officials,  private  interest  groups,  and 
federal  officials  involved  in  the  creation  or  use  of  reporting.  The 
study  found  (1)  the  management  forms  used  by  these  programs  in- 
volved 310  of  the  1,100  HEW  forms;  (2)  in  every  case  there  was  legal 
authority  and  often  a  legal  mandate  for  the  data  collection;  (3)  the 
total  "burden"  of  collecting  this  data  averaged  only  about  40  staff- 
years  per  state;  and  (4)  the  number  and  burden  of  forms  are  highly 
variable  across  programs  (80%  of  the  total  burden  in  AFDC,  Medi- 
caid, Medicare,  and  ESEA  Title  I).  It  found  little  consistency  among 
programs  in  management  strategy.  The  report  criticizes  the  OMB 
classification  of  forms  and  proposes  alternatives,  and  recommends 
strengthening  report  clearance  functions  in  both  OMB  and  HEW. 

DESCRIPTORS:  Federal  Administration,  Information  Systems,  Feder- 
al State  and  Local  Relations,  State  or  Local  Government,  Grant  and 
Contract  Management,  Management  Information  and  Reporting, 
Survey  or  Questionnaire  Feature,  Regulation  and  Standard  Setting 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1321  PROJECT  NO:  Reg  X  76-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  76-$10,  FY  77-$12 
STATUS:  Study  completed 

START/END  DATES:  February  '76  through  June  '77 


0806 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Study  of  Turnover  of  Personnel  in  Nursing 
Homes 

REPORT  TITLE:  Personnel  Turnover  in  Long-Term  Care  Facilities: 

A  Study  of  Nursing  Homes  in  Utah 
PERFORMER:  University  of  Utah,  Rocky  Mountain  Gerontology 

Center,  Salt  Lake  City  UT  84112 
PROJECT  OFFICER:  Palmer,  Richard 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  Personnel  turnover  has  long  been  considered  a  serious 
problem  by  government,  industry,  and  business.  Excessive  turnover 
of  personnel  has  resulted  in  increased  costs,  lowered  efficiency,  and 
diminished  effectiveness  of  the  organizations  involved.  Long-term 
care  facilities,  both  proprietary  and  nonproprietary,  generally  experi- 
ence a  higher  turnover  rate  than  other  institutions  or  organizations 


within  the  same  community.  To  reach  some  conclusions  regarding 
this  turnover  problem,  data  were  collected  from  83  nursing  home 
administrators  and  426  terminated  employees.  Findings  of  the  study 
reflected  the  following:  (1)  homes  ranged  in  size  from  12  to  120  beds; 
(2)  70%  of  the  homes  were  privately  owned;  (3)  the  facilities  hired 
almost  anyone  who  became  available,  especially  aids  and  orderlies; 
(4)  wages  were  generally  low,  with  little  chance  for  advancement; 
and  (5)  in  Utah  the  turnover  rate  among  rural  nursing  homes  was 
78%  and  among  urban  facilities  it  was  1 10%,  producing  an  overall 
rate  of  96%.  Aids,  orderlies,  kitchen  help,  and  custodial  help  account- 
ed for  the  bulk  of  the  turnover.  The  final  report  cites  20  recommenda- 
tions for  helping  to  reduce  the  turnover  rate. 

DESCRIPTORS:  Long  Term  Care,  Nursing  Homes,  Nursing  Manpow- 
er, Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1320  PROJECT  NO:  Reg  VIII  76-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  180-76-0012 
COST    (In  Thousands):  FY  76-$IO 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '76  through  March  '77 


0807  , 

AGENCY  SPONSOR:  Office  of  the  Secretary  ■ 
Regions 

PROJECT  TITLE:  Perspective  on  Health  Problems  in  Illinois 

REPORT  TITLE:  Perspective  on  Health  Problems  in  Illinois 
PERFORMER:  State  of  Illinois,  Bureau  of  the  Budget,  Springfield 

IL  62762 
PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

X-Non-HHS  Programs-Health 

ABSTRACT:  This  project  was  intended  to  provide  assistance  to  Illinois 
to  develop  preventive  health  strategies  for  the  state,  covering  all 
health  programs.  The  report  presents  a  typology  for  preventive 
health  activities,  surveyed  health  problems,  and  surveyed  activities. 
All  focus  on  gaps  for  which  cost-effective  action  may  be  possible.  It 
presents  comparative  data  on  causes  of  death  over  time.  The  report 
recommends  greater  attention  to  today's  greatest  public  health  prob- 
lems (i.e.,  "self-imposed"  health  risks  such  as  smoking,  poor  diet,  and 
lack  of  exercise)  through  expanded  health  education  programs.  A 
large  number  of  possible  initiatives  are  also  presented,  including  taxes 
on  high-tar  cigarette  bans  on  smoking  in  public  places,  higher  insur- 
ance premiums  for  the  overweight,  removal  of  "junk-food"  vending 
machines  from  schools,  and  coverage  of  instructional  services  by 
Medicaid. 

DESCRIPTORS:  Morbidity  and  Mortality,  Preventive  Health  Care, 
Health  Planning,  Budgeting,  Evaluation  by  State  and  Local  Govern- 
ments, Consumer  Education 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1313  PROJECT  NO:  Reg  V  76-03 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available  ,-  vs 
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STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '75  through  September  '76 


0808 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  the  Internal  Human  Relations  of 
Selected  HEW  Work  Units  in  Region  VI  and  Impact  on 
Program  Operations 

REPORT  TITLE:  Plan  for  Evaluation  of  the  Relationship  of 
Organizational  Climate  to  Work  Unit  Effectiveness  for 
Selected  Work  Units  of  HEW  Region  VI:  A  Proposal 

PERFORMER:  Oklahoma  State  University,  Stillwater  OK  74074 

PROJECT  OFFICER:  Dumas,  Dr.  Neil  S. 

PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  This  project  developed  an  approach  to  improving  pro- 
gram management  in  the  regional  office  by  determining  the  relation- 
ship between  specific  internal  organizational  factors  of  selected 
HEW  work  units  in  Region  VI  and  work-unit  effectiveness.  The 
report  presents  a  detailed  research  design  including  survey  instru- 
ments. The  report  builds  on  recent  literature  on  management  and 
organization  and  emphasizes  current  theories  as  to  the  relationships 
between  the  technology  of  the  work  site,  organizational  climate,  and 
organizational  effectiveness.  Because  there  were  no  direct  produc- 
tivity measures  for  staff  units  such  as  these,  the  methodology  empha- 
sized judgmental  measures  developed  from  nonsupervisory  but 
senior  staff  The  research  design  was  not  implemented.  (Final  report 
93  pages.) 

DESCRIPTORS:  Productivity,  Grant  and  Contract  Management,  Sur- 
vey or  Questionnaire  Feature,  Federal  Administration,  Bibliography 
Feature 

STUDY  TYPE:  Research  and  Data  Development  , 

P\C  ID  NO:  0519  PROJECT  NO:  Reg  VI  75-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-676 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Reg  VI  75-4 
COST    (In  Thousands):  FY  75-$4 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '75  through  October  '75 


0809 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Potential  Impact  of  Developmental  Disabilities 
Legislation  and  Regulations  on  Federal  and  State  Planning 
and  Evaluation 

REPORT  TITLE:  Potential  Impact  of  Developmental  Disabilities 
Legislation  (P.L.  94-103)  and  Regulations  on  Federal  and 
State  Planning  and  Evaluation  Responsibilities 

PERFORMER:  Hawkins,  Dr.  Donald,  Washington  D.C.  20024 

PROJECT  OFFICER:  Skinner,  John  H. 

PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities-Program  Direction  and 
Management 


ABSTRACT:  This  study  examined  in  detail  the  legislative  and  regulato- 
ry history  of  the  DD  program  to  show  the  potential  impact  of  the 
draft  regulations  that  were  most  current  at  the  time  of  the  study  on 
federal  and  state  program  responsibilities.  The  new  act  authorized 
appropriations  for  formula  grants  to  states,  grants  for  special  projects, 
and  grants  for  university-affiliated  facilities.  Formula  grants  cover 
planning,  administration,  services,  and  the  construction  of  facilities 
for  developmentally  disabled  persons.  The  formula  grant  program 
operates  through  two  primary  mechanisms  (a  state  planning  council 
and  designated  state  agencies)  and  requires  that  HEW  reserve  at  least 
25%  of  the  amount  appropriated  to  support  special  projects  of  nation- 
al significance.  The  findings  of  the  study  indicate  the  trend  was 
toward  assigning  greater  responsibility  to  the  states  in  regard  to  car- 
rying out  the  provisions  of  DD  legislation.  The  recommendations 
were  that  state  agencies  and  state  DD  councils  assure  that  the  plan 
(1)  looks  at  all  eligible  DD  target  populations  and  attempts  to  coordi- 
nate relevant  services  and  related  programs;  (2)  is  long  range;  (3)  has 
a  grass-roots  foundation;  (4)  has  a  built-in  flexibility  and  sensitivity  to 
changing  needs;  and  (5)  indicates  program  status.  The  project  also 
produced  "Evaluation  Checklist:  Developmental  Disabilities  State 
Plan."  (Final  reports  65  and  32  pages,  respectively.) 

DESCRIPTORS:  Developmental  Disabilities,  Planning,  Regulation  and 
Standard  Setting,  State  or  Local  Administration,  Evaluation  by  State 
and  Local  Governments 
STUDY  TYPE:  Other 

PIC  ID  NO:  0520  PROJECT  NO:  Reg  III  76-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001407 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  R03-2471-76 
COST    (In  Thousands):  FY  76-$8 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  August  '76 


0810 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Multi-Jurisdictional  Approach  to  Needs 
Assessment  and  Human  Services  Planning 

REPORT  TITLE:  Process  for  the  Development  of  New  Human 

Service  Programs  Planning 
PERFORMER:  Minnesota  Counties  Research  Foundation, 

Association  of  Minnesota  Counties,  555  Park  Street,  St.  Paul 

MN  55103 
PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Planning  and  Evaluation 

ABSTRACT:  This  project  consisted  of  the  preparation  of  two  booklets 
related  to  human  services  planning.  One  describes  and  analyzes  the 
process  by  which  local  organizations  and  governmental  units  can 
plan  for  human  services  programs  in  a  coordinated  manner.  The 
other  develops  a  process  for  needs  assessment  as  part  of  the  planning 
function  utilizing  methods  now  employed  in  the  private  sector. 

DESCRIPTORS:  Planning,  Needs  and  Needs  Assessment,  Services  In- 
tegration, State  or  Local  Government 
STUDY  TYPE:  Other 

PIC  ID  NO:  1074  PROJECT  NO:  Reg  V  76-05 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  RO-V-5 150-76 
COST    (In  Thousands):  FY  76-$10 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '76  through  June  '77 


0811 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Recommendations  on  Improving  Internal  Medical 
Quality  Reviews  in  Selected  HEW  Region  X  Grantee 
Organizations 

REPORT  TITLE:  Proposal  to  Evaluate,  Make  Recommendations, 
and  Help  Institute  Appropriate  Internal  Medical  Quality 
Reviews  in  Selected  HEW  Region  X  Grantee... 

PERFORMER:  Management  Sciences  for  Health,  Inc.,  165 
AUandale  Road,  Boston  MA  02130 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  The  purpose  of  this  study  was  to  develop  an  internal 
medical  quality  review  process  that  would  be  feasible  for  the  federal- 
ly funded  ambuiatory  care  Region  X  programs,  which  are  mostly 
rural  and  small.  The  model  was  applied  to  seven  BCHS  grantees  in 
Region  X  and  tested.  The  model  was  expanded  beyond  simple  chart- 
audits  of  providers/client  interactions  to  planning,  administration, 
and  control  of  health  care  delivery.  It  has  two  components:  (1)  a 
description  and  framework  for  organizational  self-assessment  and 
control;  and  (2)  a  prescriptive  content  detailing  prerequisites  to  self- 
assessment,  dimensions,  criteria  and  targets  of  assurance.  (Final  re- 
port 140  pages.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Bibliogra- 
phy Feature,  Health  Care  Delivery  Systems,  Research  and  Evalua- 
tion Planning  and  Administration,  Quality  Assurance 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1684  PROJECT  NO:  Reg  X  76-03 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  290-76-0012 
COST  (In  Thousands):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '77  through  April  '78 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Public  Opinion  Polls 

REPORT  TITLE:  Public  Opinion  and  the  Making  of  Social  Policy 
PERFORMER:  University  of  Nebraska,  Omaha  NE  68101 
PROJECT  OFFICER:  Fain,  Dr.  Robert  P.;  Region  VII;  816-374-5081 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Area 
Planning 

ABSTRACT:  The  purpose  of  this  investigation  was  to  assess  and  ex- 
tract from  existing  public  opinion  poll  data  information  pertaining  to 
the  needs,  attitudes  and  behaviors  of  older  as  well  as  younger  re- 


spondents. It  was  a  "feasibility  study"  in  the  sense  that  it  hypothesized 
that  such  data  were  available  and  could  be  gleaned  and  analyzed  for 
the  purpose  of  providing  another  database  of  information  for  the 
establishment  of  program  policy  and  evaluation.  The  scope  of  the 
investigation  included  all  regional  and  national  polls  that  contained 
questions  relative  to  the  known  concerns  of  the  elderly  target  popula- 
tion of  AOA.  The  study  concluded  that  the  results  of  national  polls 
are  potentially  useful  in  policy-setting,  but  the  lack  of  consistency 
among  them,  the  inadequacy  of  results  useful  for  making  generaliza- 
tions, and  "regionality  of  focus"  limit  specific  conclusions.  However, 
numerous  specific  findings  of  interest  were  possible,  including  that, 
in  spite  of  the  common  legislative  provision  of  transportation  services 
as  essential  supportive  services,  older  people  are  not  much  concerned 
with  transportation  needs.  (Final  report  138  pages.) 

DESCRIPTORS:  Elderly,  Needs  and  Needs  Assessment,  Planning,  Fea- 
sibility Study  Feature,  Survey  or  Questionnaire  Feature,  Statistical 
Data  Feature,  Social  Attitudes  and  Public  Opinion 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0573  PROJECT  NO:  Reg  VII  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  170-75-0002 
COST    (In  Thousands):  FY  75-$14 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '75  through  March  '76 
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AGENCY  SPONSOR:  Office  of  the  Secretary 

Regions  ^ 

PROJECT  TITLE:  Long-Term  Care:  Patient  Classification 
(Minnesota) 

REPORT  TITLE:  Restructuring  Medicaid  for  Improving  the  Quality 

of  Long-Term  Care 
PERFORMER:  State  of  Minnesota,  Department  of  Public  Health, 

St.  Paul  MN  55155 
PROJECT  OFFICER:  Larsen,  Dan 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  study  performed  secondary  analysis  on  existing 
quality  review  data  with  regard  to  skilled  nursing  facility  (SNF)  and 
intermediate  care  facility  (ICF)  residents  in  Minnesota  and  suggested 
alternative  ways  of  classifying  patients  and  institutions  to  achieve 
more  appropriate  care. 

DESCRIPTORS:  Long  Term  Care,  Nursing  Homes 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1077  PROJECT  NO:  Reg  V  76-08 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RO  V-S 144-76 
COST    (In  Thousands):  FY  76-$5 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  February  '77 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Assessment  of  State  Plans  Submitted  by  New 
England  States  under  Title  XX  of  the  SS  Act  and 
Development  of  Instrument  to  Assess  State  Plans 

REPORT  TITLE:  Review  and  Analysis  of  New  England  States'  Title 
XX  Plans 

PERFORMER:  Brandeis  University,  The  Florence  Heller  Graduate 

School,  Waltham  MA  02254 
PROJECT  OFFICER:  Yessian,  Mark 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  A  review  of  comprehensive  service  plans  produced  by 
the  six  New  England  states  during  the  first  year  of  Title  XX's  enact- 
ment is  presented.  Title  XX  of  the  Social  Security  Act,  Grants  to 
States  for  Services,  contains  a  number  of  features  that  can  result  in 
improved  delivery  of  social  services.  It  delegates  to  the  state  in- 
creased authority  over  the  choice  and  definition  of  services  for  which 
federal  financial  participation  is  reliable.  Comprehensive  service 
plans  produced  by  Connecticut,  Maine,  Massachusetts,  New  Hamp- 
shire, Rhode  Island,  and  Vermont  during  1975  are  discussed.  It  is 
noted  that  only  Massachusetts  and  Maine  used  geographic  areas  in 
the  presentation  of  their  Title  XX  plans.  All  states  except  Connecticut 
gave  a  brief  service  definition  and  detail  service  objectives.  Signifi- 
cant variations  were  reported  by  states  in  the  distribution  of  expendi- 
tures among  eligibility  groups.  Mechanisms  of  program  coordination 
and  utilization  employed  by  the  states  are  detailed,  and  organizational 
structure  of  Title  XX  social  services  is  described.  Consideration  is 
given  to  each  state's  needs  assessment  process  and  planning,  evalua- 
tion, and  reporting  activities.  Recommendations  are  made  for  the 
improvement  of  service  delivery  under  Title  XX.  Organizations  that 
agreed  to  participate  in  recruiting  eligible  people  for  Supplemental 
Security  Income  funds  are  identified.  Also  available  from  PIC  is  a 
summary  report  of  the  Massachusetts  plan.  (Final  report  109  pages.) 

DESCRIPTORS:  Social  Services  Delivery  Systems,  State  or  Local  Ad- 
ministration, Administrative  Personnel 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0654  PROJECT  NO:  Reg  I  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  110-75-1-0017 
COST    (In  Thousands):  FY  75-S4 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '75  through  January  '76 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Evaluation  of  the  Role  and  Function  of  Project 
Officers  in  HEW  Region  VI  Program  Agencies 

REPORT  TITLE:  Roles  and  Functions  of  Project  Officer  in  HEW 
Region  VI  Program  Agencies  (Three  Volumes) 

PERFORMER:  CPI  Associates,  8204  Elmbrook,  Dallas  TX  75247 

PROJECT  OFFICER:  Gonzales,  Ricardo 

PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 


ABSTRACT:  The  purpose  of  this  study  is  to  review  the  position  of 
"project  officer"  (i.e.,  the  person  who  lets  and  monitors  contracts  and 
grants)  in  Region  VI.  The  contract  focuses  on  the  identification  of  job 
responsibilities  for  the  position;  the  kinds  of  skills  an  individual  should 
possess  and  the  activities  that  will  normally  be  performed  in  that  role. 
It  will  lead  to  a  description  of  the  organizational  relationships  that  do 
or  should  exist  between  the  project  officer  and  the  contract/grant 
administrator,  supervisor,  and  contractor/grantee.  This  study  does 
not  entail  the  evaluation  of  individual  project  officers;  it  is  a  study  of 
the  position  only.  The  study  led  to  the  development  of  training  and 
reference  manuals  for  project  officers  that  facilitate  their  work. 

DESCRIPTORS:  Administrative  Personnel,  Grant  and  Contract  Man- 
agement, Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1315  PROJECT  NO:  Reg  VI  76-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  160-76-0012 
COST    (In  Thousands):  FY  76-$l  15 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '76  through  July  '77 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  State  of  the  Region  Project 

REPORT  TITLE:  Selected  Socio-Economic  Data  Elements  Available 

from  States  within  Region  IX 
PERFORMER:  Bureau  of  the  Census,  Washington  D.C.  20333 
PROJECT  OFFICER:  Harper,  John 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Research  Demonstration  and 

Statistics 

ABSTRACT:  Utilizing  a  list  of  HEW  statistics  selected  by  Region  IX 
program  officials,  this  project  determined  whether  the  data  could  be 
secured  from  existing  state  publications  and  data  banks.  Additionally, 
the  information  collected  from  each  state  was  examined  to  determine 
if  it  was  comparable  to  data  available  from  the  other  states  in  the 
region  and  easy  to  update  each  year.  The  study  found  that  not  all  data 
were  available  in  each  state,  there  was  little  comparability  of  data 
between  states,  and  that  annual  updating  would  be  very  difficult  for 
the  regional  office.  Courses  lasting  three  days  were  conducted  for 
HEW  regional  staff  on  data  collection  techniques,  available  data 
sources,  data  reliability,  and  statistical  analysis  of  data.  Manila  folders 
were  designed,  produced,  and  delivered  to  Region  IX  intergovern- 
mental staff  for  their  use.  Folders  arrayed  basic  data  and  information 
on  each  county  in  Region  IX. 

DESCRIPTORS:  Statistical  Data  Feature,  Statistics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0664  PROJECT  NO:  Reg  IX  74-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 
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COST    (In  Thousands):  FY  74-$75 
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STATUS;  Study  completed 
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AGENCY  SPONSOR;  Office  of  the  Secretary 
Regions 

PROJECT  TITLE;  Evaluation  of  the  Impact  of  Existing  and  Absent 
HEW-Assisted  Programs  on  the  In-Need  Population  in  South 
Tucson,  Arizona 

REPORT  TITLE;  South  Tucson  Study;  An  Exploratory  Study  of 

Human  Services  and  Needs 
PERFORMER;  Pima  Community  College,  Tucson  AZ  85705 
PROJECT  OFFICER;  Wilson,  Wayne 
PROGRAM(S)  EVALUATED; 

X-Many  HHS  Programs 

ABSTRACT;  The  purpose  of  this  study  was  to  assess  the  difficulties 
encountered  by  a  small  municipality  in  obtaining  HEW  assistance  and 
the  effects  this  had  on  providing  comprehensive  services  to  the  resi- 
dents of  South  Tucson.  The  study  utilized  information  concerning  ( 1 ) 
HEW-assisted  programs  operative  at  the  time  of  the  study  or  discon- 
tinued just  prior  to  this  study  in  South  Tucson;  (2)  HEW  programs 
that  were  potentially  available  to  the  city  of  South  Tucson;  and  (3) 
HEW  programs  that  were  not  available  to  South  Tucson  because  of 
specific  factors  mediating  against  procurement  of  services  such  as  the 
city's  size,  location,  social/ethnic  composition,  or  economic  condi- 
tions. 

DESCRIPTORS;  Access  to  Services,  Non-English  Speaking,  Minority 
Groups,  Low-Income  Population 
STUDY  TYPE;  Case  Studies 

PIC  ID  NO  1083  PROJECT  NO;  Reg  IX  77-04 

FUND  SOURCE;  Evaluation        NTIS  NO;  PB  81-118705 
MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  OEC-9-77-0011 
COST    (in  Thousands):  FY  77-$4 
STATUS;  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES;  September  '77  through  December  '78 
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AGENCY  SPONSOR;  Office  of  the  Secretary 
Regions 

PROJECT  TITLE;  Human  Resources  Needs  Assessment  for 
Comprehensive  Planning 

REPORT  TITLE;  Springfield  Project  Evaluation  Report  and  Report 
Appendices 

PERFORMER;  Human  Resources  Planning  Institute,  Maritime 

Building,  Seattle  WA  98104 
PROJECT  OFFICER;  Blazer,  Robert;  816-374-5081 
PROGRAM(S)  EVALUATED; 

X-Many  HHS  Programs-Employment  and  Training; 
X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT;  The  site  of  this  study  was  Springfield,  Missouri;  the  pur- 
pose was  to  develop  a  model  for  program  coordination  that  would 
be  useful  in  the  operations  of  comparable  prime  sponsors  under  the 
Comprehensive  Employment  and  Training  Act.  Conclusions  of  the 
study  were  that  most  of  the  coordination  that  occurred  was  informal 
rather  than  formal;  there  was  no  common  database;  there  was  no 


adequate  method  for  tracking  clients  in  the  manpower  services  sys- 
tem; and  the  role  of  elected  officials  in  respect  to  coordination  of 
services  was  nonspecific.  The  final  report  makes  specific  recommen- 
dations for  improving  the  above  conditions  consistent  with  a  model 
for  coordination  that  was  developed  jointly  by  the  staff  of  the  CETA 
prime  sponsor  and  service  providers.  (Final  report  304  pages.) 

DESCRIPTORS;  Training  and  Employment  of  the  Disadvantaged, 
Program  Coordination,  Labor  Markets  and  Problems,  State  or  Local 
Administration,  Planning,  Case  or  Site  Study  Feature 
STUDY  TYPE;  Case  Studies 

PIC  ID  NO;  0658  PROJECT  NO;  Reg  VII  75-2 

FUND  SOURCE;  Salaries  and 

Expenses  NTIS  NO;  PB  282-464 

MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  170-75-0003 
COST    (In  Thousands):  FY  75-$35 
STATUS;  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES;  June  '75  through  December  '75 


0819 

AGENCY  SPONSOR;  Office  of  the  Secretary  •  . 

Regions 

PROJECT  TITLE;  Eligibility  Requirements;  Human  Services 
Programs 

REPORT  TITLE;  Streamlining  Social  Benefit  Programs;  Who  Should 
Benefit? 

PERFORMER;  State  of  Illinois,  Bureau  of  the  Budget,  Springfield 
IL  62762 

PROJECT  OFFICER;  Friedman,  Richard 
PROGRAM(S)  EVALUATED; 

X-Many  HHS  Programs-Social  Services; 
X-Non-HHS  Programs 

ABSTRACT;  This  study  identified  each  determinant  or  eligibility 
screen  used  for  each  Illinois  human  service  program  in  which  finan- 
cial resources  were  factors  of  eligibility.  Forty-two  programs  were 
reviewed;  498  separate  eligibility  determinants  were  identified.  This 
project  surveyed  over  50  service  delivery  and  income  transfer  pro- 
grams (HEW  and  non-HEW)  and  compared  the  eligibility  require- 
ments and  means  test  attached  to  each  one.  It  then  identified  problems 
and  inconsistencies  in  these  requirements  and  the  possible  effects  on 
clients  and  suggested  modifications  and  standardization  in  these  re- 
quirements. 

DESCRIPTORS;  Eligibility  Issues,  Statistical  Data  Feature,  Survey  or 
Questionnaire  Feature 

STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO;  0662  PROJECT  NO;  Reg  V  76-06 

FUND  SOURCE;  Evaluation        NTIS  NO;  PIC  Only 

MECHANISM;  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO; 

COST    (In  Thousands):  Not  available 

STATUS;  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  June  '75  through  September  '76 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Primary  Health  Care  Manpower  Needs 
(Wisconsin) 

REPORT  TITLE:  Study  Design  and  Demonstration  for  Determining 
Statewide  Primary  Care  Personnel  Requirements 

PERFORMER:  State  of  Wisconsin,  Department  of  Health  and 
Social  Services,  Madison  WI  53701 

PROJECT  OFFICER:  Larsen,  Dan 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health 

ABSTRACT:  This  project  identified  five  different  methodologies  for 
determining  primary  health  care  manpower  needs  (for  both  physi- 
cians and  paraprofessionals),  discussed  the  utilization  of  each  method, 
and  applied  each  to  acute  hospital  service  areas  within  the  state  of 
Wisconsin. 

DESCRIPTORS:  Health  Manpower  Projections,  Physicians,  Para- 
professionals 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1076  PROJECT  NO:  Reg  V  76-07 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RO-V-5 143-76 
COST    (In  Thousands):  FY  76-$7 
STATUS:  Study  completed. 

Available  from  PIC 
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AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Ties  That  Bind:  HEW  National  Management 
Planning  Study,  1976 

REPORT  TITLE:  Ties  That  Bind:  HEW  National  Management 

Planning  Study,  1976 
PERFORMER:  Office  of  the  Regional  Director,  Region  X,  Seattle 

WA  98101 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

OS-General  Departmental  Management 

ABSTRACT:  A  national  study  of  planning  was  conducted  in  1976  by 
the  Region  X  office  of  HEW,  centered  in  Seattle,  Washington,  to 
evaluate  those  HEW  programs  for  which  state  and/or  local  govern- 
ments were  the  grantees.  The  study  covered  54  HEW  programs  (46 
formula  grant  programs  and  eight  project  grant  programs)  on  health, 
education,  income  maintenance,  and  social  services,  representing 
91%  of  HEW  funds  distributed  to  state  and  local  governments.  The 
impact  of  federal  regulations  on  grantee  planning  and  management 
was  analyzed.  A  detailed  evaluation  of  statutes  and  regulations  was 
presented,  plus  the  results  of  interviews  with  the  human  resource 
administrators  of  state  and  local  governments  in  10  states  (one  per 
region).  Ten  problem  areas  in  federal  requirements  were  addressed 
that  have  an  adverse  effect  on  the  rational  allocation  of  resources  to 
needs.  The  statutory  and  regulatory  genesis  of  these  problems  was 
detailed,  solutions  to  the  problems  were  recommended,  and  a  tenta- 
tive implementation  plan  for  recommended  reforms  in  HEW  pro- 
grams for  which  state  and/or  local  governments  were  the  grantees 
was  presented.  The  separation  of  compliance  functions  from  planning 


functions  was  suggested.  It  was  concluded  that  the  complexity  of 
federal  restrictions  hindered  the  investigation  of  whether  service 
gaps  and  duplications  occur. 

DESCRIPTORS:  Planning,  Federal  State  and  Local  Relations,  Ad- 
ministrative Personnel,  State  or  Local  Administration,  Survey  or 
Questionnaire  Feature,  Grants-in-Aid,  Grant-in-Aid  Formulas 
STUDY  TYPE:  Other 

PIC  ID  NO:  1367  PROJECT  NO:  Reg  X  75-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0000719 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
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0822 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  Services  to  Incorporate  Additional  Requirements 
of  the  Family  Planning  Rating  System  to  the  Current  PSRS 
Data  Requirements 

REPORT  TITLE:  User's  Guide:  Region  VII  Family  Planning 

Management  Information  System 
PERFORMER:  McDonnell  Douglas  Corporation,  Information 

Systems  Group,  P.O.  Box  516,  St.  Louis  MO  63166 
PROJECT  OFFICER:  Geeser.  Jackie 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Family  Planning 

ABSTRACT:  This  project  developed  a  family  planning  project  rating 
system  that  required  the  development  of  an  instrument  for  the  initial 
and  ongoing  collection  of  data  from  grantees.  The  new  system  yield- 
ed essential  program  and  administrative  data,  and  data  that  facilitated 
the  application  of  the  system. 

DESCRIPTORS:  Management  Information  and  Reporting,  Grant  and 
Contract  Management,  Family  Planning,  Discretionary  and  Project 
Grant  Performance,  Information  Systems,  Survey  or  Questionnaire 
Feature 

STUDY  TYPE:  Other 

PIC  ID  NO:  1316  PROJECT  NO:  Reg  VII  76-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  170-76-0017 
COST    (In  Thousands):  FY  76-$50 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  May  '77 


0823 

AGENCY  SPONSOR:  Office  of  the  Secretary 
Regions 

PROJECT  TITLE:  To  Demonstrate  the  Feasibility  of  Utilizing  a 
Human  Resources  Planner  in  a  Substate  Planning  District 

REPORT  TITLE:  Utility  of  Data  Systems  and  the  Availability  of 
Technical  Assistance 


PROJECT  DESCRIPTIONS 
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REGIONS 


PERFORMER:  Sixth  District  Council  of  Local  Governments,  306 

East  St.  Joe  Street,  Rapid  City  SD  57701 
PROJECT  OFFICER:  Elwood,  Odell 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Grants-in-Aid 

ABSTRACT:  This  study  tested  the  feasibility  and  utility  of  human 
resource  planning  in  a  substate  planning  district.  It  evaluated  the 
then-current  A-95  process;  the  utilization  of  existing  data  systems; 
and  the  availability  and  adequacy  of  technical  assistance  from  federal 
sources.  The  final  results  of  this  study  indicate  a  positive  function  for 
A-95,  mostly  because  of  access  by  that  office  to  state  cabinet  members 
and  their  immediate  proposals.  Data  systems  evaluation  indicated 
that  information  from  the  state  systems  to  county  units  was  put  to 
wider  use  than  information  from  federal  systems.  County  units  are 
still  requesting  more  direct  technical  assistance  from  federal  agencies. 
Additionally,  human  resource  planners  can  provide  functional  assist- 
ance at  subdistrict  levels,  but  are  often  hindered  by  federal  categori- 
cal procedures. 

DESCRIPTORS:  Planning,  Program  Coordination,  State  or  Local  Ad- 
ministration, Technical  Assistance 
STUDY  TYPE:  Research  and  Data  Development 


CONTRACT/GRANT  NO:  180-75-0021 
COST    (In  Thousands):  FY  75-$4 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  "75  through  May  '76 


PIC  ID  NO:  0660 

FUND  SOURCE:  Evaluation 

MECHANISM:  Contract 


PROJECT  NO:  Reg  VIII-75-2 
NTIS  NO:  PIC  Only 
ERIC  NO:  Not  applicable 
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STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '84  through  October  '85 


OFFICE  OF  COMMUNITY  SERVICES 


0824 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Community  Services 

PROJECT  TITLE:  National  Voluntary  Reporting  System 

REPORT  TITLE:  Community  Services  Block  Grant  National 

Reporting  System  Statistical  Report  for  FY  1984 
PERFORMER:  Center  for  Community  Futures,  610  Bancroft  Way, 

Berkeley  CA  94710,  415-540-1928 
PROJECT  OFFICER:  Checkan,  Jane;  Rm  443F,  HHH  Bldg; 

202-475-0418 
PROGRAM(S)  EVALUATED: 

FSA-Community  Services  Block  Grant  (CSBG) 

ABSTRACT:  Forty-seven  states  and  the  District  of  Columbia  respond- 
ed to  the  1984  Community  Service  Block  Grant  (CSBG)  National 
Voluntary  Reporting  System  (NVRS)  survey,  providing  information 
on  the  uses  of  the  CSBG  at  the  state  and  local  levels  in  program  year 
1984.  Each  section  of  the  report  covers  one  section  of  the  survey:  (1) 
state  allocation  of  CSBG  funds;  (2)  local  CSBG  operations;  (3)  opera- 
tions of  state  CSBG  administering  agencies;  (4)  each  state's  three 
most  important  management  accomplishments  and  each  state's  three 
most  important  program  accomplishments,  i.e.,  beneficial  outcomes 
for  poor  persons  that  were  due  to  the  leadership,  advocacy,  coordina- 
tion, and  other  activities  of  the  state  CSBG  administering  agency;  (5) 
dollars  spent  and  persons  served  in  seven  program  categories  (em- 
ployment, education,  better  use  of  available  income,  housing,  emer- 
gency services,  nutrition,  and  linkages  with  other  programs);  and  (6) 
resources  generated  by  community-action  agencies  (CAAs)  and  oth- 
er local  CSBG  providers.  Not  all  of  the  responding  states  provided 
data  for  each  section. 

DESCRIPTORS:  Block  Grants,  State  or  Local  Administration,  Man- 
agement Information  and  Reporting,  Survey  or  Questionnaire  Fea- 
ture, Statistical  Data  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2635  PROJECT  NO:  OCS  85-01 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  86-225067/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  TA  0006 
COST    (In  Thousands):  FY  86-$200 


0825 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Community  Services 

PROJECT  TITLE:  CSBG  Training  and  Technical  Assistance  Project 

REPORT  TITLE:  CSBG  Training  and  Technical  Assistance  Project 

of  the  National  Governors'  Association 
PERFORMER:  National  Governors'  Association,  444  North  Capitol 

Street,  Washington  D.C.  20001 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Community  Services  Block  Grant  (CSBG) 

ABSTRACT:  For  this  project,  the  National  Governors'  Association 
(NGA)  provided  training  and  technical  assistance  to  the  states  in 
implementing  the  Community  Services  Block  Grant  (CSBG)  by  ex- 
amining basic  program  and  administrative  options;  facilitating  the 
exchange  of  information;  studying  the  feasibility  of  a  national  data 
collection  system;  and  providing  advice  on  the  states'  need  for  train- 
ing and  on-site  technical  assistance.  The  project  analyzed  basic  pro- 
gram development  and  administrative  systems  alternatives,  which 
resulted  in  the  writing  of  policy  papers,  monthly  technical  papers, 
and  weekly  newsletter  articles.  Data  on  state  uses  of  their  FY  1982 
CSBG  allocations  were  gathered  and  analyzed,  a  study  was  conduct- 
ed on  the  feasibility  of  instituting  a  national,  voluntary  data  collection 
system,  and  a  comprehensive  survey  was  conducted  for  the  FY  1983 
program.  Part  One  of  this  report  provides  preliminary  information 
and  findings  on  state  administration  of  CSBG.  Part  Two  describes  the 
products  of  NGA  support  and  assistance.  Copies  of  the  written  pro- 
ducts are  included  in  the  appendices. 

DESCRIPTORS:  Block  Grants,  State  or  Local  Administration 
STUDY  TYPE:  Research  and  Data  Development;  Other 

PIC  ID  NO:  2183  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  CS-82-TA-0005 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  October  '82  through  January  '84 
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0826 

AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Demonstration  of  Programs  for  Mass 
Establishment  of  Paternity 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Office  of  Child  Support  Enforcement,  Columbus 
OH  43215 

PROJECT  OFFICER:  Mailer,  Gaile;  Rm  2625,  HHS-S  Bldg; 

202-245-1991 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Program  Direction  and 
Management 

ABSTRACT:  This  study  will  develop  new  systems  and  programs  for 
establishing  paternity  close  to  the  time  of  the  child's  birth  for  a  wide 
range  of  cases,  especially  for  teenaged  parents.  Voluntary  low-cost 
measures,  due  process,  and  the  establishment  of  obligations  will  be 
stressed.  See  also  PIC  ID  No.  3026.1. 

DESCRIPTORS:  Demonstration  Projects,  Child  Support,  Maternal  and 
Child  Health 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3026  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  87-4-PE-OH-233 

COST    (In  Thousands):  FY  87-$125,  FY  88-$125 

STATUS:  Study  in  process 

START/END  DATES:  October  "87  through  October  '88 


0827 

AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Demonstration  of  Programs  for  Mass 
Establishment  of  Paternity 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Office  of  Child  Support  Enforcement,  Lincoln  NE 
68509 

PROJECT  OFFICER:  Mailer,  Gaile;  Rm  2625,  HHS-S  Bldg; 

202-245-1991 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Program  Direction  and 
Management 

ABSTRACT:  This  study  will  develop  new  systems  and  programs  for 
establishing  paternity  close  to  the  time  of  the  child's  birth  for  a  wide 
range  of  cases,  especially  for  teenaged  parents.  Voluntary  low-cost 
measures,  due  process,  and  the  establishment  of  obligations  will  be 
stressed.  See  also  PIC  ID  No.  3026. 

DESCRIPTORS:  Demonstration  Projects,  Child  Support,  Maternal  and 
Child  Health 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3026  1  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  87-4-PE-NE-234 
COST    (In  Thousands):  Not  available 
STATUS:  Study  in  process 

START/END  DATES:  October  '87  through  October  '88 


0828 

AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Design  and  Implementation  of  a  Revised  State 
Child  Support  Enforcement  Accounting  System 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Deloitte,  Haskins  and  Sells,  1001  Pennsylvania 

Avenue  N.W.,  Washington  D  C.  20004,  McGavick,  Joseph 
PROJECT  OFFICER:  Arnaudo,  David;  Rm  2622,  HHS-S  Bldg; 

202-245-1975 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Program  Direction  and 

Management 

ABSTRACT:  The  purpose  of  this  project  is  to  design  and  implement 
a  revised  State  Child  Support  Enforcement  Accounting  System.  Al- 
though the  Office  of  Child  Support  Enforcement  (OCSE)  issued 
major  accounting  guidelines  in  1976,  the  Child  Support  Enforcement 
program  under  Title  IV-D  of  the  Social  Security  Act  has  been  subject 
to  many  significant  statutory  and  regulatory  changes.  The  project 
will  provide  an  evaluation  of  the  current  guidelines  for  accounting 
procedures,  cost  allocation,  and  reporting  that  involves  (1)  review  of 
the  statutory,  regulatory  and  other  relevant  requirements;  (2)  review 
of  five  state  systems  and  one  county  system  in  each  state;  (3)  discus- 
sion with  federal,  state  and  local  officials  about  the  capabilities  of 
current  systems  and  the  need  for  change;  (4)  detailed  review  of  the 
needs  and  problems  posed  by  current  child  support  requirements;  (5) 
identifying  and  implementing  (on  a  mock  basis)  changes  to  the  ac- 
counting and  cost-allocation  systems  and  case  records  needed  to  meet 
child  support  requirements;  and  (6)  prioritization  of  recommended 
changes  and  development  of  a  phased  implementation  plan.  Based 
upon  the  evaluation,  revised  State  Child  Support  Enforcement  Ac- 
counting and  Cost-Allocation  Systems  and  case  information  require- 
ments will  be  developed  that  meet  all  current  child  support 
requirements,  and  implementing  program  instructions  will  be  drafted, 
tested,  and  finalized.  . . 

DESCRIPTORS:  Auditing  and  Accounting,  Case  or  Site  Study  Fea- 
ture, Child  Support,  Field  Test  Feature,  Financial  Management,  Lit- 
erature Review  Feature,  Management  Information  and  Reporting, 
State  or  Local  Administration 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2812  PROJECT  NO:  SSA  86-0165 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0283 

COST    (In  Thousands):  FY  87-$0,  FY  88-$0  ^. 
STATUS:  Study  in  process 

START/END  DATES:  October  '86  through  October  '88 
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Accession  No.  0832 


REPORT  TITLE:  Estimates  of  Cost  Avoidance  Attributable  to  Child 

Support  Enforcement  (Phase  II) 
PERFORMER:  ASI,  2000  North  15th  Street,  Arlington  VA  22201. 

and  SRA  Technologies,  4700  King  Street,  Alexandria  VA 

22302 

PROJECT  OFFICER:  Treacy,  John;  Rm  2624  HHS-S  Bldg; 

202-245-1981 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Program  Direction  and 
Management 

ABSTRACT:  This  report  covers  Phase  II  of  a  two-phase  project.  In 
Phase  II,  a  methodology  for  estimating  cost  avoidance  in  the  Child 
Support  Enforcement  program  was  designed.  National  cost  avoid- 
ance estimates  for  the  Aid  to  Families  with  Dependent  Children 
(AFDC).  Food  Stamp,  and  Medicaid  programs  were  then  developed 
using  data  from  the  Survey  of  Income  and  Program  Participation 
(SIPP).  Cost  avoidance  was  defined  as  a  situation  in  which  public 
assistance  benefits  (i.e.,  AFDC.  food  stamps,  and  Medicaid)  are  either 
reduced  or  not  paid  as  a  result  of  the  receipt  of  child  support  through 
the  IV-D  program.  During  1983-1984,  the  payment  of  child  support 
is  estimated  to  have  resulted  in  cost  avoidance  of  (1)  approximately 
S516  million  (plus  or  minus  $156  million)  per  year  for  the  AFDC 
program;  (2)  approximately  $466  million  (plus  or  minus  $113  million) 
per  year  for  the  Food  Stamp  program;  and  (3)  approximately  $512 
million  (plus  or  minus  $140  million)  per  year  for  the  Medicaid  pro- 
gram. The  Phase  I  report  is  available  from  the  agency. 

DESCRIPTORS:  Child  Support,  Child  Welfare,  Economic  Analysis 
Feature,  Statistical  Data  Feature.  Families  with  Dependent  Children, 
Medicaid,  Food  Stamps 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2813  PROJECT  NO:  OCSE  85-3 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  600-85-0233 
COST    (In  Thousands):  FY  85-$0 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '86  through  June  "87 


0830 

AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Evaluation  of  the  1984  Child  Support 
Amendments 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Arnaudo,  David;  Rm  2622,  HHS-S  Bldg; 

202-245-1975 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Research  and  Evaluation 

ABSTRACT:  This  evaluation  project  will  study  the  effect  of  key  provi- 
sions of  the  1984  Child  Support  Amendments  on  collections,  obliga- 
tions, and  paternities  and  assess  the  various  processes  used  by  the 
states  in  following  these  amendments.  The  key  provisions  to  be  stud- 
ied include  wage  withholding,  expedited  process,  state  and  federal 
tax  offset,  medical  support  obligations  establishment,  and  service  to 
populations  not  receiving  Aid  to  Families  with  Dependent  Children. 

DESCRIPTORS:  Child  Support,  Law  and  Legislation,  State  or  Local 
Administration 


STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3025  PROJECT  NO: 

FUND  SOURCE:  Research/Sa- 
laries and  Expenses  NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
CONTRACT/GRANT  NO:  100-87-0047 
COST    (In  Thousands):  FY  86-$  1002 
STATUS:  Study  in  process 

START/END  DATES:  October  '87  through  October  '88 
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AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Guide  for  Determining  the  Abihty  of  an  Absent 
Parent  to  Pay  Child  Support 

REPORT  TITLE:  Guide  for  Determining  the  Ability  of  an  Absent 

Parent  to  Pay  Child  Support 
PERFORMER:  Community  Council  of  Greater  New  York,  275  7th 

Avenue,  New  York  NY  10001 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Program  Direction  and 

Management 

ABSTRACT:  The  1974  Social  Security  Act  Amendments  created  a 
federal/state  child  support  enforcement  program  directed  toward 
assuring  children  of  their  rights  to  support  from  their  parents.  The 
Act  strengthened  the  legal  provisions  for  enforcing  the  child  support 
obligation  of  an  absent  parent.  The  legislation  required  public  assist- 
ance families  to  identify,  assist  in  locating,  and  claim  support  from  the 
legally  responsible  parent  of  any  dependent  child.  Procedures  were 
also  required  for  establishing  paternity.  The  Budget  Standard  Service 
of  the  Community  Council  of  Greater  New  York  utilized  a  family 
budget  standard  in  determining  ability  to  pay  for  social  and  health 
services.  These  concepts  were  applied  to  the  determination  of  child 
support.  The  Council  designed  this  manual  of  procedures  for  deter- 
mining the  ability  of  an  absent  parent  to  pay  child  support.  One  key 
component  was  the  actual  determination  of  the  dollar  amount  of  the 
child  support  obligation  to  be  required  of  a  parent.  (Final  report  58 
pages.) 

DESCRIPTORS:  Child  Support,  Families  with  Dependent  Children, 
Income  Maintenance 
STUDY  TYPE:  Other 

PIC  ID  NO:  1230  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-90456/2-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  "76  through  June  "77 
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PROJECT  OFFICER:  Maniha,  John;  Rm  2620,  HHS-S  Bldg; 

202-245-1964 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Research  and  Evaluation 

ABSTRACT:  The  main  goal  of  this  project  is  to  develop  and  demon- 
strate an  automated  system  in  the  interstate  location  of  absent  parents. 
The  network  consists  of  Iowa,  Kansas,  Missouri,  Nebraska,  and  Ok- 
lahoma. Attention  will  be  paid  to  interfacing  the  Region  VII  network 
with  other  systems  as  well,  so  that  the  scope  of  the  network  will  be 
broader  than  the  original  five-state  network.  The  aim  is  to  accelerate 
the  process  of  locating  absent  parents  who  owe  child  support  and  to 
explore  uses  of  the  system  for  tracking  and  monitoring  cases  sent  to 
and  from  the  region. 

DESCRIPTORS:  Information  Processing,  Productivity,  Benefit-Cost 
Analysis  Feature,  Information  Dissemination,  Child  Support,  Re- 
search and  Evaluation  Performance,  Evaluation  by  State  and  Local 
Governments 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2811  PROJECT  NO:  OCSE  85-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  19-P- 1 0006-7-02 
COST    (In  Thousands):  FY  85-$0,  FY  86- $0,  FY  87-$0 
STATUS:  Study  in  process 

START/END  DATES:  October  '85  through  December  '88 


0833 

AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Regular  Receipt  of  Child  Support:  A  Multi-Step 

Process 

REPORT  TITLE:  Regular  Receipt  of  Child  Support:  A  Multi-Step 
Process 

PERFORMER:  Child  Trends,  Inc.,  2100  M  Street  N,W„ 

Washington  D.C.  20037 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Research  and  Evaluation 

ABSTRACT:  This  report  answers  the  following  questions:  (1)  How 
many  mothers  potentially  eligible  for  child  support  actually  have  a 
support  award,  and  what  are  their  characteristics  in  comparison  with 
those  mothers  who  do  not  have  an  award?  (2)  How  adequate  is  the 
support  received,  and  how  equitably  is  it  distributed?  and  (3)  What 
factors  account  for  the  variations  in  support  awards,  receipt  of  sup- 
port, the  amounts  received,  and  the  regularity  with  which  it  is  re- 
ceived? The  report  also  compares  men's  reports  on  the  amount  of 
child  support  they  pay  with  women's  reports  of  the  amount  of  money 
they  receive.  Data  from  the  Survey  of  Income  and  Program  Partici- 
pation (SIPP)  were  used.  The  report  discusses  the  importance  of  the 
award,  the  role  of  local  child  support  enforcement  offices,  popula- 
tions that  are  more  vulnerable  to  nonpayment,  and  the  changeable 
nature  of  relationships.  (Final  report  49  pages  plus  tables  and  appen- 
dices.) 

DESCRIPTORS:  Child  Support,  Bibliography  Feature,  Families  with 
Dependent  Children,  Women,  Information  Processing 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3100  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-20007-3-01 


COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '87  through  December  '87 


0834 

AGENCY  SPONSOR:  Family  Support  Administration 

Office  of  Child  Support  Enforcement 

PROJECT  TITLE:  Western  Interstate  Clearinghouse 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  State  of  Alaska,  Child  Support  Enforcement 

Division,  Anchorage  AK  99501,  907-276-3441 
PROJECT  OFFICER:  Maniha,  John;  Rm  2620,  HHS-S  Bldg; 

202-245-1964 
PROGRAM(S)  EVALUATED: 

FSA-Child  Support  Enforcement-Research  and  Evaluation; 

FSA-Child  Support  Enforcement-Program  Direction  and 

Management 

ABSTRACT:  The  purpose  of  this  study  is  to  set  up,  test,  and  evaluate 
a  computer  network  for  transmitting  information  on  interstate  child 
support  cases  among  Alaska,  Washington,  Oregon,  Idaho,  and  Utah. 
The  system  will  improve  the  speed  and  effectiveness  of  handling 
interstate  child  support  cases.  Several  computer  architecture  configu- 
rations are  being  investigated;  one  will  be  chosen  for  implementation 
and  then  evaluated. 

DESCRIPTORS:  Information  Processing,  Productivity,  Benefit-Cost 
Analysis  Feature,  Information  Dissemination,  Child  Support,  Re- 
search and  Evaluation  Performance,  Evaluation  by  State  and  Local 
Governments 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2810  PROJECT  NO:  OCSE  85-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  19-P-10001-1O-02 

COST    (In  Thousands):  FY  85-$793,  FY  86-$164,  FY  87-51000, 

FY  88-$661 
STATUS:  Study  in  process 

START/END  DATES:  June  '85  through  October  '88 
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PROJECT  TITLE:  Cost-Effectiveness  of  Using  Credit  Bureau 

Reports  in  Determining  Eligibility  and  Payment  for  Use  in 
the  AFDC  Program 

REPORT  TITLE:  AFDC  Credit  Report  Demonstration  Project: 
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PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 
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PROJECT  OFFICER:  Poe,  Dennis;  Rm  B609,  TRPT  Bldg; 

202-245-0240 
PROGRAM(S)  EVALUATED; 

FS A- Assistance  Payments-AFDC  , 

ABSTRACT:  Eligibility  and  payment  amount  in  AFDC  are  dependent 
upon  the  income  and  resources  available  to  a  family.  Therefore, 
checks  of  credit  bureau  files,  to  the  extent  they  provide  pertinent 
financial  information  not  otherwise  readily  available,  could  promote 
correct  eligibility  and  payment  decisions  and  avoidance  of  incorrect 
payments.  The  primary  purpose  of  the  study  was  to  measure  the  costs 
and  benefits  of  using  credit  bureau  reports  in  an  operational  setting. 
The  study  employed  a  pre/post  design,  which  allowed  statistically 
valid  estimates  to  be  made  about  the  effect  of  credit  bureau  reports 
in  processing  initial  and  redetermination  cases  in  15  different  sites 
across  3  states.  The  redetermination  report  describes  profiles  of  cases 
for  which  credit  bureau  reports  are  most  likely  to  detect  errors.  A 
benefit-cost  analysis  of  credit  bureau  use  is  provided  in  the  redetermi- 
nation report  and  in  the  reports  for  the  two  states  in  which  credit 
bureau  reports  were  found  to  have  some  benefit  in  the  initial  applica- 
tion process. 

DESCRIPTORS:  Benefit-Cost  Analysis  Feature,  Cost-Effectiveness 
Analysis  Feature,  Research  and  Evaluation  Methods  Feature,  Low- 
Income  Population,  Eligibility  Issues,  Families  with  Dependent  Chil- 
dren 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2450  PROJECT  NO:  R-0605-84-0059 

(OFA) 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  600-84-0240 
COST    (In  Thousands):  FY  85-$192,  FY  86-$26  ' 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '84  through  January  '86 


0836 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  AFDC  Recovery  Management  Project 

REPORT  TITLE:  AFDC  Recovery  Management  Project 
PERFORMER:  City  and  County  Department  of  Social  Services, 

2200  West  Alameda  Avenue,  Denver  CO  80223,  Wendorff, 

Susan 

PROJECT  OFFICER:  Campbell,  Nancye;  Rm  B442,  TRPT  Bldg; 

202-245-2736 
PROGRAM(S)  EVALUATED: 

ABSTRACT:  This  demonstration  implemented  and  evaluated  the  cost- 
effectiveness  of  selected  recovery  techniques,  designed  and  imple- 
mented an  automated  system  to  support  the  recovery  process,  and 
established  a  management  structure  responsible  for  overpayment.  A 
process  analysis  of  the  implementation  of  the  recovery  system  as  well 
as  a  cost-benefit  analysis  were  also  developed. 

DESCRIPTORS:  Low-Income  Population,  Management  Techniques, 
Evaluation  by  State  and  Local  Governments,  Cost-Effectiveness 
Analysis  Feature,  Demonstration  Projects 
STUDY  TYPE;  Program  Management  or  Efficiency 

PIC  ID  NO:  2823  PROJECT  NO; 

FUND  SOURCE:  Research  NTIS  NO;  PIC  Only 

MECHANISM;  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  18-P-10003/8-101 


COST    (In  Thousands):  FY  85-$0,  FY  86-SO 
STATUS:  Study  completed 

START/END  DATES:  January  '85  through  December  '86 


0837 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE;  AFDC-Unemployed  Fathers  Program 

REPORT  TITLE;  AFDC-Unemployed  Fathers  Program;  An 

Effective  Basis  for  Welfare  Reform 
PERFORMER;  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT;  This  paper  was  presented  at  the  19th  Annual  Workshop 
on  Welfare  Research  and  Statistics  in  Salt  Lake  City  in  August  1979. 
It  was  derived  from  a  multiyear  project  that  analyzed  the  determi- 
nants of  family  participation  in  the  Aid  to  Families  with  Dependent 
Children-Unemployed  Fathers  (AFDC-UF)  program  and  evaluated 
various  Unemployed  Fathers  policy  options.  This  program  serves 
intact  families  with  children,  where  the  husband  is  unemployed  (or 
works  no  more  than  100  hours  per  month).  Because  the  UF  program 
is  small,  it  was  considered  as  a  possible  basis  for  increasing  the  income 
maintenance  coverage  of  intact  families.  This  research  surmounted 
data  problems  by  means  of  a  recently  developed  statistical  technique, 
choice-based  sampling.  Whether  UF  would  be  an  effective  basis  for 
welfare  reform  depended  on  what  the  stated  purposes  of  the  reform 
were;  which  group  to  help,  how  much  to  help,  and  under  what 
circumstances  to  help.  Researchers  concluded  ( 1 )  that  the  UF  partici- 
pation decision  depended  on  market  earnings  opportunities;  and  (2) 
that  during  periods  of  joblessness,  the  husband  was  likely  to  prefer 
unemployment  insurance  benefits  over  UF.  For  many  families,  unem- 
ployment insurance  benefits  were  found  to  exceed  UF  benefits,  and 
placed  no  restrictions  on  family  income  and  assets.  See  also  PIC  ID 
Nos.  1257  and  1257.1.  (Final  report  20  pages.) 

DESCRIPTORS:  Families  with  Dependent  Children,  Welfare  Reform, 

Labor  Markets  and  Problems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1257.2  PROJECT  NO:  SRS  76-7 

FUND  SOURCE:  Research  NTIS  NO;  PIC  Only 

MECHANISM;  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  18-P- 90409/9-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '78  through  August  '79 
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REPORT  TITLE:  AFDC-Unemployed  Fathers  Program  and  Welfare 
Reform 

PERFORMER;  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER;  Maniha,  John;  Rm  2620,  HHS-S  Bldg; 

202-245-1964 
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Accession  No.  0838 


Family  Support  Administration 
OFFICE  OF  FAMILY  ASSISTANCE 


PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  study  analyzed  the  determinants  of  family  participa- 
tion in  the  Aid  to  Families  with  Dependent  Children-Unemployed 
Fathers  (AFDC-UF)  program  to  assess  the  possibilities  of  the  pro- 
gram as  a  basis  for  welfare  reform.  It  projected  the  changes  in  case- 
load and  cost  that  would  arise  under  selected  program  modifications. 
The  modifications  include  (1)  extending  the  UF  program  to  all  states; 
(2)  setting  a  nationwide  benefit  floor,  which  would  alleviate  dispari- 
ties in  benefit  levels  across  the  states  and  guarantee  that  benefits 
reached  a  minimum  percentage  of  the  poverty  line;  and  (3)  relaxing 
certain  eligibility  requirements.  Results  show  that  (1)  the  traditionally 
low  UF  caseload  does  not  mean  that  the  program  is  ineffective;  (2) 
eligibility  rules  appear  less  influential  than  labor  market  opportunities 
and  unemployment  insurance  in  determining  family  participation  in 
UF;  (3)  foreseeable  modifications  of  the  UF  program  would  not  cause 
drastic  changes  in  caseload  and  cost;  and  (4)  after  alteration  the  UF 
program  would  still  be  less  expensive  and  narrower  in  coverage  than 
a  negative  income  tax.  See  also  PIC  ID  Nos.  1257  and  1257.2.  (Final 
report  67  pages.) 

DESCRIPTORS:  Income  Maintenance,  Families  with  Dependent  Chil- 
dren, Labor  Markets  and  Problems,  Welfare  Reform,  Federal  Role, 
Statistical  Data  Feature,  Trends  and  Forecasts,  Eligibility  Issues 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1257  1  PROJECT  NO:  SRS  76-7 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-90409/9-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  August  '78  through  August  '79 
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AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Analysis  of  the  Impact  of  Unemployment  and 
Inflation  on  AFDC  Costs  and  Caseloads 

REPORT  TITLE:  Analysis  of  the  Impact  of  Unemployment  and 

Inflation  on  AFDC  Costs  and  Caseloads 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  describes  a  study  on  the  impact  of  inflation 

and  unemployment  on  the  costs  and  caseloads  of  the  Aid  to  Families 
with  Dependent  Children  (AFDC)  program.  In  addition,  it  forecasts 
costs  and  caseloads  over  a  five-year  planning  period.  The  analysis 
was  performed  by  linking  the  Data  Resources,  Inc.  (DRI)  quarterly 
econometric  model  to  the  public  assistance  model.  Microanalysis  of 
Transfers  to  Households  (MATH).  The  major  results  of  the  study 
were  (1)  AFDC  eligibles,  cases,  recipients,  and  costs  would  decrease 
from  1975  to  1976,  if  benefits  were  fixed  at  their  1975  levels;  a  large 
portion  of  this  decrease  would  come  in  the  AFDC-Unemployed  Fa- 
ther (UF)  programs;  (2)  AFDC  eligibles.  cases,  recipients,  and  costs 
would  increase  in  1976  under  a  policy  of  indexed  benefits;  (3)  the 
changes  from  1976  to  1977  would  exactly  replicate  the  previous 
year's  changes;  (4)  the  decline  in  eligibility  would  be  arrested  be- 
tween 1977  and  1981,  with  eligibles  in  the  latter  year  being  16.3% 
greater  than  in  1977  under  the  assumption  of  fixed  benefits,  22.5% 


greater  under  the  assumption  of  indexed  benefits;  and  (5)  from  1975 
to  1981,  eligible  caseloads  would  increase  by  10.5%,  actual  participat- 
ing caseloads  would  increase  by  14.7%,  and  costs  would  increase  by 
12%.  (Final  report  57  pages.) 

DESCRIPTORS:  Families  with  Dependent  Children,  Inflation,  Labor 
Markets  and  Problems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0618  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-76-0004 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '74  through  February  '75 
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AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Anatomy  of  AFDC  Errors 

REPORT  TITLE:  Anatomy  of  AFDC  Errors 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  discusses  the  problems  of  payments  in  incor- 
rect amounts  and  payments  to  ineligible  persons  under  the  Aid  to 
Families  with  Dependent  Children  (AFDC)  program.  It  discusses  the 
nature  and  extent  of  the  special  problems  of  administering  the  AFDC 
program  in  large  urban  areas  and  recommends  roles  for  the  federal 
government  to  play  in  fostering  cost-effective  error  reduction  in  large 
urban  centers.  The  analysis  identified  five  major  action  strategies  that 
appeared  the  most  promising  for  error  reduction,  in  both  urban  and 
nonurban  areas:  ( 1 )  eliminating  overdue  redeterminations  (re-evaluat- 
ing every  six  months);  (2)  facilitating  client  reporting,  by  using  docu- 
ments comprehensible  to  AFDC  clients;  (3)  raising  the  skill  level  of 
eligible  workers  by  extensive  training,  improving  job  climate,  in- 
creasing promotional  opportunities,  and  raising  salaries;  (4)  simplify- 
ing rules,  by  adopting  regulations  as  simple  as  those  in  force  in  the 
most  streamlined  states;  and  (5)  developing  selective  action  systems, 
in  which  those  AFDC  cases  that  are  most  subject  to  eligibility  and 
payment  errors  are  flagged  for  special  treatment.  (Final  report  118 
pages  plus  appendices.) 

DESCRIPTORS:  Families  with  Dependent  Children,  Financial  Man- 
agement, Fraud  and  Abuse,  Quality  Assurance 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0309  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18  P-90467 13-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '71  through  April  '78 
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0841 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Comprehensive  AFDC  Management  Analysis 

REPORT  TITLE:  Comprehensive  Study  of  AFDC  Administration 

and  Management 
PERFORMER:  Booz,  Allen  &  Hamilton,  4330  East-West  Highway, 

Bethesda  MD  20814 
PROJECT  OFFICER:  Maniha,  John;  Rm  2620,  HHS-S  Bldg; 

202-245-1964 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-State  and  Local  Administration 

(Entire  Program  Area); 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  study  focused  on  the  impact  of  federal,  state,  and 
local  regulations,  procedures,  and  policies  concerning  the  administra- 
tion of  the  AFDC  program.  It  identified  alternative  regulations,  poli- 
cies and  procedures  to  help  prevent  administrative  errors;  improve 
federal,  state,  and  local  administrative  incentives  and  accountability; 
improve  the  control  of  the  cost  of  administration;  lead  to  modified 
resource  allocation  and  service  standards;  and  promote  a  clearer 
understanding  of  the  constraints  to  change. 

DESCRIPTORS:  Income  Maintenance,  Information  Systems,  Manage- 
ment Techniques,  State  or  Local  Administration,  Regulation  and 
Standard  Setting,  Fraud  and  Abuse,  Families  with  Dependent  Chil- 
dren 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1260  PROJECT  NO:  SRS  76-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-76-0501 
COST    (In  Thousands):  FY  76-$334 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  "76  through  September  '77 


0842 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Cost-Benefit  Analysis  of  Eleven  Recovery 
Techniques 

REPORT  TITLE:  Cost-Benefit  Analysis  of  Eleven  Recovery 
Techniques 

PERFORMER:  Hennepin  County,  Department  of  Economic 

Assistance,  Minneapolis  MN  55487 
PROJECT  OFFICER:  Campbell,  Nancye;  Rm  B442,  TRPT  Bldg; 

202-245-2736 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC  .  ■ 

ABSTRACT:  This  project  evaluated  the  cost-benefit  of  selected  recov- 
ery techniques,  studied  the  correlation  of  case  characteristics  and 
success  of  collection,  and  established  a  data-processing  subsystem  to 
support  the  recovery  process.  The  project  involved  establishing  an 
automated  data-processing  subsystem  to  the  existing  AFDC  data- 
base. This  subsystem  contains  necessary  information  on  all  overpay- 
ment cases,  both  active  AFDC  and  closed  AFDC  cases  and  provides 
automatic  maintenance  of  each  case  status.  The  interface  of  this  sub- 
system with  the  active  AFDC  case  file  is  an  important  element  in  the 
design  to  routinely  screen  overpayment  cases  against  the  active 


AFDC  case  file.  The  county  proposed  not  only  to  collect  cost  and 
benefit  data  to  determine  which  recovery  techniques  are  most  suc- 
cessful, but  also  to  record  demographic  case  information  to  analyze 
the  effectiveness  of  each  recovery  technique  based  on  case  character- 
istics. 

DESCRIPTORS:  Management  Techniques,  Evaluation  by  State  and 
Local  Governments,  Cost-Effectiveness  Analysis  Feature,  Low-In- 
come Population,  Case  or  Site  Study  Feature,  Databases  Administra- 
tive Information,  Quality  Assurance,  Families  with  Dependent 
Children 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2821  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-1002/5-01 

COST    (In  Thousands):  FY  84-$0,  FY  85-$0,  FY  86-$0 

STATUS:  Study  completed 

START/END  DATES:  October  "84  through  September  '86 
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AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Delaware  Error  Reduction  Project  (Two  Phases) 

REPORT  TITLE:  Delaware  Error  Reduction  Project  Management 

Assessment  Report  (Two  Phases) 
PERFORMER:  State  of  Delaware,  Department  of  Health  and  Social 

Services,  New  Castle  DE  19720 
PROJECT  OFFICER:  Pendell,  M.I.  (Penny);  Rm  B442E,  TRPT 

Bldg;  202-245-2736 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  project  developed,  tested,  and  refined  a  manage- 
ment-team approach  to  reducing  Aid  to  Families  with  Dependent 
Children  (AFDC)  program  error  rates  in  local  offices.  In  Phase  I  the 
contractor,  Executive  Resources  Associates,  led  the  management 
team  in  (1)  conducting  an  in-depth  management  review  at  three  local 
offices;  (2)  identifying  factors  that  cause  or  contribute  to  AFDC 
errors;  (3)  developing  specific  corrective  actions;  (4)  monitoring  im- 
plementation of  selected  corrective  actions;  and  (5)  evaluating  the 
effectiveness  and  impact  of  the  corrective  actions  on  error  rates  and 
operations.  A  management  assessment  guide  produced  in  Phase  I  was 
used  by  the  Delaware  state  management  team  in  conducting  Phase 
II  of  the  project,  which  included  management  assessment  reviews  of 
two  local  offices.  The  Phase  II  report,  which  is  available  from  PIC, 
presents  individual  site  reports,  including  a  synthesis  of  local  office 
data  and  a  synthesis  of  client  data,  and  recommendations  for  error 
reduction,  improving  operational  effectiveness,  and  testing. 
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PROJECT  TITLE:  Demonstration  of  a  Saturation  Work  Program  in 
an  Urban  Area 

REPORT  TITLE:  Not  yet  determined 
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PROJECT  OFFICER:  Walker,  Chris;  Rm  B615,  TRPT  Bldg; 

202-245-3315 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  demonstration  project  measures  the  impact  of  in- 
volving at  least  75%  of  eligible  WIN  registrants  in  a  variety  of  work 
and  training  programs.  A  comprehensive  evaluation  design  includes 
random  assignment  to  a  comparison  or  control  group.  The  program 
stresses  the  development  of  an  employability  assessment  tool  to 
categorize  participants  according  to  their  job  readiness.  Participants 
will  be  placed  in  one  of  the  three  treatment  "tracks"  (depending  on 
the  assessment).  Those  most  ready  will  be  placed  in  a  variety  of 
job-search  activities.  Those  least  ready  will  be  placed  in  an  intensive 
program  combining  education  and  CWEP.  For  additional  informa- 
tion, contact  the  state  agency  or  the  U.S.  Office  of  Family  Assistance. 
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STUDY  TYPE:  Program  Impact 
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Resources,  Baltimore  MD  21201,  Helton,  Ann,  301-333-3978 
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ABSTRACT:  This  project  examines  in  three  Maryland  county  offices 
the  effect  of  transferring  from  the  IV-A  to  the  IV-D  agency  responsi- 
bility for  AFDC  custodial  parent  cooperation  and  good-cause  deter- 
mination. Project  staff  will  develop  criteria  for  identifying  overt  and 
covert  noncooperation  and  a  set  of  guidelines  for  documenting  and 
acting  upon  indications  of  noncooperation.  The  project  evaluation  is 


designed  to  determine  whether  parent  noncooperation  is  a  significant 
impediment  to  achieving  successful  actions  in  child  support  cases, 
whether  project  provisions  will  result  in  more  findings  on  noncooper- 
ation, and  whether  more  rigorous  enforcement  of  the  cooperation 
requirements  will  lead  to  increased  custodial  parent  cooperation  and 
improved  program  results. 
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20201 
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ABSTRACT:  This  report  provides  a  bibliography  of  articles  in  the 
areas  of  error  reduction  and  corrective  action  in  the  Aid  to  Families 
with  Dependent  Children  program  that  are  available  through  the 
Welfare  Management  Institute's  Management  Technology  Clearing- 
house. Part  I  contains  summaries  of  documents  that  discuss  general 
issues,  concepts,  and  concerns  in  error  reduction.  Part  II  contains 
summaries  of  specific  error-reduction  practices  employed  by  state 
and  local  welfare  agencies.  Management  tools  include  monthly  re- 
ports, selective  case  reviews,  data  exchanges,  ADP  systems,  and 
other  techniques  and  strategies  focused  on  minimizing  the  occurrence 
of  payment  and  technical  errors.  (Final  report  55  pages.) 
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REPORT  TITLE:  Evaluation  of  AFDC-QC  Corrective  Action 
PERFORMER:  Touche  Ross  &  Co.,  1900  M  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER: 
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ABSTRACT:  This  report  examines  the  questions  raised  by  the  decline 
in  errors  in  the  Aid  to  Families  with  Dependent  Children  (AFDC) 
program  between  1973  and  1976.  While  it  was  clear  that  reported 
errors  had  dropped,  it  was  not  clear  that  the  decline  in  errors  was 
attributable  to  the  quality  control  (QC)  process  and  accompanying 
corrective  actions  of  the  states.  The  purpose  of  the  project  was  to 
answer  questions  about  the  national  impact  on  error  rates  of  the 
AFDC-QC  corrective  action  program.  Two  groups  of  states  were 
studied.  States  in  the  first  group  had  notable  reduction  in  their  error 
rates,  but  differed  in  agency  characteristics  and  size.  States  in  the 
second  group  represented  varying  degrees  of  success  in  lowering 
error  rates,  some  states  having  notably  reduced  errors  and  others 
having  no  reduction  or  increased  errors.  Conclusions  reached  about 
the  first  group  of  states  were  then  further  tested  in  the  second  group. 
It  was  found  that  the  primary  factors  contributing  to  the  reduction 
in  reported  errors  in  sample  states  were  substantial  simplifications  in 
state  AFDC  policy  and  changes  in  federal  quality  control  guidelines 
as  to  the  definition  of  error.  (Final  report  151  pages  plus  appendix.) 
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ABSTRACT:  This  report  highlights  the  findings  of  three  years  of  re- 
search evaluating  the  Right  Change,  a  welfare  employment  initiative 
of  the  Arizona  Department  of  Economic  Security.  The  Right  Change 
used  grant  diversion  (i.e.,  the  use  of  welfare  savings  that  occur  when 
clients  are  employed  to  fund  wage  subsidies  and  other  incentives 
aimed  at  encouraging  employers  to  hire  hard-to-place  welfare  recipi- 
ents) to  enhance  the  effectiveness  of  programs  for  findings  jobs  for 
Aid  to  Families  with  Dependent  Children  (AFDC)  recipients.  The 
Right  Change  initiative  provided  a  cash  incentive  of  $180  per  month 
for  up  to  six  months  to  employers  who  hired  eligible  welfare  recipi- 


ents through  (1)  the  Work  Incentive  Demonstration  Program  that 
was  in  effect  in  Maricopa  and  Pima  Counties;  (2)  programs  funded 
under  the  Job  Training  Partnership  Act  that  are  operated  by  service 
delivery  areas  (SDAs)  throughout  the  state;  and  (3)  the  Arizona  Job 
Service,  which  also  has  local  offices  throughout  the  state.  The 
evaluation  shows  that  Arizona  was  able  to  implement  a  smoothly 
running  grant  diversion  program.  The  state  placed  535  AFDC  recipi- 
ents in  grant  diversion  during  the  three-year  demonstration.  (Final 
report  74  pages.) 
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ABSTRACT:  The  purposes  of  this  study  were  to  estimate  the  rate  of 
participation  of  eligible  families  in  the  AFDC-UF  welfare  program; 
identify  factors  affecting  the  decision  of  families  to  participate  in  the 
AFDC-UF  program;  identify  factors  affecting  the  decision  of  states 
to  offer  the  AFDC-UF  program;  estimate  the  impact  on  the  AFDC- 
UF  caseload  when  unemployment  insurance  beneficiaries  become 
eligible  for  assistance  under  AFDC-UF;  and  estimate  the  caseload 
impact  and  cost  of  alternative  changes  in  policy  regarding  the  struc- 
ture. See  also  PIC  ID  Nos.  1257.1  and  1257.2. 
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ABSTRACT:  Section  445  of  the  Social  Security  Act  required  that  an 
evaluation  be  conducted  at  the  conclusion  of  the  first  twelve  months 
of  operation  of  the  WIN  demonstration  program.  Furthermore,  the 
act  required  this  evaluation  to  compare  job  placement  rates  during 
the  demonstration  programs  with  job  placement  rates  achieved  dur- 
ing a  number  of  previous  years  under  the  regular  WIN  program.  The 
first-year  evaluation  of  the  WIN  demonstration  conducted  by  the 
Office  of  Family  Assistance  was  in  response  to  this  legislative  require- 
ment. It  included  first-year  evaluation  of  the  1 7  states  that  had  operat- 
ed a  WIN  demonstration  program  for  at  least  one  year  as  of 
September  30,  1983.  The  study  presented  pre/post  within-state  com- 
parisons that  focused  principally  on  the  data  reported  by  the  demon- 
strations to  the  federal  government,  namely  the  number  of 
registrants,  entered  employments,  jobs  retained  30  days  later,  and  the 
number  and  amount  of  employment-related  welfare  grant  reductions. 
For  a  national  perspective  of  the  performance  of  the  17  demonstra- 
tions, the  final  report  presents  an  overview  of  the  first-year  evaluation 
results  and  analyses  of  aggregate  employment  outcomes  of  the 
demonstrations  compared  against  the  performance  of  their  predeces- 
sor WIN  programs  and  against  employment  outcomes  of  WIN  pro- 
grams in  nondemonstration  states. 
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Disadvantaged,  Research  and  Evaluation  Performance,  Demonstra- 
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PROGRAM(S)  EVALUATED: 

FSA-Family  Support  (Entire  Program  Area) 

ABSTRACT:  This  report  encompasses  the  results  of  a  second  wave  of 
analysis  of  data  from  the  New  Jersey  Graduated  Work  Incentive 
Experiment,  a  controlled  experiment  designed  to  test  the  effects  of  a 
negative  income  tax  on  the  work  effort  and  other  economic  and  social 
behavior  of  families  eligible  for  the  program.  The  12  studies  included 
in  the  report  are  "Family  Labor-Supply  Response  in  the  New  Jersey 
Experiment";  "Alternative  Parameterizations  of  Labor-Supply  Re- 
sponses in  the  Presence  of  Welfare";  "The  Labor-Supply  Response 
of  Married  Women  in  the  New  Jersey  Negative  Income  Tax  Experi- 
ment"; "Differential  Labor-Supply  Response  to  Guaranteed  Incomes 
among  Overtime  and  Non-Overtime  Workers";  "The  Health  Status 
and  Medical  Care  Utilization  of  Adults:  Evidence  from  the  New 
Jersey  Experiment";  "Residential  Mobility  in  the  Graduated  Work 
Incentive  Experiment  in  New  Jersey  and  Pennsylvania";  "The  Im- 
pact of  Income  Maintenance  on  Marital  Dissolution";  "Labor-Supply 
Responses  of  Husbands  and  Wives:  A  Simultaneous  Equations  Ap- 
proach"; "Labor  Supply  in  the  Presence  of  Multiple  Welfare  Pro- 
grams: Some  Evidence  from  the  New  Jersey  Experiment";  "A  Study 
of  Alternative  Predictors  of  Normal  Income";  "Social  Experimenta- 
tion, Truncated  Distributions,  and  Efficient  Estimation";  and  "Par- 
ticipants' Understanding  of  Social  Experiments." 
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ABSTRACT:  This  report  describes  the  Gary  Income  Maintenance  Ex- 
periment, which  was  one  of  a  coordinated  series  undertaken  to  test 
the  work  incentive  effects  and  other  consequences  of  alternative 
income  support  plans.  The  income  support  plans  tested  in  Gary, 
Indiana,  were  similar  in  structure  to  those  of  existing  welfare  and 
transfer  programs,  except  that  the  benefit  formulas  were  simplified 
and  eligibility  was  universal,  depending  only  on  family  income,  fami- 
ly size,  and  the  presence  of  a  dependent  child.  Benefits  were  deter- 
mined by  the  support  level,  the  basic  benefit  provided  to  a  family  with 
no  other  source  of  income,  and  implicit  tax  or  benefit  reduction  rate, 
the  rate  at  which  the  benefit  is  reduced  as  other  sources  of  income 
increase.  Four  different  income  support  plans,  combining  two  implic- 
it tax  rates  and  two  support  levels,  were  tested  in  Gary.  The  evidence 
from  quite  different  population  groups  suggests  that  the  reduction  in 
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work  effort  by  prime-age  husbands  in  response  to  an  income  support 
plan  with  a  support  level  of  approximately  85%  of  the  poverty  level 
and  a  tax  (benefit  reduction)  rate  of  approximately  50%  would  not 
be  large.  The  work  effort  response  of  wives  would  be  larger  in 
percentage  terms,  but  not  in  actual  hours.  (Final  report  91  pages.) 
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ABSTRACT:  This  project  will  develop  and  test  an  automated  tool  for 
identifying  households,  particularly  AFDC  households,  that  are  at 
high  risk  of  teen  pregnancy.  If  funding  is  available,  the  project  will 
be  continued  to  test  intervention  strategies  for  families  identified  by 
the  high-risk  identification  tool  as  likely  to  experience  teen  pregnan- 
cy. 
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Bldg;  202-245-2736 
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FSA-Child  Support  Enforcement-Research  and  Evaluation; 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  The  three  goals  of  this  demonstration  are  to  test  the 
effectiveness  of  initiating  child  support  services  during  the  AFDC 
intake  process,  to  assess  the  feasibility  of  integrating  those  activities 
with  an  automated  AFDC  intake  process,  and  to  determine  the  extent 
to  which  allocation  of  staff  for  the  two  programs  increases  the  num- 
ber of  AFDC  applicants  who  are  denied  assistance  but  who  elect  to 
use  child  support  services.  The  evaluation  will  determine  whether 
project  procedures  improve  the  rate  of  locating  absent  parents  and 
of  obtaining  child  support  orders  and  increase  the  amount  of  support 
dollars  secured.  The  evaluation  will  also  identify  AFDC  costs  that 
have  been  avoided  and  child  support  services  that  have  been  im- 
proved. 

DESCRIPTORS:  Access  to  Services,  Child  Support,  Families  with  De- 
pendent Children,  Program  Coordination,  State  or  Local  Adminis- 
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REPORT  TITLE:  Illinois  Overpayment  Recovery  Project 
PERFORMER:  State  of  Illinois,  Department  of  Public  Aid, 

Springfield  IL  62762,  Gruenenfelder,  David 
PROJECT  OFFICER:  Campbell,  Nancye;  Rm  B442,  TRPT  Bldg; 

202-245-2736 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  project  compared  the  cost-effectiveness  of  three 
methods  of  recovering  overpayments  made  to  2,305  former  AFDC 
households.  Clients  with  new  AFDC  claims  occurring  between  April 
and  October  of  1985  were  randomly  assigned  to  one  of  three  treat- 
ment groups:  Mail-only,  Telephone  Monitoring,  and  Collection 
Agency.  Clients  in  the  Mail-only  group  received  monthly  billing 
statements  from  the  department.  Clients  in  the  Telephone  Monitoring 
group  were  telephoned  monthly  by  department  employees,  request- 
ing repayment.  Clients  in  the  third  group  were  telephoned  by  depart- 
ment employees  during  a  60-day  period  and  referred  to  collection 
agencies  upon  being  delinquent  for  90  days.  Payment  data  were 
tracked  over  11  to  15  months.  The  main  findings  of  the  study  are  (1) 
the  number  of  client  payments  in  the  Collection  Agency  group  was 
almost  double  the  number  in  the  other  treatment  groups;  (2)  the 
Collection  Agency  group  was  the  most  cost-effective  and  the  Tele- 
phone Monitoring  group  the  least  cost-effective  when  administrative 
costs  were  subtracted  from  payments;  (3)  slightly  higher  payment 
levels  were  achieved  in  the  Telephone  Monitoring  group  than  in  the 
Mail-only  group,  but  the  difference  was  not  significant;  and  (4)  select- 
ed case  and  recipient  characteristics  were  not  predictive  of  higher 
payment  levels.  The  report  describes  the  demonstration  procedures, 
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compares  the  alternative  collection  methods,  and  discusses  account 
and  client  characteristics  in  relation  to  recovery  efforts.  (Final  report 
52  pp.) 
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ABSTRACT:  The  purpose  of  this  paper  was  to  forecast  the  cost  and 
case  load  of  the  Aid  to  Families  with  Dependent  Children  (AFDC) 
program  through  the  year  1985.  Ten  alternative  forecasts  were  made, 
each  conditional  upon  a  unique  combination  of  demographic  and 
economic  assumptions.  As  a  byproduct  of  these  forecasts,  a  corre- 
sponding set  of  general  demographic  and  economic  forecasts  was 
produced.  The  major  findings  of  the  research  include  the  following: 
(1)  the  growth  in  the  AFDC  case  load  would  be  greatly  affected  by 
the  birth  rate,  the  marriage  rate,  and  the  divorce  rate  prevailing 
during  the  next  10  years;  (2)  if  society  were  to  move  toward  greater 
family  stability  and  AFDC  benefits  were  increased  only  at  the  same 
rate  as  the  cost  of  living,  the  AFDC  case  load  might  not  increase  at 
all;  (3)  if  society  were  to  move  toward  less  family  stability,  the  AFDC 
case  load  might  grow  by  more  than  50%  even  if  AFDC  benefits 
increased  only  at  the  same  rate  as  the  cost  of  living;  (4)  the  number 
of  families  headed  by  women  would  be  likely  to  grow  under  a  wide 
range  of  demographic  assumptions;  (5)  there  would  be  nearly  2.5 
million  more  families  with  low  incomes  in  1985  if  high  divorce  rates 
had  prevailed  for  the  previous  decade  than  if  low  divorce  rates  had 
prevailed.  (Final  report  96  pages.) 
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ABSTRACT;  This  report  looks  at  a  study  of  the  statutory  means  delib- 
erately employed  in  eight  countries  to  respond  to  the  economic  needs 
of  families  with  young  children.  The  major  interest  of  the  study  is 
focused  on  how  different  types  of  families  fare  with  regard  to  income 
in  various  western  countries.  The  eight  countries  are  Australia,  Cana- 
da, United  Kingdom,  West  Germany,  France,  Israel,  Sweden,  and 
the  United  States.  In  addition  to  the  emergence  of  a  family  benefit 
system  and  the  growing  importance  of  income  supplementation,  the 
most  significant  trends  identified  are  (1)  the  growing  use  of  housing 
allowances  to  supplement  low  or  moderate  family  income;  (2)  an 
expanded  use  of  unemployment  benefits  to  protect  those  unemployed 
whose  insurance  benefits  to  protect  those  unemployed  whose  insur- 
ance benefits  have  expired,  or  those  who  would  not  be  covered  under 
standard  unemployment  insurance;  (3)  a  growing  effort  at  integrating 
the  tax  and  transfer  system,  especially  with  regard  to  child  benefits; 
(4)  an  increase  in  the  taxing  of  universal  benefits  to  the  point  where 
it  is  almost  general;  (5)  the  growing  use  of  the  tax  system  as  an  integral 
part  of  the  income  maintenance  system,  to  provide  income  as  well  as 
to  take  it  away  and  redistribute  it;  and  (6)  a  changed  and  declining 
use  of  social  assistance.  (Final  report  353  pages.) 
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ABSTRACT:  This  study  was  contracted  by  Social  Rehabilitation  Ser- 
vices (SRS)  to  learn  how  to  evaluate  the  impact  of  family  planning 
services  on  the  reduction  of  unwanted  fertility  among  welfare  clients. 
In  addition,  the  researchers  studied  the  social  services  departments" 
roll  in  the  differential  utilization  of  services.  The  paper  briefly  re- 
views the  field  of  fertility  research,  showing  the  growing  conver- 
gence between  poor  and  nonpoor  women  in  the  United  States 
regarding  desired  family  size,  risk  of  unwanted  pregnancy,  and  use 
of  effective  contraceptive  methods.  Poor  women  still  reported  a 
higher  incidence  of  unwanted  fertility  than  other  women,  but  there 
was  evidence  that  the  general  fertility  rate  among  poor  women  was 
decreasing  at  a  greater  rate  than  among  nonpoor  women.  (Final 
report  40  pages.) 
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ABSTRACT:  This  four-year  demonstration  project  will  test  the  effect 
of  mandatory  participation  in  activities  related  to  education,  training, 
and  employment  on  the  dependency  of  teenage  parents  who  apply  for 
AFDC.  The  project  will  involve  the  provision  of  necessary  support 
services  and  the  prioritization  of  cases  in  the  experimental  group  for 
child-support  enforcement  services.  Absent  parents  will  be  involved 
in  project  activities  to  the  extent  possible.  This  demonstration  project 
is  being  evaluated  by  Mathematica  Policy  Research.  Inc.  For  addi- 
tional information,  contact  the  state  agency  or  the  U.S.  Office  of 
Family  Assistance. 
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ABSTRACT:  This  report  records  the  proceedings  of  the  National  Con- 
ference on  Integrated  Quality  Control  Sample  Designs  held  in  Wash- 
ington, D.C,  February  14-16,  1978.  The  purpose  of  the  conference 
was  to  provide  a  forum  for  the  interchange  of  ideas  and  experiences 
concerning  integrated  quality  control  (QC)  sample  designs.  The  in- 
creased emphasis  on  monitoring  efforts  in  the  years  preceding  the 
conference  led  to  expanded  sample  size  in  the  Food  Stamp  and  Medi- 
caid QC  systems.  As  a  result,  overlap  in  the  populations  subject  to  QC 
sampling  occurred.  A  single  family  might  be  subject  to  selection  and 
review  under  each  of  the  three  QC  systems.  Concern  about  the  cost 
of  such  systems  as  w^ell  as  the  unnecessary  imposition  on  the  recipient 
population  created  increased  interest  in  the  potential  in  integrated  QC 
sample  design.  Through  integrated  sampling,  a  family  that  participat- 
ed in  multiple  programs  was  selected  and  reviewed  simultaneously 
for  each  program  requiring  a  QC  review.  States  that  had  integrated 
sample  designs  were  invited  to  make  selected  presentations  on  their 
experiences  in  regard  to  cost-effectiveness,  impact  upon  the  review 
process,  and  sample  designs.  Planning  efforts,  developments  in  the 
various  QC  systems,  sample  design  methods,  and  criteria  for  submis- 
sion of  integrated  sample  design  proposals  were  discussed  in  detail. 
(Final  report  153  pages.) 
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ABSTRACT:  This  project  tested  the  effects  of  a  grant  diversion  pro- 
gram on  participants'  employabihty  and  welfare  dependency.  Recipi- 
ents are  placed  with  public  or  private  agencies,  and  diverted  AFDC 
funds  are  used  to  supplement  $180  per  month  of  their  wage.  For 
additional  information,  contact  the  state  agency  or  the  U.S.  Office  of 
Family  Assistance. 
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ABSTRACT:  This  report  provides  a  review  of  research  on  female- 
headed  families.  Initially,  a  brief  review  of  the  background  and 
growth  of  female-headed  families  and  their  demographic  characteris- 
tics, including  a  short  statement  of  the  effects  of  public  policy  on  this 
population,  is  presented.  Then  a  review  of  research  on  economic  and 
attitudinal  factors  influencing  the  work/welfare  decision  of  female 
heads  of  household,  a  literature  review  of  the  research  on  the  psycho- 
logical well-being  of  female-headed  families,  and  a  discussion  of  pub- 
lic policy  issues  are  presented.  Finally,  a  bibliography  of  references 
cited  in  the  report  is  provided.  (Final  report  146  pages.) 
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ABSTRACT:  The  Madera  Automated  Data  Exchange  (MAX)  is  de- 
signed to  test  an  automated  system  to  increase  timely  data  exchange 
between  the  Madera  County  (California)  AFDC  and  Child  Support 
Enforcement  programs.  The  system  will  include  data  items  appropri- 
ate to  both  program  agencies.  It  will  be  evaluated  in  terms  of  feasibili- 
ty, accuracy,  and  effectiveness  in  establishing  child  support  orders 
and  in  obtaining  support. 
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PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  discusses  the  incidence  and  level  of  multiple 
welfare  benefits  received  by  recipients  of  Aid  to  Families  with  De- 
pendent Children  (AFDC)  in  New  York  City  during  1974.  The  level 
of  benefits  received  by  each  case  is  compared  to  two  income  bench- 
marks for  the  low-income  population  in  New  York  City.  The  follow- 
ing objectives  were  achieved:  (1)  identification  of  the  incidence  of 
cash  and  in-kind  income  transfers  received  by  AFDC  cases  in  New 
York  City  from  the  basic  AFDC  grant,  shelter  allowances,  food 
stamps.  Medicaid,  social  services,  and  employment-related  programs 
such  as  social  security,  workmen's  compensation,  and  unemployment 
insurance;  (2)  measurement  of  the  dollar  value  of  cash  and  in-kind 
benefits  received  by  each  case,  and  expression  of  the  value  of  in-kind 
benefits  like  food  stamps.  Medicaid,  and  social  services  in  case 
equivalent  terms;  and  (3)  comparison  of  the  benefits  received  by 
AFDC  cases  to  standard  benchmarks  for  the  low-income  population 
in  New  York  City  such  as  the  poverty  line  and  the  Bureau  of  Labor 
Statistics'  Lower  Consumption  Budget.  The  objectives  of  this  study 
were  designed  to  provide  information  that  would  help  resolve  issues 
on  the  adequacy,  equity,  and  work  incentive  effects  of  benefits  from 
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government  programs.  Results  showed  that  the  implementation  of  a 
simplified  grant  schedule  would  be  complicated  by  the  wide  variation 
in  income  received  by  AFDC  cases  from  existing  programs.  (Final 
report  199  pp.) 

DESCRIPTORS:  Income  Maintenance,  Families  with  Dependent  Chil- 
dren 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0962  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-90285/9-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  "74  through  June  '76 


0865 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Nebraska  IV-D  Intake  and  Phone  Collections 
Project 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  State  of  Nebraska,  Department  of  Social  Services, 
Lincoln  NE  68509,  Roffino,  Thomas,  402-471-9125 

PROJECT  OFFICER:  Pendell,  M.I.  (Penny);  Rm  B442E,  TRPT 
Bldg;  202-245-2736 

PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 

FSA-Child  Support  Enforcement-Research  and  Evaluation 

ABSTRACT:  Title  IV-D  (Child  Support  Enforcement)  workers  in 
Nebraska  will  interview  AFDC  applicants  to  assess  the  interview 
procedures  or  noncooperation,  good  cause,  and  child  support  assign- 
ment. The  policy  of  contacting  noncustodial  parents  by  telephone 
before  AFDC  benefits  have  been  approved  will  also  be  tested  to 
determine  whether  such  calls  result  in  more  timely  case  actions,  in 
cost-avoidance  and  administrative  cost  savings,  and  in  more  im- 
proved worker  efficiency. 

DESCRIPTORS:  Access  to  Services,  Child  Support,  Families  with  De- 
pendent Children,  Program  Coordination,  State  or  Local  Adminis- 
tration, Welfare  Dependency 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3122  PROJECT  NO:  87-3-IF-NE-226 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  87-3-IF-003 
COST    (In  Thousands):  FY  87-$44 
STATUS;  Study  in  process 

START/END  DATES;  October  '87  through  February  '89 


0866 

AGENCY  SPONSOR;  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE;  Oregon  Site  Analysis  of  Management  Practices 
Linked  to  Error  Reduction  (ORE-SAMPLER) 

REPORT  TITLE:  Oregon  Site  Analysis  of  Management  Practices 
Linked  to  Error  Reduction  (ORE-SAMPLER) 


PERFORMER;  State  of  Oregon,  Department  of  Human  Resources, 

Salem  OR  97310 
PROJECT  OFFICER:  Pendell,  M.I.  (Penny);  Rm  B442E,  TRPT 

Bldg;  202-245-2736 
PROGRAM(S)  EVALUATED; 

FSA-Assistance  Payments-AFDC 

ABSTRACT;  The  project  was  a  demonstration  of  a  management  team 
strategy  for  AFDC  quality  control  error  reduction  tailored  to  local 
office  management.  The  demonstration  was  based  on  the  assumption 
that  certain  local  management  approaches,  as  defined  by  management 
literature,  result  in  fewer  errors  than  occur  in  local  offices  managed 
through  other  approaches.  Project  tasks  were  carried  out  by  a  state- 
level  management  team  with  assistance  from  Touche  Ross  and  Com- 
pany. For  additional  information,  contact  the  state  agency  or  the  U.S. 
Office  of  Family  Assistance. 

DESCRIPTORS:  Quality  Assurance,  Management  Techniques,  Evalua- 
tion by  State  and  Local  Governments,  Low-Income  Population, 
Demonstration  Projects,  Families  with  Dependent  Children 
STUDY  TYPE;  Program  Management  or  Efficiency 

PIC  ID  NO:  2829  PROJECT  NO; 

FUND  SOURCE:  Research  NTIS  NO;  PIC  Only 

MECHANISM:  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  I  l-P-98 168/8-02 
COST    (In  Thousands):  FY  83-$0,  FY  84-$0 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  October  '83  through  March  "86 


0867 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Project  Advance 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  State  of  Illinois,  Department  of  Public  Aid, 

Springfield  IL  62762 
PROJECT  OFFICER:  Campbell,  Nancye;  Rm  B442,  TRPT  Bldg; 

202-245-2736 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT;  This  four-year  demonstration  project  will  test  the  effect 
of  mandatory  participation  in  activities  related  to  education,  training, 
and  employment  on  the  dependency  of  teenage  parents  who  apply  for 
AFDC.  The  project  will  involve  the  provision  of  necessary  support 
services  and  the  prioritization  of  cases  in  the  experimental  group  for 
child-support  enforcement  services.  Absent  parents  will  be  involved 
in  project  activities  to  the  extent  possible.  This  demonstration  project 
is  being  evaluated  by  Mathematica  Policy  Research,  Inc.  For  addi- 
tional information,  contact  the  state  agency  or  the  U.S.  Office  of 
Family  Assistance. 

DESCRIPTORS:  Low-Income  Population,  Training  and  Employment 
of  the  Disadvantaged,  Cost-Effectiveness  Analysis  Feature,  Maternal 
and  Child  Health,  Families  with  Dependent  Children,  Demonstration 
Projects,  Welfare  Dependency,  Family 
STUDY  TYPE;  Program  Impact 

PIC  ID  NO;  2832  PROJECT  NO: 

FUND  SOURCE;  Research  NTIS  NO;  Not  yet  determined 

MECHANISM;  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  ll-P-98228/5 

COST    (In  Thousands):  FY  86-$0 


PROJECT  DESCRIPTIONS 
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STATUS:  Study  in  process 

START/END  DATES:  October  '86  through  September  '90 


0868 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Public  Assistance  Data  Book 

REPORT  TITLE:  Public  Assistance  Data  Book 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments  (Entire  Program  Area) 

ABSTRACT:  This  book  presents  104  variables  that  describe  public 
assistance  benefits  and  their  administration  in  the  states  and  met- 
ropolitan areas  of  the  United  States.  The  variables  fall  into  five 
categories:  (1)  characteristics  of  public  assistance  clients;  (2)  public 
assistance  eligibility  and  benefit  policies;  (3)  characteristics  of  public 
assistance  staff;  (4)  public  assistance  program  operations;  and  (5)  pub- 
lic assistance  program  performance  (including  error  rates).  The  pub- 
lic assistance  programs  included  are  Aid  to  Families  with  Dependent 
Children  (AFDC),  General  Assistance,  Food  Stamps,  and  Medicaid. 
For  most  variables  two  exhibits  are  included.  Many  of  these  variables 
were  collected  for  use  in  a  study  of  error  rate  in  eligibility  determina- 
tion and  benefit  computation  by  AFDC.  Those  variables  that  were 
developed  for  use  in  that  study  were  compiled  for  50  states  and  the 
District  of  Columbia  for  each  of  five  semi-annual  quality  control 
reporting  periods.  (Final  report  344  pages.) 

DESCRIPTORS:  Families  with  Dependent  Children,  Food  Stamps, 
Medicaid,  State  or  Local  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0905  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-90467 13-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '76  through  October  '77 


0869 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Saturation  Work  Incentive  Model  (SWIM) 
Project 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  State  of  California,  Employment  Services  Bureau, 
Sacramento  CA  95814,  Munro,  Stephen,  916-324-2650 

PROJECT  OFFICER:  Wright,  Girley;  Rm  B423,  TRPT  Bldg; 
202-245-1463 

PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  The  Saturation  Work  Program  addresses  the  problem  of 
unemployment  and  welfare  dependency  among  employable  AFDC 
applicants  and  recipients.  The  objectives  are  to  test  the  feasibility  of 
(1)  requiring  at  least  75%  of  all  WIN-eligible  applicants  and  recipi- 
ents to  register  for  employment  services;  (2)  increasing  self-sufficien- 
cy through  increased  earnings  and  increased  independence  for 


AFDC;  and  (3)  developing  an  alternative  conceptual  model  for  re- 
plication in  other  urban  communities.  The  project  places  heavy  em- 
phasis on  job-skills  training  as  well  as  job-search  workshops  and  work 
experience  and  requires  continual  participation  in  work  programs  as 
long  as  an  individual  remains  on  aid.  A  control  group,  receiving 
minimal  WIN  services,  will  be  compared  to  the  experimental  group 
to  determine  the  impact  on  unemployment  and  AFDC  dependency. 

DESCRIPTORS:  Low-Income  Population,  Training  and  Employment 
of  the  Disadvantaged,  Welfare  Dependency,  Families  with  Depend- 
ent Children 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2822  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  l-P-98201/9-02 

COST    (in  Thousands):  FY  85-$0,  FY  86-$0 

STATUS:  Study  in  process 

START/END  DATES:  October  '84  through  March  '89 


0870  > 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Teenage  Parent  Demonstration 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Snipper,  Reuben;  Rm  408F,  HHH  Bldg; 

202-245-1880 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments  (Entire  Program  Area); 

HD-FSS-Child  Welfare  Services-Research  and 

Demonstration-Youth  Research 

ABSTRACT:  The  Teenage  Parent  Demonstration,  an  initiative  being 
operated  by  public  welfare  agencies  in  Illinois  and  New  Jersey,  en- 
tails the  implementation  and  evaluation  of  innovative  program  mod- 
els designed  to  reduce  long-term  welfare  dependency  among  teenage 
parents.  The  demonstration  addresses  two  social  issues  that  have 
attracted  considerable  concern  among  policymakers:  adolescent 
childbearing  and  the  reform  of  the  welfare  programs.  The  overall 
goal  of  the  demonstration  is  to  increase  economic  self-sufficiency  and 
reduce  welfare  dependence  among  teenage  single  parents.  The  specif- 
ic criteria  by  which  the  success  of  the  demonstration  will  be  judged 
include  (1)  increased  rates  of  employment;  (2)  increased  earnings;  (3) 
reductions  in  dependence  on  AFDC  and  other  public  assistance  pro- 
grams; (4)  increased  educational  attainment;  (5)  improved  basic  skills; 
(6)  delayed  subsequent  pregnancies;  and  (7)  increased  rates  of  paterni- 
ty establishment  and  child  support  payments.  The  overview,  which 
is  available  from  PIC,  provides  information  on  (1)  the  objectives  of 
the  demonstration  programs;  (2)  where  and  when  the  demonstration 
will  be  implemented;  (3)  the  nature  of  the  special  programs;  and  (4) 
how  policymakers  will  know  whether  the  demonstration  has  been 
successful.  The  final  report  is  expected  to  be  completed  in  1992. 
(Overview  9  pages.) 

DESCRIPTORS:  Children  and  Youth,  Maternal  and  Child  Health, 

Demonstration  Projects,  Welfare  Dependency 

STUDY  TYPE:  Case  Studies  .  . 

PIC  ID  NO:  2840  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-86-0045 


320 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Family  Support  Administration 
OFFICE  OF  FAMILY  ASSISTANCE 


Accession  No.  0874 


COST    (In  Thousands):  FY  86-$3000 
STATUS:  Study  in  process, 

Executive  summary  at  PIC 
START/END  DATES:  January  '86  through  December  "92 


0871 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Trade  Welfare  for  Work 

REPORT  TITLE:  Trade  Welfare  for  Work 

PERFORMER:  State  of  Florida,  Department  of  Health  and 

Rehabilitation,  Tallahassee  FL  32301,  Brockman,  Camille 
PROJECT  OFFICER:  Walker,  Chris;  Rm  B615,  TRPT  Bldg; 

202-245-3315 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  project  tested  the  effects  of  a  grant  diversion  pro- 
gram on  participants'  employability  and  welfare  dependency.  Recipi- 
ents who  complete  a  job  search  component  without  finding  a  job  are 
referred  to  the  JTPA  agency  that  tries  to  develop  an  on-the-job 
training  position  for  that  individual.  Employers  who  hire  these  recipi- 
ents may  receive  a  50%  wage  supplement  from  JTPA  plus  $190  per 
month  from  diverted  AFDC  grants.  The  project  is  intended  to  oper- 
ate statewide.  For  additional  information,  contact  the  state  agency  or 
the  U.S.  Office  of  Family  Assistance. 

DESCRIPTORS:  Low-Income  Population,  Training  and  Employment 
of  the  Disadvantaged,  Evaluation  by  State  and  Local  Governments, 
Cost-Effectiveness  Analysis  Feature,  Welfare  Dependency,  Job 
Training  and  Partnership  Program 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2825  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  apphcable 

CONTRACT/GRANT  NO:  ll-P-98174 

COST    (In  Thousands):  FY  83-$0,  FY  84-$0,  FY  85-$0 

STATUS:  Study  completed 

START/END  DATES:  October  '83  through  September  '86 


0872 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Training  Opportunities  in  the  Private  Sector 
(TOPS) 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  State  of  Maine,  Department  of  Human  Services, 

Augusta  ME  04333 
PROJECT  OFFICER:  Barbaro,  Gina;  Rm  B435,  TRPT  Bldg; 

202-245-2979 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC  - 

ABSTRACT:  Maine  is  testing  grant  diversion  as  a  technique  to  gain 
employment.  Grant  diversion  is  a  technique  in  which  an  individual's 
AFDC  grant  is  diverted  to  an  employer  to  supplement  the  wages  paid 
to  that  individual.  Maine's  program  has  three  components:  prevoca- 
tion  training,  in  which  participants  are  oriented  to  the  workplace; 
field  placement,  in  which  participants  gain  work  experience  at  public 
and  private  non-profit  sites;  and  on-the-job  training,  which  is  funded 
in  part  by  grant  diversion.  The  project  is  being  evaluated  by  the 


Manpower  Demonstration  Research  Corporation.  For  additional  in- 
formation, contact  the  state  agency  or  the  U.S.  Office  of  Family 
Assistance. 

DESCRIPTORS:  Low-Income  Population,  Training  and  Employment 
of  the  Disadvantaged,  Evaluation  by  State  and  Local  Governments, 
Cost-Effectiveness  Analysis  Feature,  Families  with  Dependent  Chil- 
dren 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2826  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  ll-P-98149/1-01 

COST    (In  Thousands):  FY  84-SO,  FY  85-$0,  FY  86-$0 

STATUS:  Study  in  process 

START/END  DATES:  October  '83  through  September  '88 


0873 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Urban  Error-Prone  Profile  System 

REPORT  TITLE:  None 

PERFORMER:  State  of  Michigan,  Department  of  Social  Services, 

Lansing  MI  48909 
PROJECT  OFFICER:  Pendell,  M.I.  (Penny);  Rm  B442E,  TRPT 

Bldg;  202-245-2736 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  The  Michigan  Urban  Error-Prone  Profile  (MUEPP)  pro- 
ject tested  the  effectiveness  and  administrative  feasibility  of  an  error- 
prone  profile  and  workload  planning  system  in  an  urban  Aid  to  Fami- 
lies with  Dependent  Children  (AFDC)  programs.  One  expected  out- 
come was  improved  use  of  reduced  staff  in  correctly  identifying  cases 
with  AFDC  quality-control  errors.  The  project  was  terminated 
before  completion. 

DESCRIPTORS:  Management  Techniques,  Evaluation  by  State  and 
Local  Governments,  Cost-Effectiveness  Analysis  Feature,  Low-In- 
come Population,  Quality  Assurance,  Families  with  Dependent  Chil- 
dren 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2827  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  l-P-98145/5-02 
COST    (In  Thousands):  FY  82-$0,  FY  83-$0 
STATUS:  Terminated 

START/END  DATES:  October  '82  through  September  '86 


0874 

AGENCY  SPONSOR:  Family  Support  Administration 
Office  of  Family  Assistance 

PROJECT  TITLE:  Use  and  Assessment  of  Management 
Improvements  in  Error  Reduction 

REPORT  TITLE:  Use  and  Assessment  of  Management  Improvements 

in  Error  Reduction 
PERFORMER:  State  of  New  York,  Department  of  Social  Services, 

Albany  NY  12243,  Baker,  Ken,  518-473-5682 


PROJECT  DESCRIPTIONS  32, 
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PROJECT  OFFICER:  Pendell.  M.I.  (Penny);  Rm  B442E,  TRPT 

Bldg;  202-245-2736 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  project  demonstrated  that  (1)  general  management 
improvement  in  local  AFDC  offices  is  more  effective  than  corrective 
actions  targeted  to  specific  types  of  errors  in  reducing  AFDC  quality 
control  (QC)  errors;  and  (2)  local  office  management  improvement 
can  be  achieved  through  state  management  consulting  teams.  The 
teams,  designated  the  District  Office  Consulting  Staff  (DOCS),  were 
composed  of  state,  local,  and  contractor  personnel.  The  DOCS  role 
in  working  with  a  local  office  consisted  of  (1)  making  pre-site  and 
on-site  management  assessments  of  the  office,  using  QC  error-rate 
data,  organizational  descriptions,  interviews,  and  questionnaires;  (2) 
preparing  and  submitting  to  the  county  commissioner  a  management 
assessment  advisory  report,  which  includes  recommended  general 
management  improvements;  (3)  securing  a  written  program  agree- 
ment that  specifies  tasks  and  responsibilities  in  carrying  out  selected 
improvements;  and  (4)  assisting  local  offices  in  implementing  the 
improvements.  Work  for  this  project  was  also  performed  by  Max- 
imus,  Inc.,  McLean,  Virginia.  For  additional  information  about  the 
project,  contact  the  state  agency  or  the  U.S.  Office  of  Family  Assist- 
ance. 

DESCRIPTORS:  Low-Income  Population,  Management  Techniques, 
Evaluation  by  State  and  Local  Governments,  Quality  Assurance, 
Families  with  Dependent  Children,  Demonstration  Projects 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2831  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  l-P-98 179/2-02 

COST    (In  Thousands):  FY  83-$0,  FY  84-$0,  FY  85-$0 

STATUS:  Study  completed. 

Available  from  PIC, 
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ABSTRACT:  This  demonstration  tested  various  employment  tech- 
niques for  assisting  welfare  recipients  in  obtaining  employment.  The 
research  design  compared  a  control  group  to  an  experimental  group 
in  which  participants  could  receive  job  search  and  work  experience 
and  education  and  training.  The  evaluation  examined  whether  par- 
ticipants' employment  and  welfare  dependency  were  affected  and 
what  the  costs  and  benefits  of  the  program  were.  For  additional 
information,  contact  the  state  agency  or  the  U.S.  Office  of  Family 
Assistance. 
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ABSTRACT:  This  report  analyzes  five  aspects  of  refugee  resettlement: 
(1)  admission;  (2)  placement;  (3)  initial  settlement;  (4)  resettlement 
practices  (as  they  affect  both  immediate  economic  self-sufficiency 
and  social  adjustment);  and  (5)  cash  assistance.  Problems  associated 
with  each  aspect  of  refugee  resettlement  are  described  and  appro- 
aches used  in  the  resettlement  process  are  discussed.  Issues  raised  by 
these  approaches  are  considered  and  alternative  strategies  to  resettle- 
ment presented.  The  report  attempts  to  incorporate  views  expressed 
at  a  Conference  on  Refugee  Resettlement  held  in  January  1981. 
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ABSTRACT:  The  papers  presented  in  this  publication  review  and  ana- 
lyze existing  research  on  the  effects  of  the  refugee  program  in  four 
subject  areas.  "Health  Service  Utilization  Patterns  of  Southeast  Asian 
Refugees:  Rhode  Island  Medicaid/Refugee  Medical  Assistance" 
shows  that  the  Southeast  Asian  refugees  in  Rhode  Island  are  basically 
a  healthy  population  underutilizing  all  services  except  those  related 
to  pregnancy  and  childhood  diseases.  "Labor  Force  Participation  and 
Employment  of  Southeast  Asian  Refugees  in  the  U.S."  asserts  that 
the  economic  and  employment  problems  of  refugees  are  rooted  in  the 
labor  market  and  their  conditions  of  employment,  rather  than  in  the 
welfare  system.  "Residency  Patterns  and  Secondary  Migration  of 
Refugees"  compares  the  settlement  patterns  of  various  ethnicities  of 
refugees  and  shows  that,  despite  high  secondary  migration,  the  Indo- 
chinese  remain  more  dispersed  than  comparable  immigrant/refugee 
groups.  "Refugee  Earnings  and  Utilization  of  Financial  Assistance 
Programs"  indicates  that  the  Vietnamese  who  arrived  in  the  U.S.  in 
1975  achieved  by  1979  median  earnings  greater  than  U.S.  workers. 
The  papers  were  presented  at  a  forum  held  at  the  Wingspread  Confer- 
ence Center  in  Racine,  Wisconsin,  February  1983.  (Papers  75,  96,  46, 
and  61  pages,  respectively.) 
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ABSTRACT:  In  FY  1982,  the  Office  of  Refugee  Resettlement  launched 
the  MAA  Incentive  Grant  initiative  to  broaden  the  involvement  of 
Mutual  Assistance  Associations  (MAAs)  in  the  refugee  resettlement 
system.  States  were  encouraged  to  fund  MAAs  as  part  of  their  gener- 
al refugee  social  service  program  and  to  help  them  survive  beyond 
the  period  of  federal  support  for  refugee  programs.  This  report  as- 
sesses the  impact  of  the  MAA  Incentive  Grants  on  state  policies  and 
MAA  developm.ent.  It  also  examines  the  implications  of  the  initiative 
for  the  overall  resettlement  system  and  ethnic  community  develop- 
ment. See  also  PIC  ID  Nos.  2765,  2765.2,  and  2765.3. 
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ABSTRACT:  This  three-phase  study  was  designed  to  characterize  the 
extent,  nature,  quality,  and  cost  of  English-language  training  (ELT) 
provided  to  refugees  through  the  refugee  resettlement  program.  The 
study  also  attempted  to  ascertain  the  most  effective  approaches  to 
ELT,  particularly  for  Southeast  Asian  refugees  with  little  prior  expo- 
sure to  English,  Western  culture,  or  classroom  instruction.  Phase  II 
consisted  of  on-site  classroom  observations  of  23  programs  in  eight 
geographic  ares,  as  well  as  a  community  survey  of  English-language 
competence  and  receipt  of  training  in  four  geographic  areas.  The 
study  found  refugees'  attendance  and  motivation  high  and  teachers 
well  qualified,  but  methodology  lacking  in  innovation,  and  quality 
and  appropriateness  of  training  materials  varying.  Only  one-third  of 
the  refugees  attending  ELT  classes  reported  using  English  with  na- 
tive English  speaking  individuals  outside  the  classroom.  Based  on  the 
community  service  data,  refugees  who  arrived  in  the  United  States 
with  the  least  prior  instruction  in  English  had  gained  the  most  in 
English  proficiency  by  attending  ELT  classes.  See  also  PIC  ID  Nos. 
1961  and  1961.2.  (Final  report  278  pages.) 
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ABSTRACT:  Phase  II  of  this  evaluation,  while  continuing  to  track, 
collate,  and  analyze  the  outcome  data  from  all  the  projects  funded, 
concentrated  on  examining  in  greater  detail  those  programs  that  are 
attempting  to  serve  the  more  difficult-to-serve  clients  who  are  caught 
in,  or  are  in  danger  of  remaining  in,  a  state  of  long-term  dependence. 
The  report  describes  how  programs  are  serving  this  population  and 
with  what  results.  Conclusions  include  (1)  very  few  targeted  assist- 
ance programs  (TAPs)  receiving  targeted  assistance  funds  serve 
hard-to-place  clients;  (2)  deliberate  and  specialized  strategies  for  re- 
cruitment and  internal  management  of  hard-to-place  clients  appear  to 
be  associated  with  effective  service  to  them;  (3)  service  delivery  for 
hard-to-place  clients  appears  to  be  more  effective  when  it  is  augment- 
ed by  a  broad  range  of  services„both  employment  and  social;  (4)  the 
welfare  system  itself  provides  many  barriers  to  self-sufficiency  for 
hard-to-place  refugees,  but  they  can  be  overcome;  and  (5)  TAPs  that 
serve  hard-to-place  clients  exclusively  or  in  large  portion  have  lower 
placement  rates  and  higher  costs  per  placement  than  other  projects. 
See  also  PIC  ID  Nos.  3061  and  3061.2.  (Final  report  42  pages.) 
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ABSTRACT:  This  study  conducted  a  community-based,  qualitative 
assessment  of  the  economic  and  social  adjustment  of  four  non-South- 
east Asian  refugee  groups,  described  their  general  resettlement  ex- 
perience in  comparison  with  the  experience  of  Southeast  Asian 
refugees,  and  determined  the  extent  to  which  this  program  effectively 
serves  different  populations.  The  study  was  conducted  as  twelve 
separate  field  studies  of  ethnic  groups  resettling  in  communities.  The 
communities  and  ethnic  groups  studied  in  each  were  Ethiopians  and 
Poles  in  Dallas;  Poles  and  Romanians  in  Chicago;  Afghans  and  Ethi- 
opians in  Northern  Virginia  and  Washington,  D.C.;  Afghans,  Ethi- 
opians, and  Romanians  in  Los  Angeles;  and  Afghans,  Poles,  and 
Romanians  in  New  York  City.  Volume  I  describes  and  analyzes  the 
findings  on  economic  and  social  adjustment.  Volume  II  contains  the 
twelve  independent  ethnic  group  studies  and  a  description  of  the 
context  of  each  of  the  five  sites.  Volume  I  is  available  from  PIC. 
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ABSTRACT:  This  study  assessed  the  outcomes  of  the  Office  of  Re- 
fugee Resettlement's  (ORR's)  national  discretionary  grants  for  two 
programs  funded  in  FY  1984:  (1)  Enhanced  Skills  Training  (EST), 
which  provided  grants  to  states  for  skills  training,  job  placement,  and 
post-training  assistance  for  hard-to-place  refugees  and  entrants;  and 
(2)  Mutiple  Wage  Earners  (MWE),  which  provided  grants  to  states 
for  social  services  to  underserved  refugees  and  entrants,  such  as 
hard-to-place  men,  women,  and  youth  in  large  households,  to  in- 
crease the  number  of  wage  earners  in  these  households  and  reduce 
their  need  for  public  assistance.  Major  findings  include  (1)  many  of 
the  discretionary  projects  failed  to  recruit  and/or  enroll  appropriate 
clients;  (2)  the  majority  of  the  enhanced  skilled  training  projects  did 
not  meet  the  ORR  requirement  to  offer  skills  training  programs  to 
disadvantaged  groups;  and  (3)  Multiple  Age  Earner  projects  ex- 
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perienced  success  in  placing  underserved  individuals  in  entry-level 
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ABSTRACT:  The  Favorable  Alternate  Sites  Project  (FASP)  was  in- 
stituted to  settle  "free  case"  refugees  (i.e.,  with  no  close  relatives 
living  in. the  U.S.)  in  communities  not  already  densely  populated  by 
refugees  and  in  which  job  prospects  were  favorable.  The  study  was 
conducted  in  Phoenix  and  Tucson,  Arizona,  and  in  Greensboro  and 
Charlotte,  North  Carolina.  The  results  of  the  study  show  high  success 
in  finding  refugees  jobs.  In  all  sites,  at  least  one  family  member  in  each 
FASP  household  was  employed  within  four  months  after  arrival,  and 
households  then  improved  their  economic  positions  by  increasing  the 
number  of  adults  employed  per  household,  and  by  those  adults  work- 
ing longer  hours  and  holding  more  than  one  job.  Also,  job  mobility 
was  occurring  and  job-finding  skills  were  apparent.  Despite  the  high 
out-migrationin  all  but  one  site  (Greensboro),  other  FASP  objectives 
were  also  realized.  Alternative,  viable  clusters  were  established  when 
family  reunification  could  not  occur  and  refugees  who  would  other- 
wise have  gone  to  densely  populated  areas  were  settled  in  areas 
where  the  labor  market  was  more  receptive. 
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ABSTRACT:  In  early  1983,  the  Office  of  Refugee  Resettlement  (ORR) 
initiated  an  emergency  effort  worth  approximately  $3  billion  to  bol- 
ster and  provide  employment  and  community  stability  to  Hrriong  and 
other  Highland  Lao  refugee  communities  outside  California.  Scat- 
tered in  small  groups  around  the  nation,  they  suffered  a  higher-than- 
usual  unemployment  rate  because  of  a  lower  level  of  literacy  and 
experience  with  urban  life  than  other  refugees.  The  Highland  Lao 
Initiative  was  primarily  intended  to  increase  employment,  decrease 
welfare  dependency,  stabilize  Highland  Lao  communities  and  stem 
secondary  migration,  particularly  to  the  Central  Valley  of  California. 
This  study  evaluated  the  effects  of  ORR-funded  programs.  It  found 
that  the  communities  benefited  from  the  initiative,  and  secondary 
migration  was  slowed  to  some  extent.  All  of  the  problems  of  High- 
land Lao,  however,  were  not  solved  by  the  initiative.  (Final  report 
133  pages.) 
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ABSTRACT:  The  focus  of  the  study  was  (1)  to  determine  the  outcomes 
of  the  targeted  assistnce  program  (TAP)  on  refugee  self-sufficiency 
in  terms  of  job  placements  and  job  retention  and  in  terms  of  decreased 
pubhc  assistance  use;  and  (2)  to  identify  programmatic  features  and 
other  variables  that  are  related  to  program  outcomes.  In  Phase  I 
outcome  data  from  programs  funded  with  targeted  assistance  grants 
were  tabulated  and  site  visits  made  to  a  sample  of  28  projects.  The 
report  identifies  a  broad  range  of  propositions  based  on  the  relation- 
ships documented  between  program  characteristics  and  outcomes, 
including  features  such  as  planning,  staffing,  client  background,  and 
service  characteristics.  Several  of  the  major  study  findings  cor- 
roborated information  from  other  studies,  such  as  the  lack  of  correla- 
tion between  the  county  unemployment  rate  and  placements  for 
refugees,  the  lack  of  correlation  between  the  employability  potential 
of  individuals  (level  of  English  ability,  experience)  and  placement,  the 
positive  correlation  between  experienced  teachers  and  outcomes,  the 
importance  of  job  developers,  and  the  positive  relation  between  out- 
comes and  access  to  services  and  cooperation  among  service  provid- 
ers. See  also  PIC  ID  Nos.  3061.1  and  3061.2.  (Final  report  132  pages 
plus  appendix.) 
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ABSTRACT:  This  study  included  a  comprehensive  review  of  domestic 
refugee  assistance  policies  and  an  analysis  of  the  implications  of 
trends  in  resettlement.  At  the  time  of  the  study  the  U.S.  resettlement 
program  was  in  its  seventh  year  of  operation  under  the  Refugee  Act 
of  1980.  The  system  was  developed  when  the  United  States  was 
responding  to  the  entry  of  approximately  350,000  refugees,  including 
Cubans  and  Haitians.  Since  then,  the  number  of  refugees  has  de- 
dreased  to  a  level  of  approximately  70,000  per  year  for  FY  1983-FY 
1986;  this  approaches  the  "normal  flow"  level  of  50,000  arrivals  per 
year  described  in  the  Refugee  Act.  These  refugees  were  also  a  more 


heterogeneous  group  than  the  FY  1980  refugees.  The  challenge  for 
the  refugee  resettlement  system  is  strengthening  its  capacity  to  assist 
a  heterogeneous  group  of  refugees  in  their  social  and  economic  ad- 
justment to  life  in  the  United  States  while  reducing  the  size  and  scope 
of  the  resettlement  effort  in  response  to  the  decreasing  number  of  new 
arrivals.  The  report  (1)  describes  key  refugee  program  design  and 
policy  issues,  highlighting  areas  in  which  change  would  be  helpful; 
(2)  presents  options  for  the  future  development  of  the  refugee  pro- 
gram; and  (3)  gives  recommendations  regarding  the  welfare  refugee 
population.  See  also  PIC  ID  Nos.  2765-2765.2. 
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ABSTRACT:  This  study  examined  the  resettlement  experience  of  the 
Hmong  to  determine  how  the  Hmong  are  faring,  to  identify  success- 
ful resettlement  experiences,  and  to  determine  ways  in  which  current 
resettlement  strategies  can  be  improved  with  particular  emphasis  on 
the  viability  for  Hmong  communities  of  selected  economic  develop- 
ment projects  throughout  the  country.  The  Hmong  communities  ex- 
amined included  Minneapolis/St.  Paul,  Minnesota;  Fresno, 
California;  Portland,  Oregon;  Orange  County,  California;  Provi- 
dence, Rhode  Island;  Fort  Smith,  Arkansas;  and  Dallas/Fort  Worth, 
Texas.  Many  Hmong  tended  to  be  employed  in  minimum-wage,  un- 
skilled, or  semi-skilled  positions.  More  Hmong  men  were  working 
than  women,  and  younger  people  were  more  likely  to  be  working 
than  older  people.  A  few  Hmong  who  were  trained  or  educated  in 
Laos  or  the  U.S.  had  skilled-labor  or  white-collar  jobs  in  the  service 
professions.  Certain  segments  of  the  Hmong  population  appear  espe- 
cially at  risk  for  long-term  dependency:  large  families,  families  head- 
ed by  widows,  war  injured,  and  youth  without  high-school  diplomas. 
Hmong  cultural  patterns  of  strong  community  organization,  mutual 
support  networks,  the  pooling  of  resources,  and  intact  families  were 
prevalent.  Many  Hmong  are  self-employed,  primarily  in  sewing, 
farming,  and  operating  grocery  stores.  Volume  I,  the  final  report,  is 
available  from  PIC;  Volume  II  is  a  report  on  economic  development; 
Volume  III  presents  exemplary  projects.  (Final  report  262  pages  plus 
appendices.) 
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ABSTRACT:  Phase  III  of  this  study  focused  on  evaluating  the  impact 
of  targeted  assistance  program  (TAP)  projects  from  the  individual 
client  perspective.  It  examined  the  changes  in  clients"  employment 
histories  as  a  result  of  the  TAP  intervention.  This  focus  on  longitudi- 
nal histories  of  TAP  clients  and  the  program  intervention  in  them 
complemented  the  earlier  study  phase,  which  concentrated  on  the 
institutional  perspective.  The  study  was  intended  to  answer  the  fol- 
lowing major  questions;  (1)  How  did  TAP  prepare  clients  for  em- 
ployment? (2)  What  was  the  impact  of  TAP  on  clients'  economic 
situations?  and  (3)  What  are  the  common  characteristics  of  refugees' 
employment  histories  and  the  TAP  intervention  in  them?  Major  find- 
ings include  (1)  TAP  was  the  major  provider  of  employment  services 
for  these  refugees;  (2)  refugees'  economic  situations  improved  after 
participation  in  TAP;  (3)  areas  for  TAP  program  improvement  in  the 
quality  of  job  placements  include  better  health  benefits  and  more 
potential  for  promotion;  (4)  the  TAP  placement  was  the  first  job  for 
slightly  more  than  half  the  sample:  (5)  nearly  half  of  the  clients  had 
found  their  first  jobs  within  18  months  in  the  U.S.;  the  rest  had  either 
found  a  job  after  three  or  more  years  in  the  U.S.  or  had  not  worked 
yet  in  the  U.S.:  and  (6)  TAP  clients  usually  found  entry-level  work 
in  the  service  and  manufacturing  industries  and  often  experienced 
difficulties  in  achieving  stable  employment.  See  also  PIC  ID  Nos. 
3061  and  3061.1. 
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ABSTRACT:  This  report  to  the  Congress  on  the  Indochinese  Refugee 
Assistance  Program  (IRAP)  covers  the  period  from  October  1,  1978, 
through  September  20,  1979.  The  United  States  greatly  increased  the 
number  of  Indochinese  accepted  for  resettlement  during  1979.  The 
volume  and  the  special  needs  of  the  newcomers  prompted  creation 
of  a  strengthened  governmental  structure  to  provide  the  extra  effort. 
Increased  effort  was  also  required  at  all  levels  of  the  public  and 
voluntary  sectors  among  people  working  to  resettle  refugees.  All 
employment  services  projects  were  required  to  develop  a  compre- 
hensive manpower  system,  including  outreach,  career  planning,  Eng- 
lish as  a  second  language  (ESL),  job  development,  job  placement  and, 
follow-up.  The  new  policy  specifically  authorized  the  provision  of  a 
wide  range  of  services  essential  to  refugee  resettlement  including 
outreach;  manpower  employment  services;  ESL  instruction  for 
adults,  particularly  as  it  related  to  obtaining  a  job;  vocational  training; 
skills  recertification;  day  care  and  transportation  necessary  for  par- 
ticipation in  an  employability  or  service  plan;  social  adjustment  ser- 
vices including  emergency,  health-related,  and  home  management 
services;  and  translation  and  interpreter  services.  (Final  report  64 
pages.) 
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ABSTRACT:  This  three-phase  study  was  designed  to  characterize  the 
extent,  nature,  quality,  and  cost  of  English-language  training  (ELT) 
provided  to  refugees  through  the  refugee  resettlement  program.  The 
study  also  attempted  to  ascertain  the  most  effective  approaches  to 
ELT,  particulary  for  Southeast  Asian  refugees  with  little  prior  expo- 
sure to  English,  Western  culture,  or  classroom  instruction.  Phase  III 
involved  a  six-month  tracking  in  four  sites  of  400  Southeast  Asian 
adult  refugees  who  had  recently  arrived  in  the  United  States.  Includ- 
ed were  refugees  enrolled  full-  and  part-time  in  ELT,  refugees  em- 
ployed full-  and  part-time  (some  of  whom  were  simultaneously 
enrolled  in  ELT),  and  refugees  not  enrolled  in  ELT.  Three  questions 
addressed  by  the  study  were  (1)  What  combination  of  ELT  and 
employment  best  promotes  acquisition  of  English?  (2)  Would  one 
option  be  better  for  some  individuals  or  groups  than  others?  and  (3) 
Are  there  any  particular  types  of  individuals  for  whom  it  makes  no 
difference  whether  ELT  or  employment  is  suggested?  Of  these 
groups,  refugees  enrolled  full-time  in  ELT  programs  showed  the 
greatest  gain  in  English  proficiency.  See  also  PIC  ID  Nos.  1961  and 
1961.1.  (Final  report  41  pages.) 
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ABSTRACT:  The  Khmer  Guided  Placement  (KGP)  project  was  con- 
ceptualized in  1 980  as  a  means  of  geographically  placing  a  large  share 
of  the  anticipated  influx  of  approximately  20,000  Cambodian  refugees 
in  areas  not  heavily  populated  by  previous  refugee  arrivals.  A  major 
feature  of  the  KGP  was  the  formal  involvement  of  refugee  Cambodi- 
ans in  the  resettlement  process.  Four  objectives  of  the  project  were 
(1)  to  satisfy  the  refugees'  basic  material  and  financial  needs;  (2)  to 
provide  incentives  and  encouragement  to  the  refugees  to  remain  in 
the  cluster  sites;  (3)  to  achieve  the  highest  practical  levels  of  the 
refugees'  self-sufficiency;  and  (4)  to  promote  the  development  of  a 


stable  Cambodian  community.  During  the  14  months  of  implementa- 
tion, 8,000  Cambodian  refugees  were  resettled  in  the  12  cities  selected 
as  project  sites.  This  study  documented  the  process  and  short-term 
results  of  the  KGP,  identified  issues  related  to  possible  future  guided 
placement  efforts,  and  determined  the  potential  for  evaluating  such 
efforts. 
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ABSTRACT:  This  study  provided  an  initial  assessment  of  the  patterns 
of  refugee  utilization  of  medical  services  (including  types  of  service, 
frequency  of  service,  costs,  and  conditions  for  which  service  was 
sought)  and  compared  those  patterns  with  the  patterns  of  the  general 
Medicaid  population.  Key  study  questions  included  (1)  What  are  the 
general  patterns  in  the  utilization  of  public  medical  assistance  by 
refugees  during  their  first  36  months  in  the  U.S.?  (2)  Do  refugees 
qualifying  under  Medicaid  requirements  have  different  patterns  of 
utilization  from  refugees  qualifying  under  the  RMA  program?  (3) 
How  do  refugees  compare  with  the  general  Medicaid  population 
with  regard  to  their  health  care  utilization  and  costs?  (4)  What  are  the 
main  health  conditions  for  which  refugees  receive  medical  assistance? 
(5)  Do  refugee  enrollment,  utiization,  and  cost  patterns  vary  by  coun- 
try of  origin?  and  (6)  Do  the  patterns  differ  by  eligibility  period  (e.g., 
length  of  stay  in  the  U.S.)?  Data  for  1981  for  212,402  medical  assist- 
ance refugees  in  California,  14,789  in  New  York,  and  3,000  in  Tennes- 
see were  used.  The  main  conclusion  drawn  about  the  patterns  of 
refugee  medical  assistance  in  1981  is  that  they  varied  considerably 
from  state  to  state  due  mostly  to  eligibility  and  service  policy  differ- 
ences in  the  Medicaid  programs  of  each  state.  The  final  report  and 
the  state  reports  for  California  and  Tennessee  are  available  from  PIC. 
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ABSTRACT:  These  reports  to  Congress  on  refugee  resettlement  in  the 
United  States  since  1975  describe  the  domestic  refugee  resettlement 
programs  for  Southeast  Asians,  including  Cambodians,  Vietnamese, 
and  Laotians.  The  reports  detail  the  characteristics  of  refugees  reset- 
tled in  the  United  States  since  1975,  and  include  a  population  profile 
of  the  refugees,  their  geographic  location  and  patterns  of  movement; 
and  the  employment  status  of  Southeast  Asian  refugees.  The  reports 
also  highlight  the  challenges  that  face  the  refugee  program,  in  terms 
of  domestic  impact  and  distribution  of  refugees;  refugee  self-sufficien- 
cy and  welfare  dependency;  and  program  coordination  and  manage- 
ment of  limited  resources.  The  1982  and  1987  reports  are  available 
from  PIC.  (Final  reports  153  pages  and  138  pages  plus  appendices, 
respectively.) 
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ABSTRACT:  This  bibliography  lists  approximately  200  entries,  most 
from  the  1980s,  on  refugees  from  Southeast  Asia.  Perspectives  of  the 
publication  include  historical,  sociological,  and  political.  Specific  ex- 
amples of  the  topics  are  class,  race,  and  ethnic  relations;  social  and 
psychological  effects  of  resettlement;  and  political  asylum.  Many  of 
the  listings  focus  on  youth.  See  also  PIC  ID  Nos.  3064  and  3064.2. 
(Final  report  18  pages.) 
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ABSTRACT:  This  bibliography  lists  approximately  500  entries  on  re- 
fugees from  Africa,  Asia,  Latin  America,  and  Europe.  Perspectives 
of  the  publication  include  historical,  sociological,  and  political.  Spe- 
cific examples  of  the  topics  are  class,  race,  and  ethnic  relations;  social 
and  psychological  effects  of  resettlement;  and  political  asylum.  See 
also  PIC  ID  Nos.  3064.1  and  3064.2.  (Final  report  34  pages.) 
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ABSTRACT:  This  three-phase  study  was  designed  to  characterize  the 
extent,  nature,  quality,  and  cost  of  English-language  training  (ELT) 
provided  to  refugees  through  the  refugee  resettlement  program.  The 
study  also  attempted  to  ascertain  the  most  effective  approaches  to 
ELT,  particularly  for  Southeast  Asian  refugees  with  little  prior  expo- 
sure to  English,  Western  culture,  or  classroom  instruction.  Phase  I 
consisted  of  a  mail  survey  of  approximately  350  local  service  provid- 
ers of  ELT.  Findings  show  that,  at  the  time  of  the  study,  most  re- 
fugees were  participating  in  ELT  within  their  first  year  in  the  U.S. 
and  that  refugees  complete  ELT  and  do  not  remain  enrolled  indefi- 
nitely. The  cost,  approximately  $2.30  per  student  hour  in  FY  1982, 
appears  to  be  very  modest.  The  survey  suggests  the  need  for  closer 
links  with  employment  service  providers  and  cash  and  medical  assist- 
ance offices  as  well  as  more  local  monitoring  and  evaluation  to  meas- 
ure student  progress.  See  also  PIC  ID  Nos.  1961.1  and  1961.2.  (Final 
report  118  pages.) 
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ABSTRACT:  This  report  covers  the  months  of  November  and  Decem- 
ber 1978,  during  which  a  sixth-wave  survey  was  conducted  in  an 
ongoing  effort  to  reassess  the  resettlement  situation  of  Vietnamese 
refugees  in  the  United  States.  Telephone  interviews  were  completed 
with  561  heads  of  household  representing  a  cross-section  of  all  Viet- 
namese refugees  who  were  admitted  to  the  United  States  in  1975.  Of 
those  who  were  16  years  of  age  or  older,  63.4%  were  estimated  to 
be  in  the  labor  force,  with  males  having  a  substantially  higher  rate  of 
labor  force  participation  than  females.  Labor  force  participation  was 
found  to  be  positively  associated  with  English  proficiency.  The  em- 
ployment rates  for  both  male  and  female  heads  of  household  were 
found  to  be  high  at  all  levels  of  education,  regardless  of  previous 
occupational  background  in  Vietnam.  The  job  level  appeared. 


however,  to  be  somewhat  lower:  of  the  household  heads  with  a 
white-collar  background  in  Vietnam,  56.4%  were  holding  blue-collar 
jobs  and  another  20.0%  were  in  clerical  and  sales  positions.  People 
who  were  reportedly  proficient  in  English  seemed  to  be  earning 
relatively  more  money.  (Final  report  14  pages  plus  appendices.) 
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ABSTRACT:  This  study  examined  the  degree  to  which  resettled 
Southeast  Asian  refugee  households  attained  economic  self-sufficien- 
cy, and  identified  the  factors  that  influence  the  achievement  of  eco- 
nomic self-sufficiency.  Extensive  information  was  obtained  from  a 
sample  of  1,400  Southeast  Asian  refugee  households  in  Boston, 
Chicago,  Houston,  Los  Angeles,  and  Seattle.  The  purpose  was  to 
examine  the  economic  status  of  recent  Southeast  Asian  refugee  arriv- 
als, the  process  by  which  refugees  become  self-sufficient,  and  the 
relationship  among  the  receipt  of  social  services,  refugee  demograph- 
ic characteristics,  and  the  attainment  of  economic  self-sufficiency. 
Vietnamese,  Sino-Vietnamese,  and  lowland  Lao  were  surveyed.  The 
findings  show  that  (1)  50%  of  all  surveyed  households  fell  below  the 
poverty  line  compared  to  15%  of  the  general  U.S.  population;  (2)  the 
unemployment  rate  among  the  survey  population  was  found  to  be 
more  than  three  times  higher  than  the  U.S.  unemployment  rate;  (3) 
while  only  33%  of  the  households  were  above  the  poverty  line  after 
one  year  in  the  U.S.,  70%  were  out  of  poverty  after  four  years;  (4) 
the  strongest  factor  affecting  individual  economic  self-sufficiency 
was  the  ability  to  speak  English  on  arrival;  (5)  for  households  the  best 
predictor  of  economic  self-sufficiency  was  household  composition, 
with  the  number  of  employable  adults  in  a  household  as  the  key 
factor;  and  (6)  vocational  training  was  a  positive  factor  in  obtaining 
employment.  (Final  report  246  pages.) 
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ABSTRACT:  This  list  contains  more  than  300  annotated  bibliographies 
pertaining  to  Southeast  Asian  refugee  youth.  Topics  include  resettle- 
ment, education,  physical  and  mental  health,  unaccompanied  minors, 
courtship  and  marriage,  and  journalism.  See  also  PIC  ID  Nos.  3064 
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ment Program  in  nine  states  chosen  to  represent  the  variation  in  the 
administration  of  the  program  at  the  state  level.  The  report  docu- 
ments the  considerable  variation  in  the  administration  of  the  program, 
notes  the  local  conditions  that  constrain  the  operation  of  the  program, 
and  explores  some  of  the  different  options  that  states  have  utilized  to 
increase  the  organizationel  effectiveness  of  the  program.  Overall,  the 


report  presents  a  positive  portrait  of  the  states'  administration  of  the 
program.  State  practices  at  the  time  of  the  study  generally  appeared 
consistent  with  the  Refugee  Act  and  with  federal  regulations  and 
directives. 
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ABSTRACT:  This  study  (1)  described  and  analyzed  various  designs 
and  strategies  employed  in  case  management  approaches;  (2)  identi- 
fied potential  measures  for  assessing  the  outcomes  and  cost-effective- 
ness of  case  management  models;  and  (3)  developed 
recommendations  on  the  need  for,  types  of,  and  alternatives  to  case 
management  systems.  The  project  included  a  literature  review,  inten- 
sive interviews  with  public  and  private  officials  and  with  experts  on 
service  system  management  and  evaluation,  and  field  investigation  in 
seven  states.  This  report  provides  a  comprehensive  and  critical  ap- 
praisal of  case  management  activity.  It  addresses  (1)  a  causal  model 
of  case  management  effectiveness;  (2)  useful  functions  of  case  man- 
agement; (3)  the  unfulfilled  potential  of  case  management;  (4)  con- 
straints on  the  effectiveness  of  case  management;  (5)  factors 
contributing  to  the  effectiveness  of  case  management;  and  (6)  recom- 
mendations for  a  series  of  actions  that  would  help  case  management 
reach  its  full  potential.  See  also  PIC  ID  Nos.  2765.1-2765.3. 
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ABSTRACT:  This  report  is  primarily  an  overview  and  analysis  of 
child-rearing  and  family  life  patterns  in  the  United  States.  The  major 
focus  is  on  the  patterns  of  the  very  poor,  especially  in  comparison  to 
the  child-rearing  and  family  life  patterns  that  studies  show  are  as- 
sociated with  optimal  child  development  and  family  stability.  The 
very  poor,  for  the  most  part,  come  from  families  in  which  lack  of 
education,  lack  of  steady  employment,  and  lack  of  adequate  income 
have  tended  to  be  the  rule  for  generations.  The  report's  purposes  are 
to  stimulate  deeper  understanding  of  some  of  the  human  problems 
associated  with  poverty,  stimulate  creative  thinking  about  strategies 
for  helping  the  very  poor  escape  the  cycle  of  poverty,  and  suggest 
areas  in  which  further  basic  research  is  needed.  (Final  report  117 
pages.) 
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COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '66  through  May  '66 


0903 

AGENCY  SPONSOR:  Family  Support  Administration 
Other  FSA  Agencies 

PROJECT  TITLE:  SHARE  Resource  Center  on  Teen  Pregnancy 
Prevention 

REPORT  TITLE:  None 

PERFORMER:  Berul  Associates,  Ltd.,  1530  East  Jefferson  Street, 
Rockville  MD  20852 


PROJECT  OFFICER:  Dowling,  Madeline;  Rm  5600,  COHEN  Bldg; 

202-245-2340 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  Project  SHARE,  a  national  clearinghouse  for  improving 
the  management  of  human  services,  provides  an  information  retrieval 
service  and  publications  to  enable  its  clients  to  profit  from  others' 
innovations  in  the  delivery  of  human  services.  The  clearinghouse 
places  abstracts  and  indexes  of  both  published  and  unpublished  litera- 
ture in  the  human  services  field  in  an  on-line  database,  produces 
database  publications,  provides  literature  searches,  creates  state-of- 
the-art  monographs  of  continuing  interest  to  clients,  prepares  a  bi- 
monthly newsletter,  and  disseminates  copies  of  publications. 

DESCRIPTORS:  Information  Dissemination,  Services  Integration, 
State  or  Local  Administration,  Family,  Maternal  and  Child  Health, 
Social  Services  Delivery  Systems 

STUDY  TYPE:  Other  /  :  , 

PIC  ID  NO:  2164  PROJECT  NO:  FSA  87-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$506,  FY  85-$520,  FY  86-$400 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  October  '87  through  September  '88 
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0904 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Design  Development  and  Evaluation  of  the 
AFDC  Homemaker/Home  Health  Aide  Demonstration 

REPORT  TITLE:  AFDC  Homemaker-Home  Health  Aide 
Demonstration:  Overview  of  Evaluation  Results 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Nugent,  Dennis;  Rm  1E6,  OAKM  Bldg; 

FTS-966-6663 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 
HCFA-Research  Demonstration  and  Evaluation; 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  Congress  mandated  a  demonstration  to  train  AFDC 
recipients  to  provide  homemaker/home  health  aide  services  to  elder- 
ly or  disabled  individuals  to  whom  such  services  are  not  otherwise 
available  and  who  would  be  expected  to  require  institutional  care 
without  such  services.  The  demonstration  has  two  primary  objec- 
tives: to  reduce  welfare  dependence,  and  delay  or  prevent  institution- 
alization. The  study  is  being  conducted  in  seven  states:  Arkansas, 
Kentucky,  Ohio,  New  York,  New  Jersey,  South  Carolina  and  Texas. 
The  evaluation  will  assess  whether  and  to  what  extent  the  project  met 
its  objectives  in  addition  to  doing  an  overall  cost-effective  analysis  of  - 
the  program  and,  if  possible,  a  benefit-cost  analysis.  A  first  and  second 
year  case  study  will  be  performed  to  document  the  implementation 
and  operation  of  the  program.  For  the  service  recipients,  the  evalua- 
tion will  assess  cost,  health  care  service  use  and  health  status  of  those 
in  the  program  compared  to  a  randomized  control  group.  Welfare 
status,  employment  status,  and  work  experience  of  the  AFDC 
trainees  will  be  compared  to  a  randomized  control  group.  Numerous 
primary  data  collection  instruments  have  been  developed  and  se- 
condary data  sources  include  Medicaid,  Medicare,  SSI,  AFDC,  and 
the  Food  Stamp  program. 

DESCRIPTORS:  Access  to  Services,  Long  Term  Care,  Families  with 
Dependent  Children,  Demonstration  Projects,  Home  Health  Care, 
Training  and  Employment  of  the  Disadvantaged,  Cost-Effectiveness 
Analysis  Feature,  Evaluation  by  State  and  Local  Governments,  Wel- 
fare Dependency,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2157  PROJECT  NO:  HCFA  82-01  " 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-82-0022 
COST    (In  Thousands):  FY  82-S454 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  June  '82  through  November  '87 


0905 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Alternative  Methods  of  Reimbursement  for  Home 
Health  Services  under  Federal  Programs 

REPORT  TITLE:  Alternative  Methods  of  Reimbursement  for  Home 

Health  Services  under  Federal  Programs 
PERFORMER:  Office  of  Research  and  Demonstrations,  6340 

Security  Boulevard,  Baltimore  MD  21207 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare; 

HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  This  report  presents  findings  and  analysis  of  available 
data  and  studies  relating  to  reimbursement  methodologies  for  home 
health  services.  The  growth  of  home  health  expenditures  in  the  Medi- 
care and  Medicaid  programs  is  reviewed.  Factors  that  contributed  to 
the  growth  of  home  health  expenditures  under  Medicare  are  analyzed 
and  some  of  the  implications  of  these  contributions  for  the  develop- 
ment of  policies  are  examined.  The  Health  Care  Financing  Adminis- 
tration's (HCFA's)  plans  for  developing,  testing,  and  evaluating 
alternative  arrangements  of  paying  for  home  health  care  are  de- 
scribed. (Final  report  92  pages  plus  appendices;  executive  summary 
13  pages.) 

DESCRIPTORS:  Home  Health  Care,  Medicare,  Medicaid 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2273  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  December  '83  through  December  '84 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Analysis  of  Alternative  Hospital  Review 

Mechanisms  in  the  State  of  Colorado  Admissions  Program 
and  Colorado  PSRO 

REPORT  TITLE:  Analysis  of  .Alternative  Hospital  Review 

Mechanisms  in  the  State  of  Colorado  Admissions  Program 

and  Colorado  PSRO 
PERFORMER:  General  Research  Corporation,  7655  Old 

Springhouse  Road,  McLean  VA  22102 
PROJECT  OFFICER:  Kucken,  Lawrence;  Rm  2C14,  O.AKM  Bldg; 

301-597-6148 
PROGRAM(S)  EVALUATED: 

HCFA-Peer  Review  Organization  (PRO) 
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ABSTRACT:  This  project  provided  an  in-depth  analysis  of  the  impact 
of  the  Colorado  Foundation  for  Medical  Care's  Colorado  Admission 
Program  and  PSRO  Program  of  concurrent  review  on  (1)  the  hospi- 
tal utilization  of  the  Medicareand  Medicaid-eligible  populations,  in- 
cluding days  of  hospital  care,  admissions,  and  lengths  of  stay  and  the 
costs  of  their  hospital  care;  and  (2)  utilization  patterns  of  hospitals  and 
physicians.  The  results  provide  empirical  knowledge  concerning  the 
impact  of  concurrent  review  and  are  useful  for  developmg  a  long- 
term  evaluation  protocol  for  assessing  the  impact  of  concurrent  re- 
view. 

DESCRIPTORS:  Quality  Assurance,  Utilization  Review,  Client  Re- 
cords, Hospitals 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1297  PROJECT  NO:  BQA  76  1-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-75-0067/2 
COST    (In  Thousands):  FY  76.1-5142 
STATUS:  Study  completed 

START/END  DATES:  September  '76  through  March  '77 


0907 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Analysis  of  Prospective  Payment  Systems  for 
Upstate  New  York 

REPORT  TITLE:  Analysis  of  Prospective  Payment  Systems  for 

Upstate  New  York 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  021.^8 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  study  evaluated  the  impact  one  prospective  reim- 
bursement (PR)  system  has  had  on  hospital  behavior  in  all  upstate 
New  York  (i.e.,  north  and  west  of  Poughkeepsie)  hospitals.  In  addi- 
tion to  measuring  hospital  response  to  the  program,  a  second  goal  was 
an  evaluation  of  the  program  itself.  The  New  York  prospective  reim- 
bursement system  is  based  on  a  formula,  the  basic  structure  of  which 
has  been  defined  in  algebraic  form  and  its  explicit  and  implicit  incen- 
tives identified.  Also,  with  regard  to  the  way  in  which  the  formula 
is  implemented  and  changed  over  time,  the  procedures  used  to  calcu- 
late such  crucial  parameters  as  the  "trend  factor"  or  the  allowable 
inflation  in  unit  costs  have  been  documented.  The  incidence  and 
extent  of  explicit  penalties  incurred  by  hospitals  of  different  size,  type, 
control,  location,  and  teaching  orientation  have  been  measured.  See 
also  PIC  ID  No.  1005.1. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Hospitals,  State  or 
Local  Government,  Health  Care  Reimbursement  Systems 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1005  PROJECT  NO:  HCFA  74-08 

FUND  SOURCE:  Research  NTIS  NO:  PB  293-142 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  CS-74-261 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '74  through  April  '76 


0908 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Analysis  of  Prospective  Reimbursement  Systems: 
Western  Pennsylvania 

REPORT  TITLE:  Analysis  of  Prospective  Reimbursement  Systems: 

Western  Pennsylvania 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report  discusses  the  major  findings  and  recommen- 
dations of  an  experiment  for  assessing  the  impact  of  prospective 
reimbursement  on  the  behavior  of  participating  institutions  in  terms 
of  changes  in  costs  and  quality  of  care  and  the  applicability  of  such 
a  prospective  reimbursement  system  in  other  locations.  The  study 
evaluated  the  Blue  Cross  of  Western  Pennsylvania  (BCWP)  Prospec- 
tive Reimbursement  (PR)  system,  which  operated  in  five  rural  hospi- 
tals during  FY  I972-FY  1974.  The  system  involved  budget  review 
and  the  application  of  formulas  in  the  computation  of  the  rate  of 
reimbursement.  Total  and  per  diem  cost  increases  were  lower  in  the 
prospective  reimbursement  hospitals  as  compared  with  the  control 
hospitals.  The  cost-containment  results  were  achieved  mainly 
through  the  actions  of  administrators  to  increase  volume  and  improve 
efficiency.  Outpatient  volume  increased  and  the  number  of  admis- 
sions increased  in  response  to  new  services  and  efforts  to  recruit 
additional  medical  staff  Several  findings  concerning  the  behavioral 
characteristics  of  key  participants  in  the  rural  community  hospital 
sector  were  presented. 

DESCRIPTORS:  Cost  Containment  Systems,  Medicare  Prospective 

Payment  System 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1130  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PB  272-060 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-74-226 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  August  '75 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Analysis  of  the  Federal  Medical  Assistance 
Percentage  (FMAP)  Formula 

REPORT  TITLE:  Analysis  of  the  Federal  Medical  Assistance 

Percentage  (FMAP)  Formula  (Two  Volumes) 
PERFORMER:  JWK  International  Corporation,  7617  Little  River 

Turnpike,  Annandale  VA  22003  j  • 

PROJECT  OFFICER:  Knape,  Larry 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 

HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  This  study  analyzed  the  Medicaid  Federal  Matching  As- 
sistance Formula  and  its  alternatives.  The  findings  and  conclusions 
included:  (1)  the  formula  was  inequitable  and  inadequate;  and  (2) 
several  candidate  formulas  had  been  developed  that  were  preferred 
to  the  formula  used  at  the  time  of  the  study.  It  was  recommended  that 
further  use  of  the  then-current  formula  to  determine  federal  matching 
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percentages  for  the  Medicaid  and  AFDC  programs  be  terminated. 
Volume  I,  the  executive  summary,  and  Volume  II,  the  main  text  of 
the  final  report,  are  also  available  from  NTIS  (Nos.  PB  283-544/AS 
and  PB  283-545/AS,  respectively). 

DESCRIPTORS:  Medicaid.  Grant-in-Aid  Formulas,  Statistical  Anal- 
ysis Methods  Feature,  Families  with  Dependent  Children 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1267  PROJECT  NO:  SRS  76.1-6 

FUND  SOURCE:  Research  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-76-0514 
COST    (In  Thousands):  FY  76-$66 

STATUS:  Study  completed,  . 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  May  '78 


0910 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Analysis  of  Information  and  Assistance  Needs  of 
State  Medicaid  Agencies 

REPORT  TITLE:  Analyze  and  Make  Recommendations  on 

Information  and  Assistance  Needs  and  Resources  from  the 

Perspective  of  the  Medicaid  Agencies 
PERFORMER:  American  Public  Welfare  Association,  1125  15th 

Street  N.W.,  Washington  D.C.  20005,  Tatara,  Toshio 
PROJECT  OFFICER:  Eggers,  Paul  W.;  Rm  2C12,  OAKM  Bldg; 

301-594-5883 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  For  this  study,  a  survey  of  state  Medicaid  agencies  was 
conducted  to  determine  the  information  and  assistance  needs  of 
states,  the  information  and  assistance  resources  most  frequently  util- 
ized by  states,  the  types  of  new  resources  that  are  needed,  and  the 
level  of  state  satisfaction  with  available  resources.  A  review  of  na- 
tional information  and  assistance  activities,  including  those  conduct- 
ed by  the  Health  Care  Financing  Administration's  (HCFA's)  central 
and  regional  offices  and  grantees,  was  also  conducted.  The  state 
survey  results  show  that  (1)  Medicaid  federal  regulations,  diagnosis- 
related  groups  (DRGs),  and  home-  and  community-based  care  waiv- 
ers are  among  the  states'  most  important  information  needs;  (2)  home- 
and  community-based  care  waivers  and  DRGs  are  two  important 
technical  assistance  needs;  (3)  a  detailed  index  of  Medicaid  informa- 
tion sources  and  a  national  list  of  state  agency  personnel  who  could 
serve  as  technical  assistance  resources  are  among  the  information 
resources  states  would  find  useful;  (4)  states  appear  to  be  relatively 
satisfied  with  the  services  provided  by  HCFA's  regional  offices;  (5) 
states  are  concerned  about  the  clarity,  consistency,  and  timeliness  of 
federal  Medicaid  regulations;  and  (6)  states  are  concerned  about  the 
information  and  assistance  provided  by  HCFA's  central  office.  (Final 
report  111  pages;  executive  summary  10  pages.) 

DESCRIPTORS:  Medicaid,  Health  Planning,  Information  Dissemina- 
tion, Information  Processing,  Federal  State  and  Local  Relations, 
State  or  Local  Administration,  Welfare  Reform,  Survey  or  Question- 
naire Feature,  Needs  and  Needs  Assessment 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2180  PROJECT  NO:  MPDB  83-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  18-P-98220/3-01 

COST    (In  Thousands):  FY  83-$91 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  May  '83  through  June  '84 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Assessing  Quality  in  Health  Care:  An  Evaluation 

REPORT  TITLE:  Assessing  Quality  in  Health  Care:  An  Evaluation 
PERFORMER:  National  Academy  of  Sciences,  Institute  of 

Medicine,  2101  Constitution  Avenue  N.W.,  Washington  D.C. 

20418 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Peer  Review  Organization  (PRO) 

ABSTRACT:  This  study  reviewed  in  detail  18  quality  assessment  pro- 
grams, many  of  which  were  pioneers  in  the  field  and  have  created 
models  that  have  been  adapted  elsewhere.  Particular  attention  was 
given  to  programs  with  a  purpose  of  improving  the  health  status  and 
satisfaction  of  patients.  Survey  results  have  shown  that  most  pro- 
grams do  not  meet  all  of  the  characteristics  of  an  ideal  quality  assur- 
ance system:  (1)  the  existence  of  an  organizational  entity  for  assessing 
quality;  (2)  the  establishment  of  standards  or  criteria  against  which 
quality  is  assessed;  (3)  a  routine  system  for  gathering  information;  (4) 
assurance  that  such  information  is  based  on  a  representative  sample 
of  the  total  population  of  patients  or  potential  patients;  (5)  a  process 
for  providing  the  results  of  review  to  patients,  the  public,  providers, 
and  sponsoring  organizations;  and  (6)  methods  for  instituting  correc- 
tive actions.  The  report  includes  immediate  and  long-term  general 
policy  recommendations  and  specific  recommendations  for  assessing 
health  outcomes,  for  ambulatory  quality  assurance,  for  long-term 
care,  for  improving  provider  performance,  and  for  consumer  in- 
volvement. (Final  report  144  pages.) 

DESCRIPTORS:  Quality  Assurance,  Medicaid,  Medicare,  Maternal 
and  Child  Health 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2953  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-75-0437  PM 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  November  '85  through  November  '86 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  to  Assess  the  Cost  and  Operational  Impacts 
of  Meeting  Skilled  Nursing  and  Intermediate  Care  Facilities 
(SNF/ICF)  Standards 

REPORT  TITLE:  Assessment  of  Cost  and  Operational  Impacts  of 

SNF/ICF  Standards  (Three  Volumes) 
PERFORMER:  JWK  International  Corporation,  7617  Little  River 

Turnpike,  Annandale  VA  22003 
PROJECT  OFFICER:  Hickman,  William  L.;  Rm  239,  EHR  Bldg; 

FTS-987-6369 


PROJECT  DESCRIPTIONS 


335 


Accession  No.  0912  Health  Core  Financing  Administration 


PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 
HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  study  developed  a  computer  program  to  implement 
the  Standards  Impact  Model  (SIM),  which  represents  the  impact  of 
federal  regulation  of  nursing  homes,  collected  SIM  data  from  Min- 
nesota, and  analyzed  the  cost  impact  of  the  1974  regulations  on  skilled 
nursing  homes  and  intermediate  care  facilities.  Among  the  study's 
findings  was  that  full  compliance  with  the  1974  regulations  would,  by 
1975,  have  raised  nursing  home  costs  an  additional  5%-8%  ($17  mil- 
lion) or  about  $1.50  per  patient  day,  even  though  Minnesota  was 
already  a  progressive,  quality-conscious  state.  Virtually  all  of  the 
additional  costs  were  in  three  areas:  nursing  services,  medical  re- 
cords, and  recreation.  The  simulation  results  also  indicated  that  these 
costs  were  highly  sensitive  to  the  precise  requirements  specified  in 
the  regulations.  Volume  I  provides  an  executive  summary  of  the 
study.  Volume  II  presents  detailed  analysis  of  the  impact  of  each 
component  of  the  1974  regulations.  It  emphasizes  that  the  cost  esti- 
mates represent  only  the  residual  costs  of  the  latest  tightening  of  the 
regulations;  the  total  cost  is  many  times  higher.  Volume  III  provides 
detailed  appendices  documenting  the  development  of  SIM. 

DESCRIPTORS:  Nursing  Homes,  Regulation  and  Standard  Setting, 
Health  Insurance  and  Financing,  Case  or  Site  Study  Feature,  Nursing 
Manpower,  Operations  Research  Feature,  Benefit-Cost  Analysis 
Feature 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0527  PROJECT  NO:  SRS  75-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-022 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-75-0032 
COST    (In  Thousands):  FY  75-$99,  FY  76-$62 
STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  July  "76 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Assessment  of  EPSDT  Practices  and  Costs 

REPORT  TITLE:  Assessment  of  EPSDT  Practices  and  Costs  (Three 
Reports) 

PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Weinberg,  Joan 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  This  study  examined  whether  the  Early  and  Periodic 
Screening,  Diagnosis,  and  Treatment  (EPSDT)  program  changes  the 
cost  and  utilization  of  Medicaid  medical  services  over  time.  A  previ- 
ous study  investigated  four  major  Medicaid  cost  areas  for  the  EPSDT 
program:  state  agency  costs,  local  provider  costs,  local  social  service 
agency  costs,  and  the  costs  of  medical  services  in  two  states  for  two 
groups  of  EPSDT  Medicaid  eligibles— those  with  and  without  screen- 
ing. That  study  did  not  control  for  differences  in  incidence  of  medical 
care  need  due  to  populaton  characteristics  other  than  age  and  race, 
long-term  effects  on  medical  needs  due  to  health  education,  or  the 
possible  self-selection  factors  operating  with  the  introduction  of  the 
program.  To  control  for  extraneous  and  unwanted  sources  of  sys- 
tematic variance  in  this  study,  and  thus  achieve  the  object  of  clearly 
identifying  the  EPSDT  impact  on  the  utilization  (and  costs)  of  medi- 
cal care,  a  nonequivalent  control  group  design  was  used.  The  experi- 


mental and  control  groups  were  not  randomly  assigned  by  the  experi- 
menter but  were  chosen  from  two  pre-existing  groups-those  who 
were  screened  and  those  who  were  not  screened  by  the  EPSDT 
program  between  March  1975  and  February  1976.  Also  available 
from  PIC  are  the  "Best  Practices  Report"  and  the  "Barrier  Assess- 
ment Report."  (Final  report  118  pages.) 

DESCRIPTORS:  Preventive  Health  Care,  State  or  Local  Administra- 
tion, Technical  Assistance,  Outreach  and  Referral,  Program  Coordi- 
nation, Health  Care  Delivery  Systems,  Statistics,  Medicaid,  Health 
Care  Utilization,  Benefit-Cost  Analysis  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0596  PROJECT  NO:  SRS  75-4 

FUND  SOURCE:  Research  NTIS  NO:  PB  296-410/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-75-0019 
COST    (In  Thousands):  FY  75-$88,  FY  76-$3,  FY  76-$37 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  March  '78 
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PROJECT  TITLE:  Comparative  Static  Work  Experience  Data 
Adjustment  Algorithm  (CSWORK) 

REPORT  TITLE:  Comparative  Static  Work  Experience  Data 

Adjustment  Algorithm  (CSWORK) 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  This  report  discusses  research  that  developed  into  the 
Microanalysis  of  Transfers  to  Households  (MATH)  model  environ- 
ment, an  algorithm  entitled  Comparative  Static  Work  Experience 
data  adjustment  (CSWORK).  CSWORK  adjusts  microdata  on  a  sur- 
vey file,  such  as  the  Current  Population  Survey  or  the  Survey  of 
Income  and  Education  (SIE),  so  that  they  can  be  aggregated  to  a  set 
of  specific  labor  market  statistics  that  differ  from  the  set  of  statistics 
inherent  to  the  sample.  There  are  two  types  of  work  experience 
information  on  a  MATH  database:  (1)  survey  week  or  current  data; 
and  (2)  retrospective  calendar  year  or  previous  year  data.  CSWORK 
performs  two  types  of  adjustments:  current  data  adjustment  and 
previous  year  data  adjustment.  The  report  also  compares  and  con- 
trasts three  employment  microdata  adjustment  routines:  CSWORK, 
NOWORK,  and  MATHLAB.  The  results  of  a  validation  study  of 
CSWORK  and  the  Aid  to  Families  with  Dependent  Children-Unem- 
ployed Fathers  (AFDC-UF)  simulation  results  are  included.  (Final 
report  78  pages.) 

DESCRIPTORS:  Labor  Markets  and  Problems,  Statistical  Analysis 
Methods  Feature,  Operations  Research  Feature,  Economics,  Statis- 
tics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0507  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  74-60 
COST    (In  Thousands):.  Not  available 
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STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  "74  through  November  '77 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  National  Hospital  Rate-Setting  Study 

REPORT  TITLE:  Comparative  Trends  in  Hospital  Expenses, 

Finances,  Utilization,  and  Inputs  over  the  1970-1981  Period 
(Final  Hospital  Cost  Report  Data  Book)  (Two  Volumes) 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  McVicker,  Vic:  Rm  2302,  OAKM  Bldg; 

FTS-934-2901 
PROGRAM(S)  EVALUATED: 

HCF.A-Medicare-Hospital  Insurance 

ABSTRACT:  This  report  presents  a  comprehensive  data  summary  of 
the  financial  and  operating  performance  of  Medicare  hospital  provid- 
ers for  1970-1981.  Volume  I  covers  findings,  data  sources  and  meth- 
ods, hospital  expenses,  hospital  utilization,  hospital  revenues  and 
finances,  hospital  capital  formation,  hospital  employment  and  pro- 
ductivity, and  Medicare  costs  and  utilization.  Volume  II,  the  appen- 
dices, includes  (1)  a  comparison  of  hospital  data  from  American 
Hospital  Association  annual  surveys  and  Medicare  Cost  Reports;  (2) 
a  discussion  of  the  Medicare  Cost  Report;  (3)  the  actual  number  of 
hospitals  reporting  for  the  tables  in  Volume  I;  and  (4)  standard  devia- 
tions for  the  tables  in  Volume  I.  Both  volumes  of  the  final  rpeort  are 
also  available  from  NTIS  (Nos.  PB  88-137708  and  PB  88-137716. 
respectively).  See  also  PIC  ID  Nos.  1870-1870.2  and  1870.4-1870.6. 

DESCRIPTORS:  Hospitals,  Health  Care  Reimbursement  Systems, 
Trends  and  Forecasts,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1870.3  PROJECT  NO:  HCFA  79-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0036 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  "78  through  December  '86 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  Arizona  Health  Care 
Cost-Containment  System  (AHCCCS) 

REPORT  TITLE:  Comparison  of  AHCCCS  Program  Cost  with  That 

of  a  Traditional  Medicare  Program 
PERFORMER:  SRI  International,  333  Ravenswood  Avenue,  Menlo 

Park  CA  94025 

PROJECT  OFFICER:  Lichtenstein,  Paul;  Rm  2306,  OAKM  Bldg; 

FTS-646-6621 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  is  the  second  in  a  series  of  three  reports 
evaluating  the  Arizona  Health  Care  Cost  Containment  System 


(AHCCCS),  which  provides  acute-care  service  to  indigents  in  Arizo- 
na. The  pro-competitive  approaches  the  AHCCCS  uses  to  control 
health  care  costs  include  selection  of  providers  through  competitive 
bidding,  payment  of  providers  and  the  state  on  a  prepaid  capitated 
basis,  and  incentives  for  both  providers  and  beneficiaries  to  restrict 
unnecessary  utilization.  This  initial  estimate  of  the  cost  saving  of  the 
AHCCCS  program  during  its  first  two  years  is  based  on  data  availa- 
ble through  December  18,  1985,  and  considers  only  those  beneficiar- 
ies eligible  for  federal  financial  paricipation.  For  this  study,  the  cost 
of  a  traditional  Medicaid  program  in  Arizona  was  estimated  both 
prospectively  and  retroactively.  The  prospective  approach  was 
based  on  the  cost  of  equivalent  Medicaid  programs  and  used  the 
methodology  in  the  initial  agreement  between  the  state  of  Arizona 
and  the  Health  Care  Financing  Administration  (HCFA).  The  re- 
troactive approach  used  actual  FY  1983  and  FY  1984  data  from 
Medicaid  programs  for  the  same  services  in  states  with  programs  that 
cover  comparable  beneficiaries.  The  final  report  for  this  project  is 
due  in  December  1988.  See  also  PIC  ID  Nos.  2158  and  2158.1. 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Health  Insurance  and 
Financing,  Cost-Effectiveness  Analysis  Feature,  Access  to  Services, 
Quality  Assurance,  Low-Income  Population,  Income  Maintenance, 
Evaluation  by  State  and  Local  Governments,  Case  or  Site  Study 
Feature,  Families  with  Dependent  Children 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2158.2  PROJECT  NO:  HCFA  83-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-83-0027 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '83  through  April  '86 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Comprehensive  Review  of  Medicaid  Eligibility 

REPORT  TITLE:  Comprehensive  Review  of  Medicaid  Eligibility  • 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Neuschler,  Edward 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 

HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  Many  problems  currently  exist  in  the  structure  and  func- 
tioning of  Medicaid  eligibility,  primarily  because  the  law  and  the 
regulations  are  a  confusing  mass  of  mandatory  and  optional  coverage 
groups,  exception  provisions,  grandfather  clauses  and  hold  harmless 
requirements.  This  report  provides  comprehensive  documentation  of 
problems  in  Medicaid  eligibility  and  analyzes  alternative  directions 
and  degrees  of  reform.  In  carrying  out  the  project,  the  contractor 
reviewed  the  administration  of  the  Medicaid  eligibility  system  in  nine 
states  (including  18  local  offices),  held  discussions  with  federal,  state 
and  local  personnel,  and  reviewed  existing  literature  relevant  to  prob- 
lems of  inequities  and  disincentives  in  eligibility  policy  and  practice. 
After  the  field  work  was  completed,  the  contractor  specified  five 
alternative  approaches  to  reforming  Medicaid  eligibility  and 
analyzed  each  alternative  for  its  administrative  feasibility  and  its  im- 
pact on  equity  and  incentive  considerations.  The  alternatives  consid- 
ered stop  short  of  national  health  insurance.  The  final  report  details 
the  equity,  incentive  and  administrative  problems  uncovered  and 
presents  the  analysis  of  alternatives.  Several  administrative  improve- 
ments were  recommended  for  implementation.  (Final  report  510 
pages.) 
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DESCRIPTORS:  Case  or  Site  Study  Feature,  Eligibility  Issues,  State  or 
Local  Administration,  Health  Insurance  and  Financing 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1253  PROJECT  NO:  SRS  76-3 

FUND  SOURCE:  Research  NTIS  NO:  PB  280-207 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-76-0014 
COST    (In  Thousands):  FY  76-$212 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '76  through  December  '77 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  Computer-Assisted  Medicaid  Analysis 
REPORT  TITLE:  None 

PERFORMER:  Tymshare,  Inc.,  2070  Chain  Bridge  Road,  Vienna 

VA  22180 
PROJECT  OFFICER:  Bravy,  Steve 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  This  project  developed  a  medicaid  database  accessible  by 
terminal  and  incorporated  into  a  sophisticated  data  manipulation  and 
statistical  software  system.  This  system  performs  sophisticated  one- 
of-a-kind  analyses  of  costs,  utilization,  and  impact  of  program 
changes  of  new  program  options.  Emphasis  was  on  developing  flexi- 
ble analytical  capabilities  to  perform  a  broad  spectrum  of  analyses  as 
opposed  to  periodic  report  generation.  Nevertheless,  a  sophisticated 
report  generator  is  included.  The  database  includes  all  NCSS  Medi- 
caid data  from  1970  to  the  time  of  study,  fiscal  data  covering  the  same 
period,  and  relevant  AFDC  data.  In  addition,  CPI,  unemployment, 
social  security  and  state  fiscal  data  are  included  in  the  database.  The 
result  is  a  computer  system,  not  a  final  report. 

DESCRIPTORS:  Medicaid,  Statistical  Analysis  Methods  Feature,  Man- 
agement Information  and  Reporting,  Information  Processing,  Data- 
bases Administrative  Information 
STUDY  TYPE:  Other 

PIC  ID  NO:  1254  PROJECT  NO:  SRS  76-4 

FUND  SOURCE:  Research  NTIS  NO:  PB  82-161738 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-76-0053 
COST    (In  Thousands):  FY  76-$  145 
STATUS:  Study  completed. 

Available  from  NTIS, 

No  final  report 
START/END  DATES:  June  '76  through  June  '78 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  Coordinating  Human  Services 

REPORT  TITLE:  Coordinating  Human  Services:  A  Sociological 

Study  of  Interorganizational  Network 
PERFORMER:  University  of  Missouri,  Columbia  MO  65201  and 

Columbia  Regional  Rehabilitation  Institute,  Columbia  MO 

65201 


PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  For  this  research,  a  four-agency  network  in  nine  counties 
in  central  Missouri  was  selected  for  an  intensive  study  of  interagency 
relationships,  which  have  an  important  bearing  upon  the  effective- 
ness with  which  public  services  are  provided  to  disadvantaged  popu- 
lations. Ideally,  services  should  be  coordinated  so  that  clients  will 
receive  all  of  the  benefits  to  which  they  are  entitled  regardless  of  their 
entry  point  into  the  network.  This  study  examined  interagency  in- 
teractions and  service  delivery  to  the  disadvantaged  from  both  an 
empirical  and  a  theoretical  perspective.  The  agencies  studied  were 
the  state  agencies  for  vocational  rehabilitation,  welfare,  employment 
services,  and  the  local  Community  Action  Program  sponsored  by  the 
Office  of  Economic  Opportunity.  Findings  included  the  following: 
(1)  tensions  and  pressures  between  agencies  were  attributed  in  part 
to  political-economic  forces  and  concerns;  (2)  program  changes  lead- 
ing to  enhanced  coordination  between  agencies  were  often  attributa- 
ble to  changes  in  the  political  economy;  and  (3)  the  positions  of 
agency  pairs  on  the  components  of  equilibrium  were  explicable  in 
part  on  the  basis  of  political-economic  considerations.  (Final  report 
151  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Services  Integration,  So- 
cial Services  Delivery  Systems,  Program  Coordination 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0384  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RD  2326-G 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '72  through  June  '73 
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PROJECT  TITLE:  Estimated  Service  Utilization  Rates  and  Service 
Unit  Costs  for  Community  Service  System  Care  of  People 
Affected  with  Chronic  Mental  Illness 

REPORT  TITLE:  Cost  Analysis  of  a  Medical  Health  Delivery 

System  (Community  Support  Program) 
PERFORMER:  Psycho-Social  Health  Care  Associates,  Breakwater 

Road,  Brewster  MA  02631 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-State  and  Local  Administration; 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  The  objective  of  the  study  was  to  develop  service  unit 
cost  and  service  utilization  rates  for  care  of  the  chronically  mentally 
ill  in  a  community  service  program.  The  study  reviewed  the  pro- 
grams offered  by  the  Brockton,  Massachusetts  Multi-Service  Center. 
The  methodology  involved  selection  of  a  random  sample  of  150 
records  of  chronically  mentally  ill  patients,  analysis  of  case  records 
to  determine  services  utilized  and  the  frequency  of  use,  and  analysis 
of  the  center's  financial  accounting  records  to  estimate  service  unit 
costs. 

DESCRIPTORS:  Mental  Health,  Handicapping  Conditions  and  Prob- 
lems, Case  or  Site  Study  Feature,  Research  and  Evaluation  Perfor- 
mance, Auditing  and  Accounting 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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Available  from  PIC 
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PROJECT  TITLE:  Costs,  Competition,  and  Outcomes  in  the 
End-Stage  Renal  Disease  Program 

REPORT  TITLE:  Costs,  Competition,  and  Outcomes  in  the 

End-Stage  Renal  Disease  Program 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Sobaski,  WiUiam  J.;  Rm  2B25,  OAKM  Bldg; 

FTS-934-8286 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-End  Stage  Renal  Disease; 

HCFA-Program  Direction  and  Management-Medicare; 

HCFA-Quality  Control; 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  This  project  investigated  the  role  of  market  forces,  the 
Health  Care  Financing  Administration's  (HCFA's)  reimbursement 
policies,  and  basic  epidemiological  and  demographic  forces  on  costs 
and  outcomes  in  Medicare's  End-Stage  Renal  Disease  (ESRD)  pro- 
gram. Table  1  of  the  report  summarizes  the  study's  background, 
purpose,  scope,  and  major  findings.  Table  2  presents  the  focus  and 
results  from  the  publications  and  other  research  products  that  result- 
ed from  the  study.  Other  tables  include  (1)  distribution  of  ESRD 
market  areas  by  concentration  and  market  size,  1977;  (2)  indications 
of  presence  or  absence  of  competition  in  dialysis  markets,  1978;  and 
(3)  major  potential  benefits  and  criticisms  of  competitive  insurance 
proposals  for  the  ESRD  program.  The  report's  appendices  contain 
the  conclusions  from  several  of  the  reports  produced  as  part  of  the 
project.  The  reports  address  alternative  fiscal  concepts  and  empirical 
cost  determinations.  (Final  report  23  pages  plus  appendices.) 

DESCRIPTORS:  Cost-Effectiveness  Analysis  Feature,  Quality  Assur- 
ance, Renal  Disease,  Federal  Role,  Health  Care  Reimbursement  Sys- 
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MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  95-P-98056/3-03 
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STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROGRAM(S)  EVALUATED: 
HCFA-Quality  Control; 
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ABSTRACT:  The  purpose  of  this  project  was  to  determine  the  cost  of 
utilization  review  (UR)  and  related  activities  conducted  by  Medicare 
fiscal  intermediaries,  by  Medicaid  state  agencies  and  their  contrac- 
tors, and  by  Medicare/Medicaid  state  survey  agencies  for  acute  inpa- 
tient hospital  care  of  federal  beneficiaries.  Determination  of  the  costs 
of  UR  activities  was  accomplished  through  a  study  of  each  kind  of 
organization  and  extrapolation  to  national  estimates  and  estimates  of 
the  incremental  costs  of  Professional  Standards  Review  Organiza- 
tions (PSROs)  and  of  previous  UR  activities.  These  study  results,  in 
conjunction  with  the  results  of  related  studies,  are  part  of  an  overall 
evaluation  of  initial  experience  of  PSROs.  PSROs  are  intended  to 
replace  activities  associated  with  pre-PSRO  utilization  review  of  the 
medical  necessity  and  appropriateness  of  acute  inpatient  hospital  care 
in  both  the  Medicare  and  Medicaid  programs.  (Final  report  260 
pages;  executive  summary  10  pages.) 
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STUDY  TYPE:  Research  and  Data  Development 
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Available  from  PIC, 
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PROJECT  TITLE:  Costs  of  Treating  AIDS  under  Medicaid: 
1986-1991 

REPORT  TITLE:  Costs  of  Treating  AIDS  under  Medicaid: 
1986-1991 

PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  The  Rand  Corporation  conducted  a  five-month  explora- 
tory research  study  to  estimate  the  costs  of  treating  Medicaid-cov- 
ered  AIDS  cases  between  1986  and  1991.  The  report  discusses  the 
problems  of  estimating  the  number  of  AIDS  cases,  forecasts  Medi- 
caid eligibility,  assesses  the  effects  of  private  insurance  coverage  and 
the  effects  of  medical  interventions  on  costs,  and  analyzes  the  conse- 
quences of  policy  changes.  (Final  report  52  pages.) 
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Medicare 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2947  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Coop.  Agree- 
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CONTRACT/GRANT  NO:  99-C-98489/9-03 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Credentialing  of  Health  Care  Professionals:  Its 
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PROJECT  OFFICER: 
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HCFA-Peer  Review  Organization  (PRO); 
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ABSTRACT:  The  report  contains  requirements  and  practices  in  cre- 
dentialing and  recredentialing  of  health  professionals  by  states  and  by 
professional  societies.  Information  on  more  than  20  categories  of 
health  providers  is  included.  Credentialing  activities  of  the  U.S.  Pub- 
lic Health  Service,  Army,  Navy,  Air  Force,  and  Veterans  Adminis- 
tration are  reviewed.  Costs  are  projected  for  Health  Services 
Administration  support  of  all  future  credentialing  and  recredentialing 
requirements  for  health  care  providers  employed  by  HSA.  A  list  of 
references  is  included.  (Final  report  131  pages.) 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-9 
COST    (In  Thousands):  FY  74-$0 

STATUS:  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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PERFORMER:  Birch  and  Davis  Associates,  Inc.,  8905  Fairview 

Road,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Parrish,  David  A. 
PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  The  seven  demonstration  projects  known  as  Integrated 
Data  Demonstrations  (IDD)  were  designed  to  test  alternative  meth- 
ods of  creating  statewide  integrated  databases  containing  selected 
health-related  data,  principally  hospital  billing  and  discharge  abstract 
data.  The  IDD  projects  are  being  implemented  by  various  types  of 
organizations  in  seven  states:  Iowa,  Maine,  Minnesota,  Missouri,  New 
York,  South  Carolina,  and  Vermont.  A  major  focus  of  this  evaluation 
of  the  seven  demonstration  projects  was  developing  the  detailed 
evaluation  design  and  initiating  baseline  data  collection.  Through 
these  systems,  HCFA  hoped  to  achieve  the  reduction  of  duplicative 
and  overlapping  reporting  by  hospitals  as  well  as  provide  a  more 
accurate,  timely,  and  useful  database  to  users. 
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STATUS:  Study  completed. 

Available  from  PIC, 
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Care  Review 

REPORT  TITLE:  Design  of  an  Evaluation  of  PSRO  Long-Term 
Care  Review 

PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Terrell,  Sherry;  Rm  2B14,  OAKM  Bldg; 

301-597-1416 
PROGRAM(S)  EVALUATED: 

HCFA-Peer  Review  Organization  (PRO); 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  A  research  design  was  formulated  to  test  hypotheses  of 
PSRO  LTC  review  effectiveness  in  assuring  appropriate  utilization 
of  services  by  federal  patients  and  adequate  quality  of  services.  As 
part  of  the  assessment  process,  requisite  data  sources  were  identified. 
A  generic  methodology,  which  is  generalizable  to  other  long-term 
care  patient  flow  models,  and  interstate  and  intrastate  PSRO  models 
are  conceptualized;  and  appropriate  analytical  techniques  are  recom- 
mended. Implementation  of  the  evaluation  design  was  not  within  the 
scope  of  this  project.  The  authors  conclude  that  it  is  possible  to  test 
specific  hypotheses  and  evaluate  PSRO  utilization  and  expenditure 
effects.  Given  the  costs  of  primary  data  collection  associated  with 
quality  of  care,  hypotheses  in  this  area  are  less  promising.  An  interim 
report  ("Descriptive  Analysis  of  the  PSRO  Long-Term  Care  Review 
Program:  A  Status  Report")  is  also  available  from  PIC  and  from 
NTIS  (PB  82-131269).  Other  interim  reports  were  produced  but  are 
not  available  from  PIC. 
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HCFA-Research  Demonstration  and  Evaluation; 
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ABSTRACT:  Four  classes  of  specialty  hospitals  (children's,  psychia- 
tric, rehabilitation,  and  long-term)  and  two  types  of  distinct-part  units 
in  general  hospitals  (psychiatric  and  rehabilitation)  are  excluded  from 
the  Medicare  prospective  payment  system  (PPS).  Reimbursement  to 
these  hospitals  is  limited  by  target  ceilings  established  under  the  Tax 
Equity  and  Fiscal  Responsibility  Act  of  1982  (TEFRA).  Chapter  1 
of  this  report  focuses  on  characteristics  and  policy  issues  that  cut 
across  the  four  classes  of  excluded  hospitals,  providing  a  brief  legisla- 
tive history  and  rationale  for  exclusion  under  PPS,  and  presents  data 
on  various  levels  of  Medicare  expenditures  for  these  classes  of  hospi- 
tals. Chapter  2  introduces  the  methods  and  tasks  for  constructing  and 
selecting  the  design  features  of  a  prospective  payment  system  for 
excluded  facilities,  and  analyzes  the  unique  characteristics  to  consider 
in  designing  a  payment  system  for  excluded  facilities.  Chapter  3  re- 
views and  analyzes  relevant  research  studies  and  examines  policy 
implications.  HCFA  Publication  No.  03262. 

DESCRIPTORS:  Medicare  Prospective  Payment  System,  Health  Care 
Reimbursement  Systems,  Hospitals,  Literature  Review  Feature,  Law 
and  Legislation 

STUDY  TYPE:  Research  and  Data  Development 
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MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  developed  a  database  composed  of  baseline 
and  comparative  hospital  utilization  data,  which  was  used  for  prelimi- 
nary analysis  of  the  impact  of  the  hospital  concurrent  review  (CR) 
process  as  required  under  the  Professional  Standards  Review  Organi- 
zation (PSRO)  program.  This  study,  by  establishing  a  PSRO  baseline 
historical  data  set,  enabled  (1)  evaluation  of  concurrent  review  pre- 
PSRO  baseline  historical  data  set,  and  (2)  evaluation  of  concurrent 
review  impact  over  time  on  hospital  utilization.  Analysis  of  the  data 
set  provided  OMB  with  preliminary  estimates  of  the  potential  nation- 
al impact  of  CR  on  hospital  utilization.  The  information  may  also 
provide  PSRO  managers  with  guidance  as  to  the  effectiveness  of 
various  PSRO  models  in  a  wide  range  of  settings. 

DESCRIPTORS:  Quality  Assurance,  Utilization  Review,  Statistical 
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ABSTRACT:  This  study  explored  the  basic  feasibility,  potential  costs, 
as  well  as  state  reactions  to  using  quantitative,  empirically  derived 
performance  measures  to  better  aid  the  federal  government  in  manag- 
ing and  monitoring  the  federal/state  partnership  in  the  Medicaid 
program.  The  basis  for  this  investigation  was  the  process-oriented 
emphasis  of  the  Medicaid  program  and  the  effect  that  emphasis  was 
having  on  states'  ability  to  deal  with  situations  unique  to  those  states. 
It  was  proposed  that  performance  standards  be  used  instead  of  com- 
pliance with  federal  process-oriented  regulations  to  monitor  the  effi- 
ciency of  a  state's  management.  The  degree  to  which  such  standards 
were  achieved  would  be  used  directly  to  determine  a  federal  financial 
incentive  or  penalty.  Consequently,  the  federal  government  would  be 
primarily  observing  the  consequences  of  each  state's  management, 
and  would  not  be  unduly  concerned  with  the  particular  processes  (or 
lack  of  them)  that  the  state  utilized  to  achieve  its  particular  outcomes. 
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Selected  areas  for  performance  standards  were  third-party  liability 
recovery,  fraud  control,  erroneous  expenditures.  EPSDT,  and  prov- 
ider participation.  Four  key  scenerios  were  presented  and  analyzed 
for  levels  and  types  of  precision,  data  collection  costs,  and  sample 
size.  (Final  report  122  pages  plus  appendices.) 
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ABSTRACT:  Domiciliary  care  refers  to  a  number  of  different  arrange- 
ments for  providing  shelter,  food,  and  some  modicum  of  supervision 
of  activities  of  daily  living.  Such  care  is  being  considered  more  often 
as  an  alternative  for  care/support  for  those  elderly  and  mentally 
ill/retarded  people  who  do  not  require  institutionalization  and/or 
medical  care.  Many  Supplemental  Security  Income  (SSI)  recipients 
are  residents  of  these  homes,  which  may  serve,  in  some  cases,  as 
extensions  of  the  old  people's  homes  of  an  earlier  era.  This  paper 
discusses  factors  leading  to  their  growth;  the  limited  data  available  on 
them;  the  range  of  settings  considered  to  be  domiciliary  care  resi- 
dences; and  earlier  attempts  to  analyze  them.  This  paper  by  Hans  C. 
Palmer  is  included  in  "Long-Term  Care:  Perspectives  from  Research 
and  Demonstrations." 
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ABSTRACT:  This  project  focused  on  demonstrating  the  feasibility  of 
reducing  Medicaid  program  costs  by  reducing  the  proportion  of  am- 
bulatory care  performed  in  hospital  outpatient  settings.  This  objec- 
tive was  approached  indirectly  by  making  Medicaid  participation 
more  attractive  to  physicians  through  higher  reimbursement  rates 
and  by  an  active  campaign  to  inform  potential  recipients  of  the  availa- 
bility of  Medicaid  physician  providers.  The  project  site,  Carroll 
County,  Maryland,  is  a  rural-urban  county  with  medical  facilities 
primarily  centered  in  one  community  and  is  reasonably  remote  from 
major  urban  areas.  All  primary  care  physicians  in  the  county  agreed 
to  participate  at  higher  reimbursement  rates.  Potential  recipients  and 
county  welfare  and  health  department  offices  were  notified  of  the 
expanded  supply  of  physicians  participating  in  Medicaid.  Utilization 
and  cost  data  for  physician  services  and  hospital  services  in  the  coun- 
ty were  collected.  Predictions  of  costs  and  utilization  of  physician 
and  hospital  services  that  would  have  occurred  without  this  demon- 
stration were  produced.  These  predictions  and  actual  costs  and  utili- 
zation were  then  compared  to  determine  the  cost-effectiveness  of 
increased  reimbursement. 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  Massachusetts  Department  of  Public  Welfare  re- 
ceived a  one-year  grant  from  HCFA  to  study  the  mandatory  second 
surgical  opinion  program  operating  in  that  state.  Mandated  by  the 
Massachusetts  State  Legislature  in  1976,  this  program  required  all 
Medicaid  beneficiaries  who  were  recommended  for  any  one  of  eight 
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designated  elective  procedures  to  get  a  second  opinion  before  under- 
going surgery.  The  analysis  focused  on  two  objectives:  to  determine 
the  impact  of  the  mandatory  second-opinion  program  on  the  amount 
of  surgery  performed  and  to  determine  the  program's  cost-effective- 
ness. Among  the  results  in  the  statewide  analysis  were  the  following: 
analysis  of  monthly  surgical-rate  data  from  all  five  areas  indicated  a 
20%  reduction  in  the  number  of  Consultation  Program  for  Elective 
Surgery  (CPES)  operations  in  the  year  following  program  implemen- 
taton  (based  on  less  than  12  months  of  post-implementation  data  in 
three  of  the  five  health  care  foundation  areas).  The  greatest  reduc- 
tions statewide  were  hysterectomies  (26%),  hemorrhoidectomies 
(23%),  menisectomies  (23%),  and  tonsillectomy/adenoidectomies 
(22%).  Based  on  the  surgery-rate  analysis  of  post-implementation 
data  for  three  areas  of  the  state,  the  report  estimated  that  statewide 
net  savings  to  Medicaid  during  the  first  year  were  $856,500  for  a 
savings/cost  ratio  of  3.9:1.  The  project's  best  estimate  of  net  program 
savings  in  Bay  State  and  Central  Massachusetts  alone  was  $442,400 
for  a  savings/cost  ratio  of  3.6:1.  (Final  report  204  pages.) 
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ABSTRACT:  This  study  examined  the  effects  of  state  hospital  prospec- 
tive reimbursement  (PR)  programs  on  access  to  health  services.  The 
evaluation  of  15  diverse  state  PR  programs  found  that  (1)  the  expan- 
sionary health  policy  of  the  1960s  achieved  major  gains  in  access  to 
health  care,  particularly  for  the  poor  and  elderly,  although  not  all 
needy  citizens  shared  in  the  gains;  (2)  the  constraining  policies  of  the 
1970s  did  not  reverse  these  gains;  specifically,  while  a  few  state  PR 
programs  reduced  access  by  some  measures,  the  reductions  were  in 
no  case  of  sufficient  magnitude  to  eliminate  the  access  gains  estab- 
lished during  the  earlier  expansionary  period;  and  (3)  the  fact  that 
relatively  few  adverse  effects  were  discovered  across  all  of  the  differ- 
ent measures  employed  suggests  that  PR  programs  generally  did  not 
trade  reimbursement  savings  for  access  penalties.  The  report  includes 
a  discussion  of  trends  in  access,  a  conceptual  framework  and  research 
design  for  analyzing  access,  and  descriptive  and  multivariate  analyses 
of  utilization  and  PR.  See  also  PIC  ID  Nos.  1870-1870.3,  1870.5,  and 
1870.6.  (Final  report  269  pages.) 
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ABSTRACT:  This  report  is  one  of  several  resulting  from  an  evaluation 
of  the  impact  of  15  prospective  reimbursement  (PR)  programs.  The 
report  estimates  the  direct  effects  of  PR  programs  on  hospital  reve- 
nue and  examines  the  resulting  changes  in  hospital  expense,  hospital 
utilization,  and  hospital  financial  status  (net  income,  liquidity,  and 
solvency).  All  analyses  were  originally  carried  out  with  data  from 
1970-1979;  some  of  the  analyses  were  updated  with  data  through 
1983.  The  results  show  that  (1)  11  PR  programs  were  effective  in 
slowing  the  rate  of  increase  of  hospital  revenue  and  expenses;  (2)  only 
four  of  the  15  PR  programs  achieved  no  savings;  and  (3)  through 
1979,  some  deterioration  in  the  financial  status  of  hospitals  is  associat- 
ed with  five  PR  programs.  The  findings  suggest  that  prospective 
reimbursement  is  an  effective  mechanism  for  slowing  inflationary 
trends  in  the  hospital  industry.  See  also  PIC  ID  Nos.  1870-1870.4  and 
1870.6. 
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ABSTRACT:  This  report  is  one  of  several  on  the  evaluation  of  the 
impact  of  15  state  hospital  prospective  reimbursement  (PR)  pro- 
grams. It  summarizes  the  effects  of  state  PR  programs  on  patient 
mortality,  hospital  accreditation,  and  other  measures  of  the  quality  of 
care  in  hospitals.  The  results  include  (I)  between  1974  and  1983, 
mortality  rates  generally  declined  in  PR  states;  (2)  there  are  some 
indications  that  the  mortality  rate  would  have  declined  even  more  in 
the  absence  of  PR;  (3)  there  is  no  indication  that  the  level  of  cost 
saving  in  PR  states  is  directly  correlated  with  mortality  rates;  (4)  state 
adoption  of  PR  programs  does  not  appear  to  be  systematically  as- 
sociated with  deterioration  in  the  accreditation  status  of  hospitals; 
and  (5)  PR  programs  are  associated  with  relative  reductions  in  the 
ratio  of  ancillary  service  charges  to  total  hospital  charges,  which  is 
evidence  that  the  programs  affect  patterns  of  medical  treatment  in 
hospitals.  See  also  PIC  ID  Nos.  1 870- 1 870. 5.  (Final  report  286  pages. ) 
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ABSTRACT:  This  evaluation  studied  union  health  insurance  programs 
that  required  a  second  opinion  to  be  obtained  by  the  patient  before 
surgery  was  performed.  The  main  objective  of  this  evaluation  was  to 
determine  whether  or  not  presurgical  screening  (second  surgical 
opinions)  results  in  a  reduction  of  surgery  performed  and  economic 
savings.  Evaluation  issues  examined  were  the  rates  of  confirmation/ 
nonconfirmation  of  second  surgical  opinions;  surgical  procedures 
most  affected  by  second  opinions;  the  costs  associated  with  consulta- 
tions and  alternative  medical  treatment;  and  the  generalizability  of 


results.  The  economic  analysis  consisted  of  utilizing  the  claims  and 
medical  records  of  approximately  700  members,  consisting  of  350 
nonconfirmed  cases  matched  to  350  confirmed-for-surgery  cases. 
Among  the  results  were  the  following:  18%  of  participants  in  a  man- 
datory program  received  a  nonconfirmation  from  the  consultant; 
approximately  33%  in  the  voluntary  group  received  a  nonconfirma- 
tion; a  benefit-cost  ratio  of  2.63:1  was  found  merging  program  bene- 
fits (fewer  work  loss,  home  loss  and  restricted  activity  days  for  those 
avoiding  surgery)  and  program  cost  ($203,300  for  2  years). 
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ABSTRACT:  This  report  highlights  some  of  the  research  and  evalua- 
tion issues  to  be  addressed  in  subsequent  projects.  It  (1)  provides  an 
overview  of  end-stage  renal  disease  (ESRD);  (2)  identifies  and  dis- 
cusses evaluation  issues  and  questions  related  to  the  ESRD  program; 
(3)  reviews  related  HCFA  research  and  evaluation  studies;  (4)  pro- 
vides a  conceptual  and  organizational  framework  for  understanding 
and  classifying  the  evaluation  issues  into  study  areas;  (5)  analyzes 
each  evaluation  issue  and  discusses  the  background,  feasibility,  possi- 
ble evaluation  designs,  study  methods,  measures,  and  data  require- 
ments that  needed  to  be  explored;  and  (6)  presents  an  evaluation  plan 
that  is  cross-indexed  to  the  evaluation  issue  matrix.  See  also  PIC  ID 
No.  1858.1.  (Final  report  95  pages  plus  appendices.) 
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ABSTRACT:  Three  support  documents  are  available  from  PIC  for  the 
end-stage  renal  disease  (ESRD)  program  research  and  evaluation 
plan.  "Evaluation  Issues  Specifications"  outlines  a  set  of  studies  that 
address  key  program  issues:  impact  of  new  technology  on  patients, 
providers,  and  public  policy;  impact  of  the  ESRD  data  systems  initia- 
tive; effect  of  the  prospective  reimbursement  regulations  on  quality 
of  care;  and  effect  of  the  network  activities  on  improving  linkages  of 
patients  to  rehabilitation  services.  "Analysis  of  Selected  Factors  in 
ESRD  Programs"  defines  the  central  office  policy  on  treatment  mo- 
dality selection;  documents  the  treatment  selection  procedures  within 
networks  and  facilities;  and  assesses  the  degree  to  which  network/ 
facility  criteria  conform  to  central  office  expectations.  "Literature 
Review  of  Alternative  Treatment  Modalities  for  ESRD"  presents  a 
state-of-the-art  assessment  of  the  modality  options  available  at  the 
time  of  the  study  to  treat  end-stage  renal  disease.  See  also  PIC  ID  No. 
1858.  (Final  reports  52  pages  plus  appendices,  40  pages  plus  attach- 
ments, and  85  pages,  respectively.) 
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ABSTRACT:  This  report  provides  planners  for  child  health  assessment 
programs  with  data  about  the  Medicaid  treatment  expenditures  paid 
on  behalf  of  children  screened  and  referred  for  treatment  under  Title 
XIX  Early  and  Periodic  Screening,  Diagnosis  and  Treatment 
(EPSDT)  program.  The  data  presented  provide  planning  figures  so 
that,  after  a  planner  has  estimated  (1)  the  number  of  children  to  be 
screened;  (2)  the  rate  of  referral  (by  age  group);  (3)  the  percent  of 
referred  children  that  showed  for  treatment;  and  (4)  the  percent  of 
those  showing  for  treatment  for  whom  payments  are  made,  the  plan- 
ner can  assess  a  value  in  1976  dollars  to  the  new  costs  of  treatment 
that  would  be  incurred  in  an  expanded  program.  (Final  report  272 
pages.) 
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ABSTRACT:  This  study  assessed  the  status  of  the  federal  Early  Period- 
ic Screening,  Diagnosis,  and  Treatment  (EPSDT)  programs  in  Flori- 
da, Illinois,  Louisiana,  New  Orleans,  Oklahoma,  South  Carolina, 
Texas,  and  Washington.  Visits  were  made  to  the  sites  and  data  were 
collected  on  the  programs  to  determine  what  activitie  are  taking 
place,  what  data  are  being  recorded  and  stored,  and  how  the  stored 
data  are  used  for  program  monitoring,  evaluation,  and  planning.  The 
data  were  recorded  on  state  system  information  flow  charts,  state 
data  file  matrices,  and  state  EPSDT  component  matrices  for  analysis. 
Findings  indicate  that  there  are  a  variety  of  administrative  structures; 
EPSDT  efforts  could  be  described  as  screening  programs  with  diag- 
nosis and  treatment  services  or  as  full-range  programs.  Screening 
prodecures,  which  are  the  primary  thrust  of  EPSDT,  cost  from  $8 
to  $27  per  client  and  are  conducted  through  public  clinics  and/or  sole 
providers.  There  is  an  apparent  problem  in  continuity  between 
screening  and  diagnosis  and  treatment,  partly  due  to  billing  complica- 
tions and  partly  due  to  location  of  eligible  children,  particularly  medi- 
cally needy  children.  Case  management  is  the  most  critical 
determinant  of  EPSDT  success,  and  strong,  aggressive  case  manage- 
ment seems  to  overcome  the  program's  structural  limitations.  Also 
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available  from  PIC  are  "Literature  Analysis:  Evaluation  of  Delivery 
of  Preventive  Pediatric  Health  Services  and  Case  Management  Sys- 
tems'" and  "State  and  Local  EPSDT  Evaluation  and  Planning  Mod- 
el." 
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ABSTRACT:  The  primary  objective  of  the  study  was  to  develop  a 
national  estimate  of  Medicaid  expenditures  on  behalf  of  the  chronical- 
ly mentally  ill.  The  chronically  mentally  ill  were  defined  in  terms  of 
specific  diagnostic  codes.  Data  on  actual  expenditures  were  collected 
for  nonsample  states.  Medicaid  expenditures  for  the  chronically  men- 
tally ill  were  tabulated,  analyzed  and  combined  to  project  national 
expenditure  estimates.  Tables  were  produced  that  estimate  both  ex- 
penditures and  recipients  by  recipient  eligibility,  age,  and  type  of 
provider,  and  by  diagnostic  category  and  type  of  provider.  A  state- 
by-state  analysis  of  Medicaid-funded  mental  health  benefits  was  also 
produced. 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-115255 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-80-0014 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '79  through  May  '80 


0942 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  a  Developmental  Screening  and 
Diagnostic  Test  Battery 

REPORT  TITLE:  Evaluation  of  a  Developmental  Screening  and 

Diagnostic  Test  Battery 
PERFORMER:  State  of  New  York,  Albany  NY  12243 
PROJECT  OFFICER:  Weinberg,  Joan 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  The  Psychodiagnostic  Laboratory  at  the  University  of 
Rochester  developed  a  battery  of  subtests  from  several  existing, 
standardized  tests;  the  battery  assesses  several  dimensions  of  a  child's 
development  and  yields  a  profile  rather  than  a  unitary  score.  Each 
child's  progress  is  measured  against  his  own  potential.  This  project 
(1)  developed  a  short  (20-30  minute)  screening  battery  based  on  the 
full  battery;  (2)  validated  the  screening  battery  against  the  full  bat- 
tery; (3)  demonstrated  the  operational  feasibility  of  the  entire  ap- 
proach in  an  urban  EPSDT  setting;  (4)  demonstrated  that  the  test 
battery  provides  guidance  for  treatment;  and  (5)  compared  the  new 
approach  with  others  in  terms  of  cost  and  effectiveness.  Children 
with  problems  that  were  found  using  the  screening  battery  were 
referred  to  service  providers,  and  the  usefulness  of  test  results  to 
service  providers  was  evaluated.  Data  on  costs  were  also  prepared. 

DESCRIPTORS:  Preventive  Health  Care,  Testing  and  Tests,  Child 
Development,  Handicapping  Conditions  and  Problems 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1359  PROJECT  NO:  SRS  75-7 

FUND  SOURCE:  Research  NTIS  NO:  PB  292-775/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  ll-P-90244/2-01  ^ 
COST    (In  Thousands):  FY  75-$  105 
STATUS:  Study  completed. 

Available  from  NTIS 
START/END  DATES:  June  '75  through  January  '78 


0943 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Community-Oriented  Long-Term 
Care  Demonstration  Projects 

REPORT  TITLE:  Evaluation  of  Community-Oriented  Long-Term 

Care  Demonstration  Projects 
PERFORMER:  Berkeley  Planning  Associates,  3200  Adeline  Street, 

Berkeley  CA  94703,  Yordi,  Cathleen 
PROJECT  OFFICER:  Ellingson,  Kathy;  Rm  1E6,  OAKM  Bldg; 

301-597-2305 
PROGRAM(S)  EVALUATED:  . 

HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  The  Health  Care  Financing  Administration  (HCFA) 
sponsored  13  demonstration  projects  that  provided  long-term  care 
services  under  special  waivers  in  order  to  acquire  for  clients  services 
that  typically  were  not  permitted  under  Medicare  and  Medicaid  reim- 
bursement procedures.  The  projects  tested  whether  a  comprehensive 
mix  of  community-based  health  and  social  services  delivered  on  a 
timely  basis  and  better  tailored  to  a  client's  needs  can  prevent  in- 
dividuals from  moving  out  of  the  community  and  away  from  in- 
dependent living  to  expensive  institutional  care.  The  demonstration 
projects  were  located  in  California,  Oregon,  Wisconsin,  Texas,  Con- 
necticut, New  York,  Florida,  and  South  Carolina. 
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DESCRIPTORS:  Demonstration  Projects,  Long  Term  Care,  Health 
Care  Delivery  Systems,  Case  or  Site  Study  Feature,  Community 
Based  Care 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1867  PROJECT  NO:  HCFA  80-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-80-0073 

COST    (In  Thousands):  FY  80-$544,  FY  81-$666,  FY  82-$791,  FY 

84-$372 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '80  through  May  '87 


0944 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Long-Term  Care  Accounting 
Systems 

REPORT  TITLE:  Evaluation  of  Eight  Long-Term  Care  Charts  of 
Accounts 

PERFORMER:  Wolf  and  Company,  1100  17th  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Hickman,  William  L.;  Rm  239,  EHR  Bldg; 

FTS-987-6369 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-Long  Term  Care; 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  A  study  was  sponsored  by  the  Social  and  Rehabilitation 
Service  of  HEW  to  evaluate  accounting  practices  for  long-term  care 
facilities.  Two  basic  study  objectives  were  identified:  (1)  evaluate  the 
advantages  and  disadvantages  of  mandating  the  use  of  charts  of  ac- 
counts pertaining  to  long-term  care;  and  (2)  develop  recommenda- 
tions on  the  feasibility  of  requiring  uniform  accounting  practices  as 
a  condition  of  participation  in  Medicare  long-term  service  provision. 
Eight  different  charts  of  accounts  were  reviewed  that  had  been  de- 
signed for  or  were  being  used  by  skilled  nursing  facilities  or  inter- 
mediate care  facilities.  Evaluation  results  are  presented  in  tabular 
form  in  relation  to  fundamental  objectives,  operational  objectives, 
and  prescriptive  criteria;  also  major  cost  groupings  for  the  eight 
charts  of  accounts  are  detailed.  Issues  affecting  the  adoption  of  a 
uniform  chart  of  accounts  are  discussed,  along  with  factors  in  chart 
implementation.  (Final  report  78  pages.) 

DESCRIPTORS:  Auditing  and  Accounting,  Long  Term  Care,  Nursing 
Homes,  Management  Techniques 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0467  PROJECT  NO:  SRS  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  251-708 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-75-22 
COST  (In  Thousands):  FY  75-$  10 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  January  '76 


0945 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Development  of  a  Medicaid  Management  Control 
System 

REPORT  TITLE:  Evaluation  of  Erroneous  Medicaid  Expenditures 
(Four  Reports) 

PERFORMER:  Control  Analysis  Corporation,  800  Welch  Road, 

Palo  Alto  CA  94304 
PROJECT  OFFICER:  Hickman,  William  L.;  Rm  239,  EHR  Bldg; 

FTS-987-6369 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  This  project  studied  erroneous  Medicaid  expenditures 
and  methods  of  detection  and  control.  The  first  report  ("Program 
Review  Guide  for  the  Assessment  of  State  Controls  on  Erroneous 
Medicaid  Expenditures")  is  a  procedural  guide  for  carrying  out  state 
assessments  of  Medicaid  claims  processing  control  systems.  The  as- 
sessment includes  (1)  a  qualitative  investigation  of  the  state's  process- 
ing system  and  control  procedures;  (2)  tabulation  of  performance 
statistics  for  the  various  types  of  errors;  and  (3)  sampling  of  paid 
claims  and  claim  refunds  or  adjustments.  A  second  report  ("A  Guide 
for  Control  of  Erroneous  Medicaid  Expenditures")  shows  how  the 
assessment  system  can  be  used  to  initiate  specific  corrective  controls, 
based  in  part  on  an  eight-state  test.  A  third  report  ("Final  Report:  An 
Evaluation  of  Erroneous  Medicaid  Expenditures")  serves  as  the  pro- 
ject's executive  summary.  A  two-volume  report  ("Medicaid  Bill 
Processing  System  Test:  A  User's  Guide  and  Test  Package)  is  also 
available.  A  1976  modification  provides  a  software  package  for  states 
to  check  for  errors  when  reprocessing  claims  already  paid  and  a  test 
package  for  federal  use  in  checking  state  edit  procedures.  All  four 
reports  are  also  available  from  NTIS  (Nos.  PB  271-897/AS,  PB  271- 
898/AS,  PB  271-899/AS,  and  PB  281-270/AS,  respectively). 

DESCRIPTORS:  Quality  Assurance,  Fraud  and  Abuse,  Technical  As- 
sistance, Auditing  and  Accounting,  State  or  Local  Administration, 
Management  Techniques,  Health  Insurance  and  Financing,  Survey 
or  Questionnaire  Feature,  Operations  Research  Feature,  Medicaid 
STUDY  TYPE:  Other 

PIC  ID  NO:  0595  PROJECT  NO:  SRS  75-1 

FUND  SOURCE:  Research  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-75-0008 

COST    (In  Thousands):  FY  75-$133,  FY  76-$160,  FY  77-$167 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  October  '77 


0946 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Impact  of  Hawaii's  Mandatory 
Health  Insurance  Law:  A  Report  on  the  Hawaii  Prepaid 
Health  Care  Act 

REPORT  TITLE:  Evaluation  of  Impact  of  Hawaii's  Mandatory 
Health  Insurance  Law:  A  Report  on  the  Hawaii  Prepaid 
Health  Care  Act 

PERFORMER:  Martin  E.  Segal  Company,  730  5th  Avenue,  New 
York  NY  10019 

PROJECT  OFFICER: 


PROJECT  DESCRIPTIONS 
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Health  Care  Financing  Administration 


PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management  (Entire  Program 
Area) 

ABSTRACT:  This  report  examines  the  Hawaii  Prepaid  Heahh  Care 
Act,  which  became  effective  in  1975.  This  law,  the  only  one  of  its 
kind  in  the  nation,  requires  employers  to  provide  minimum  levels  of 
health  insurance  coverage.  Two  questions  are  addressed:  Has  the 
Hawaii  law  affected  the  status  of  federally  funded  health  services 
projects  there?  What  implications  does  the  Hawaii  law  have  for  na- 
tional health  insurance?  The  report  found  that  the  law  had  minimal 
effect  on  health  service  projects.  The  most  significant  finding  is  that 
compulsory  health  insurance  in  Hawaii  has  not  caused  untoward 
effects,  such  as  cost  infiation.  This  is  due  to  the  unique  features  in  the 
Hawaii  health  care  system  that  tend  to  control  cost  and  utilization. 
These  features  appear  to  be  replicable. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Private  Sector,  Law 
and  Legislation,  State  or  Local  Administration,  Case  or  Site  Study 
Feature 

STUDY  TYPE:  Program  Impact;  Case  Studies 

PIC  ID  NO:  1534  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  299-77-0014 
COST    (In  Thousands):  FY  77-$78 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '77  through  November  '78 


0947 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Medicaid  Administrative  Costs 

REPORT  TITLE:  Evaluation  of  Medicaid  Administrative  Costs 
PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 

Street  N.W.,  Washington  D.C.  20004 
PROJECT  OFFICER:  Hickman,  William  L.;  Rm  239,  EHR  Bldg; 

FTS-987-6369 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  This  report  presents  the  findings  of  an  analysis  of  the 
costs  and  revenues  of  state  administration  of  the  Medicaid  program 
(Title  XIX  of  the  Social  Security  Act).  Federal  funding  of  the  Medi- 
caid program  consists  of  payments  for  basic  health  care  services  to 
eligible  individuals  (Medical  Assistance  Payments)  and  financial  sup- 
port to  state  agencies  for  administering  the  program.  This  study 
provided  the  Health  Care  Financing  Administration  (HCFA),  which 
has  federal  responsibility  for  the  Medicaid  program,  with  a  more 
detailed  understanding  of  the  effects  of  federal  policies  relating  to 
federal  support  of  Medicaid  administrative  costs.  (Final  report  92 
pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  State  or  Local  Ad- 
ministration, Auditing  and  Accounting 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1270  PROJECT  NO:  SRS  76.1-9 

FUND  SOURCE:  Research  NTIS  NO:  PB  282-442 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-76-0513 
COST    (In  Thousands):  FY  76.1-$151 


STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '76  through  March  '78 


0948 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Medicaid  Spend-Down 

REPORT  TITLE:  Evaluation  of  Medicaid  Spend-Down  (Nine 
Volumes) 

PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Neuschler,  Edward 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  "Spend-down"  is  the  process  whereby  persons/families 
whose  income  exceeds  the  standard  for  medical  assistance  can 
become  eligible  if  their  medical  expenses  are  large  enough.  This  study 
had  three  purposes:  (1)  to  examine  the  administrative  difficulties  in- 
herent in  operating  a  "spend-down"  program  in  five  states;  (2)  to 
describe  the  "spend-down"  population  in  three  states  and  to  compare 
them  with  other  Medicaid-eligible  groups  in  terms  of  socioeconomic 
and  demographic  characteristics  and  medical  utilization  rates;  and  (3) 
to  estimate  the  percentage  of  eligible  "spend-downers"  who  actually 
have  enrolled  (for  one  state).  Interviews  were  held  with  state  and 
local  program  personnel;  1297  case  records  were  reviewed;  and  974 
Medicaid  applicants  were  interviewed.  A  simulation  model  using 
1970  CHAS-NORC  data  was  developed  to  estimate  the  participation 
rate.  The  "spend-down"  was  found  to  be  extremely  difficult  to  ad- 
minister. "Spend-downers"  differ  only  slightly  from  other  Medicaid 
eligibles.  The  participation  rate  appears  to  be  very  low.  Results  per- 
tain only  to  the  particular  sites  visited  and  are  not  statistically  general- 
izable.  Final  report:  Volume  1  (executive  summary  and  overall 
evaluation),  available  from  NTIS;  Volumes  2-6  (individual  state  re- 
ports); Volumes  7-8  (statistical  appendices);  Volume  9  (participation 
rate).  Volumes  1  and  9  are  available  from  PIC.  (Volume  1  261  pages.) 

DESCRIPTORS:  Eligibility  Issues,  State  or  Local  Administration, 
Health  Insurance  and  Financing,  Survey  or  Questionnaire  Feature, 
Operations  Research  Feature,  Low-Income  Population 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0483  PROJECT  NO:  SRS  74-8 

FUND  SOURCE:  Research  NTIS  NO:  PB  251-316/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-74-0058 

COST    (In  Thousands):  FY  74-$289,  FY  75-$  14,  FY  76-$25 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  February  '76 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Postpayment  Screens  Used  by 
Medicare  Carriers  and  Medicaid  Fiscal  Agents 

REPORT  TITLE:  Evaluation  of  Postpayment  Screens  Used  by 
Medicare  Carriers  and  Medicaid  Fiscal  Agents 
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PERFORMER:  JWK  International  Corporation,  7617  Little  River 

Turnpike,  Annandale  VA  22003 
PROJECT  OFFICER:  Knape,  Larry 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 
HCFA-Medicare  (Entire  Program  Area) 

ABSTRACT:  The  focus  of  this  contract  was  to  compare  the  postpay- 
ment  screens  used  by  contractors  who  serve  as  carriers  for  Medicare 
and  fiscal  agents  for  state  Medicaid  programs.  The  purpose  of  the 
evaluation  was  to  determine  if  there  are  similar  standards  used  for 
both  programs  and,  if  not,  are  there  approaches  used  in  one  program 
that  can  be  applied  effectively  to  the  other  program. 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  Regula- 
tion and  Standard  Setting,  Preventive  Health  Care,  Program  Coordi- 
nation 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1356  PROJECT  NO:  HCFA  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  287-949 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-77-0009 
COST    (In  Thousands):  FY  77-$65 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '77  through  April  '78 


0950 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Swing-Bed  Experiments  to  Provide 
Long-Term  Care  in  Rural  Hospitals 

REPORT  TITLE:  Evaluation  of  Swing-Bed  Experiments  to  Provide 

Long-Term  Care  in  Rural  Hospitals  (Two  Volumes) 
PERFORMER:  University  of  Colorado,  Center  for  Health  Services 

Research,  Denver  CO  80220 
PROJECT  OFFICER:  Duzor,  Spike;  Rm  2306,  OAKM  Bldg; 

301-597-2367 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area) 

ABSTRACT:  This  report  contains  a  technical  description  of  the  evalua- 
tion of  the  swing-bed  experiments  in  Iowa,  South  Dakota,  Texas,  and 
Utah.  Under  these  experiments,  82  rural  hospitals  were  permitted  to 
provide  long-term  care  in  hospital  beds  normally  restricted  to  the 
provision  of  acute  care.  Two  key  features  characterized  the  experi- 
ments: (1)  a  waiver  of  certain  regulatory  standards  usually  required 
of  long-term  care  providers  and  (2)  a  reimbursement  approach  based 
on  incremental  cost.  For  each  of  the  major  components  of  the  study, 
the  report  provides  an  overview  of  the  analytic  approach,  a  descrip- 
tion of  the  data  sources  and  methods  employed,  and  a  presentation 
of  findings  and  policy  recommendations.  A  history  of  the  swing-bed 
experiments  is  also  included.  The  major  conclusions  of  the  study  are 
(1)  it  is  appropriate  to  implement  a  national  swing-bed  program  in 
rural  areas;  (2)  such  a  program  would  benefit  rural  communities  in 
terms  of  meeting  both  long-term  care  and  acute-care  needs;  (3)  assum- 
ing reimbursement  is  based  upon  the  concept  of  incremental  cost  of 
care,  the  swing-bed  approach  is  a  cost-effective  means  of  providing 
long-term  care;  and  (4)  a  number  of  financing,  quality  assurance,  and 
regulatory  issues  must  be  considered  in  structuring  a  national  swing- 
bed  program.  Recommendations  on  these  topics  are  provided.  Both 
volumes  are  available  from  NTIS  (Volume  I,  PB  81-132334;  Volume 
II,  HRP-0903147)  and  from  PIC.  (Vol.  I,  executive  summary,  41  pp.; 
Vol.  II,  final  report,  288  pp.) 


DESCRIPTORS:  Long  Term  Care,  Case  or  Site  Study  Feature,  Urban 
or  Rural  Places  or  Problems,  Hospitals,  Cost-Effectiveness  Analysis 
Feature 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1873  PROJECT  NO:  HCFA  77-4 

FUND  SOURCE:  Research  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  600-77-0051 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '77  through  November  '80 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  Arizona  Health  Care 
Cost-Containment  System  (AHCCCS) 

REPORT  TITLE:  Evaluation  of  the  Arizona  Health  Care 

Cost-Containment  System  (AHCCCS) 
PERFORMER:  SRI  International,  333  Ravenswood  Avenue,  Menlo 

Park  CA  94025 

PROJECT  OFFICER:  Lichtenstein,  Paul;  Rm  2306,  OAKM  Bldg; 

FTS-646-6621 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  report  is  the  first  in  a  series  of  three  reports  evaluat- 
ing the  Arizona  Health  Care  Cost  Containment  System  (AHCCCS), 
which  provides  acute-care  service  to  indigents  in  Arizona.  It  de- 
scribes in  detail  the  implementation  of  the  AHCCCS  during  its  first 
18  months,  October  1982  to  March  1984.  Included  in  the  report  are 
chapters  on  (1)  the  history  and  background  of  the  AHCCCS;  (2)  an 
overview  of  the  program;  (3)  the  role  of  the  administrator  prior  to 
March  15,  1984;  (4)  provider  relations;  (5)  the  information  system 
used;  (6)  the  administration  after  March  15,  1984;  (7)  sources  of 
income  and  expenditures  and  estimated  costs  and  savings;  (8)  the 
bidding  process;  (9)  descriptions  of  the  plans;  (10)  gatekeeping  and 
copayment;  (11)  financial  operation  of  the  plans;  (12)  beneficiary 
eligibility  determination,  enrollment  in  plans,  and  plan  marketing 
activities;  (13)  county  involvement;  (14)  quality  assurance  activities 
and  patient  satisfaction  procedures;  (15)  the  private  sector;  (16)  over- 
sight activities;  and  (17)  policy  implications  of  the  AHCCCS.  The 
final  report  for  the  project  is  due  in  December  1988.  See  also  PIC  ID 
Nos.  2158  and  2158.2. 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Health  Insurance  and 
Financing,  Cost-Effectiveness  Analysis  Feature,  Access  to  Services, 
Quality  Assurance,  Low-Income  Population,  Income  Maintenance, 
Evaluation  by  State  and  Local  Governments,  Case  or  Site  Study 
Feature,  Families  with  Dependent  Children 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2158.1  PROJECT  NO:  HCFA  83-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-83-0027 
COST    (In  Thousands):  Not  available 
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STATUS;  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  June  "83  through  October  '85 


0952 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  Arizona  Health  Care 
Cost-Containment  System  (AHCCCS) 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  SRI  International,  333  Ravenswood  Avenue,  Menlo 
Park  CA  94025 

PROJECT  OFFICER:  Lichtenstein,  Paul;  Rm  2306,  OAKM  Bldg; 

FTS-646-6621 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 
FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  study  is  evaluating  the  implementation,  operation, 
and  impact  of  the  AHCCCS,  a  unique  and  innovative  state-sponsored 
program  that  provides  public  assistance  medical  care  (medical  assist- 
ance) to  residents  of  Arizona  eligible  for  AFDC  and  SSI  cash  pay- 
ments, as  well  as  for  "indigent"  or  "medically  needy"  residents  as 
defined  by  the  state.  The  study  is  evaluating  the  following  major 
innovative  cost-containment  methods,  which  are  unique  to  Arizona 
among  all  state  Medicaid  programs:  (1)  capitation  prepayment  con- 
tracts, awarded  as  a  result  of  competitive  bidding  to  health  care  plans 
that  provide  or  arrange  for  the  provision  of  covered  services;  (2) 
"gatekeeping"  by  a  primary-care  physician  responsible  for  either 
providing  or  authorizing  the  services  to  be  reimbursed  for  the  enrol- 
lees,  including  any  services  provided  by  specialists;  (3)  use  of  nominal 
copayments  as  a  .neans  of  inhibiting  unnecessary  utilization;  (4)  res- 
triction of  freedom  of  choice  of  plans  and  providers;  and  (5)  capitated 
payment  of  federal  financial  participation  by  HCFA  to  the  state  of 
Arizona  based  on  the  number  of  enrollees.  The  study  focuses  on 
measuring  the  effects  of  AHCCS  on  cost,  quality,  and  utilization  of 
health  care  as  well  as  on  patient  access  and  satisfaction.  Two  of  the 
three  reports  generated  by  this  study  are  available  from  PIC.  The 
final  report  is  due  in  December  1988.  See  also  PIC  ID  Nos.  2158.1 
and  2158.2. 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Health  Insurance  and 
Financing,  Cost-Effectiveness  Analysis  Feature,  Access  to  Services, 
Quality  Assurance,  Low-Income  Population,  Income  Maintenance, 
Evaluation  by  State  and  Local  Governments,  Case  or  Site  Study 
Feature,  Families  with  Dependent  Children 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2158  PROJECT  NO:  HCFA  83-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-83-0027 

COST    (In  Thousands):  FY  83-$818,  FY  84-$  1671,  FY  85-$349 
STATUS:  Study  in  process 

START/END  DATES:  June  "83  through  December  '88 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  Colorado  Clinical 

Psychology/Expanded  Mental  Health  Benefits  Experiment 


REPORT  TITLE:  Evaluation  of  the  Colorado  Clinical 

Psychology/Expanded  Mental  Health  Benefits  Experiment 
(Five  Volumes) 

PERFORMER:  SRI  International,  333  Ravenswood  Avenue,  Menlo 

Park  CA  94025,  McCall,  Nelda 
PROJECT  OFFICER:  Steinhardt,  Bruce 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area) 

ABSTRACT:  This  report  presents  the  results  of  a  Medicare  reimburse- 
ment experiment  conducted  in  Colorado  to  determine  the  impact  and 
cost  implications  of  reduced  coinsurance  and  direct  reimbursement  of 
clinical  psychologists  for  Part  B  Mental  Health  Services.  Volume  I 
("Description  of  the  Experiment")  describes  the  experiment  and 
evaluation,  reviews  previous  research  on  the  experimental  issues,  and 
identifies  the  data  sources  for  the  evaluation.  Volume  II  ("Process 
Evaluation")  focuses  on  four  processes  intrinsic  to  the  analysis  of 
direct  reimbursement  to  psychologists:  establishing  qualifications  for 
those  allowed  to  practice  autonomously;  monitoring  their  services; 
defining  services  to  be  covered;  and  developing  reimbursement  levels 
(including  coinsurance  rates).  Volume  III  ("Provider  Question- 
naire") presents  data  from  the  survey  questionnaire  that  was  mailed 
in  January  1978  to  psychologists  and  psychiatrists  practicing  in 
Colorado.  Volume  IV  ("Beneficiary  Survey")  presents  data  from  the 
survey  of  Medicare  beneficiaries  that  was  conducted  in  Colorado 
early  in  1979.  Volume  V  ("Impact  of  the  Experiment  on  the  Use, 
Cost,  and  Delivery  of  Medicare  Services")  evaluates  the  effect  of  the 
experiment  on  the  use,  cost,  and  delivery  of  medical  and  mental 
health  services.  (Final  reports  73  pages,  137  pages  plus  appendices, 
35  pages  plus  appendices,  198  pages  plus  appendices,  and  146  pages 
plus  appendices,  respectively.) 

DESCRIPTORS:  Mental  Health,  Health  Insurance  and  Financing,  Cer- 
tification and  Licensing 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1869  PROJECT  NO:  HCFA  76-2 

FUND  SOURCE:  Research  NTIS  NO:  PB  82-136151 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  600-76-0168 

COST    (In  Thousands):  FY  76-$518,  FY  78-$67,  FY  81-$15 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '76  through  May  '81 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  Cost-Effectiveness  of  the 
Collection  of  Third-Party  Liability  by  State  Medicaid 
Agencies 

REPORT  TITLE:  Evaluation  of  the  Cost-Effectiveness  of  the 
Collection  of  Third-Party  Liability  by  State  Medicaid 
Agencies 

PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 

22101 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  This  report  studied  the  cost-effectiveness  of  various  ap- 
proaches state  Medicaid  agencies  had  implemented  to  collect  from 
third-party  payors.  It  provided  for  in-depth  analysis  of  third-party 
liability  (TPL)  activities  in  four  states:  California,  Michigan,  Min- 
nesota, and  North  Carolina.  Recommendations  were  made  as  to  how 
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all  states  might  improve  their  collection  of  TPL.  Examples  of  TPL 
resources  included  health  insurance  resources,  casualty/liability  in- 
surance resources,  Medicare,  prepaid  private  and  government  health 
care  plans,  and  absent  parent  and/or  responsible  relative  resources. 
Areas  researched  were  identification  of  health  insurance  resources; 
measuring  state  TPL  program  performance;  costs  and  benefits  of  _ 
TPL  programs;  problem  areas;  and  concepts  and  definitions  impor- 
tant in  TPL  programs.  Recommendations  included  the  following:  (1) 
designate  a  focal  point  at  Health  Care  Financing  Administration 
(HCFA)  for  TPL  issues  in  the  Medicaid  and  Medicare  programs;  (2) 
review  and  revise  federal  TPL  regulations;  (3)  review  the  Medicaid 
quality  control  (MQC)  third-party  liability  review  program;  (4)  in- 
crease and  coordinate  the  technical  assistance  available  to  state  Medi- 
caid agencies;  and  (5)  initiate  federal  intra-  and  interagency 
cooperation  on  specific  issues  of  TPL  collection.  (Final  report  115 
pages.) 

DESCRIPTORS:  Medicaid,  State  or  Local  Government,  Cost-Effec- 
tiveness Analysis  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1753  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-79-0050 
COST    (In  Thousands):  FY  79-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  August  '79  through  August  '81 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  HCFA  Alcoholism  Services 
Demonstration  (Five  Phases) 

REPORT  TITLE:  Not  yet  determined  (Phases  II-V) 
PERFORMER:  Lawrence  Johnson  &  Associates,  Inc.,  4545  42nd 

Street  N.W.,  Washington  D.C.  20016 
PROJECT  OFFICER:  Lichtenstein,  Paul;  Rm  2306,  OAKM  Bldg; 

FTS-646-6621 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Medicaid  (Entire  Program  Area); 

PHS-ADAMHA-Alcoholism-Research  and  Demonstration 

ABSTRACT:  This  contract  is  to  evaluate  a  demonstration  project  that 
provides  Medicaid  and  Medicare  reimbursement  to  freestanding  al- 
coholism treatment  centers  (6  grantees  each  administering  18  sites). 
The  evaluation  will  focus  on  the  impact  of  Medicare  and  Medicaid 
waivers  on  client  and  service  utilization.  Medicaid  and  Medicare  total 
health  care  costs,  and  the  relative  costs  of  care  provided  by  different 
health  care  professional  personnel.  Lawrence  Johnson  &  Associates 
completed  a  research  design  in  March  1983  under  the  Phase  I  con- 
tract. The  current  contract  for  Phases  II-V  is  intended  to  implement 
the  research  design  through  data  collection,  analysis,  and  report 
preparation.  (This  project  is  co-sponsored  by  the  National  Institute 
on  Alcohol  Abuse  and  Alcoholism.)  See  also  PIC  ID  No.  2028. 

DESCRIPTORS:  Alcoholism,  Clinics,  Health  Insurance  and  Financing, 
Demonstration  Projects 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2028.1  PROJECT  NO:  HCFA  83-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  500-83-0023 

COST  (In  Thousands):  FY  83-$0,  FY  84-$0,  FY  85-$0,  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  April  '83  through  January  '89 
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PROJECT  TITLE:  Evaluation  of  the  HCFA  Alcoholism  Services 
Demonstration  (Five  Phases) 

REPORT  TITLE:  Evaluation  of  the  HCFA  Alcoholism  Services  » 

Demonstration  (Phase  I) 
PERFORMER:  Lawrence  Johnson  &  Associates,  Inc.,  4545  42nd 

Street  N.W.,  Washington  D.C.  20016 
PROJECT  OFFICER:  Lichtenstein,  Paul;  Rm  2306,  OAKM  Bldg; 

FTS-646-6621 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Medicaid  (Entire  Program  Area); 

PHS-ADAMHA-Alcoholism-Research  and  Demonstration 

ABSTRACT:  This  contract  was  to  evaluate  a  demonstration  project 
that  provides  Medicaid  and  Medicare  reimbursement  to  freestanding 
alcoholism  treatment  centers  (6  grantees  each  administering  1 8  sites). 
The  evaluation  focused  on  the  impact  of  Medicare  and  Medicaid 
waivers  on  client  and  service  utilization.  Medicare  and  Medicaid 
costs,  and  the  relative  costs  of  care  provided  by  different  health  care 
professional  personnel.  In  Phase  I,  the  research  plan  was  developed 
and  data  were  collected  for  the  baseline  period  and  first  few  months 
of  operation.  An  additional  contract  was  awarded  for  Phases  II-V. 
See  also  PIC  ID  No.  2028.1.  (Executive  summary  26  pages.) 

DESCRIPTORS:  Alcoholism,  Clinics,  Health  Insurance  and  Financing, 
Demonstration  Projects 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2028  PROJECT  NO:  HCFA  81-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-81-0049 
COST    (In  Thousands):  FY  86-$251 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  September  '81  through  March  '83 


0957 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  the  Effects  of  Reimbursing  for 
Home  Dialysis  Aide  Services 

REPORT  TITLE:  Evaluation  of  the  Home  Dialysis  Aide 
Demonstration 

PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Duzor,  Spike;  Rm  2306,  OAKM  Bldg; 

301-597-2367 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-End  Stage  Renal  Disease 

ABSTRACT:  The  evaluation  of  the  home  aide  reimbursement  demon- 
strations resulted  in  several  important  findings  about  the  effects  of  the 
home  aide  program  on  the  cost  of  dialysis  services  as  well  as  findings 
regarding  the  characteristics  of  dialysis  settings.  The  key  findings 
from  the  study  are  summarized  as  follows:  (1)  Based  on  the  detailed 
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analysis  of  27  facilities,  it  was  found  that  cost  of  dialysis  in  the  home 
setting  was  less  than  two-thirds  the  maintenance  dialysis  cost  in  the 
facility  setting  when  the  experimental  provision  of  aide  payment  was 
excluded  from  the  calculation.  When  aide  payments  were  included, 
the  cost  of  the  home  setting  was  just  over  70%  of  the  cost  of  facility 
dialysis.  The  average  cost  per  maintenance  dialysis  in  the  facility 
setting  was  $150.79  and  for  home  dialysis  $93.59  without  aide  pay- 
ments and  $107.50  with  aide  payments;  (2)  The  cost  of  facility-based 
maintenance  dialysis  was  found  to  be  lower  in  the  for-profit  facilities 
($131.67)  than  in  the  not-for-profit  facilities  ($157.48);  (3)  Similarly, 
the  cost  of  home  dialysis  was  lower  in  the  for-profit  facilities  ($87.54) 
than  in  the  not-for-profit  facilities  ($95.85);  (4)  Overall,  there  ap- 
peared to  be  little  or  no  differences  between  hospital-based  and  free- 
standing facilities  in  the  demographic  and  medical  characteristics  of 
hemodialysis  patients;  and  (5)  Home-based  hemodialysis  patients 
were  generally  found  to  be  younger,  to  be  in  better  physical  condi- 
tion, and  to  have  higher  income  levels  than  facility-based  patients. 

DESCRIPTORS:  Morbidity  and  Mortality,  Demonstration  Projects, 

Renal  Disease 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1875  PROJECT  NO:  HCFA  78-8 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0054 

COST    (In  Thousands):  FY  79-$210,  FY  80-$344,  FY  81-$264 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  September  '79  through  January  "83 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Methodology  and  Pilot  Evaluation  of  the 
Maximum  Allowable  Cost  for  Drugs  Program 

REPORT  TITLE:  Evaluation  of  the  Maximum  Allowable  Cost 

(MAC)  for  Drugs  Program 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 

PROJECT  OFFICER:  Dobson,  Allen,  Ph.D. 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  The  Maximum  Allowable  Cost/Estimated  Acquistion 
Cost  (MAC/EAC)  regulations  that  became  effective  on  August  26, 
1976,  have  four  major  components:  (1)  MAC  reimbursement  limits 
for  selected  multisource  or  generically  available  drugs;  (2)  EAC 
reimbursement  limits  for  all  drugs;  (3)  "usual  and  customary"  reim- 
bursement limits  for  all  drugs;  and  (4)  a  directive  that  professional  fee 
studies  be  performed  by  each  state.  The  study  examined  the  benefits 
and  costs  of  the  MAC  reimbursement  limits  for  15  dosage  forms  of 
five  multisource  drugs  and  EAC  reimbursement  limits  for  all  drugs 
for  five  selected  states  as  of  1979.  Benefits  were  represented  by  reim- 
bursement savings  incurred  by  the  Medicaid  program  and  costs  were 
represented  by  incremental  administrative  (state  and  federal)  expen- 
ditures. Thus,  the  study's  benefit-cost  ratios  reflected  a  governmental 
budgetary  perspective.  The  study  concluded  that  MAC  reimburse- 
ment savings  may  be  substantially  above  program  administrative 
costs.  The  study's  MAC-related  savings  estimates  understated  the 
potential  of  the  MAC  program  because  MAC  reimbursement  limits 
were  applied  to  more  products  than  those  studied  and  the  number  of 
multisource  products  available  for  MAC  reimbursement  has  in- 
creased. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Survey  or  Questionnaire 
Feature,  Statistical  Data  Feature,  Benefit-Cost  Analysis  Feature 


STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1857  PROJECT  NO:  HCFA  78-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-124687 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0019 
COST    (In  Thousands):  FY  78-S323,  FY  80-$21 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Evaluation  of  Medicare  Competition 
Demonstrations 

REPORT  TITLE:  Evaluation  of  the  Medicare  Competition 

Demonstrations:  A  Preliminary  Analysis  of  the  Use  and  Cost 

of  Services,  Aggregate  HMO  Data 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER:  Friedlob,  Alan;  Rm  2F3,  OAKM  Bldg; 

301-597-2364 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Medicare-Supplementary  Medical  Insurance 

ABSTRACT:  This  project  evaluated  Medicare  competition  demonstra- 
tions, i.e.,  alternative  health  plans  (AHPs)  that  had  potential  to  en- 
hance competition  among  insurers  and  providers,  while  increasing 
choice  of  both  insurance  coverage  and  style  of  service  delivery  for 
Medicare  beneficiaries.  This  evaluation  examined  whether  AHPs  can 
enroll  Medicare  beneficiaries,  promote  competition,  and  eventually 
lower  costs  while  maintaining  quality  of  care. 

DESCRIPTORS:  Elderly,  Competition,  Health  Insurance  and  Financ- 
ing 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2175  PROJECT  NO:  HCFA  83-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-245388/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-83-0047 

COST    (In  Thousands):  FY  83-$1250,  FY  84-$500,  FY  85-5910 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '83  through  June  '86 
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ABSTRACT:  This  report  evaluates  the  Medicare  Part  B  fixed-price 
carrier  experiments  in  Maine,  Illinois,  and  upstate  New  York.  The 
evaluation  examined  the  experiments'  effects  on  program  costs  and 
quality  of  carrier  performance.  Fixed-price  arrangements  were  com- 
pared with  the  previous  systems  in  the  three  areas.  The  performance 
of  each  experimental  contractor  was  also  compared  with  the  perfor- 
mance of  two  comparable  cost-reimbursed  contractors.  Findings  in- 
dicate that  the  fixed-price  contractor  experiments  resulted  in  reduced 
federal  costs  for  carrier  services.  The  decreased  costs  were  achieved 
by  using  different  processing  sites  and  better  processing  systems  and 
through  some  economies  of  scale.  With  the  partial  exception  of  Il- 
linois, no  adverse  impact  of  the  experiments  on  beneficiaries  or  prov- 
iders has  been  found. 
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ABSTRACT:  Alternative  utilization  review  methods  are  being  deve- 
loped due  to  significant  decreases  in  funding  for  the  Professional 
Standards  Review  Organization  (PSRO)  program.  Oklahoma  deve- 
loped a  unique  system  of  focused  review  as  opposed  to  concurrent 
review  that  focuses  on  a  subset  of  hospitals  rather  than  patients  or 
physicians.  The  evaluation  had  five  general  components:  a  utilization 
analysis  describing  hospital  utilization  in  Oklahoma  and  the  compari- 
son state,  Arkansas;  analysis  of  Medicaid  and  Medicare  program 
expenditures  in  each  state;  analysis  of  administrative  costs  of  the 
program  expenditures  in  both  states;  a  case  study;  and  a  systems 
evaluation  combined  findings  from  all  components.  Findings  indicate 
the  OURS  approach  to  be  less  costly  than  that  of  a  traditional  PSRO 
method  of  100%  concurrent  review  but  somewhat  less  effective  in 
controlling  utilization  rates.  The  report  confirms  the  feasibility  of 
using  claims  data  as  a  means  of  less  costly  review,  discusses  reasons 
why  the  system  may  have  been  less  effective,  and  provides  recom- 
mendations for  improving  the  system's  effectiveness. 
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ABSTRACT:  HCFA  sponsored  demonstrations  in  Massachusetts  and 
Oregon  that  permitted  Medicare  beneficiaries  to  be  directly  admitted 
to  a  skilled  nursing  facility  (SNF)  without  having  met  the  three-day 
prior  hospitalization  stay  requirement.  Thus,  under  the  demonstra- 
tion. Medicare  patients  could  be  admitted  to  an  SNF  directly  from 
a  home,  as  a  transfer  within  the  same  nursing  home  or  from  another 
nursing  home,  or  from  a  hospital  after  a  stay  of  less  than  three  days. 
The  evaluation  studied  costs,  utilization,  and  patient-outcome  issues. 
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ABSTRACT:  The  Rural  Health  Clinics  Act  of  1977  (P.L.  95-210)  man- 
dated that  the  Department  of  Health  and  Human  Services  conduct 
demonstrations  in  medically  underserved  urban  areas  to  test  the  rela- 
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live  advantages  and  disadvantages  of  cost-based  and  fee-for-service 
reimbursement  for  physician-directed  clinics  that  employ  physician 
extenders  (physician  assistants  or  nurse  practitioners).  One  demon- 
stration, which  was  implemented  in  August  1983,  involved  approxi- 
mately 40  clinics  in  California  and  Tennessee.  This  study  evaluated 
the  Urban  Health  Clinics  Demonstration,  focusing  on  use,  cost,  and 
quality  of  services.  (Final  report  86  pages.) 

DESCRIPTORS:  Access  to  Services,  Clinics,  Demonstration  Projects, 
Urban  or  Rural  Places  or  Problems 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2173  PROJECT  NO:  HCFA  82-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-82-0025 
COST    (in  Thousands):  FY  82-$807 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '82  through  March  '87 


0964 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  of  Availability  and  Validity  of  Prior  Data 
Useful  for  Evaluating  PSROs 

REPORT  TITLE:  Feasibility  of  Collecting  Baseline  Data  for 

Professional  Standards  Review  Organizations 
PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 

Germantown  MD  20874 
PROJECT  OFFICER 

PROGRAM{S)  EVALUATED:  ' 

HCFA-Quality  Control 

ABSTRACT:  This  report  summarizes  the  results  of  site  visits  to  five 
hospitals  participating  in  the  National  Capital  Professional  Standards 
Review  Organization.  It  makes  suggestions  to  assist  the  Office  of 
Professional  Standards  Review  (OPSR)  in  establishing  a  methodolo- 
gy with  which  to  conduct  a  national  survey  to  gather  baseline  data 
relevant  to  review  processes.  The  ultimate  source  for  gathering  infor- 
mation on  quality  assurance  procedures  is  the  medical  record. 
However,  it  is  often  an  extensive  file  burdened  with  problems  of 
legibility  and  incompleteness.  Any  record  may  be  abstracted  onto 
audit  forms,  even  though  they  often  differ  in  format.  Alternative 
methodologies  suggested  are  (1)  use  of  computerized  abstracting  ser- 
vices whenever  available;  (2)  use  of  abstracting  services  to  select 
medical  records  to  be  abstracted;  (3)  reduction  of  sample  size  to  35 
records  per  hospital  to  increase  accuracy  (typical  abstracts  may  have 
an  error  rate  as  high  as  40%);  and  (4)  a  deeper  look  at  smaller  re- 
presentative samples  over  a  limited  audit  of  50,000  records.  Surrogate 
sources  of  medical  record  data  should  be  used  whenever  available, 
eliminating  costly  abstracting  of  records.  (Final  report  130  pages.) 
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ABSTRACT:  This  project  was  part  of  an  effort  by  SRS  to  learn  more 
about  the  functional  status  of  impaired  individuals  and  the  costs, 
supply  and  use  of  long-term  care  for  impaired  individuals.  A  function- 
al assessment  system  for  adults  who  may  need  long-term  care  was 
developed  by  the  Older  Americans  Resources  and  Services  (OARS) 
project  at  Duke  University.  This  project  field-tested  the  functional 
assessment  questionnaire  developed  as  part  of  that  project  and  eva- 
luated its  reliability,  internal  validity,  and  usefulness  as  well  as  the 
usefulness  of  the  associated  functional  profile.  Three  surveys  con- 
ducted in  both  households  and  institutions  were  used  to  gather  the 
field-test  data  in  three  states  refiecting  variations  in  geographic  re- 
gions, general  level  of  state  resources,  and  state  interest  in  social 
programming.  In  the  aggregate,  the  questionnaire  procedure  appears 
to  produce  a  reasonable  profile  of  the  respondents  in  the  economic 
and  ADL  dimensions.  In  other  dimensions,  the  procedures  tend  to 
significantly  overstate  the  impairment  level  of  the  population.  This 
study  was  financed  by  both  SRS  and  AOA  research  funds. 
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ABSTRACT:  The  OB  Access  Project  was  a  pilot  project  that  operated 
in  13  California  counties  from  July  1,  1979  to  June  30,  1982.  The 
project  goals  were  to  both  improve  access  to  care  in  underserved 
areas  and  improve  pregnancy  outcomes  by  providing  enhanced 
prenatal  care.  In  addition  to  a  standard  comprehensive  prenatal  care 
package,  the  clinics  provided  health  education,  nutrition,  and  psy- 
chosocial services.  The  project  registered  6,774  women.  Of  the  5,388 
who  completed  care  and  gave  birth  to  live  infants,  2,575  were  Medi- 
Cal  beneficiaries  and  2,813  were  Title  V,  low-income  mothers.  The 
findings  of  the  study  are  as  follows:  (1)  87.2%  of  the  registrants 
started  prenatal  care  during  the  first  or  second  trimester;  (2)  Continui- 
ty of  care  was  provided;  84%  of  the  registrants  completed  care  in 
spite  of  a  variety  of  access  barriers;  (3)  Pregnancy  outcomes  for  the 
OB  Access  mothers  were  superior  to  a  matched  group  of  similar 
mothers  from  the  same  counties.  The  OB  Access  mothers  had  a  low 
birthweight  rate  of  4.7%  compared  with  the  match  group  of  7.0%. 
This  indicates  that  the  enhanced  OB  Access  project  prenatal  care 
program  was  effective;  and  (4)  The  benefit-cost  ratio  of  this  OB 
access  program  is  1.7-2.6:1  for  the  short  run,  and  probably  greater  in 
the  long  run  when  compared  with  the  Medi-Cal  program. 

DESCRIPTORS:  Maternal  and  Child  Health,  Access  to  Services, 
Demonstration  Projects,  Infants,  Evaluation  by  State  and  Local  Gov- 
ernments, Family  Planning 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2027  PROJECT  NO:  HCFA  80-7 

FUND  SOURCE:  Research/ 

Other  NTIS  NO:  PB  85-173797/AS 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  l-P-97578/9-03 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC,  ^' 

Available  from  NTIS 
START/END  DATES:  March  '80  through  December  '84 


0967 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Future  Growth  of  the  Long-Term  Care 

Population:  Projections  Based  on  the  1977  National  Nursing 
Home  Survey  and  the  1982  Long-Term  Care  Survey 

REPORT  TITLE:  Future  Growth  of  the  Long-Term  Care 

Population;  Projections  Based  on  the  1977  National  Nursing 
Home  Survey  and  the  1982  Long-Term  Care  Survey 

PERFORMER:  Duke  University,  Durham  NC  27701,  and  Office  of 
Legislation  and  Policy,  Washington  D.C.  20201 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 
X-Many  HHS  Programs-Social  Services; 
HCFA-Medicaid-Long  Term  Care 

ABSTRACT:  The  need  for  long-term  care  services  is  expected  to  grow 
dramatically.  One  of  the  major  determinants  of  this  growth  is  the 
unprecedented  rate  of  increase  of  the  elderly  population,  particularly 
the  very  elderly  population,  consisting  of  those  85  years  of  age  or 
older,  with  its  high  per  capita  service  requirements.  This  paper  makes 
specific  projections  (by  age  and  sex)  to  the  year  2040  of  (1)  the  size 
of  the  institutionalized  elderly  population;  (2)  the  distribution  of  disa- 
bility levels  of  the  noninstitutionalized  elderly  population;  (3)  the 
numbers  of  the  formal  and  informal  care  providers  required  by  per- 
sons of  different  disability  levels;  and  (4)  the  number  of  days  of  care 
provided  by  different  classes  of  care  givers  to  persons  of  different 
disability  levels.  The  report  also  describes  the  data  and  methodology 
used.  (Final  report  20  pages.) 
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ABSTRACT:  The  Office  of  Research  and  Demonstrations  (ORD)  di- 
rects research  focused  on  program  expenditures  as  they  relate  to 
reimbursement,  coverage,  eligibility,  and  management  alternatives 
under  Medicare  and  Medicaid.  Study  activity  also  examines  program 
impact  on  beneficiary  health  status,  access  to  services,  utilization,  and 
out-of-pocket  expenditures.  The  behavior  and  economics  of  care 
providers  and  the  overall  health  care  industry  are  also  topics  of 
investigation.  ORD  annually  publishes  this  report,  which  provides 
basic  information  on  active  intramural  and  extramural  projects  in  a 
brief  format.  These  projects  are  used  to  assess  new  methods  and 
approaches  for  providing  quality  health  care  while  containing  costs, 
and  they  often  provide  the  basis  for  making  critical  policy  decisions 
on  health  care  financing  issues.  Additional  information  on  these  pro- 
jects can  be  obtained  from  ORD/HCFA.  See  also  PIC  ID  Nos. 
2619.1  and  2619.2.  (Final  reports  179,  196,  226,  250,  242,  and  87  pages, 
respectively.) 
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Health  Care,  Regulation  and  Standard  Setting,  Nursing  Homes,  So- 
cial Security,  Uninsured  Population 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2619  2  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '85  through  January  "87 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  Evaluation  of  HMO  Capitation  Demonstrations 

REPORT  TITLE:  Health  Maintenance  Organization  Risk  Contracting 

under  Medicare 
PERFORMER:  Jurgovan  and  Blair,  Inc.,  51  Monroe  Street, 

Rockville  MD  20850,  Edman,  David  E. 
PROJECT  OFFICER:  Friedlob,  Alan;  Rm  2F3,  OAKM  Bldg;  ' 

301-597-2364 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  report  describes  the  operational  aspects  of  health 
maintenance  organizations  (HMOs)  and  competitive  medical  plan 
risk-based  contracting  with  the  Medicare  program.  It  discusses  the 
financial,  marketing,  health  care  delivery,  and  contract  administra- 
tion considerations  surrounding  Medicare  risk-based  contracting 
based  on  the  experience  of  eight  Medicare  capitation  demonstrations 
that  began  in  1980.  These  were  the  first  instances  of  HMOs  being 
provided  Medicare  benefits  under  full-risk,  prospectively  determined 
capitation  rates  with  the  HCFA's  retroactive  adjustment  of  an 
HMO's  actual  costs. 

DESCRIPTORS:  Health  Maintenance  Organizations,  Research  and 
Evaluation  Performance,  Demonstration  Projects,  Elderly,  Health 
Insurance  and  Financing 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2030  PROJECT  NO:  HCFA  81-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-155232/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-81-0017 

COST    (In  Thousands):  FY  81 -$750,  FY  82-$  1200,  FY  84-$220 
STATUS:  Study  completed. 

Available  from  PIC,  .  , 

Available  from  NTIS 
START/END  DATES:  February  '81  through  September  '84  : 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  National  Hospital  Rate-Setting  Study 

REPORT  TITLE:  Impact  of  Prospective  Reimbursement  on  Hospital 

Payroll  Costs  and  Staffing 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138,  Kidder,  David 
PROJECT  OFFICER:  McVicker,  Vic;  Rm  2302,  OAKM  Bldg; 

FTS-934-2901 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  report  explores  the  impact  of  15  state  hospital  pros- 
pective reimbursement  programs  on  hospital  staff  from  1969  through 
1979.  It  addresses  (1)  the  effects  of  prospective  reimbursement  (PR) 
on  the  escalation  of  payroll  costs  and  wage  rates  in  hospitals;  (2)  PR's 
potential  impact  on  hospital  productivity;  and  (3)  the  effects  of  PR 
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on  staffing  levels,  especially  nursing  staff.  The  findings  include  (1) 
overall,  PR  has  been  associated  with  a  reduction  in  payroll  cost 
inflation;  (2)  productivity,  which  declined  in  U.S.  hospitals  during  the 
1970s,  declined  more  slowly  in  PR  states;  (3)  PR  does  not  appear  to 
have  had  a  significant  effect  on  inflation  in  hospital  wage  rates;  and 
(4)  although  PR  has  slowed  the  gradual  increase  in  hospital  staffing 
levels  in  some  states,  nursing  staff  levels  have  not  been  negatively 
affected,  and  registered  nurses  have  actually  increased  their  share  of 
hospital  employment  in  some  PR  states.  See  also  PIC  ID  Nos.  1870 
and  1870.2-1870.6. 

DESCRIPTORS:  Hospitals,  Health  Care  Reimbursement  Systems, 
Nursing  Manpower,  Administrative  Personnel,  Cost  Containment 
Systems,  Statistical  Data  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1870.1  PROJECT  NO:  HCFA  79-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-181403 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0036 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '78  through  January  '84 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  National  Hospital  Rate-Setting  Study 

REPORT  TITLE:  Impact  of  State  Hospital  Prospective 

Reimbursement  Programs  on  Hospital  Capital  Formation, 
Competition  and  Industrial  Structure:  An  Evaluation 

PERFORMER:  Health  Economics  Research,  Inc.,  824  Boylston 
Street,  Chestnut  Hill  MA  02167,  Cromwell,  Jerry 

PROJECT  OFFICER:  McVicker,  Vic;  Rm  2302,  OAKM  Bldg; 
FTS-934-2901 

PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  report  is  one  of  several  resulting  from  an  evaluation 
of  the  impact  of  15  state  hospital  reimbursement  programs  from  1970 
to  1979.  This  report  addresses  hospital  capital  formation  and  hospital 
openings,  closures,  and  mergers  under  prospective  rate  setting.  Find- 
ings include  (1)  a  few  prospective  reimbursement  programs  may  have 
slowed  the  rate  of  capital  formation;  (2)  prospective  reimbursement 
reduced  the  number  of  excess  beds  per  capita  in  Massachusetts  and 
New  York;  and  (3)  evidence  that  the  hospital  industry  has  become 
more  efficient  under  prospective  reimbursement  is  mixed.  See  also 
PIC  ID  Nos.  1870.1-1870.6. 

DESCRIPTORS:  Hospitals,  Health  Care  Reimbursement  Systems, 
Competition,  Cost  Containment  Systems,  Statistical  Data  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1870  PROJECT  NO:  HCFA  79-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-181445 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0036 
COST  (In  Thousands):  Not  available 
STATUS;  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '78  through  January  '84 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  National  Hospital  Rate-Setting  Study 

REPORT  TITLE:  Impact  of  State  Hospital  Prospective 

Reimbursement  Programs  on  Medicare  Hospital  and 

Non-Hospital  Costs 
PERFORMER:  Health  Economics  Research,  Inc.,  824  Boylston 

Street,  Chestnut  Hill  MA  02167,  Cromwell,  Jerry 
PROJECT  OFFICER:  McVicker,  Vic;  Rm  2302,  OAKM  Bldg; 

FTS-934-2901 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance 

ABSTRACT:  This  report,  which  is  one  of  several  resulting  from  an 
evaluation  of  the  impact  of  15  state  hospital  prospective  reimburse- 
ment programs,  addresses  (1)  the  impact  that  state  prospective  reim- 
bursement systems  had  on  Medicare  reimbursements  to  hospitals  on 
a  per  beneficiary  basis  from  1974-1978;  and  (2)  whether  state  prospec- 
tive reimbursement  systems  shifted  expenditures  from  hospital  to 
outpatient  settings  from  1974-1978.  The  findings  indicate  that  (1) 
Medicare  expenditures  have  been  constrained  by  prospective  reim- 
bursement systems;  (2)  Medicare  spent  less  than  expected  on  physi- 
cians in  most  of  the  rate-setting  states  where  it  spent  less  on  hospital 
care;  and  (3)  per  diem  constraints  should  work  in  both  hospitals  and 
outpatient  departments,  but  will  fail  at  controlling  the  rest  of  the 
ambulatory  care  sector.  See  also  PIC  ID  Nos.  1870,  1870.1,  and 
1870.3-1870.6. 

DESCRIPTORS:  Hospitals,  Health  Care  Reimbursement  Systems,  Cost 
Containment  Systems,  Medicare,  Ambulatory  and  Outpatient  Health 
Care 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1870.2  PROJECT  NO:  HCFA  79-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-181544 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0036 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '78  through  February  '84 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Impact  of  the  Medicare  Hospital  Prospective 
Payment  System 

REPORT  TITLE:  Impact  of  the  Medicare  Hospital  Prospective 

Payment  System:  1984  Annual  Report 
PERFORMER:  Office  of  Research  and  Demonstrations,  6340 

Security  Boulevard,  Baltimore  MD  21207 
PROJECT  OFFICER:  Dobson,  Allen,  Ph.D. 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report  was  the  first  in  an  annual  series  that  is  to 
continue  through  1987  and  that  describes  and  analyzes  the  impact  of 
the  Medicare  Hospital  Prospective  Payment  System  (PPS)  on  hospi- 
tals. Medicare  beneficiaries,  other  providers  of  health  care,  other 
payers  for  inpatient  hospital  services,  and  program  expenditures.  Be- 
cause 1984  was  the  first  year  of  the  PPS,  data  and  therefore  conclu- 
sions about  the  program's  impact  are  limited.  However,  the  new 
system  appears  to  have  been  implemented  smoothly,  and  to  have 
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encouraged  substantial  changes  in  the  behavior  of  hospitals  and  of 
other  major  groups  within  the  health  care  sector.  Many  of  these 
changes  are  as  anticipated  by  those  who  designed  and  enacted  the 
PPS,  although  some  changes  (particularly  the  decrease  in  Medicare 
admissions)  were  not  anticipated.  The  rate  of  growth  of  Medicare- 
benefit  payments  appears  to  have  decreased  under  the  PPS,  led  by  the 
decline  in  inpatient  hospital  payments.  Furthermore,  there  is  no  sys- 
tematic evidence  thus  far  of  declines  due  to  the  PPS  in  access  to 
health  care  or  in  the  quality  of  that  care.  Thus,  early  evidence  on  the 
new  system  indicates  that  it  is  accomplishing  many  of  its  stated  objec- 
tives, without  any  major  problems.  Based  on  these  findings,  no  legis- 
lative changes  are  recommended  in  this  report.  HCFA  Publication 
No.  03231. 

DESCRIPTORS:  Medicare  Prospective  Payment  System,  Hospitals 
STUDY  TYPE:  Program  Impact;  Other 

PIC  ID  NO:  2048  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Health  Care  Alternatives  within  Title  XIX: 
Evaluation  of  Alternative  Reimbursement  Methods  to 
Providers  of  Primary  Care  Medical  Services 

REPORT  TITLE:  Impact  of  the  Physician  Primary  Sponsor  Plan  on 

the  Medicaid  Program  in  Michigan 
PERFORMER:  State  of  Michigan,  Department  of  Social  Services, 

Lansing  MI  48909 
PROJECT  OFFICER:  Adler.  Gerald  S.;  Rm  2B16,  OAKM  Bldg; 

301-966-7150 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-State  and  Local  Administration; 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  The  Physician  Primary  Sponsor  Plan  (PPSP),  a  modifica- 
tion of  the  traditional  fee-for-service  reimbursement  method  used  by 
Medicare,  was  designed  by  the  Michigan  Department  of  Social  Ser- 
vices and  implemented  in  Wayne  County.  In  the  PPSP  system,  clients 
select  a  sponsor  physician  who  provides  or  authorizes  almost  all  care 
received  by  the  client.  Sponsor  physicians  receive  a  monthly  case- 
management  fee;  services  are  reimbursed  on  a  fee-for-service  basis. 
This  study  assessed  the  impact  of  PPSP  on  (1)  the  number  and  cost 
of  Medicaid  services  used  by  enrolled  recipients;  (2)  Medicaid  recipi- 
ents" access  to  health  care;  and  (3)  clients'  satisfaction  with  their 
health  care  and  the  care  delivery  system.  Clients  were  randomly 
assigned  to  either  the  PPSP  or  the  fee-for-service  system.  Medicaid 
utilization  and  cost  data  were  collected  for  the  12  months  prior  to 
enrollment  and  the  12  months  following  enrollment.  PPSP  was  found 
to  be  a  cost-effective  means  of  controlling  the  utilization  and  cost  of 
Medicaid  services  without  significantly  affecting  access  to  care  or 
client  satisfaction,  but  the  wide  variety  of  results  for  subgroups  of  the 
population  raises  the  issue  of  potentially  targeting  the  program  to  Aid 
to  Families  with  Dependent  Children  (AFDC)  recipients  age  15  and 
older.  The  study  showed  the  PPSP  to  be  most  cost-effective  for  this 
group.  (Final  report  97  pages  plus  appendices.) 


DESCRIPTORS:  Health  Care  Delivery  Systems,  State  or  Local  Ad- 
ministration, Medicaid,  Low-Income  Population,  Quality  Assurance, 
Cost-Effectiveness  Analysis  Feature,  Health  Care  Reimbursement 
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STUDY  TYPE:  Program  Impact;  Program  Strategy 

PIC  ID  NO:  2178  PROJECT  NO:  PEB  83-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
CONTRACT/GRANT  NO:  ll-C-98321/5 
COST    (In  Thousands):  FY  83-$258,  FY  84-$200 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 
PROJECT  TITLE:  Nursing  Home  Regulation 

REPORT  TITLE:  Improving  the  Quality  of  Care  in  Nursing  Homes 
PERFORMER:  National  Academy  of  Sciences,  Institute  of 

Medicine,  2101  Constitution  Avenue  N.W.,  Washington  D.C. 

20418 

PROJECT  OFFICER:  J : 

PROGRAM(S)  EVALUATED: 

HCFA-Survey  and  Certification-Nursing  Homes; 
HCFA-Quality  Control 

ABSTRACT:  In  1982,  the  Health  Care  Financing  Administration 
(HCFA)  proposed  changes  in  the  regulations  for  certifying  the  eligi- 
bility of  nursing  homes  to  receive  payment  under  the  Medicare  and 
Medicaid  programs.  This  study  on  improving  nursing  home  regula- 
tion was  prompted  by  controversy  over  HCFA's  proposals.  The 
report  addresses  (1)  concepts  of  quality,  quality  assessment,  and  qual- 
ity assurance;  (2)  regulatory  criteria;  (3)  monitoring  nursing  home 
performance;  (4)  enforcing  compliance  with  federal  standards;  (5) 
other  factors  affecting  quality  of  care  and  quality  of  life  in  nursing 
homes;  (6)  issues  requiring  further  study  such  as  Medicaid  payment 
policies  and  demand  for  and  supply  of  nursing  home  beds;  and  (7) 
recommendations  and  their  cost  implications.  The  recommendations 
address  (1)  amendments  to  the  Social  Security  Act;  (2)  amendments 
to  the  Older  Americans  Act;  (3)  revision  of  survey  and  certification 
regulations;  and  (4)  development  of  design  and  testing  activities.  The 
appendices  include  a  report  of  a  survey  of  state  health  facility  licen- 
sure certification  agencies  and  selected  data  on  nursing  homes  and 
residents.  (Book  415  pages.) 

DESCRIPTORS:  Nursing  Homes,  Case  or  Site  Study  Feature,  Survey 
or  Questionnaire  Feature,  Quality  Assurance,  Regulation  and  Stand- 
ard Setting,  Administrative  Personnel 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  of  Hospital  Data  Pertaining  to  Use  of  a 
Uniform  Bill 

REPORT  TITLE:  Industry  Assessment  of  Uniform  Hospital  Billing 
PERFORMER:  SysteMetrics,  Inc.,  104  West  Anapamu,  Santa 

Barbara  CA  93101 
PROJECT  OFFICER:  Brave,  Patricia 
PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  This  study  evaluated  uniform  billing.  Public  Law  95-142, 
Section  19  requires  a  uniform  system  for  reporting  bill  data  by  health 
care  facilities.  Uniform  bills  were  tested  in  Arizona,  Connecticut, 
Florida,  New  York  and  Ohio.  Data  were  collected  by  means  of 
questionnaires  sent  to  615  hospitals  and  all  major  insurers  as  well  as 
on-site  group  interviews  with  representatives  from  hospitals  and  ma- 
jor insurers.  The  final  report  includes  analysis  of  uniform  billing  and 
case  studies  of  each  test  site  as  well  as  recommendation  for  implemen- 
tation strategies.  Overall,  uniform  billing  is  well  supported  by  hospi- 
tals and  mildly  supported  by  payers.  The  report  provides 
recommendations  on  how  the  uniform  bill  should  look. 

DESCRIPTORS:  Hospitals,  Health  Insurance  and  Financing,  Informa- 
tion Dissemination,  Information  Processing,  Research  and  Evalua- 
tion Performance,  Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1859  PROJECT  NO:  HCFA  79-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  500-79-0009 
COST    (In  Thousands):  FY  79-$7,  FY  80-$67,  FY  81-$51 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Analysis  of  Multiple  Benefit  Eligibility 

REPORT  TITLE:  Legal  and  Economic  Analysis  of  Policy 

Recommendations  to  Improve  the  Existing  Multiprogram 
Welfare  System 

PERFORMER;  Mathematica  Policy  Research,  Inc.,  101  Morgan. 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER;  Arnaudo,  David;  Rm  2622,  HHS-S  Bldg; 

202-245-1975 
PROGRAM(S)  EVALUATED; 

FSA-Assistance  Payments-AFDC; 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG); 
X-Many  HHS  Programs-Income  Security 

ABSTRACT:  This  study  examined  legal  and  administrative  interaction 
of  Aid  to  Families  with  Dependent  Children  (AFDC)  with  each  of 
the  other  transfer  programs.  It  identified  existing  inequities,  adminis- 
trative complexities,  or  undue  fiscal  pressures  arising  from  the  in- 
teractions of  the  AFDC  and  numerous  other  transfer  programs.  The 
report  recommends  possible  plans  of  action  to  alleviate  or  remove 
identified  problems.  (Final  report  290  pages.) 

DESCRIPTORS;  Families  with  Dependent  Children,  Welfare  Reform, 
Eligibility  Issues 


STUDY  TYPE;  Program  Strategy 

PIC  ID  NO;  1261  PROJECT  NO;  SRS  76  1 1 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  500-76-0012 
COST    (In  Thousands):  FY  76-$121 
STATUS:  Study  completed, 

Available  from  PIC 
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PROJECT  TITLE:  Long-Term  Care  Financing  and  Delivery 
Systems:  Exploring  Some  Alternatives  (Conference 
Proceedings) 

REPORT  TITLE;  Long-Term  Care  Financing  and  Delivery  Systems; 

Exploring  Some  Alternatives  (Conference  Proceedings) 
PERFORMER:  Office  of  Research  and  Demonstrations,  6340 

Security  Boulevard,  Baltimore  MD  21207 
PROJECT  OFFICER; 
PROGRAM(S)  EVALUATED; 

X-Non-HHS  Programs 

ABSTRACT;  This  conference  was  held  in  Washington,  D.C.,  January 
24,  1984,  to  discuss  public  and  private  initiatives  in  the  financing  and 
provision  of  long-term  care.  The  20  papers  presented  at  the  confer- 
ence address  concepts,  feasibility,  barriers,  and  real  life  experiences 
in  developing  and  implementing  various  programs  and  approaches. 
Specific  topics  include  long-term  care  insurance,  life  care  communi- 
ties, home  equity  conversion,  social/health  maintenance  organiza- 
tions, state  and  federal  tax  modifications,  family  care,  housing,  and 
volunteerism.  (Final  report  135  pages.) 

DESCRIPTORS;  Conference  Proceedings  Feature,  Long  Term  Care, 
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ABSTRACT:  The  Task  Force  on  Long-Term  Health  Care  Pohcies 
conducted  a  comprehensive  examination  of  the  issues  relating  to  the 
private  financing  of  long-term  care.  This  report  discusses  issues  such 
as  consumer  confidence,  state  involvement,  marketing  ethics,  and 
data  needs  and  offers  Congress  and  the  Secretary  of  HHS  41  recom- 
mendations that  provide  practical  directions  for  strengthening  long- 
term  care  financing  through  private  insurance.  The  most  important 
recommendations  are  (1)  inform  consumers  that  Medicare,  Medigap, 
and  acute  health  care  insurance  do  not  cover  long-term  care;  (2) 
encourage  states  to  adopt  the  National  Association  of  Insurance 
Commissioners'  Long-Term  Care  Insurance  Model  Act;  (3)  promote 
the  availability  of  long-term  care  insurance  through  employment;  (4) 
develop  long-term  care  insurance  financing  through  vested  pension 
funds;  (5)  use  federal  and  state  tax  codes  to  encourage  the  purchase 
of  long-term  care  insurance;  (6)  encourage  new  approaches  to  deter- 
mine eligibility  for  long-term  care  insurance  benefits;  and  (7)  encour- 
age greater  cooperation  in  the  collection  and  sharing  of  long-term 
care  data.  (Final  report  322  pages.) 

DESCRIPTORS:  Long  Term  Care,  Health  Insurance  and  Financing, 
Handicapping  Conditions  and  Problems,  Elderly,  Private  Sector, 
Consumer  Products  or  Protection 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2994  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 
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ABSTRACT:  The  objectives  of  this  study  were  (1)  to  develop  me- 
thodology for  explaining  and  predicting  costs  and  utilization  based  on 
a  micro-database;  and  (2)  to  develop  a  model  that  can  forecast  utiliza- 
tion, and  hence  program  costs,  under  various  policy  options.  This 
study  sought  to  provide  support  to  states  in  developing  such  a  micro- 
data  forecasting  system  by  performing  three  major  tasks:  (1)  investi- 
gate the  feasibility  and  cost  of  developing  a  reliable  micro-database; 
(2)  develop  a  model  that  can  forecast  utilization  rates  of  Medicaid 
recipients;  and  (3)  illustrate  the  usefulness  of  this  model  by  applying 
it  to  micro-data  that  have  been  made  available  by  the  state  of  Connec- 
ticut. (Final  report  252  pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  Statistical  Analysis 
Methods  Feature,  Trends  and  Forecasts 
STUDY  TYPE:  Case  Studies 
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ABSTRACT:  This  report  summarizes  Medicare  activity  and  HCFA's 
initiatives  during  FY  1984.  It  provides  information  on  program  oper- 
ations, program  administration,  policy  development,  legislation  (par- 
ticularly the  Deficit  Reduction  Act  of  1984),  research, 
demonstrations,  evaluations,  year-end  statistics,  the  End-Stage  Renal 
Disease  Program,  Medicare  validation  surveys  of  hospitals  accredit- 
ed by  the  Joint  Commission  on  Accreditation  of  Hospitals,  and  the 
Medigap  Voluntary  Certification  Program.  (Final  report  127  pages.) 

DESCRIPTORS:  Medicare,  Renal  Disease,  Law  and  Legislation,  Re- 
search and  Evaluation  Performance,  Statistics,  Quality  Assurance, 
Hospitals 

STUDY  TYPE:  Other 

PIC  ID  NO:  1644  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '84  through  October  '85 
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PROJECT  OFFICER: 
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HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  In  1984,  the  Medicare  program  paid  hospitals  a  higher 
amount  per  patient  discharge  than  had  been  projected  because  of  a 
substantial  shift  in  the  mix  of  cases  toward  those  with  higher  payment 
rates.  This  study  examines  what  part  of  that  change  in  measured  case 
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mix  was  due  to  (1)  medical  practice  changes;  (2)  a  change  in  the 
resource  needs  of  patients;  and  (3)  changes  in  the  coding  of  medical 
records  in  response  to  the  incentives  of  a  prospective  payment  system 
based  on  diagnosis-related  groups  (DRGs).  The  Medicare  Prospec- 
tive Payment  System  (PPS)  pays  hospitals  a  fixed  amount  per  dis- 
charge. The  amount  is  based  on  the  DRG  by  which  the  patient  is 
classified.  Medical  practice  changes  accounted  for  only  2.1%  of  the 
8.4%  increase  in  the  Medicare  Case  Mix  Index  (CMI).  Aging  of  the 
Medicare  inpatient  population  explained  none  of  the  increase. 
Changes  in  documentation  and  coding  accounted  for  the  remaining 
6.2%  increase.  The  finding  that  coding  had  been  responsible  for  a 
large  proportion  of  the  CMI  increase  in  1984  called  for  an  adjustment 
of  payment  rates  to  reflect  this,  but  the  question  of  whether  "DRG 
creep"  was  a  serious  problem  could  not  be  answered  without  addi- 
tional experience.  (Final  report  49  pages.) 

DESCRIPTORS:  Inflation,  Medicare  Prospective  Payment  System, 
Hospitals,  Physicians,  Health  Care  Reimbursement  Systems,  Aging 
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ABSTRACT:  This  interim  report  evaluates  the  first  two  years  of  the 
Medicare  Hospice  Benefit,  FY  1984  and  FY  1985.  The  report  de- 
scribes (1)  the  cost-effectiveness  of  hospice  care  under  the  Medicare 
Hospice  Benefit;  (2)  the  fairness  and  equity  of  the  benefit's  payment 
rates  and  other  requirements;  and  (3)  the  adequacy  of  reimbursement 
under  the  benefit  for  outpatient  drugs,  nutritional  and  dietary  coun- 
seling, and  bereavement  counseling  under  the  benefit.  Using  Medi- 
care claims  and  provider  cost  report  data,  the  report  analyzes  (1) 
whether  the  Hospice  Benefit  has  been  a  source  of  savings  for  Medi- 
care by  substituting  relatively  inexpensive  home  care  for  costly  inpa- 
tient care;  (2)  whether  the  benefit  has  increased  reimbursement  by 
adding  home  care  onto  relatively  high  levels  of  inpatient  care  for 
terminally  ill  patients;  and  (3)  whether  the  payment  methodology  and 
regulatory  standards  for  Medicare-certified  hospices  have  dis- 
couraged participation.  The  report  also  addresses  hospice  organiza- 
tion and  structure,  quality  of  care,  quality  of  life,  and  the  nature  of 
hospice  intervention.  The  final  report,  which  is  expected  in  late  sum- 
mer 1988,  will  present  analyses  of  three  years  of  data,  including  new 
county  savings  analyses,  cost  comparisons  between  certified  and  non- 
certified  hospices,  and  an  evaluation  of  alternative  reimbursement 
systems.  (Interim  report  149  pages  plus  references.) 
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ABSTRACT:  This  study  developed  the  design  and  implementation  of 
a  microsimulation  model  of  the  Medicaid  program  for  incorporation 
into  existing  models  for  estimating  the  costs  and  benefits  of  income 
transfer  programs.  The  study  focused  on  a  model  with  the  capability 
of  forecasting  the  number  of  eligibles,  participants,  and  payments  of 
the  Medicaid  program  and  alternative  health  insurance  scenarios,  as 
well  as  providing  the  opportunity  to  analyze  the  equity  and  to  target 
efficiency  aspects  of  these  different  programs.  Volume  I  presents 
background  information  and  the  designs  for  the  model  and  the  data- 
base. Volume  II  presents  the  results  of  the  categorically  needy  eligi- 
bility simulation,  computed  participation  rates,  and  Medicaid 
insurance  values.  Volume  III  includes  the  technical  description  and 
user's  guide  for  the  eligibility  model.  Volumes  I  and  III  are  available 
from  PIC. 

DESCRIPTORS:  Medicaid,  Operations  Research  Feature,  Health  In- 
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301-597-2366 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  Under  the  Municipal  Health  Services  Program  (MHSP) 
five  city  governments  created  networks  of  primary  care  clinics  with 
a  goal  to  serve  populations  thought  to  have  poor  access  to  primary 
medical  care.  A  major  concern  was  fragmented  care  in  public  hospi- 
tals and  other  public  facilities.  The  new  MHSP  clinics  were  expected 
to  provide  care  at  lower  cost  than  the  population's  alternative  sources 
of  care.  Medicare  and  Medicaid  waivers  were  also  provided.  This 
evaluation  indicates  that  MHSP  did  reach  most  but  not  all  of  the 
targeted  groups.  MHSP  successfully  replaced  some  outpatient  de- 
partment and  emergency  room  services;  however,  it  failed  to  realize 
some  of  the  program  goals  of  continuity  and  high  patient  satisfaction. 
Per  capita  costs  of  medical  care  for  MHSP  users  were  no  more  than 
for  others,  but  not  significantly  less.  However,  for  Medicare-eligible 
MHSP  users,  costs  to  Medicare  were  significantly  less. 
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ABSTRACT:  This  report  summarizes  the  methodology  and  the  key 
results  of  the  June  30,  1982  national  census  of  residential  facilities.  A 
comprehensive  description  of  the  methods  employed  is  presented 
first,  covering  data  collection  procedures  and  response  to  the  1982 
census.  Key  findings  regarding  facility  and  resident  characteristics 
are  then  summarized  for  national,  state,  and  regional  levels.  Several 
national  surveys  since  1970  have  documented  the  dramatic  shift  of 
residential  services  for  retarded  citizens  toward  increased  decentrali- 
zation and  smaller-scale  living  alternatives.  Each  of  these  surveys 
aimed  at  different  target  populations;  consequently  their  findings 
were  not  directly  comparable  for  establishing  trends.  The  1 982  census 
of  residential  facilities  was  largely  a  replication  of  the  1977  census 
conducted  by  the  Center  for  Residential  and  Community  Services 
(CRCS).  In  that  census,  data  were  reported  separately  for  state  insti- 
tutions, private  and  small  public  facilities,  and  specialized  foster 
homes.  These  1977  and  1982  studies  provide  a  unique  opportunity  to 
monitor  changes  and  trends  in  the  national,  regional  and  state  charac- 
teristics of  residents  and  facilities.  (Final  report  95  pages.) 
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ABSTRACT:  The  National  Estimates  of  Nonacute  Hospital  Utilization 
for  1981  presents  national  baseline  estimates  of  inappropriate  utiliza- 
tion in  acute  hospitals  prior  to  the  implementation  of  the  Medicare 
prospective  payment  system.  A  total  of  1,925,000  or  5.7%  of  adult 
admissions  and  12%  of  associated  hospital  days  were  nonacute.  Of 
the  total  days  identified,  4.2%  were  inappropriate  because  the  admis- 
sion itself  was  inappropriate.  Another  7.8%  of  nonacute  days  oc- 
curred in  stays  where  the  admission  itself  was  justified.  These 
estimates  were  based  on  a  probability  sample  of  5,732  admissions  and 
24,051  days  of  care  from  253  hospitals  in  40  states  for  adult  patients 
discharged  in  1981.  All  payors-Medicare,  Medicaid,  Workers  Com- 
pensation, Blue  Cross,  commercial  insurance,  and  self-pay-were 
represented.  The  Standardized  Medreview  Instrument  (SMI)— a 
medical  utilization  review  tool  for  assessing  the  appropriateness  of  an 
admission  and  a  day  of  care  within  the  stay— was  developed  for  use 
in  this  study.  HCFA  Pub.  No.  03182.  A  separate  volume  of  appen- 
dices includes  (1)  the  Standardized  Medreview  Instrument;  (2)  calcu- 
lations used  in  the  development  of  sampling  weights;  and  (3) 
hospital-level  correlation  matrix  of  hospital  and  area  characteristics. 
The  appendices  are  also  available  from  NTIS  (No.  PB  85-134823). 
See  also  PIC  ID  No.  2415. 
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ABSTRACT:  This  project  is  an  evaluation  of  the  scientific,  economic, 
ethical,  and  social  consequences  of  Medicare  coverage  for  heart 
transplants.  The  study  evaluated  the  survival  rates  of  heart  transplant 
patients  and  the  total  costs  of  transplantation.  Additionally,  it 
analyzed  organ  donation,  examined  the  field  of  organ  procurement, 
and  attempted  to  determine  the  legal  and  ethical  implications  of  tran- 
splantation while  controlling  for  perceived  quality  of  life.  Participat- 
ing transplant  centers  were  selected  as  study  sites.  A  background 
article  describing  the  scope  of  the  study  was  published  in  the  Novem- 
ber 1982  issue  of  the  journal  "Heart  Transplantation."  The  project 
director  participated  and  presented  a  paper  based  on  an  update  report 
from  the  heart  transplantation  study  on  the  cost  of  organ  procure- 
ment at  the  Surgeon  General's  Workshop  on  Solid  Organ  Procure- 
ment held  in  June  1983.  Observations  and  findings  from  this  study 
will  be  used  to  develop  coverage  and  reimbursement  policy  on  heart 
transplantation.  The  executive  summary  is  available  from  PIC;  the 
five  volumes  of  the  final  report  are  available  from  NTIS.  (Executive 
summary  110  pages.) 
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PERFORMER:  Research  Triangle  Institute,  Research  Triangle  Park 

NC  27709 

PROJECT  OFFICER:  Duzor,  Spike;  Rm  2306,  OAKM  Bldg; 

301-597-2367 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  Medicaid  Competition  Demonstration  Projects  in 
six  states  are  testing  health  service  delivery  strategies  such  as  compe- 
tition, capitation,  case  management,  and  limitations  on  provider 


choice  to  address  Medicaid's  problems  of  cost  containment  and  ac- 
cess to  appropriate  and  high-quality  care.  This  project  used  case 
studies  and  primary-  and  secondary-data  analysis  to  evaluate  the  deo- 
monstration  projects  on  such  issues  as  implementation,  operation, 
cost,  utilization,  quality  of  care,  access,  and  satisfaction.  Volume  I  of 
the  report  presents  the  second-year  case  study  overview  for  the 
demonstrations.  Volumes  II-VIII  provide  the  individual  second-year 
case  studies  for  (1)  Santa  Barbara  County,  California;  (2)  Monterey 
County,  California;  (3)  Florida;  (4)  three  counties  in  Minnesota;  (5) 
Jackson  County,  Missouri;  (6)  New  Jersey;  and  (7)  Monroe  County, 
New  York. 

DESCRIPTORS:  Medicaid,  Demonstration  Projects,  Competition, 
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ABSTRACT:  In  an  attempt  by  hospitals  to  control  patient  care  costs 
through  more  effective  management  techniques,  the  diagnosis-relat- 
ed groups  (DRGs)  system  for  describing  hospital  production  has  been 
condensed  from  467  principal  diagnosis  codes  into  23  mutually  exclu- 
sive and  exhaustive  major  diagnostic  categories  (MDCs).  The  catego- 
ry to  which  a  particular  diagnosis  is  assigned  is  a  function  of  the  organ 
system  it  predominantly  affects  or  the  specialist  who  would  typically 
provide  care.  Diseases  that  tend  to  be  diagnosed  and  treated  in  similar 
ways  by  similar  specialists  are  aggregated  in  the  same  MDC  regard- 
less of  etiology.  Each  hospital  discharge  is  assigned  to  one  and  only 
one  MDC  based  on  its  principal  diagnosis  code.  With  few  exceptions, 
each  MDC  is  then  partitioned  based  on  the  presence  or  absence  of 
an  ICD-9-CM  procedure  performed  in  the  operating  room.  It  is  be- 
lieved that  these  modifications  provide  hospital  administrators  and 
physicians  with  a  powerful  mechanism  to  understand  and  control 
hospital  costs  and  quality  of  care  delivered.  Specifically,  total  costs 
within  an  institution  can  be  broken  down  not  only  by  type  of  product, 
but  also  by  type  of  output.  Control  systems,  therefore,  can  be  de- 
signed to  monitor  the  production  process  more  precisely  and  compre- 
hensively than  has  been  previously  possible.  (Final  report  469  pages.) 
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ABSTRACT:  The  Long-Term  Home  Health  Care  Program 
(LTHHCP)  is  designed  to  provide  aged  and  disabled  individuals  in 
need  of  long-term  care  with  an  alternative  to  placement  in  a  skilled- 
nursing  facility  or  health-related  facility  in  New  York  state.  The 
LTHHCP  offers  a  coordinated  comprehensive  program  that  pro- 
vides nursing-home  level  of  care  to  patients  at  home.  The  major 
evaluation  objective  was  to  determine  whether  home  health  care  in 
LTHHCP  provides  a  viable  alternative  to  institutional  care  in  terms 
of  cost,  health  care  use,  and  patient  health  status.  The  evaluation 
findings  indicate  that  the  impacts  of  the  LTHHCP  program  were  not 
uniform  across  sites.  However,  across  all  sites,  there  was  clear  evi- 
dence that  the  program  has  been  successful  in  reducing  levels  of 
nursing-home  utilization.  In  the  five  upstate  programs,  considerable 
cost  savings  were  achieved  while  improving  patient  survival.  In  the 
four  New  York  City  sites,  patient  outcomes  were  favorable,  but 
health  care  costs  for  clients  were  higher  than  would  have  been  the 
case  had  clients  not  enrolled  in  LTHHCP.  Across  the  entire  state, 
results  could  have  been  better  if  enrollment  had  been  targeted  to 
subsets  of  the  elibible  patient  groups  for  whom  LTHHCP  is  most 
cost-effective.  However,  better  targeting  still  would  not  have  made 
the  New  York  City  sites  cost-effective.  In  these  sites,  investments  in 
home  services  for  comparable  clients  were  much  larger  than  in  up- 
state programs. 

DESCRIPTORS:  Elderly,  Client  Records,  Research  and  Evaluation 
Performance,  Home  Health  Care,  Long  Term  Care,  Nursing  Homes, 
Research  and  Evaluation  Methods  Feature,  Statistical  Analysis 
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ABSTRACT:  This  report  discusses  critical  issues  in  Medicare  payment 
reform  and  the  alternatives  for  reforming  Medicare's  method  of  pay- 
ing physicians,  which  includes  the  pricing  of  individual  services; 
physician  DRGs;  capitation;  access  to  care  and  assignment;  and  the 
impact  of  the  fee  freeze.  The  major  conclusion  of  the  report  is  that 
the  most  effective  payment  strategy  for  Medicare  is  rapid  movement 
to  (1)  control  the  growth  of  Medicare  outlays  for  physician  services; 

(2)  maintain  continued  access  to  needed  quality  health  services;  and 

(3)  discourage  transfer  of  burdens  to  beneficiaries.  HCFA  Publication 
No.  03254. 
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PROJECT  OFFICER: 
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ABSTRACT:  This  report  examines  a  possible  demonstration  of  per- 
case  payment  for  inpatient  physician  services.  Because  the  Medicare 
hospital  prospective  payment  system  (PPS)  had  succeeded  in  slowing 
the  rate  of  increase  in  Medicare  outlays  for  hospital  care,  government 
administrators  had  asked  about  its  potential  for  physician  services. 
The  report  discusses  key  issues  in  the  design  of  a  demonstration. 
These  issues  include  selection  of  the  options  most  attractive  to  de- 
monstrate; participation  in  the  demonstration;  setting  of  payment 
rates;  selection  of  the  site;  and  evaluation  of  the  demonstration.  The 
researchers  assessed  options  that  one  might  wish  to  include  in  a 
demonstration  using  a  series  of  objectives  that  the  Health  Care  Fi- 
nancing Administration  (HCFA)  and  the  Congress  had  chosen  for 
physician  reimbursement.  These  options  were  improved  economic 
efficiency  and  reduction  in  costs;  maintenance  of  quality  of  care; 
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limitation  of  the  financial  risk  borne  by  beneficiaries;  ease  of  adminis- 
tration; and  ease  of  evaluation.  This  report  is  also  available  from  The 
Rand  Corporation,  Publication  No.  R-3378-HCFA.  (Final  report  79 
pages.) 
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STUDY  TYPE;  Program  Management  or  Efficiency 
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ABSTRACT:  HCFA  sponsored  a  demonstration  project  that  allowed 
coverage  and  reimbursement  for  hospice-type  services  provided  to 
Medicare  beneficiaries  and  in  some  cases  to  Medicaid  beneficiaries. 
Twenty-six  hospice  organizations  participated  in  this  demonstration. 
This  study  addressed  the  following  fundamental  questions:  (1)  How 
do  costs  of  care  provided  to  the  terminally  ill  through  hospices  com- 
pare with  costs  of  care  provided  through  the  traditional  care  settings, 
and  what  is  the  likely  demand  for  such  hospice  care?  (2)  Is  hospice 
care  in  addition  to  or  in  lieu  of  the  care  provided  the  terminally  ill 
outside  of  a  hospice?  (3)  Would  total  costs  of  serving  the  terminally 
ill  through  hospice  care  be  more  or  less  expensive  than  such  service 
through  traditional  care?  (4)  How  does  the  quality  of  care  provided 
in  the  hospice  setting  compare  with  the  quality  of  care  provided 
outside  the  hospice?  (5)  How  does  the  satisfaction  of  the  hospice 
patient  and  the  patient's  family  campare  with  the  satisfaction  derived 
from  treatment  provided  outside  the  hospice?  and  (6)  What  would  be 
the  likely  consequences  for  hospices,  hospice  care,  and  demand  for 
such  care  if  hospice  services  were  reimbursable  through  third-party 
payors?  Work  for  this  project  was  also  performed  by  Abt  Associates, 
Inc.,  Cambridge,  Massachusetts,  and  the  Hebrew  Rehabilitation  Cen- 
ter for  the  Aged,  Roslindale,  Massachusetts.  The  project  was  also 
supported  by  funds  from  the  Robert  Wood  Johnson  Foundation  and 
the  John  A.  Hartford  Foundation. 
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ABSTRACT:  This  study  evaluated  the  impact  of  Professional  Stand- 
ards Review  Organizations  (PSROs).  Based  on  1977  data,  this  report 
analyzes  the  effect  of  PSRO  review  on  hospital  use  by  Medicare 
beneficiaries,  offers  a  cost-benefit  analysis  of  PSRO  concurrent  hospi- 
tal review,  and  describes  PSRO  quality-assurance  efforts,  manage- 
ment, and  program  costs.  The  report  also  includes  preliminary  studies 
of  diagnostic  and  surgical  data,  the  PSRO  Hospital  Discharge  Data 
Set,  and  medical  care  evaluations.  A  comparison  of  96  active  and  93 
inactive  PSRO  areas  showed  a  statistically  significant  reduction  in 
the  days  of  hospital  care  and  the  number  of  hospital  discharges  per 
thousand  Medicare  enrollees,  but  no  reduction  in  the  average  length 
of  hospital  stay.  The  cost-benefit  analyses  indicated  that  estimated 
Medicare  savings  from  lower  hospital  utilization  rates  alone  exceeded 
the  full  program  costs  of  PSROs.  Although  most  of  the  study  was 
performed  in-house,  several  contractors  contributed  technical  assist- 
ance. A  technical  advisory  panel  reviewed  its  progress  and  findings. 
See  also  PIC  ID  No.  1351.1. 
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ABSTRACT:  This  report  assesses  the  effect  of  the  Professional  Stand- 
ards Review  Organizations  (PSRO)  program.  Comparing  changes  in 
Medicare  hospital  utilization  between  1973  and  1978  for  areas  with 
and  without  active  PSROs.  the  study  used  a  regression  equation  to 
estimate  a  1.7%  reduction  in  total  days  of  care  due  to  the  PSRO 
program.  Impact  varied  in  the  four  census  regions  from  a  4.8%  reduc- 
tion in  the  Northeast  to  a  3.7%  increase  in  the  South.  On  the  basis 
of  these  findings  and  estimates  of  the  value  of  hospital  days  saved,  a 
benefit-cost  ratio  of  1.269  was  found.  PSRO  impact  on  quality  of  care 
was  shown  by  declining  variation  rates  (deviations  from  standards) 
between  medical  audits  and  repeat  audits.  A  theoretical  analysis  of 
PSRO  effectiveness  and  a  review  of  the  program's  status  in  1979 
complete  the  report.  The  study  was  conducted  by  HCFA  staff,  with 
technical  support  under  contract.  A  technical  advisory  panel  com- 
posed of  experts  in  health  care  program  evaluation  reviewed  its  pro- 
gress and  findings.  See  also  PIC  ID  No.  1351. 
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ABSTRACT:  This  study  evaluated  the  first  three  years  (1978-1980)  of 
the  Maryland  per  case  prospective  payment  program,  the  Guaran- 
teed Inpatient  Revenue  (GIR)  program,  and  the  concurrent  review 
activities  of  two  Maryland  professional  standards  review  organiza- 
tions (PSROs)  in  terms  of  the  relative  impact  of  each  program  on 
individual  patient  total  charges,  ancillary  charges,  length  of  stay,  and 
admission  rates.  A  5%  random  sample  of  Baltimore-area  hospital 
patient  discharges  from  the  Maryland  Hospital  Discharge  Data  Base 
was  selected  from  each  year  (total  sample  size  was  14,500  patients) 
for  longitudinal  analyses.  Results  of  various  regression  analyses  sug- 


gest that  the  prospective  payment  program  (GIR  program)  had  a 
significant  and  consistent  impact  on  reducing  charges  per  admission 
over  all  three  years.  Also  GIR  was  effective  in  reducing  both  the 
length  of  stay  and  utilization  of  ancillary  services.  On  the  other  hand, 
the  impact  of  the  PSRO-delegated  review  was  inconsistent.  In  the 
first  year,  a  large  and  significant  reduction  in  charges  was  observed. 
However,  in  years  two  and  three,  after  adjustment  for  other  varia- 
bles, hospitals  with  PSRO  activity  had  higher  charges  per  case  than 
hospitals  without  such  activity.  Similar  effects  were  noted  for  length 
of  stay  and  ancillary  use.  Examination  of  interaction  effects  suggest 
that  there  was  no  synergistic  or  reinforcing  effect  between  the  two 
programs. 
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ABSTRACT:  This  report  is  the  third  and  most  comprehensive  pro- 
duced in  a  research  study  of  the  Indiana  Prospective  Rate  Setting 
Program.  The  purpose  of  the  study  was  to  produce  systematic  evi- 
dence germane  to  prospective  rate  setting  in  hospitals  and  to  hospital 
cost  control.  The  program  fulfilled  expectations  for  prospective  rate 
setting  and  had  a  strong  negative  impact  on  hospital  costs.  Its  operat- 
ing expenses  were  very  low  compared  to  its  hospital  costs  savings. 
It  did  not  reduce  the  quality  of  hospital  services  or  diminish  the 
effectiveness  of  hospital  care,  nor  did  it  have  other  harmful  side 
effects.  The  program's  net  benefit  was  unequivocally  positive,  ac- 
cording to  the  researchers.  In  addition,  it  clearly  demonstrated  that 
a  major  prospective  rate  setting  program  could  achieve  the  results 
generally  expected  of  such  programs.  It  provided  firm  support  for  the 
thesis  that  prospective  rate  setting  could  effectively  control  hospital 
costs.  During  the  previous  decade  prospective  rate  setting  had  been 
increasingly  embraced  by  hospitals.  Blue  Cross  plans,  legislatures, 
and  government  agencies.  The  results  of  this  study  indicated  that  the 
Indiana  program  was  an  efficient  mechanism  that  controlled  hospital 
costs  without  producing  undesirable  side  effects,  thus  justifying  the 
shift  toward  prospective  rate  setting  for  hospitals.  (Final  report  497 
pages.) 
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estimating  these  costs.  Models  for  concurrent  review  (CR)  on  a  per 
admission  basis  are  presented,  as  well  as  the  in-hospital  personnel 
costs  of  medical  care  evaluation  (MCE).  Work  was  initiated  in  Febru- 
ary 1974  and  completed  in  April  1974.  The  203  PSRO  areas  were 
classified  into  seven  types  according  to  degree  of  urbanization  and 
volume  of  Social  Security  Act  beneficiaries.  The  range  of  estimates 
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pages.) 
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containing  health  care  costs.  This  case  study  of  Deere  and  Company 
(Iowa)  presents  one  approach  to  the  development  of  a  privately 
sponsored  prepaid  health  plan.  Included  in  the  report  are  discussions 
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ABSTRACT:  This  report  was  part  of  a  large  model  that  was  developed 
by  the  Institute  for  Demographic  and  Economic  Studies.  It  described 
the  first  two  components,  the  microanalytic  Simulation  Model  of  the 
Aged  Population  (SMAP),  and  the  Physician  and  Hospital  Utilization 
(PHU)  model.  The  researchers  who  created  this  model  expected  that 
the  aged  population  of  the  future  would  differ  markedly  from  that  of 
1979,  and  that  these  differences  would  have  profound  social  implica- 
tions, especially  for  the  health  care  system.  The  study  hypothesized 
that  changes  in  the  size  of  the  aged  population  might  be  overshad- 
owed by  changes  in  population  characteristics,  such  as  higher  socio- 
economic status.  This  version  of  SMAP  began  with  a  representative 
sample  of  the  United  States  population  age  29  and  older  in  1979,  then 
aged  this  population  through  the  year  2015,  when  the  1979  29-year- 


olds  would  reach  age  65.  Aging  was  accomplished  on  the  basis  of 
race-,  sex-,  age-,  and  education-specific  mortality  rates  forecast  for 
each  year  from  1979  to  2015.  Then  the  aged  population  as  forecast 
by  SMAP  for  those  years  provided  the  basic  input  into  the  PHU 
model.  The  PHU  component  independently  forecast  the  demand  for 
health  care  along  two  dimensions:  doctor  visits  and  hospitalizations. 
(Final  report  181  pages.) 
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ABSTRACT:  This  is  the  training  manual  used  with  the  Standardized 
Medreview  Instrument  (SMI)  in  the  data  abstraction  for  National 
Estimates  of  Nonacute  Hospital  Utilization  for  1981.  The  manual 
includes  introductory  material,  logic  of  the  instrument,  instructions 
for  selecting  records  and  applying  the  instrument.  Reference  materi- 
als include  Class  1  ICD-9-CM  operation  codes  and  titles.  Class  2 
ICD-9-CM  procedure  codes  and  titles,  and  major  drugs  by  type.  The 
SMI  is  a  medical  utilization  review  tool  used  for  assessing  the  appro- 
priateness of  an  admission  and  a  day  of  care  within  the  stay.  The 
instrument  has  been  applied  by  registered  nurses  and  medical  records 
technicians  (ARTs).  ARTs  achieved  98.7%  agreement  rate  for  days 
and  97.6%  agreement  rate  for  admissions.  (See  also  PIC  ID  No. 
2415.1.  (Final  report  80  pages  plus  appendices.) 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-80-0053 
COST  (In  Thousands):  FY  80-51000 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '80  through  February  '84 
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1010 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Statewide  Demonstration  of  EPSDT  Evaluation 
System 

REPORT  TITLE:  None 

PERFORMER:  State  of  South  Carolina,  Department  of  Social 

Services,  Columbia  SC  29201 
PROJECT  OFFICER:  Kramm,  Elizabeth  R. 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  The  purpose  of  the  South  Carolina  project  was  to  de- 
monstrate that  existing  state  data  systems  can  support  EPSDT  plan- 
ning and  evaluation  requirements  at  the  state  level,  including 
reporting  requirements  to  federal  agencies.  This  project  was  part  of 
a  broader  SRS  effort  to  develop  a  strategy  for  obtaining  reliable 
evaluative  information  for  federal  EPSDT  planning,  while  simultane- 
ously developing  evaluation  models  for  state  and  local  use.  Success 
of  this  strategy  of  utilizing  existing  databases  will  measure  significant 
savings  of  resources  that  otherwise  would  be  required  for  data  collec- 
tion activities.  Specific  objectives  included  ( 1 )  definition  of  state  plan- 
ning and  evaluation  information  requirements;  (2)  development  of 
data  transformation  and  analysis  packages  to  extract  from  existing 
data  systems  information  necessary  for  planning  and  evaluation  and 
application  of  statistical  and  analytical  treatments  to  data  to  resolve 
planning  and  evaluation  issues;  (3)  involvement  and  training  of  state 
project  personnel  to  make  effective  use  of  information  available  from 
the  planning  and  evaluation  system;  and  (4)  automation  of  reporting 
to  meet  data  requirements  of  the  federal  government  in  EPSDT  (e.g., 
NCSS  120  reports,  profiles  of  children  in  the  federal  compliance 
sample,  and  federal  evaluation  data  needs). 

DESCRIPTORS:    Preventive   Health   Care,   Technical  Assistance, 
Evaluation  by  State  and  Local  Governments,  Health  Planning,  Man- 
agement Information  and  Reporting 
STUDY  TYPE:  Other 

PIC  ID  NO:  1358  PROJECT  NO:  SRS  75-5 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  l-P-90280/4-01 
COST    (In  Thousands):  FY  75-$29 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  June  "75  through  April  '77 


1011 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Studies  Evaluating  Medicaid  Home  and 
Community-Based  Care  Waivers 

REPORT  TITLE:  Studies  Evaluating  Medicaid  Home  and 

Community-Based  Care  Waivers 
PERFORMER:  Office  of  Research  and  Demonstrations,  6340 

Security  Boulevard,  Baltimore  MD  21207 
PROJECT  OFFICER:  Adler,  Gerald  S.;  Rm  2B16,  OAKM  Bldg; 

301-597-1414 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 

HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  The  purpose  of  this  report  to  Congress  is  to  present 
information  available  at  an  early  stage  of  program  implementation.  It 
was  based  on  studies  that  comprise  the  first  year  of  the  department's 
three-year  evaluation  of  the  waiver  program.  These  studies  focused 


on  (1)  an  account  of  the  ways  in  which  states  have  chosen  to  imple- 
ment Section  2176  waiver  programs;  and  (2)  a  preliminary  analysis 
of  the  cost  consequences  of  the  waivers  based  on  the  earliest  expendi- 
ture reports.  The  second  and  third  years  of  the  study  yielded  quantita- 
tive evidence  of  program  impacts.  Payments  for  institutional 
long-term  care  services  under  Medicaid  amounted  to  almost  $14  bil- 
lion in  FY  1983,  accounting  for  43%  of  all  program  costs.  The  objec- 
tive of  the  waiver  was  to  moderate  further  cost  increases  by 
providing  home-  and  community-based  services  as  a  substitute  for 
nursing-home  care  to  persons  who  can  be  more  appropriately  cared 
for  in  a  noninstitutional  setting  at  the  same  or  lower  cost.  However, 
there  was  also  some  concern  that  the  program  may  actually  increase 
federal  expenditures  for  long-term  care  if  the  program  results  in  the 
provision  of  a  new  range  of  services  to  persons  who  would  not  have 
otherwise  used  the  nursing-home  care  funded  by  Medicaid. 

DESCRIPTORS:  Home  Care,  Nursing  Homes,  Elderly,  Handicapping 
Conditions  and  Problems,  Medicaid,  Deinstitutionalization,  Com- 
munity Based  Care 
STUDY  TYPE:  Other 

PIC  ID  NO:  2575  PROJECT  NO: 

FUND  SOURCE:  Salaries  and  , 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC,  ^  ■• 

Executive  summary  at  PIC 
START/END  DATES:  December  '83  through  December  '84 


1012 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  of  Automated  Medicaid  Eligibility  Systems 

REPORT  TITLE:  Study  of  Automated  Medicaid  Eligibility  Systems 
PERFORMER:  Ferguson-Bryan  and  Associates,  Inc.,  Washington 
DC. 

PROJECT  OFFICER:  Buffington,  Max;  Rm  300,  MED  Bldg; 

301-594-1273 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management  (Entire  Program 
Area) 

ABSTRACT:  Automated  eligibility  systems  represent  the  application 
of  sophisticated  computer  software  technology  to  the  solution  of  one 
of  a  public  welfare  manager's  most  nagging  problems:  the  determina- 
tion of  client  eligibility  for  public  assistance  programs,  cash  assist- 
ance, medical  assistance,  and  food  stamps.  This  report  reviews 
developments  in  the  use  of  automated  eligibility  systems  by  state 
departments  of  public  welfare.  It  provides  a  conceptual  system  de- 
scription, an  analysis  of  automated  systems  development  from  a  man- 
agement standpoint,  and  an  implementation  strategy  and  model 
workplan  for  building  and  installing  an  eligibility  determination  and 
maintenance  system.  (Final  report  76  pages  plus  appendices.) 

DESCRIPTORS:  Information  Processing,  Eligibility  Issues,  State  or 
Local  Administration 
STUDY  TYPE:  Other 

PIC  ID  NO:  1816  PROJECT  NO:  HCFA  78-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-111353 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0042 

COST    (In  Thousands):  Not  available  ,  ■;  .• 
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STATUS;  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  February  '79  through  December  "79 


1013 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Home  Respiratory  Therapy  Services 

REPORT  TITLE:  Study  of  Home  Respiratory  Therapy:  Report  to 
Congress 

PERFORMER:  Office  of  Research  and  Demonstrations,  6340 

Security  Boulevard,  Baltimore  MD  21207 
PROJECT  OFFICER:  Hall,  Marni;  Rm  2B14,  OAKM  Bldg; 

301-597-1457 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  The  Omnibus  Reconciliation  Act  of  1980  directed 
HCFA  to  conduct  a  study  of  the  "circumstances  and  conditions 
under  which  services  furnished  with  respect  to  respiratory  therapy 
should  be  covered  as  a  home  health  benefit  under  Title  XVIII  of  the 
Social  Security  Act"  because  Medicare  coverage  of  home  respiratory 
therapy  was  inadequate.  This  report  examines  the  state  of  the  art  in 
respiratory  therapy  and  the  availability  of  respiratory  therapy  ser- 
vices. It  also  examines  the  medical  and  economic  ramifications  of 
expanded  Medicare  benefits  to  include  those  home  services  provided 
by  respiratory  therapists.  The  department  recommends  that  present 
home  health  respiratory  coverage  be  retained.  It  felt  that  there  was 
insufficient  evidence  indicating  that  a  substantial  number  of  Medicare 
beneficiaries  needed  expanded  home  respiratory  therapy  services. 
Moreover,  when  the  system  is  working  well,  coverage  is  adequate. 
When  the  system  is  not  functioning  well,  the  department  does  not  feel 
that  an  expansion  of  benefits  is  appropriate  to  compensate  for  its 
shortcomings.  Rather,  direct  improvements  to  the  existing  system 
discussed  in  the  report  are  more  important  than  a  Medicare  coverage 
expansion.  Expansion  of  cost-per-visit  payment  to  cover  home  visits 
by  respiratory  therapists  also  is  inconsistent  with  the  department's 
development  of  reimbursement  alternatives.  The  department  favors 
fundamental  reimbursement  reform  involving  a  broad  spectrum  of 
home  health  services. 

DESCRIPTORS:  Elderly,  Home  Health  Care,  Ambulatory  and  Outpa- 
tient Health  Care,  Literature  Review  Feature,  Technology  Assess- 
ment or  Transfer,  Needs  and  Needs  Assessment,  Medical  Practice, 
Cost-Effectiveness  Analysis  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2184  PROJECT  NO:  DEA  958-96-4992 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  February  '81  through  March  '86 
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AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Registered  Dietitians  in  Home  Care 

REPORT  TITLE:  Study  of  Registered  Dietitians'  Services  in  Home 
Care 

PERFORMER:  Office  of  Research  and  Demonstrations,  6340 

Security  Boulevard,  Baltimore  MD  21207 
PROJECT  OFFICER:  Hall,  Marni;  Rm  2B14,  OAKM  Bldg; 

301-597-1457 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare  (Entire  Program  Area); 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  Section  958  of  P.L.  96-499,  the  Omnibus  Reconciliation 
Act  of  1980,  directed  the  Department  of  Health  and  Human  Services 
to  conduct  a  study  of  "the  circumstances  and  conditions  under  which 
services  furnished  by  registered  dietitians  should  be  covered  as  a 
home  health  benefit  under  Title  XVIII  of  the  Social  Security  Act." 
The  study  (1)  assessed  Medicare  beneficiaries'  needs  for  direct  clini- 
cal counseling  by  registered  dietitians  in  the  home;  (2)  explored  alter- 
native methods  for  coverage  and  reimbursement;  and  (3)  estimated 
utilization  rates  and  costs  for  the  alternative  methods  of  coverage  and 
reimbursement. 

DESCRIPTORS:  Elderly,  Home  Health  Care,  Ambulatory  and  Outpa- 
tient Health  Care,  Technology  Assessment  or  Transfer,  Literature 
Review  Feature,  Needs  and  Needs  Assessment,  Counseling,  Suppor- 
tive Services,  Cost-Effectiveness  Analysis  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2185  PROJECT  NO:  OR-958-96-4991 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '81  through  June  '86 


1015 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  of  Reimbursement  and  Practice 

Arrangements  of  Provider-Based  Physicians  (Two  Phases) 

REPORT  TITLE:  Study  of  Reimbursement  and  Practice 

Arrangements  of  Provider-Based  Physicians 
PERFORMER:  Arthur  Andersen  and  Company,  1666  K  Street 

N.W.,  Washington  D.C.  20006 
PROJECT  OFFICER:  Hellinger,  Fred 
PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation; 

HCFA-Program  Direction  and  Management  (Entire  Program 

Area) 

ABSTRACT:  This  study  analyzed  data  about  earnings  and  contractual 
relationships,  identifying  differences  based  on  characteristics  of  the 
hospital  and  the  geographical  areas  in  which  they  are  located.  The 
study  found  that  most  arrangements  are  oral,  but  that  arrangements 
for  compensation  on  a  percentage  basis  are  more  likely  to  be  written. 
Hospital-based  physicians  compensated  on  a  percentage  basis  tend  to 
receive  far  fewer  fringe  benefits  and  to  pay  more  of  their  depart- 
ment's expenses  than  do  hospital-based  physicians  compensated  un- 
der a  salary  arrangement. 
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DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Hospitals, 
Physicians 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1355  PROJECT  NO:  HCFA  77-2 

FUND  SOURCE:  Research  NTIS  NO:  PB  281-125 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '77  through  December  '77 


1016 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  of  the  Characteristics  of  Medicaid 
Ineligibles 

REPORT  TITLE:  Study  of  the  Characteristics  of  Medicaid  Ineligibles 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 
22101 

PROJECT  OFFICER:  Buffmgton,  Max;  Rm  300,  MED  Bldg; 

301-594-1273 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 
HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  This  study  on  the  characteristics  of  Medicaid  ineligibles 
attempted  to  gather  as  much  information  as  possible  on  the  popula- 
tion of  persons  declared  ineligible  for  Medicaid  through  Negative 
Case  Actions  and  Medicaid  Quality  Control  reviews.  The  particular 
focus  of  the  study  was  on  the  general  characteristics  of  ineligibles,  the 
reasons  for  their  ineligibility,  and  the  extent  to  which  they  failed  to 
meet  eligibility  criteria.  In  addition,  the  study  was  concerned  with  the 
variation  in  eligibility  restrictiveness  across  states  and  the  impact  of 
changing  state  eligibility  criteria  on  the  size  of  the  ineligible  popula- 
tion. 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  Eligibil- 
ity Issues,  Equity  of  Benefits.  Regulation  and  Standard  Setting,  Low- 
Income  Population 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1815  PROJECT  NO:  HCFA  78-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-78-0046 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '78  through  April  '80 


1017 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Impact  of  Inappropriate  Ambulatory  Patient  Drug 
Therapy  on  Hospital  Admissions 

REPORT  TITLE:  Study  of  the  Impact  of  Inappropriate  Ambulatory 

Drug  Therapy  on  Hospitalization 
PERFORMER:  Health  Information  Designs  Inc.,  1629  K  Street 

N.W.,  Washington  D.C.  20006 


PROJECT  OFFICER;  Weinberg,  Joan 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-State  and  Local  Administration 

ABSTRACT:  The  purpose  of  the  contract  was  to  determine  the  impact 
of  inappropriate  ambulatory  patient  drug  therapy  on  hospital  admis- 
sions within  the  Medicaid  program.  The  proportion  of  total  hospitali- 
zations accounted  for  by  inappropriate  drug  therapies  was 
determined  in  nine  hospitals  in  three  states.  The  results  of  this  study 
provide  an  insight  into  the  impact  of  inappropriate  drug  therapy  on 
hospitalization.  The  study  concluded  that  a  significant  number  of 
hospitalizations  resulting  from  inappropriate  drug  therapy  can  be 
avoided  by  drug  utilization  review  intervention.  The  study  also  in- 
dicated that  the  cost-effectiveness  of  drug  utilization  review  pro- 
grams should  be  measured  in  terms  of  its  impact  on  a  program's 
hospitalization  costs,  rather  than  being  limited  to  demonstrating  cost 
savings  exclusively  within  the  program's  drug  budget.  Other  states 
are  urged  to  conduct  investigations  to  determine  the  magnitude  of 
inappropriate  outpatient  drug  therapy  and  the  cost  to  the  Medicaid 
program.  Discovering  the  extent  of  the  problem  and  the  areas  of  most 
common  drug  misuse  is  essential  before  correction  of  the  problem  can 
begin.  (Final  report  80  pages.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Cost-Effec- 
tiveness Analysis  Feature,  Drugs  Therapeutic  and  Devices,  Health 
Planning,  Hospitals,  State  or  Local  Administration 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1353  PROJECT  NO:  HCFA  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO;  PB  284-455 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  500-77-0011 

COST    (In  Thousands):  FY  7-$43 

STATUS:  Study  completed,  ' 

Available  from  PIC,  '  ' 

Available  from  NTIS 
START/END  DATES;  July  '77  through  October  '77 


1018  ' 
AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE;  Study  of  the  Process,  Effectiveness  and  Costs  of 
the  EPSDT  Program  in  Southeastern  Pennsylvania 

REPORT  TITLE;  Study  of  the  Process,  Effectiveness  and  Costs  of 

the  EPSDT  Program  in  Southeastern  Pennsylvania 
PERFORMER:  Philadelphia  Health  Management  Corporation,  260 

South  Broad  Street,  Philadelphia  PA  19102,  Irwin,  Dr.  P.H. 
PROJECT  OFFICER;  Ellingson,  Kathy;  Rm  1E6,  OAKM  Bldg; 

301-597-2305 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid-EPSDT 

ABSTRACT:  The  Early  and  Periodic  Screening,  Diagnosis,  and  Treat- 
ment (EPSDT)  program  is  designed  to  detect  and  treat  potentially 
progressive  or  debilitating  conditions  that  interfere  with  normal 
learning  and  development  among  children  eligible  for  Medicaid.  The 
purpose  of  this  study  was  to  identify  factors  that  have  general  applica- 
tion for  the  development  of  child  health  service  programs.  The  un- 
derlying issue  explored  throughout  the  study  was  the  extent  to  which 
a  large  administrative  data  bank  can  be  used  for  research  and  evalua- 
tion of  the  program  that  the  data  bank  is  documenting.  This  study  (1) 
provided  an  analysis  of  client,  program,  provider,  and  geographic 
variables  associated  with  utilization  of  EPSDT  services  and  with 
specific  screen  results;  (2)  identified  interrelationships  among  these 
variables;  (3)  developed  provider  typology;  and  (4)  determined  varia- 
bles contributing  to  overall  effectiveness  to  different  provider  types. 
The  study  used  an  existing  database  on  the  history  of  EPSDT  screen- 


372 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Health  Care  Financing  Administration 


Accession  No.  1021 


ing  records  over  four  years  in  southeastern  Pennsylvania.  The  data 
has  been  collected  by  the  Philadelphia  Health  Management  Corpora- 
tion using  a  quasi-experimental  design  to  estimate  program  impact  on 
the  prevalence  of  serious  abnormalities  among  children  serviced.  It 
was  found  that  compared  to  themselves  across  time  or  to  a  control 
group,  a  sample  of  1831  children  had  30%  fewer  abnormalities. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care.  Statistical 
Data  Feature,  Children  and  Youth,  Statistical  Analysis  Methods  Fea- 
ture, Preventive  Health  Care,  Health  Care  Delivery  Systems,  Out- 
reach and  Referral,  Medicaid.  Evaluation  by  State  and  Local 
Governments,  Demography 

STUDY  TYPE:  Research  and  Data  Development;  Case  Studies 

PIC  ID  NO:  1862  PROJECT  NO:  HCFA  78-5 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-97 11 5/3-03 
COST    (In  Thousands):  FY  78-$232 
STATUS:  Study  completed 

START/END  DATES:  September  "78  through  December  "80 


1019 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Study  of  Title  XX  Involvement  in  Services  to  the 
Chronically  Mentally  111 

REPORT  TITLE:  Study  of  Title  XX  Involvement  in  Services  to  the 

Chronically  Mentally  111 
PERFORMER:  Lucas,  Tucker  and  Company,  1019  19th  Street 

N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation; 

HD-OASHDS-Social  Services/Title  XX-Mentally  Disabled 

(CONSOLIDATED-See  SSBG) 

ABSTRACT:  The  objectives  of  this  study  were  to  develop  a  national 
estimate  of  the  total  count  of  Title  XX  service  recipients  who  are 
chronically  mentally  ill;  identify  the  types  of  social  services  provided 
to  the  chronically  mentally  ill;  and  develop  an  estimate  of  the  costs 
of  those  social  services  for  the  chronically  mentally  ill.  The  study 
produced  national  estimates  as  well  as  state-by-state  estimates.  (Final 
report  69  pages  plus  appendix.) 

DESCRIPTORS:  Mental  Health,  Handicappmg  Conditions  and  Prob- 
lems, Social  Services  Delivery  Systems,  State  or  Local  Administra- 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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COST  (In  Thousands):  Not  available 
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Available  from  NTIS 
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REPORT  TITLE:  Survey  and  Evaluation  of  the  Physician  Extender 

Reimbursement  Experiment 
PERFORMER:  System  Sciences,  Inc.,  4330  East-West  Highway, 

Bethesda  MD  20014 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Survey  and  Certification  (Entire  Program  Area) 

ABSTRACT:  This  report  summarizes  and  analyzes  the  findings  of  a 
field  survey  of  70  primary  care  medical  practices  employing  physi- 
cian extenders  and  50  comparison  practices  not  employing  physician 
extenders.  The  purposes  of  the  survey  were  to  assess  (1)  the  impact 
of  physician  extender  employment  on  the  quality  of  care  provided  in 
practices;  (2)  practice  costs;  (3)  the  validity  of  data  collected  in  a 
previous  mail  survey  by  the  University  of  Southern  California;  and 
(4)  the  legality  of  physician  extender  activities. 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Physicians,  Statisti- 
cal Analysis  Methods  Feature.  Case  or  Site  Study  Feature 
STUDY  TYPE:  Case  Studies 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  600-76-0167 
COST  (In  Thousands):  Not  available 
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PROJECT  TITLE:  Effects  of  SSI  on  Medicaid 

REPORT  TITLE:  Ten-State  Study  of  Medicaid  Eligibility  and 

Utilization  Changes  Coinciding  with  the  Introduction  of  the 
Supplemental  Security  Income  Program  (Four  Vols.) 

PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 
Avenue,  Silver  Spring  MD  20910 

PROJECT  OFFICER:  Holiber,  Caryl;  Rm  5428,  COHEN  Bldg; 
202-245-7727 

PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area); 
SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  The  results  of  the  survey  are  presented  in  five  volumes. 
The  survey  was  conducted  during  1973-1974  to  examine  trends  in 
eligibility,  utilization,  and  expenditures  among  Medicaid  recipients  in 
10  states.  The  survey  coincided  with  introduction  of  the  supplemental 
security  income  (SSI)  program  for  the  aged,  blind,  and  disabled.  An 
overview  of  this  program  is  presented.  Data  on  Medicaid  programs 
in  10  states  are  tabulated  in  an  appendix  to  a  survey  report  concerned 
with  the  Medicaid  eligibility  and  utilization  changes.  Final  report: 
Volume  I,  "Report  of  Findings";  Volume  II,  "State  Medicaid  Pro- 
grams"; Volume  III,  "The  Supplemental  Security  Income  Program"; 
Volume  IV,  "Federal  Medicaid  Regulations";  and  Volume  V,  "State 
Medicaid  Tabulations."  (Final  report  volumes  55,  124,  37,  and  25 
pages,  respectively;  appendix  400  pages.) 
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REPORT  TITLE:  Time  Series  Variation  Rate  Study  of  Medical  Care 

Problem  Areas  Identified  and  Affected  by  PSRO  MCE 
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301-597-1414 
PROGRAM(S)  EVALUATED: 
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HCFA-Program  Direction  and  Management-Medicare; 

HCFA-Research  Demonstration  and  Evaluation; 

HCFA-Quality  Control 

ABSTRACT:  As  part  of  HCFA's  evaluation  of  the  Professional  Stand- 
ard Review  Organizations  (PSRO)  program,  this  study  assessed  the 
effects  of  the  Medical  Care  Evaluation  (MCE)  studies  conducted 
under  PSRO  auspices.  MCEs  were  conceived  as  the  mechanism, 
based  on  the  medical  audit  methods,  by  which  PSROs  assured  that 
quality  of  care  was  maintained  or  improved.  The  study  assessed  ad- 
herence to  objective  standards  of  care  before  and  after  MCEs  were 
done  to  see  whether  changes  in  compliance  could  be  detected.  It  also 
estimated  the  benefits  and  costs  associated  with  MCEs  and  the  factors 
that  facilitated  or  hindered  PSRO  quality  assurance  programs.  The 
interim  report  of  this  project,  which  is  contained  in  the  departmental 
evaluation  of  the  PSRO  program,  showed  that  quality  assurance  had 
increased  compliance  with  standards.  No  direct  relationships  were 
found  between  improvements  and  such  variables  as  hospital  size, 
location,  ownership,  teaching  affiliation,  or  MCE  delegation  status. 
This  is  one  of  the  few  large-scale  quality-of-care  evaluations.  This 
project  consists  of  six  volumes:  ( 1 )  introduction;  (2)  technical  descrip- 
tion of  the  variation  rate  study;  (3)  benefit/cost  study;  (4)  detailed 
case  studies  of  the  history  and  current  operations  of  MCE  programs 
conducted  by  six  PSROs;  (5)  description  and  findings  of  a  validation 
study;  and  (6)  executive  summary  of  the  entire  project,  its  back- 
ground and  major  findings.  (Individual  NTIS  accession  numbers  are 
available  from  PIC.) 
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ABSTRACT:  The  Title  XIX  program  was  analyzed  with  respect  to  its 
legislation,  regulations,  guidelines,  functions,  organizational  struc- 
ture, and  staffing.  It  also  was  broken  down  on  a  state-by-state  basis 
with  respect  to  services  funded,  number  of  eligibles,  and  maximum 
allowable  reimbursement.  Two  briefing  books  were  prepared,  one 
devoted  to  a  breakdown  of  the  national  aspects  of  the  Medicaid 
program,  the  second  containing  a  state-by-state  breakdown  of  Title 
XIX. 

DESCRIPTORS:  Regulation  and  Standard  Setting,  State  or  Local  Ad- 
ministration, Social  Services  Delivery  Systems 
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ABSTRACT:  This  study  examined  the  process  of  certification  under 
Medicare  and  Medicaid  programs.  The  then-present  system  served  as 
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a  point  of  departure  for  the  design  and  implementation  of  an  optimal 
certification  system  under  national  health  insurance  (NHI).  Informa- 
tion was  obtained  through  a  literature  review  and  interviews  of  key 
personnel  in  representative  organizations  that  were  involved  in  cer- 
tification activities.  Several  functions  were  identified  and  separately 
evaluated  in  the  certification  process:  assessment,  decision  making, 
and  monitoring  and  evaluation.  Preliminary  recommendations  for 
consideration  and  re-examination  before  developing  a  certification 
process  under  NHI  were  (1)  eliminate  redundancies  and  consolida- 
tion functions  along  a  single  line  of  authority;  (2)  limit  the  role  of  the 
surveyor  to  objective  assessment  of  compliance,  and  provide  for 
certification  decision  making  to  be  performed  at  the  level  of  a  region- 
al health  service  area;  (3)  surveyors  should  attain  a  level  of  expertise 
in  surveying  techniques  and  operate  in  terms  of  specialists;  and  (4) 
separate  functions  of  assessment  into  consultation  and  demonstration. 
Projects  should  be  established  to  test  new  standards  of  surveying, 
consulting  and  establishing  strong  formal  linkages  to  allow  for  infor- 
mation exchange  and  coordination  of  decisions  among  provider  cer- 
tification, health  planning,  reimbursement,  and  quality  assurance 
activities.  (Final  report  94  pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  Certification  and 
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STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0808  PROJECT  NO:  HSA  (O)  75-1 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  246-755 

MECHANISM;  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '75  through  August  "75 


1025 

AGENCY  SPONSOR:  Health  Care  Financing  Administration 

PROJECT  TITLE:  Uncompensated  Care:  Issues  and  Options 

REPORT  TITLE:  Uncompensated  Care:  Issues  and  Options 
PERFORMER:  Office  of  Research  and  Demonstrations,  Washington 

D.C.  20201,  and  Health  Policy  Research  Consortium, 

Waltham  MA  02254 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  report  examines  the  treatment  of  uncompensated 
care  costs  under  the  Medicare  Prospective  Payment  System  (PPS). 
This  care  includes  the  total  charges  for  free  care  and  bad  debt  occur- 
ring in  hospitals  and  was  estimated  to  be  between  $6  million  and  $8 
million  in  1982.  There  is  a  lack  of  agreement  among  hospitals  on  how 
to  differentiate  between  free  care  and  bad  debt.  The  dollar  estimate 
of  free  care  and  bad  debt  is  based  on  unaudited,  self-reported  hospital 
industry  data.  Available  data  suggest  that  uncompensated  care  is  a 
more  significant  problem  for  teaching  and  public  hospitals  than  for 
other  types  and  more  apparent  in  the  South  than  in  other  regions. 
When  characteristics  of  deficit  and  nondeficit  hospitals  are  examined, 
deficit  hospitals  with  a  high  volume  of  uncompensated  care  appear 
to  have  relatively  low  numbers  of  privately  insured  patients  who  can 
subsidize  the  uncompensated  care,  higher  outpatient  department  ex- 
penses than  other  groups,  higher  ratios  of  salaried  physicians  and 
residents  than  others,  and  the  lowest  collection  ratios.  One  recom- 
mendation of  the  researchers  is  that  more  ambulatory  care  patients 
be  served  in  freestanding  clinics,  physicians'  offices,  systems  of 
managed  care,  and  health  maintenance  organizations  (HMOs).  (Final 
report  1 13  pages.) 
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ABSTRACT:  A  study  conducted  in  1973  documented  in  detail  the  fact 
that  many  barriers  constrain  the  flow  of  funds  from  the  two  primary 
third-party  payment  programs.  Medicare  and  Medicaid,  to  ambulato- 
ry care  centers.  Since  the  time  of  that  report,  ambulatory  care  pro- 
grams have  substantially  intensified  efforts  to  increase  third-party 
revenues.  In  addition,  the  enactment  of  P.L.  92-603  provides  for 
mechanisms  that  should  improve  the  ability  of  ambulatory  care  pro- 
jects to  collect  third-party  revenues.  Major  findings  include  im- 
plementation of  direct  reimbursement  of  freestanding  ambulatory 
care  projects  resulted  in  an  increase  from  24  to  79  receiving  Medicare 
payment;  patient  eligibility  has  been  expanded  under  both  Medicare 
and  Medicaid;  P.L.  92-603  did  not  substantially  alter  the  benefit  struc- 
tures of  the  payment  programs;  no  major  changes  have  occurred  with 
respect  to  rate  structure;  and  the  direct  reimbursement  has  probably 
improved  billing  efficiency. 
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ABSTRACT:  This  project  developed  a  battery  of  measures  of  program 
effects  on  Head  Start  children  between  the  ages  of  three  and  seven. 
These  measures  are  to  be  used  to  assist  teachers  in  planning  appropri- 
ate developmental  activities  while  children  are  participating  in  Head 
Start.  The  report  recommends  that  measures  also  be  developed  for 
parents,  communities,  and  institutions  to  assess  the  total  impact  of 
Head  Start.  (Final  report  153  pages  plus  appendices.) 
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ABSTRACT:  This  study  was  designed  to  complement  information 
gathered  by  HEW  through  public  comment  activities  on  the  Notice 
of  Proposed  Rulemaking  (NPRM),  which  appeared  in  the  Federal 
Register  on  June  15,  1979.  It  had  invited  public  comment  concerning 
the  Federal  Interagency  Day  Care  Requirements  (FIDCR).  The 
scope  of  the  study  was  to  identify  potential  implementation  problems, 
assess  the  implications  of  these  factors,  and  make  recommendations 
about  how  HEW  could  attempt  to  overcome  these  problems.  Some 
recommendations  were  (1)  HEW  should  involve  the  regional  offices 
in  every  step  of  implementation  planning  and  in  as  many  activities  as 
possible:  and  (2)  HEW  should  make  an  individual  assessment  of  the 
readiness  and  needs  of  each  state,  develop  action  plans  with  each  state 
based  on  these  assessments,  and  develop  a  national  implementation 
strategy  that  focuses  federal  resources  on  those  states  where  there  is 
the  greatest  likelihood  of  improving  day  care.  (Final  report  77  pages.) 
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ABSTRACT:  This  study  assessed  the  effectiveness  of  the  Head  Start 
Supplementary  Training  Program  in  providing  Child  Development 
Associate  (CDA)  competency-based  training  to  Head  Start  caregiv- 
ers across  the  country.  This  assessment  focused  on  the  effects  of 
training  on  a  newly  enrolled  group  of  trainees  after  one  and  two  years 
of  participation  in  the  program.  The  contractor  conducted  a  survey 
of  all  the  training  programs,  and  selected  a  nationally  representative 
sample  of  programs,  a  sample  of  new  trainees  who  entered  in  Fall 
1976.  and  a  comparison  group  of  potential  trainees.  The  report  con- 
tains basic  data  on  the  programs,  trainees,  and  comparison  group,  and 
compares  the  results  of  the  trainees'  performance  on  the  CDA  formal 
assessment  to  the  trainees"  permanance  after  one  and  two  years  of 
training.  Volume  I  is  the  executive  summary;  Volume  II  is  the  final 
report;  and  Volume  III  is  the  appendix.  Volumes  II  and  III  are 
available  from  PIC.  All  three  volumes  are  available  from  ERIC  (Nos. 
ED  164-099,  ED  164-100,  and  ED  164-101,  respectively). 
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ABSTRACT:  This  report  is  the  first  in  a  series  of  three  addressing  the 
National  Runaway  Switchboard  (NRS),  which  serves  as  the  national 
communications  system  for  runaway  and  homeless  youth,  their  fami- 
lies, and  youth-serving  agencies  mandated  by  the  Runaway  and 
Homeless  Youth  Act.  This  report  addresses  (1)  the  adequacy  of  Met- 
ro-Help's management  and  operational  processes  for  running  the 
NRS  and  (2)  the  capacity  of  NRS'  telecommunications  system  for 
meeting  the  service  demands  of  the  clients.  The  report  (1)  presents 
the  methodology  used  in  the  assessment  and  (2)  describes  in  detail 
Metro-Help's  management  and  operation  of  the  NRS.  The  report  also 
discusses  some  of  Metro-Help's  strengths  and  limitations,  concluding 
that  the  organization  is  clearly  capable  of  running  the  NRS.  The 
report  also  offers  some  recommendations  to  help  the  NRS  meets  its 
demands  and  to  increase  the  system's  effectivess  and  efficiency  in 
providing  services  to  troubled  youth.  See  also  PIC  ID  Nos.  2431.1. 
and  2431.2. 
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ABSTRACT:  The  Child  Welfare  Indicator  Survey  provided  national 
data  on  the  number  of  children  in  substitute  care,  the  characteristics 
of  these  children,  and  the  fiow  of  children  through  the  substitute  care 
system.  The  data  included  duration  of  placement,  placement  settings, 
status  of  parental  rights,  adoptions,  and  handicapped  and  special 
needs  children.  The  study  was  undertaken  (1)  to  provide  data  that 
could  be  used  to  determine  the  impact  of  the  Adoption  Assistance  and 
Child  Welfare  Act  of  1980  and  (2)  to  provide  data  for  congressional 
hearings  and  a  report  to  Congress.  The  study  had  two  phases.  The 
first  was  a  short-term  effort  that  gathered  aggregate  data  from  nine 
states  with  large  foster  care  populations.  Both  volumes  of  this  report 
focus  on  the  second  phase,  which  was  a  mail  survey  of  case  records 
from  a  nationally  representative  sample  of  local  social  service  agen- 
cies. Volume  I  presents  the  methodology,  the  survey  results,  and  the 
estimates  of  the  number  of  children  in  the  substitute  care  population. 
Volume  II,  the  report's  appendices,  includes  the  standard  errors, 
instruments,  and  unweighted  data.  Both  volumes  are  available  from 
NTIS:  PB  84-127232  and  PB  84-133602,  respectively.  See  also  PIC 
ID  Nos.  2416  and  2416.2. 

DESCRIPTORS:  Children  and  Youth,  Child  Welfare,  Foster  Care  and 
Adoption,  Survey  or  Questionnaire  Feature,  Law  and  Legislation, 
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ABSTRACT:  This  study  generated  and  analyzed  data  related  to  the 
impact  of  the  Adoption  Assistance  and  Child  Welfare  Act  of  1980 
(P.L.  96-272).  Chapter  I  of  the  report  defines  the  reporting  and  data- 
collection  requirements  of  the  law.  Chapter  II  describes  the  surveys 
that  provided  data  that  can  be  used  to  determine  the  impact  of  the 
new  law.  The  first  child  welfare  indicator  survey,  which  was  a  short- 
term  effort  to  gather  aggregate  data  from  nine  states  with  large  foster 
care  populations,  addressed  (1)  the  number  of  children  in  substitute 
care;  (2)  the  number  of  entries  into  substitute  care  by  whether  they 
were  previously  or  not  previously  in  care;  (3)  the  number  of  children 
who  left  care;  (4)  the  number  of  placements  in  adoptive  homes;  and 
(5)  the  number  of  disrupted  adoption  placements.  The  survey  results 
were  compared  with  the  data  from  the  survey  of  the  number  of 
children  in  substitute  care  conducted  by  the  Office  of  Civil  Rights  in 
1980.  Chapter  III  is  based  on  the  perceptions  of  state  officials  of  the 
impact  of  P.L.  96-272  on  the  service  delivery,  administration,  and 
automated  sytems  development  in  the  Foster  Care  and  Adoption 
Assistance  Program.  Chapter  IV  presents  other  data  on  the  child 
welfare  program.  See  also  PIC  ID  Nos.  2416.1  and  2416.2. 
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ABSTRACT:  This  report  on  the  Natonal  Day  Care  Study  (NDCS) 
summarizes  research  results  of  the  major  cost  effects  study  of  center- 
based  preschool  day  care  conducted  between  1 974  and  1 978  at  67  day 
care  centers  in  Atlanta,  Detroit,  and  Seattle.  Data  from  the  major 
study,  two  supporting  studies,  and  a  national  telephone  survey  of 
3,100  randomly  selected  centers  were  analyzed  to  answer  policy 
questions.  The  study's  most  important  findings  bore  on  the  composi- 
tion of  the  day  care  class  and  the  qualifications  of  caregivers.  For 
children  three,  four,  and  five  years  old,  the  NDCS  found  that  (1) 
across  all  study  sites,  smaller  groups  were  consistently  associated 
with  better  care,  more  socially  active  children,  and  higher  gains  on 
two  developmental  tests;  (2)  variations  in  group  size  affected  cost 
only  slightly;  (3)  caregivers  with  education  and  training  relevant  to 
young  children  delivered  better  care  with  somewhat  superior  deve- 
lopmental effects  for  children;  (4)  caregivers  with  child-related  edu- 
cation and  training  did  not  receive  higher  wages  than  other 
caregivers;  and  (5)  for  children  under  three,  both  group  size  and 
caregiver/child  ratio  were  linked  to  behavioral  indicators  of  quality. 
(Final  report  297  pages;  executive  summary  32  pages.) 
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ABSTRACT:  This  report  is  the  second  in  a  series  of  three  addressing 
the  operations  and  technical  adequacy  of  the  National  Runaway 
Switchboard  (NRS),  which  serves  as  the  national  communications 
system  for  runaway  and  homeless  youth,  their  families,  and  youth- 
serving  agencies  mandated  by  the  Runaway  and  Homeless  Youth 
Act.  This  report  describes  the  results  of  a  comparative  analysis  of  the 
NRS  with  other  crisis-oriented  hotlines.  The  analysis  focused  on  nine 
other  national,  state,  and  regional  telephone  crisis  hotlines  to  (1) 
identify  their  major  components;  (2)  determine  the  degree  to  which 
the  NRS  is  comparable  in  operational  and  management  procedures 
to  other  hotlines;  and  (3)  determine  if  the  NRS  is  duplicating  services 
available  through  other  hotlines.  The  results  show  that  the  NRS  is 
comparable  to  other  crisis  hotlines,  especially  in  terms  of  the  core 
services  provided  and  type  of  telephone  equipment  used.  Its  costs  per 
call  are  lower  than  the  other  hotlines.  The  NRS  also  compares  favor- 
ably in  the  number  of  resource  listings  and  the  organization  of  the 
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resource  system,  although  system  automation  would  greatly  enhance 
the  turnaround  time  on  calls,  the  access  to  resources,  and  the  updat- 
ing procedures.  See  also  PIC  ID  Nos.  2431  and  2431.2. 
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ABSTRACT:  The  Adoption  Assistance  and  Child  Welfare  Act  of  1980 
outlined  a  two-tiered  foster  care  case  review  system  that  includes  (1) 
a  review  by  a  court  or  administrative  body  at  least  every  six  months 
during  the  child's  placement  and  (2)  a  dispositional  hearing  by  a  court 
or  court-appointed/court-approved  body  within  18  months  of  a 
child's  placement  in  foster  care  and  periodically  thereafter  to  deter- 
mine the  child's  future  placement  status.  The  four  volumes  of  this 
report  present  the  findings  from  Phase  II  of  a  study  of  the  case  review 
system.  Phase  II  focused  on  the  dispositional  hearing  requirement  and 
addressed  (1)  the  states'  response  to  the  dispositional  hearings;  (2) 
how  states  operate  the  dispositional  hearings;  and  (3)  the  advantages, 
problems,  and  issues  surrounding  the  implementation  of  the  hearings. 
It  consisted  of  an  exploratory  survey  of  the  hearings  in  the  50  states 
and  Washington  DC,  and  an  in-depth  study  of  the  hearings  in  Arizo- 
na, Louisiana,  Montana,  North  Dakota,  San  Francisco  County  (Cali- 
fornia), South  Carolina,  Virginia,  and  Washington,  D.C.  The  four 
volumes  are  (1)  "National  Survey";  (2)  "Structure  and  Operation  of 
Dispositional  Hearings  in  Selected  States";  (3)  "Legal  Issues  and 
State  Statutory  Survey";  and  (4)  "Functioning  of  the  Hearings."  See 
also  PIC  ID  No.  2056. 
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ABSTRACT:  This  report  summarizes  the  findings  from  a  six-month 
ethnographic  study  of  the  Child  and  Family  Resource  Program 
(CFRP),  a  Head  Start  deomonstration  project  initiated  in  1973. 
CFRP  provides  child  development  and  family  support  services  to 
low-income  families  with  young  children.  This  part  of  the  CFRP 
evaluation  differed  from  other  studies  in  that  it  employed  qualitative 
methods  of  data  collection  and  interpretation  to  capture  the  quality 
of  the  program  experience  for  individual  children  and  their  families. 
Five  case  studies  are  included  in  the  report:  Jackson  (Michigan);  Las 
Vegas;  St.  Petersburg  (Florida);  Salem  (Oregon);  and  Spencer-Ok- 
lahoma City.  Background  information  on  the  CFRP,  characteristics 
of  participating  families,  needs  assessment,  and  program  services  for 
each  site  are  given.  Comparisons  among  the  five  programs  are  drawn 
regarding  organizational  structure;  staff  roles,  qualifications,  training, 
and  supervision;  needs  assessment  and  goal  setting;  and  services  prov- 
ided. See  also  PIC  ID  Nos.  1648  and  1648.2.  (Final  report  495  pages 
plus  appendices;  executive  summary  30  pages.) 
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ABSTRACT:  These  two  reports  cover  aspects  of  the  day  care  services 
in  Denver  and  Seattle.  The  first  report  ("Supply  of  Day  Care  Ser- 
vices in  Denver  and  Seattle")  examines  the  supply  of  day  care  ser- 
vices in  mid- 1974  and  also  includes  an  estimate  and  breakdown  of  cost 
functions  to  determine  the  custodial  component  of  day  care  services. 
Four  separate  sectors  of  the  day  care  industry  are  recognized:  in- 
home  (I-H)  providers,  unlicensed  family  day  care  home  (FDCH) 
operators,  licensed  FDCH  operators,  and  child  care  centers.  At 
times,  these  four  sectors  are  grouped  into  an  informal  and  a  formal 
sector.  The  informal  part  consists  of  I-H  and  unlicensed  FDCH  oper- 
ators, while  the  formal  segment  consists  of  licensed  FDCH  and  cen- 
ter providers.  The  center  sector  is  further  broken  down  into  nonprofit 
public,  nonprofit  private,  and  for-profit  private  centers.  The  second 
report  ("Cost  of  Compliance  with  Federal  Day  Care  Standards  in 
Seattle  and  Denver")  discusses  the  cost  of  compliance  with  federal 
day  care  standards  and  provides  estimates  of  these  costs,  especially 
with  regard  to  changes  in  the  child/staff  ratio  requirements.  The 
estimates  are  provided  separately  for  day  care  centers  and  family  day 
care  homes.  Work  for  this  project  was  also  performed  under  Contract 
No.  SRS-70-53. 
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PIC  ID  NO:  1000  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  71-18 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  '76  through  June  '77 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
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PROJECT  TITLE:  Human  Services  in  Programs  Serving  Runaway 
Youth 

REPORT  TITLE:  Doing  It:  A  Collection  of  Articles  on  Issues, 

Problems  and  Viable  Solutions  Concerned  with  the  Provision 

of  Effective  Human  Services... 
PERFORMER:  Educational  Systems  Corporation,  1710  N  Street 

N.W.,  Washington  D.C.  20036,  202-452-0811 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Runaway  Youth 

ABSTRACT:  This  manual  is  a  basic  guide  to  the  development  and 
operation  of  programs  that  offer  comprehensive  services  for  runa- 
ways and  their  families.  The  manual's  objectives  are  to  (1)  provide 
recommendations  for  establishing  new  runaway  programs;  (2)  assist 
grantees  from  ongoing  programs  in  improving  and/or  expanding 
their  services;  and  (3)  encourage  communication  among  service 
providers.  The  manual  is  divided  into  six  major  sections:  (1)  program 
philosophy;  (2)  program  issues;  (3)  organizational  issues;  (4)  manage- 
ment issues;  (5)  community  issues;  and  (6)  use  of  technical  assistance. 
DHEW  Publication  No.  (OHDS)  78-26053.  Work  for  this  project 
was  also  performed  under  Contract  No.  HEW-100-75-0190.  (Final 
report  321  pages.) 


DESCRIPTORS:  Children  and  Youth,  Dropouts  and  Runaways 
STUDY  TYPE:  Other 

PIC  ID  NO:  1452  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-75-2102 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '74  through  September  '75 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
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PROJECT  TITLE:  Child  and  Family  Resource  Program  Evaluation 

REPORT  TITLE:  Effects  of  a  Social  Program:  Final  Report  of  the 
Child  and  Family  Resource  Program's  Infant-Toddler 
Component 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Kresh,  Esther;  Rm  5736,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Program  Direction  and  Management; 
HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  This  report  assesses  the  effects  and  effectiveness  of  the 
Child  and  Family  Resource  Program's  three-year  infant-toddler  com- 
ponent, which  has  been  the  main  focus  of  the  five-year  evaluation. 
Chapter  1  outlines  the  program's  goals,  organization,  and  methodolo- 
gy and  summarizes  the  characteristics  of  the  CFRP  population. 
Chapter  2  presents  some  unique  features  of  the  program's  organiza- 
tion, such  as  its  links  to  Head  Start  and  other  community  agencies  and 
its  procedures  for  individualizing  services.  Chapter  3  focuses  on  the 
functioning  of  the  part  of  the  program  that  received  the  lion's  share 
of  attention  in  the  evaluation,  namely  the  component  devoted  to 
serving  infants  and  toddlers.  Chapter  4  provides  a  briefer  sketch  of 
the  program's  services  to  children  as  they  made  the  transition  into 
Head  Start.  Chapter  5  summarizes  the  methods,  findings,  and  limita- 
tions of  the  quantitative  impact  study  and  highlights  some  of  the  main 
findings  from  descriptive  and  qualitative  studies  of  the  program's 
operations  and  interaction  with  families.  Chapter  6  assesses  the  effects 
of  different  degrees  of  participation  within  the  CFRP  group  and 
investigates  whether  CFRP  had  different  effects  for  different  types 
of  families  with  potentially  different  patterns  of  need.  Chapter  7 
summarizes  the  main  findings,  conclusions,  and  implications  for  poli- 
cy and  program  management.  See  also  PIC  ID  Nos.  1648  and  1648.1. 
(Final  report  247  pages;  executive  summary  40  pages.) 

DESCRIPTORS:  Child  Development,  Family  Support,  Research  and 
Evaluation  Methods  Feature,  Infants,  Children  and  Youth 
STUDY  TYPE:  Research  and  Data  Development;  Program  Impact 

PIC  ID  NO:  1648  2  PROJECT  NO:  ACYF  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-79-1301 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '79  through  September  '82 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Evaluation  of  Head  Start  Medical,  Dental  and 
Nutritional  Services 

REPORT  TITLE:  Effects  of  Head  Start  Health  Services:  Report  of 
the  Head  Start  Health  Evaluation  (Two  Volumes) 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Brown,  Dr.  Bernard;  Rm  5729,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start-Research  Evaluation  and 
Demonstration 

ABSTRACT:  The  purpose  of  this  evaluation  was  to  determine  the 
impact  of  Head  Start  health  services  on  Head  Start  children,  their 
families,  and  their  communities.  The  five-year  evaluation  employed 
a  comprehensive  set  of  medical,  dental,  and  nutritional  assessment 
instruments  that  were  pilot  tested  during  the  second  year  of  the 
evaluation  to  compare  the  health  status  of  Head  Start  children  to  that 
of  matched  and  randomly  assigned  comparison  children.  (Final  re- 
port 354  pages  plus  appendices.) 

DESCRIPTORS:  Health  Care  Techniques,  Research  and  Evaluation 
Methods  Feature,  Child  Development,  Dental  Health  Care,  Food 
and  Nutrition 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1996  PROJECT  NO:  ACYF  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  ED  248-026 

CONTRACT/GRANT  NO:  105-77-1042 

COST    (In  Thousands):  FY  77-$200,  FY  78-$216,  FY  79-$1763, 

FY  80-$470 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  ERIC 
START/END  DATES:  September  '77  through  March  '84 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
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PROJECT  TITLE:  Head  Start  Evaluation,  Synthesis,  and  Utilization 
Project 

REPORT  TITLE:  Effects  of  the  Head  Start  Program  on  Children's 

Cognitive  Development 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Deloria,  Dennis 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  Findings  from  more  than  1,400  reports  documenting  re- 
search undertaken  since  the  inception  of  the  Head  Start  program  are 
integrated  and  analyzed  in  this  report  to  determine  Head  Start's  effect 
on  the  cognitive  development  of  the  child  participants.  The  most 
significant  findings  include  (1)  children  participating  in  Head  Start 
make  immediate  gains  in  basic  cognitive  competency,  school  readi- 
ness, and  achievement;  (2)  gains  in  basic  cognitive  competency, 
school  readiness,  and  achievement  are  sustained,  though  at  a  lower 


level,  during  the  first  three  years  after  discontinuing  Head  Start  par- 
ticipation; (3)  gains  made  by  children  who  attended  Head  Start  since 
1970  are  considerably  larger  than  the  gains  made  by  children  who 
attended  Head  Start  from  1965  to  1969;  and  (4)  the  most  disadvan- 
taged children  (i.e.,  children  from  single-parent  families  and/or  fami- 
lies in  which  the  mother  had  a  lOth-grade  education  or  less)  gained 
the  most  from  Head  Start  participation.  See  also  PIC  ID  Nos.  0501, 
0501.1,  0501.3,  and  0501.4.  (Final  report  139  pages.) 

DESCRIPTORS:  Child  Development,  Social  Services  Delivery  Sys- 
tems, Educationally  Disadvantaged,  Statistical  Data  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0501  2  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-81-C-026 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '81  through  September  '83 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
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PROJECT  TITLE:  Evaluation  of  Child  Abuse  and  Neglect  State 
Training  and  Professional  Continuing  Education 

REPORT  TITLE:  Evaluation  of  Child  Abuse  and  Neglect  State 

Training  and  Professional  Continuing  Education  Projects 
PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 

Street  N.W.,  Washington  D  C.  20004 
PROJECT  OFFICER:  Corrigan,  John;  Rm  5142,  DONO  Bldg; 

202-755-7700 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  Twenty-two  grantees  tested  the  effectiveness  of  the  Na- 
tional Center  on  Child  Abuse  and  Neglect  training  curriculum  on 
identification,  reporting,  referral,  and  case  management  of  child 
abuse  and  neglect.  Statistics  were  compiled  on  persons  trained  and 
agency  auspices  and  training  approaches  used.  Pre-  and  post-tests 
were  conducted  to  measure  trainees'  knowledge,  skills,  and  sensitivi- 
ty related  to  the  curriculum  content. 

DESCRIPTORS:  Child  Welfare,  Curriculum  Development,  Demon- 
stration Projects,  Field  Test  Feature,  Social  Work  Manpower,  Sur- 
vey or  Questionnaire  Feature,  Abused  and  Neglected 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1289  PROJECT  NO:  OCD  76.1-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1172 
COST    (In  Thousands):  FY  76.1-$133,  FY  77-$57 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  August  '76  through  November  '77 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
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PROJECT  TITLE:  Evaluation  of  the  Head  Start  Child  and  Family 
Mental  Health  (CFMH)  Projects 

REPORT  TITLE:  Evaluation  of  Child  and  Family  Mental  Heahh 

Project  (Four  Reports) 
PERFORMER:  Urban  Institute  for  Human  Services,  3  Waters  Park 

Drive,  San  Mateo  CA  94403 
PROJECT  OFFICER:  Brown,  Dr.  Bernard;  Rm  5729,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start-Research  Evaluation  and 

Demonstration 

ABSTRACT:  This  evaluation  consisted  of  a  process  and  impact  evalua- 
tion of  the  Child  and  Family  Mental  Health  Project.  The  process 
evaluation  described  the  nature  of  the  program  and  the  services  deliv- 
ered, and  the  impact  evaluation  focused  on  changes  in  the  mental 
health  status  of  children,  parents  and  teachers  resulting  from  the 
primary  prevention  program.  During  the  third  year  of  the  evaluation, 
pre-  and  post-measures  of  program  implementation  and  structures 
were  taken.  In  addition,  observational  and  standardized  measures  of 
impact  were  pilot  tested  and  refined  for  use  in  the  third  year.  The 
project  was  terminated  before  all  data  were  collected.  The  four  re- 
ports available  from  PIC  are  (1)  "Evaluation  of  the  Child  and  Family 
Mental  Health  Project  (Phase  I)";  (2)  "Report  on  Pilot  Test  of  Impact 
and  In-Depth  Measures,  Child  and  Family  Mental  Health  Project"; 
(3)  "Field  Plan  and  Implementation  Package  for  the  Ethnographic 
Component  of  the  Child  and  Family  Mental  Health  Project  Evalua- 
tion"; and  (4)  "Summary  of  Fall  1980  Data  Analysis,  The  Child  and 
Family  Mental  Health  Evaluation  Project."  The  four  reports  are  also 
available  from  ERIC  (Nos.  ED  213-489,  ED  213-492,  ED  213-491, 
and  ED  213-490,  respectively). 

DESCRIPTORS:  Child  Development,  Demonstration  Projects,  Mental 
Health,  Field  Test  Feature,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1998  PROJECT  NO:  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  See  Abstract 

CONTRACT/GRANT  NO:  105-77-1057 

COST    (In  Thousands):  FY  77-$200,  FY  79-$388,  FY  80-$862 
STATUS:  Study  completed. 

Available  from  PIC,  ,• 

Executive  summary  at  PIC, 

Available  from  ERIC 
START/END  DATES:  September  '77  through  September  '81 
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PROJECT  TITLE:  Evaluation  of  Child  Abuse  and  Neglect 
Demonstration  Resource  Projects 

REPORT  TITLE:  Evaluation  of  NCCAN  Demonstration  Centers: 

Annual  Report  (Three  Volumes) 
PERFORMER:  E.H.  White  and  Company,  1776  K  Street  N.W., 

Washington  D.C.  20006 
PROJECT  OFFICER:  Corrigan,  John;  Rm  5142,  DONO  Bldg; 

202-755-7700 


PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  An  evaluation  was  made  of  the  12  demonstration  centers 
funded  by  the  National  Center  on  Child  Abuse  and  Neglect  to  pro- 
vide comprehensive  services  for  the  identification,  prevention,  and 
treatment  of  child  abuse  and  neglect.  Formative  aspects  of  program 
development  were  stressed,  and  an  information  system  for  the  ad- 
ministration and  monitoring  of  the  projects  was  established.  The 
three  volumes  of  the  final  report  are  also  available  from  NTIS  (Nos. 
SHR-0003080,  SHR-0003081,  and  SHR-0003082,  respectively).  (Fi- 
nal report  volumes  90,  328,  and  81  pages,  respectively.) 

DESCRIPTORS:  Child  Welfare,  Counseling,  Family,  Demonstration 
Projects,  Outreach  and  Referral,  Program  Coordination,  Social  Ser- 
vices Delivery  Systems,  Management  Information  and  Reporting, 
Case  or  Site  Study  Feature,  Abused  and  Neglected 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0989  PROJECT  NO:  OCD  75-6 

FUND  SOURCE:  Research  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1117 

COST    (In  Thousands):  FY  75-$205,  FY  76.1-$225,  FY  76.1-$75, 

FY  77-$251 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 
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PROJECT  TITLE:  Formative  Evaluation  of  Child  Abuse  and 
Neglect  Demonstration  Resource  Projects 

REPORT  TITLE:  Evaluation  of  Resource  Demonstration  Program 

National  Center  on  Child  Abuse  and  Neglect 
PERFORMER:  Associate  Control,  Research  and  Analysis,  Inc., 

1250  I  Street  N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER:  Corrigan,  John;  Rm  5142,  DONO  Bldg; 

202-755-7700 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  The  16  resource  projects  funded  by  the  National  Center 
on  Child  Abuse  and  Neglect  (NCCAN)  that  provided  training,  tech- 
nical assistance,  public  awareness,  needs  assessment,  and  other  ser- 
vices to  programs  for  families  and  children  involved  in  abuse  and 
neglect  were  evaluated.  The  formative  aspects  of  resource  project 
development  were  stressed  and  an  information  system  for  the  ad- 
ministration and  monitoring  of  the  projects  was  established.  This 
project  had  three  phases.  (Final  report  347  pages;  summary  52  pages.) 

DESCRIPTORS:  Child  Welfare,  Technical  Assistance,  Demonstration 
Projects,  Information  Dissemination,  Management  Information  and 
Reporting,  Planning,  Case  or  Site  Study  Feature,  Needs  and  Needs 
Assessment,  Abused  and  Neglected 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0988  PROJECT  NO:  OCD  75-5 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-77-1014 

COST    (In  Thousands):  FY  75-$191,  FY  76.1-5305,  FY  76.1-$60, 
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PROJECT  TITLE:  Evaluation  of  Reunification  for  Minority  Children 

REPORT  TITLE:  Evaluation  of  Reunification  for  Minority  Children 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005,  Hubbell,  Ruth 
PROJECT  OFFICER:  Gershenson,  Charles;  Rm  5749,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area); 

HD-FSS-Child  Welfare  Services-State  Grants; 

HD-FSS-Child  Welfare  Services-Research  and 

Demonstration-Child  Welfare 

ABSTRACT:  As  a  result  of  other  studies  showing  that  minority  chil- 
dren remain  in  foster  care  longer  than  white  children,  this  study 
collected  information  to  assess  and  improve  reunification  services  to 
minority  children  in  foster  care.  A  system  dynamics  approach  was 
used;  a  simulation  model  was  constructed  and  applied  to  systems  in 
eight  agencies,  making  the  necessary  adjustments  to  specifics  of  each 
agency  and  showing  what  improvements  were  possible  in  each  set- 
ting. The  generic  model  was  made  available  to  state  and  local  agen- 
cies for  program  assessment  and  improvement.  The  evaluation 
information  was  used  to  address  policy  issues  and  develop  programs. 
Also  available  from  PIC  is  the  "Overview  of  the  Application  of  a 
System  Dynamics  Model  for  Evaluation  of  Reunification  for  Minori- 
ty Children." 

DESCRIPTORS:  Foster  Care  and  Adoption,  Child  Welfare,  Minority 

Groups,  Children  and  Youth 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2513  PROJECT  NO:  ACYF  84-05 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-1803 
COST    (In  Thousands):  FY  84-$218 
STATUS:  Study  completed. 

Available  from  PIC, 
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REPORT  TITLE:  Evaluation  of  State  Activities  with  Regard  to 

Adoption  Disruption 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue.  Cambridge  MA  02140 
PROJECT  OFFICER: 


PROGRAM(S)  EVALUATED: 

HD-FSS-Adoption  Assistance 

ABSTRACT:  The  purpose  of  this  study  was  to  obtain  some  preliminary 
estimates  on  the  rate  of  disruption  and  to  identify  factors  that  may 
lead  to  disruption.  It  was  emphasized  that  the  placement  of  children 
with  special  needs  inherently  involves  taking  risks.  Although  these 
placement  efforts  are  too  recent  to  enable  the  accurate  identification 
of  trends  in  the  rate,  the  data  suggest  that,  in  the  overwhelming 
majority  of  cases  in  all  agencies  examined,  the  placements  were  suc- 
cessful. The  data  do  suggest  that  older  children  and/or  those  with 
emotional  problems  may  be  greater  placement  risks.  In  these  cases, 
it  may  be  particularly  critical  to  ascertain  (1)  the  child's  feeling  about 
being  adopted;  (2)  that  potential  parents  are  familiarized  with  as 
detailed  information  as  possible  about  the  nature  of  the  emotional 
disturbance  and  its  prognosis;  and  (3)  that  potential  adoptive  parents 
are  not  agreeing  to  a  placement  primarily  because  the  type  of  child 
they  were  initially  seeking  was  unavailable.  (Final  report  25  pages.) 

DESCRIPTORS:  Foster  Care  and  Adoption,  Child  Welfare 
STUDY  TYPE:  Program  Impact 
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CONTRACT/GRANT  NO:  105-84-8102 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  .  •  . 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '84  through  November  '85 
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PROJECT  TITLE:  Child  and  Family  Resource  Program  Evaluation 

REPORT  TITLE:  Evaluation  of  the  Child  and  Family  Resource 

Program  (Two  Volumes) 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 

PROJECT  OFFICER:  Kresh,  Esther;  Rm  5736,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Program  Direction  and  Management; 
HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  The  Child  and  Family  Resource  Program  (CFRP)  is  a 
program  designed  to  provide  family  support  services  crucial  for,  and 
directly  related  to,  the  sustained  health,  growth,  and  development  of 
children  from  the  prenatal  period  through  age  eight.  It  is  operated  by 
Head  Start  grantees.  Volume  I  describes  the  research  design,  re- 
search questions  and  analytic  procedures  employed  in  the  evaluation 
of  CFRP.  Section  2  of  this  report  discusses  the  research  design  and 
research  questions  for  the  evaluation  and  the  three  major  substudies 
of  the  evaluation.  Section  3,  along  with  the  associated  appendices,  is 
a  description  of  analytic  procedures  that  were  employed  during  the 
analyses  of  the  baseline  information  gathered  in  Fall  1978.  Volume  II 
documents  the  start-up  of  the  three  evaluation  substudies  and  presents 
preliminary  descriptive  data  for  all  three  studies  collected  in  Fall 
1978.  For  each  study,  it  describes  data  collection  staff,  procedures 
and  problems,  and  instruments  used  and  presents  selected  baseline 
data.  This  two-volume  report  was  the  first  in  a  continuing  series  of 
reports  scheduled  throughout  the  CFRP  evaluation  to  provide  poli- 
cy-relevant information  to  ACYF  at  timely  intervals.  Both  volumes 
are  also  available  from  ERIC  (Nos.  ED  170-058  and  ED  170-059, 
respectively).  See  also  PIC  ID  Nos.  1648.1  and  1648.2. 
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DESCRIPTORS:  Child  Development,  Case  or  Site  Study  Feature, 
Family  Support,  Information  Processing,  Research  and  Evaluation 
Methods  Feature 

STUDY  TYPE:  Research  and  Data  Development;  Case  Studies 

PIC  ID  NO:  1648  PROJECT  NO:  ACYF  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  See  Abstract 

CONTRACT/GRANT  NO:  105-77-1035 

COST    (In  Thousands):  FY  77-$348.  FY  78-$424.  FY  79-$563,  FY 

80-S579 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  ERIC 
START/END  DATES:  August  "77  through  March  '19 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Evaluation  of  the  Head  Start  Bilingual  Bicultural 
Curriculum  Projects 

REPORT  TITLE:  Evaluation  of  the  Head  Start  Bilingual  Bicultural 

Curriculum  Development  Project  (Seven  Reports) 
PERFORMER:  Juarez  and  Associates,  Inc.,  12139  National 

Boulevard,  West  Los  Angeles  CA  90064 
PROJECT  OFFICER:  Arenas,  Soledad;  Rm  5736,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start-Research  Evaluation  and 

Demonstration 

ABSTRACT:  The  purpose  of  this  evaluation  was  to  assess  the  effective- 
ness of  four  early  childhood  bilingual-bicultural  curriculum  models 
for  Spanish-speaking  children.  In  particular,  it  examined  (1)  the  feasi- 
bility of  successfully  implementing  the  models  in  more  than  one 
setting;  (2)  the  impact  of  each  model  on  children  enrolled  in  Head 
Start,  on  their  parents,  and  on  the  Head  Start  teaching  staff;  and  (3) 
the  attitudes  and  opinions  of  Head  Start  staff,  parents,  and  community 
members.  The  seven  reports  available  from  PIC  are  (1)  "A  Qualita- 
tive/Quantitative Data  Gathering  Approach";  (2)  "Addendum  to  a 
Qualitative/Quantitative  Data  Gathering  Approach:  Scope  of 
Work";  (3)  "Pilot  Study  Results  of  the  Child  Assessment  Measures 
(Phase  II)";  (4)  "Final  Report  of  the  Pilot  Study  Results  and  the 
Training  of  Fieldworkers  for  the  Ethnographic/Observational  Com- 
ponent (Phase  II)";  (5)  "Field  Supervisor  Operations  and  Quality 
Control  of  Ethnographic  Data  (Phase  III)";  (6)  "Report  of  the  Pretest 
Results  and  Posttest  Analysis  Plan  for  the  Quantitative  Component 
(Phase  III,  Part  I)";  and  (7)  "Appendixes  to  the  Report  of  the  Pretest 
Results  and  Posttest  Analysis  Plan  for  the  Quantitative  Component 
(Phase  III,  Part  II)." 

DESCRIPTORS:  Child  Development,  Demonstration  Projects,  Non- 
English  Speaking,  Hispanic,  Curriculum  Development 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1997  PROJECT  NO:  ACYF  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-77-1048 

COST    (In  Thousands):  FY  77-S197,  FY  78-$246,  FY  79-S882,  FY 
80-S253,  FY  81-$162 


STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '77  through  January  "82 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Evaluation  of  the  National  Home  Start  Program 

REPORT  TITLE:  Evaluation  of  the  Home  Start  Training  Centers 
PERFORMER:  High/Scope  Educational  Research  Foundation,  600 

North  River  Street,  Ypsilanti  MI  48198 
PROJECT  OFFICER:  Kresh,  Esther;  Rm  5736,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  Home  Start  is  an  alternative  to  Head  Start.  This  evalua- 
tion had  two  parts.  In  the  first  part,  children  and  their  families  who 
participated  in  the  Home  Start  Demonstration  were  evaluated  to  see 
if  they  maintain  their  gains  and  have  as  easy  a  transition  into  school 
as  their  Head  Start  peers  and  peers  with  no  previous  preschool  ex- 
perience. In  the  second  part,  the  six  Home  Start  training  centers  were 
evaluated  for  their  effectiveness  in  peer  training  and  to  see  if  they 
meet  the  demands  for  home-based  training.  The  results  will  be  used 
to  determine  whether  Head  Start  should  be  encouraged  to  adopt 
home-based  options.  The  final  report  and  the  e;;ecutive  summary  are 
also  available  from  ERIC  (Nos.  ED  192-903  and  ED  192-904,  respec- 
tively). See  also  PIC  ID  Nos.  0704  and  0704.1. 

DESCRIPTORS:  Child  Development,  Family,  Consumer  Education, 
Demonstration  Projects.  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0704.2  PROJECT  NO:  OCD  76-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  See  Abstract 

CONTRACT/GRANT  NO:  105-76-1135 

COST    (In  Thousands):  FY  76-$200,  FY  77-$200,  FY  78-SlOO 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  ERIC 
START/END  DATES:  June  '76  through  August  "79 
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PROJECT  TITLE:  Evaluation  of  the  Process  of  Mainstreaming 

Handicapped  Children  into  Project  Head  Start  (Two  Phases) 

REPORT  TITLE:  Evaluation  of  the  Process  of  Mainstreaming 

Handicapped  Children  into  Project  Head  Start  (Phase  I) 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Bates,  Barbara;  Rm  5731,  DONO  Bldg; 

202-755-7758 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  This  study  assessed  the  effectiveness  of  the  processes  by 
which  handicapped  children  are  mainstreamed  and  provided  with 
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appropriate  services  in  Project  Head  Start  programs,  and  identified 
successful  approaches  that  can  be  used  for  program  improvement. 
Mainstreaming  is  defined  as  serving  handicapped  children  in  a  class- 
room or  other  program  setting  with  nonhandicapped  children.  In 
Phase  I,  data  were  collected  on  the  services  provided  to  269  hand- 
icapped children  enrolled  in  Head  Start  programs  during  the  1976- 
1977  program  year.  Children  were  selected  from  a  nationally  re- 
presentative sample  of  59  Head  Start  programs.  Limited  comparisons 
of  Head  Start  program  services  were  made  with  non-Head  Start 
programs  located  in  the  same  communities.  Results  indicated  that 
Head  Start  programs  had  made  substantial  progress  in  seeking  out 
and  serving  handicapped  chilren.  Four  areas  that  still  needed  im- 
provement, however,  were  (1)  the  nature  and  quality  of  diagnostic 
services;  (2)  the  nature  and  quality  of  program  services,  particularly 
with  respect  to  individualized  planning;  (3)  improvement  and  acquisi- 
tion of  program  facilities  and  materials;  and  (4)  the  nature  and  quality 
of  outreach  procedures  to  seek  out  unserved  handicapped  children. 
See  also  PIC  ID  No.  1285.1. 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Children 
and  Youth,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1285  PROJECT  NO:  OCD  76-9 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  ED  168-240 

CONTRACT/GRANT  NO:  105-76-1113 
COST    (In  Thousands):  FY  76-$279,  FY  77-$711 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  ERIC 
START/END  DATES:  June  '76  through  May  '78 
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PROJECT  TITLE:  Evaluation  of  the  Process  of  Mainstreaming 

Handicapped  Children  into  Project  Head  Start  (Two  Phases) 

REPORT  TITLE:  Evaluation  of  the  Process  of  Mainstreaming 

Handicapped  Children  into  Project  Head  Start  (Phase  II) 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Bates,  Barbara;  Rm  5731,  DONO  Bldg; 

202-755-7758 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  During  Phase  II  of  this  evaluation,  field  staff  returned  to 
those  Head  Start  and  non-Head  Start  programs  visited  during  Phase 
I  and  conducted  baseline  data  and  post-test  developmental  assess- 
ments on  approximately  400  Head  Start  handicapped  children,  350 
non-Head  Start  handicapped  children,  and  150  handicapped  children 
not  enrolled  in  any  program  of  services  in  an  attempt  to  assess  the 
relative  impact  of  the  Head  Start  handicapped  effort.  The  data  col- 
lected over  the  course  of  the  entire  evaluation  effort  will  be  used  to 
formulate  recommendations  on  ways  to  improve  the  effectiveness  of 
Project  Head  Start  through  funding  emphases,  technical  assistance, 
staff  development  and  training,  and/or  changes  in  performance 
guidelines.  In  addition,  a  comprehensive  database  will  be  created 
from  the  data  collected  during  Phase  II.  See  also  PIC  ID  No.  1285. 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Children 
and  Youth,  Survey  or  Questionnaire  Feature 


STUDY  TYPE:  Program  Management  or  Efficiency;Program  Impact 

PIC  ID  NO:  1285.1  PROJECT  NO:  OCD  76-9 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  ED  168-236 

CONTRACT/GRANT  NO:  105-76-1113 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  ERIC 
START/END  DATES:  June  '76  through  December  '78 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Evaluation  of  the  Youth  Demonstration  Grants 
Program 

REPORT  TITLE:  Evaluation  of  the  Youth  Demonstration  Grants 
Program 

PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 
MD  20850 

PROJECT  OFFICER:  Morgenstern,  Sheila;  Rm  322F,  HHH  Bldg; 

202-245-0841 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX-Services  to  Children 
and  Youth  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  The  Youth  Demonstration  Grant  Program  was  designed 
to  test  and  demonstrate  the  capacity  of  projects  funded  under  the 
Runaway  Youth  Act  to  more  comprehensively  address  the  problems 
of  youth  and  families  in  the  communities  in  which  they  are  located 
beyond  those  crises  that  are  associated  with  running  away  from 
home.  Specific  youth/family  target  populations  being  served  by  these 
demonstration  projects  (e.g.,  teenage  prostitutes,  pregnant  adoles- 
cents, youth  from  divorced  and/or  relocated  families,  deinstitutional- 
ized status  offenders)  were  determined  by  each  project,  based  upon 
the  documented  needs  of  youth  and  families  that  are  not  being  ade- 
quately addressed  in  the  community.  The  evaluation  of  the  youth 
demonstration  grants  was  both  process-  and  impact-oriented.  It  was 
designed  to  document  the  impact  of  expanding  the  range  of  services 
provided  by  the  types  of  clients  served  on  the  runaway  youth  project 
themselves,  and  to  assess  the  effectiveness  of  the  services  provided 
in  addressing  the  specific  needs  of  the  youth  and  families  served. 
Seven  case  study  reports  are  also  available  from  PIC:  Boston;  Des 
Moines  (Iowa);  Merritt  Island  (Florida);  Minneapolis;  Newbury  Park 
(California);  Philadelphia;  and  Rochester  (New  York).  (Final  report 
42  pages;  case  studies  53,  74,  54,  48,  52,  57,  and  43  pages,  respective- 

ly.) 

DESCRIPTORS:  Children  and  Youth,  Dropouts  and  Runaways,  Coun- 
seling, Family,  Research  and  Evaluation  Methods  Feature,  Survey  or 
Questionnaire  Feature,  Case  or  Site  Study  Feature,  Demonstration 
Projects 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1548  PROJECT  NO:  ACYF  78-201 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-78-1201 
COST    (In  Thousands):  FY  78-$l 50 
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STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '78  through  February  '81 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Evaluation  of  Clinical  Demonstration  of  the 
Treatment  of  Child  Abuse  and  Neglect 

REPORT  TITLE:  Exploration  of  Client  Characteristics,  Services,  and 
Outcomes 

PERFORMER:  Berkeley  Planning  Associates,  3200  Adeline  Street, 

Berkeley  CA  94703,  Daro,  Deborah 
PROJECT  OFFICER:  Jackson,  Aeolian;  Rm  708E,  HHH  Bldg; 

202-472-3026 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  Five  clusters  of  projects  comprised  the  major  thrust  of 
the  Clinical  Demonstration  Effort:  19  demonstrations  of  specialized 
clinical  treatment  of  child  sexual  abuse,  adolescent  maltreatment, 
substance  abuse-related  child  maltreatment,  and  child  neglect  and 
remedial  services  to  maltreated  children.  The  purpose  of  performing 
this  evaluation  was  twofold:  (1)  to  provide  an  assessment  of  the 
processes  utilized  in  clinical  settings,  including  effects  (outcomes)  of 
various  approaches  to  identify  the  degree  to  which  distinct  child 
abuse  and  neglect  problems  require  unique  investigative  and  treat- 
ment approaches;  and  (2)  to  provide  an  assessment  of  the  process 
utilized,  including  outcomes  of  various  approaches  by  the  projects  to 
develop  and  test  replicable  total  case-management  strategies.  Find- 
ings related  to  various  types  of  maltreatment  and  the  projects'  experi- 
ence in  addressing  different  levels  of  severity;  the  utility  of  continuing 
to  fund  projects  according  to  the  subpopulations  identified  by  the 
demonstration  effort;  the  extent  to  which  service  differentiation  exist- 
ed within  the  demonstration  effort;  the  relative  effectiveness  of  the 
overall  service  strategies  adopted  by  the  individual  projects  and  the 
effectiveness  of  individual  services;  the  implications  of  the  evaluation 
findings  on  child  abuse  and  neglect  prevention  strategies;  and  the 
implications  of  the  evaluation  findings  on  future  research  and  pro- 
gram evaluation  efforts. 

DESCRIPTORS:  Technical  Assistance,  Demonstration  Projects,  Infor- 
mation Dissemination,  Management  Information  and  Reporting, 
Planning,  Case  or  Site  Study  Feature,  Child  Welfare,  Abused  and 
Neglected 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1550  PROJECT  NO:  ACYF  78-108 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-78-1108 
COST    (In  Thousands):  FY  78-$283,  FY  80-$624 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  "78  through  August  '82 
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PROJECT  TITLE:  Formative  Evaluation  of  Child  Abuse  and 

Neglect  Innovative  Demonstration  Projects  (Two  Phases) 

REPORT  TITLE:  Formative  Evaluation  of  the  Innovative 

Demonstration  Projects  in  Child  Abuse  and  Neglect  (Three 
Volumes) 

PERFORMER:  CPI  Associates,  8204  Elmbrook,  Dallas  TX  75247 
PROJECT  OFFICER:  Corrigan,  John;  Rm  5142,  DONO  Bldg; 

202-755-7700 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  This  contract  constitutes  a  formative,  or  process,  evalua- 
tion of  eight  Child  Abuse  and  Neglect  Innovative  Demonstration 
Projects  serving  special  target  populations:  Native  American,  isolat- 
ed rural,  migrant  and  military  families.  Phase  I  documented  the  for- 
mative development  and  operation  of  the  demonstration  projects, 
including  the  establishment  of  an  information  system  to  monitor  the 
projects.  Phase  II  constituted  an  analysis  and  synthesis  of  the  data, 
including  the  development  of  five  special  analysis  studies  and  a  final 
report,  which  provided  quantitative  and  descriptive  information  on 
project  activities  and  various  approaches  to  service  delivery. 

DESCRIPTORS:  Child  Welfare,  Native  Americans,  Demonstration 
Projects,  Counseling,  Family,  Migrants,  Outreach  and  Referral,  So- 
cial Services  Delivery  Systems,  Case  or  Site  Study  Feature,  Abused 
and  Neglected 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1280  PROJECT  NO:  OCD  76-3 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1118 
COST    (In  Thousands):  FY  76-S189,  FY  77-$175 
STATUS:  Study  completed, 

Available  from  PIC, 
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PERFORMER:  Boone,  Young  &  Associates,  551  5th  Avenue,  New 
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PROJECT  OFFICER:  Brown,  Dr.  Bernard;  Rm  5729,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area); 
HCFA-Medicaid-EPSDT 

ABSTRACT:  The  first  year  evaluation  of  the  Head  Start/Medicaid 
Early  Periodic  Screening,  Diagnosis,  and  Treatment  (EPSDT)  Col- 
laborative Effort  is  described  in  this  study's  final  report  and  the 
nontechnical  report  based  on  the  final  report.  The  collaborative  ef- 
fort, a  demonstration  project  initiated  in  1974  by  the  Office  of  Child 
Development,  involved  200  Head  Start  projects  and  an  in-depth  anal- 
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ysis  of  30  projects  selected  from  the  198  demonstration  sites  funded 
by  the  collaborative  effort  for  in-depth  examination  and  analysis.  A 
set  of  data  collection  forms  designed  for  the  study  served  two  pur- 
poses; (1)  to  obtain  information  necessary  to  the  evaluation  and  (2) 
to  support  local  projects'  recordkeeping  activities,  particularly  as 
related  to  health  and  to  the  collaboration  between  Head  Start  and 
state  and  local  agencies  administering  EPSDT.  The  objectives  of 
these  projects  were  to  provide  EPSDT  services  to  as  many  Medicaid- 
eligible  Head  Start  children  as  possible  and  to  recruit  non-Head  Start 
Medicaid-eligible  children.  The  nontechnical  report  and  the  final 
report  are  also  available  from  ERIC  (Nos.  ED  133-069  and  ED 
133-070,  respectively)  and  from  NTIS  (Nos.  SHR-0003084  and  SHR- 
0003083,  respectively). 

DESCRIPTORS:  Child  Development,  Social  Services  Delivery  Sys- 
tems, Preventive  Health  Care,  Program  Coordination 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0979  PROJECT  NO:  OCD  74-4 

FUND  SOURCE:  Evaluation  NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  See  Abstract 

CONTRACT/GRANT  NO:  105-74-1101 

COST    (In  Thousands):  FY  74-$153,  FY  75-$9,  FY  76-$108 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS, 

Available  from  ERIC 
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ABSTRACT:  This  three-year  study  evaluated  the  14  Resource  Access 
Projects  (RAPs)  (regional  information  projects)  funded  by  the  Office 
of  Child  Development  (OCD).  The  information  obtained  is  used  to 
help  OCD  policymakers  improve  strategies  for  assisting  Head  Start 
programs  in  meeting  the  needs  of  handicapped  children  enrolled  in 
Head  Start,  and  to  help  regional  policymakers  in  operating  their 
services  to  the  handicapped  at  maximum  effectiveness.  See  also  PIC 
ID  No.  1284.1. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Child  Development,  In- 
formation Dissemination,  Social  Services  Delivery  Systems 
STUDY  TYPE;  Case  Studies 
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ABSTRACT:  This  project  conducted  a  formative  evaluation  of  a  net- 
work of  15  resource  access  projects  (RAPs)  that  supports  the  Head 
Start  mainstreaming  movement  by  identifying,  matching,  and  coor- 
dinating services  for  handicapped  children  and  by  providing  training 
and  technical  assistance,  collaborative  work  and  resource  materials 
for  the  Head  Start  programs.  The  evaluation  assessed  the  perfor- 
mance of  each  individual  RAP  and  the  overall  progress  of  the  pro- 
gram. (This  project  was  also  funded  under  Contract  Nos. 
HHS-105-80-C-037  and  HHS-105-82-C-008.)  See  also  PIC  ID  No. 
1284. 
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ABSTRACT:  This  report  presents  the  resuhs  of  a  study  on  the  impact 
of  Head  Start  carried  out  for  the  Office  of  Economic  Opportunity 
from  June  1968  through  May  1969  by  Westinghouse  Learning  Corpo- 
ration and  Ohio  University.  The  study  attempted  in  a  relatively  short 
period  of  time  to  provide  an  answer  to  the  following  question  con- 
cerning Head  Start's  impact:  Taking  the  program  as  a  whole  as  it  has 
operated  to  date,  to  what  degree  has  it  had  psychological  and  intellec- 
tual impact  on  children  that  has  persisted  through  the  primary 
grades?  In  conclusion,  although  this  report  indicates  that  full-year 
Head  Start  appears  to  be  a  more  effective  compensatory  educational 
program  than  summer  Head  Start,  its  benefits  cannot  be  described  as 
satisfactory.  Therefore,  it  was  strongly  recommended  that  large-scale 
efforts  and  substantial  resources  continue  to  be  devoted  to  the  search 
for  finding  more  effective  programs,  procedures,  and  techniques  for 
remedying  the  effects  of  poverty  on  disadvantaged  children.  Both 
volumes  of  the  final  report  are  available  from  NTIS  (Nos.  PB  184-328 
and  PB  184-329,  respectively). 
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ABSTRACT:  This  project  synthesized  a  large  body  of  Head  Start 
evaluation  literature  to  make  the  research  findings  more  accessible. 
It  addressed  the  impact  of  Head  Start  on  children's  cognitive  deve- 
lopment, socioemotional  development,  and  health,  and  on  participant 
families  and  communities.  More  than  1,100  documents  related  to 
Head  Start  were  collected;  210  of  these  reports  on  the  effects  of  Head 
Start  programs  were  analyzed  and  synthesized,  using  a  quantitative 
technique  called  meta-analysis.  This  technique  aggregated  findings 
across  different  studies  on  the  same  topic  by  converting  study  find- 
ings into  "effect  sizes."  "Effect  sizes"  are  statistics  that  configure  the 
performance  of  two  groups  (Head  Start  vs  non-Head  Start  differ- 
ences or  pre-test  vs  post-test  differences)  using  standard  scores.  The 
report  concludes  that  children  enrolled  in  Head  Start  enjoy  signifi- 
cant immediate  gains  in  cognitive  test  scores,  socioemotional  test 
scores,  and  health  status.  In  the  long  run,  cognitive  and  socioemotion- 
al test  scores  of  former  Head  Start  children  do  not  remain  superior 
to  those  of  disadvantaged  children  who  did  not  attend  Head  Start. 


The  final  report  and  the  executive  summary  are  also  available  from 
NTIS  (Nos.  PB  86-136090/AS  and  PB  86-136082/AS,  respectively). 
DHHS  Publication  No.  (OHDS)  85-31193.  See  also  PIC  ID  Nos. 
0501-0501.3.  (Final  report  350  pages;  executive  summary  22  pages.) 
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ABSTRACT:  A  substantial  number  of  the  16,000  adolescents  dis- 
charged from  foster  care  in  1984  because  they  had  reached  the  age 
of  maturity  had  not  been  provided  the  skills  necessary  to  achieve 
self-sufficiency.  This  study  (1)  identified  and  described  programs  and 
services  designed  to  prepare  and  support  adolescents  in  their  transi- 
tion from  foster  care  to  self-sufficient,  independent  living;  (2)  com- 
pared adolescents  who  received  independent  living  services  with 
those  who  did  not;  and  (3)  developed  recommendations  for  service 
delivery  models  for  improving  programs  and  community  resource 
services  for  adolescents  facing  independent  living.  Part  I  of  the  report 
(1)  discusses  independent-living  services  policies  and  models 
throughout  the  country;  (2)  presents  the  development  and  implemen- 
tation of  independent-living  services  in  Arizona,  Colorado,  Georgia, 
and  Virginia;  and  (3)  summarizes  the  characteristics  of  adolescents 
discharged  from  care  in  these  states.  Part  II  is  intended  to  aid  child 
welfare  professionals  in  planning  and  implementing  independent-liv- 
ing services  and  programs.  It  includes  a  directory  of  59  independent- 
living  programs  and  a  resource  listing  of  articles  and  curricula. 
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COST    (In  Thousands):  FY  84-$162 

STATUS:  Study  completed. 

Available  from  PIC, 
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ABSTRACT:  This  book  looks  at  adoption  disruption  from  the  perspec- 
tive of  child,  family,  and  agency  characteristics.  Families  in  four 
states  served  by  six  public  and  private  agencies  were  researched  to 
determine  the  variables  that  are  significantly  related  to  disruption. 
Part  I,  which  is  based  upon  case  record  analysis  of  235  continuing  and 
disrupted  adoptions,  reviews  the  quantitative  findings.  The  data  show 
that  older  ages,  emotional  disturbances,  and  behavioral  problems  of 
adopted  children  contribute  heavily  to  the  disruption  process.  Parts 
II  and  III,  which  are  based  on  56  in-depth  interviews  with  adoptive 
families,  including  many  whose  adoptions  ended  in  disruption,  those 
families'  caseworkers,  and  agency  directors,  present  findings  on  the 
causes  and  processes  of  adoption  disruption.  Part  II  identifies  seven 
key  contributing  factors  to  adoption  disruption.  Factors  such  as  mis- 
match betweeen  the  child  and  family  and  inadequate  preparation  of 
child  or  parents  tended  to  be  present  in  adoptions  that  failed  and 
absent  in  those  that  succeeded.  Part  III  conceptualizes  the  disruption 
process,  highlighting  six  stages.  It  concludes  with  a  section  on  han- 
dling disruption.  See  also  PIC  ID  No.  2510.  (Book  88  pages.) 
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ABSTRACT:  This  study  on  adoption  disruption  (i.e.,  the  permanent 
removal  of  a  child  from  the  care  of  a  family)  identified  the  ways  in 
which  adoption  agencies  and  caseworkers  can  promote  the  stability 
of  a  special-needs  adoption  placement.  Special-needs  children  are 
older  or  hard-to-place  children  with  histories  of  abuse  or  neglect, 
emotional  problems,  and  physically  disabling  conditions.  Data  on  212 
children  representing  235  placements  were  gathered;  more  than  95% 
of  this  sample  was  special-needs  children.  Six  adoption  agencies  were 
also  involved  in  the  study.  This  report  focuses  on  the  study's  research 
and  findings.  It  contains  (1)  a  description  of  the  agencies,  sample,  and 
methodology;  (2)  a  review  of  the  literature  on  special-needs  adoption 
practices  and  a  look  at  the  study  agencies  in  relation  to  each  practice; 
(3)  sample  characteristics  and  a  statistical  analysis  of  disruption  varia- 
bles; (4)  a  presentation  and  analysis  of  parents'  and  caseworkers' 
views  on  adoption  disruption;  and  (5)  a  discussion  of  key  issues  relat- 
ing to  agency  policy  and  practice.  Also  available  from  PIC  is  an 
article  ("Why  Adoptions  Disrupt  and  What  Agencies  Can  Do  to 
Prevent  It")  that  was  published  in  the  July-August  1986  "Children 
Today."  See  also  PIC  ID  No.  2510.1.  (Final  report  104  pages.) 
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ABSTRACT:  This  report  identifies  programs  serving  the  needs  of  mi- 
grant families  and  problems  in  improving  services.  The  study  found 
a  critical  shortage  of  data  available  on  social  services  to  migrants  and 
concluded  that  social  services  were  seldom  provided  to  migrant  fami- 
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lies  to  the  same  extent  as  they  were  provided  to  other  populations. 
Child  care  and  health  services  for  migrants  were  more  widely  availa- 
ble than  other  social  services,  but  still  met  only  a  fraction  of  the  need. 
The  study  included  a  review  of  the  literature,  a  survey  of  programs 
to  train  farmworkers  in  services  to  migrants,  interviews  with  approxi- 
mately 800  migrant  families,  and  agency  interviews  in  12  states.  Ex- 
emplary programs  were  identified  that  were  serving  migrant  children 
and  their  families  through  child  care,  health,  education,  and  outreach 
services.  The  study  highlighted  a  need  for  increased  local-level  coor- 
dination of  services  to  the  migrant  population.  The  delivery  of  ser- 
vices to  migrant  farmworkers  was  inhibited  by  many  barriers  such  as 
language,  mobility,  and  discrimination.  The  magnitude  of  the  prob- 
lems faced  by  migrant  families  demands  a  concerted  effort  to  provide 
supplemental  child  welfare  services  such  as  day  care,  health  pro- 
grams, and  adequate  education.  Publication  No.  DHEW  (OHDS) 
77-30118.  (Final  report  192  pages.) 
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ABSTRACT:  This  project  conducted  the  preliminary  phases  of  a  major 
national  evaluation  of  education  in  Head  Start  and  of  a  new  Head 
Start  experimental  initiative,  the  Basic  Educational  Skills  Program. 
The  evaluation  entailed  an  extensive  assessment  of  preschool  experi- 
ences for  three  groups  of  parents,  children,  and  families:  (1)  a  Head 
Start  group  (HSG)  randomly  assigned  from  a  nationally  representa- 
tive sample  of  all  Head  Start  programs;  (2)  a  control  group  (CG) 
residing  in  the  same  areas  as  the  Head  Start  group;  and  (3)  a  Head 
Start  with  Basic  Educational  Skills  (BES)  group.  Four  major  ques- 
tions were  adaressed:  (1)  What  different  types  of  approaches  do  Head 
Start  programs  use  to  deliver  the  educational  services?  (2)  What  are 
the  outcomes  for  children  and  for  parents  of  the  three  preschool 
experiences?  (3)  What  are  the  differences  in  programs  delivered,  in 
impact  among  programs  delivered,  and  in  impact  among  programs 
with  special  emphasis  (BES),  programs  generally  representative  of  all 
Head  Starts  (HSG),  and  control  experiences  (CG)?  and  (4)  What  is 
the  relationship  between  particular  program  components,  e.g.,  cur- 
riculum, parent  involvement,  and  outcomes?  This  project  was  ter- 
minated before  complete  data  were  collected.  Volumes  1,  2,  5,  6,  7, 
9  (appendices),  10,  and  11  are  available  from  PIC. 
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ABSTRACT:  The  project  was  designed  to  examine  the  extent  to  which 
a  purposive  sample  of  20  projects-funded  under  the  Runaway  Youth 
Act  and  selected  to  represent  the  various  kinds  of  funded  projects 
with  respect  to  the  types  of  clients  served,  the  range  of  services 
provided,  and  other  key  characteristics-had  operationalized  and  met 
the  four  goals  of  the  legislation.  The  impact  study  phase  of  the  evalua- 
tion provided  comprehensive  data  on  the  effectiveness  of  the  service 
provided  to  runaway  youth  and  their  families,  as  measured  against  the 
variables  specified  in  the  goals  of  the  Runaway  Youth  Act,  at  the 
termination  of  temporary  shelter  and  at  follow-up,  five  weeks  later. 
These  data  were  compiled  through  interviews  conducted  with  the 
youth,  a  parent  figure,  and  the  counselor.  The  corollary  organization- 
al goal  assessment  of  the  study  generated  documentation  on  the  ex- 
tent to  which  legislative  goals  are  being  operationalized  by  the 
projects;  determined  the  effect  of  specific  organizational,  community, 
and  other  local  factors  on  such  goal  operationalization;  and  assessed 
the  impact  of  these  factors  on  the  effective  delivery  of  service  to 
runaway  youth  and  their  families.  In  addition  to  the  final  report,  the 
following  two  reports  were  produced  under  this  contract  and  are 
available  from  PIC:  "Special  Study  Report  on  the  State-of-the  Field 
of  Runaway  Youth  Programming"  and  "Client  Impact  Study."  (Re- 
ports 104  pages  plus  appendices;  243  pages  plus  appendices;  and  141 
pages.) 

DESCRIPTORS:  Dropouts  and  Runaways,  Children  and  Youth,  Coun- 
seling, Family,  Outreach  and  Referral,  Research  and  Evaluation 
Methods  Feature,  Regulation  and  Standard  Setting,  Survey  or  Ques- 
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STUDY  TYPE:  Program  Impact 
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STATUS:  Study  completed. 
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ABSTRACT:  This  report  examines  the  National  Home  Start  Demon- 
stration Program,  which  was  operational  from  1972  to  1975  and 
which  presented  alternative  ways  of  providing  Head  Start-type  com- 
prehensive services  for  young  children  in  their  own  homes.  It  was 
designed  to  enhance  mothers"  skills  in  dealing  with  their  own  children 
in  the  home.  At  the  same  time,  comprehensive  social,  emotional, 
health,  and  nutritional  objectives  were  adopted  as  part  of  the  core 
program.  In  many  respects,  Home  Start  was  a  program  not  only 
concerned  with  the  child,  but  also  with  the  well-being  of  the  total 
family.  The  results  of  the  evaluation  showed  that  a  home-based  pro- 
gram could  be  successful  and  that  it  would  be  cost-effective  relative 
to  Head  Start  programs  in  the  same  communities.  The  implications 
for  home-based  programs  were  the  following:  (1)  paraprofessionals 
can  be  effective  providers  of  Home  Start  Services;  (2)  training,  super- 
vision, and  use  of  specialists  deserve  special  attention;  (3)  efficiency 
of  operation  can  be  achieved  by  controlling  the  number  of  families 
served;  and  (4)  the  typical  school  year  may  represent  the  optimal 
program  duration.  See  also  PIC  ID  Nos.  0704.1  and  0704.2.  (Final 
report  83  pages.) 
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202-755-7724 
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HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  The  national  study  was  initiated  to  assess  the  impact  of 
Head  Start  on  children  and  their  parents  during  the  children's  first 
year  in  elementary  school.  Self-esteem  and  social  skill  development 
are  priority  curriculum  goals  of  Head  Start.  Children  and  families  are 
provided  with  a  full  range  of  health  and  social  services.  The  experi- 
mental group  in  the  study  consisted  of  children  who  graduated  from 
Head  Start  programs  in  May  or  June  of  1976  and  their  parents.  A 
comparison  group  included  children  with  no  preschool  experience 
who  were  students  in  the  same  classroom  as  Head  Start  children  and 
their  parents.  Positive  parental  responses  were  obtained  for  932  chil- 
dren across  32  sites.  The  sample  was  selected  from  a  total  of  1,580 
children,  for  an  overall  response  rate  of  59%.  Head  Start  activities 
encompass  dramatic  play,  creative  experiences,  science,  math  con- 
cepts, language  development,  small  and  large  muscle  development, 
field  trips,  social  skill  development  for  both  children  and  adults, 
problem-solving  skills,  health/safey  rules,  health  habits,  and  food 
habits.  Characteristics  most  closely  associated  with  achievement 
were  child's  age,  mother's  level  of  education,  child's  ethnic  group, 
and  parental  attitudes.  Head  Start  children  tended  to  be  rated  by 
teachers  as  higher  in  seeking  proximity,  contact,  and  attention  from 
children  and  adults  than  the  control  group.  The  final  report  and  the 
executive  summarya  are  also  available  from  ERIC  (Nos.  ED  152-422 
and  ED  152-423,  respectively). 
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ABSTRACT:  The  first  phase  of  this  three-phase  project  consisted  of 
instrument  development,  a  study  of  the  six  Migrant  Head  Start  pro- 
grams operating  in  home-base  areas  from  September  to  May,  and  a 
study  of  the  children  and  families  served  by  these  programs.  A  por- 
tion of  these  children  and  families  were  followed  while  in-stream 
with  regard  to  services  they  received.  The  second  phase  included  a 
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study  of  nine  Migrant  Head  Start  programs  operating  in  destination 
areas  from  May  to  September  and  a  study  of  the  children  and  families 
served  by  these  programs.  The  third  phase  consisted  of  a  comparative 
analysis  of  the  various  Migrant  Head  Start  models  with  regard  to 
provision  of  services.  The  final  report  and  the  separately  bound 
volume  of  appendices  are  also  available  from  ERIC  (Nos.  ED  192- 
982  and  ED  192-983,  respectively).  (Final  report  288  pages  plus  ap- 
pendices.) 

DESCRIPTORS:  Child  Development.  Migrants 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1546  PROJECT  NO;  ACYF  78-304 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  See  Abstract        v  ' 

CONTRACT/GRANT  NO:  105-78-1304 

COST    (In  Thousands):  FY  78-S179,  FY  79-S238.  FY  80-S76 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  ERIC 
START/END  DATES:  September  "78  through  January  '80 


1070 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Evaluation  of  Project  Developmental  Continuity 

REPORT  TITLE:  Process  Evaluation  of  Project  Developmental 

Continuity  (Two  Reports) 
PERFORMER:  High/Scope  Educational  Research  Foundation,  600 

North  River  Street,  Ypsilanti  MI  48198 
PROJECT  OFFICER:  Kresh.  Esther;  Rm  5736.  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  The  evaluation  investigated  the  impact  on  children,  par- 
ents, elementary  school  staff,  and  institutions  such  as  Head  Start  and 
schools  when  a  joint  effort  in  training,  curriculum  development,  and 
parent  involvement  takes  place.  The  evaluation  also  examined  the 
relationship  of  the  implementation  of  guidelines  to  outcomes  for  chil- 
dren, parents,  school  staff,  and  institutions.  Data  consisted  of  meas- 
ures of  impact,  implementation  data  (both  descriptive  and  formative), 
and  cost  data  on  the  provision  of  such  a  program.  Comparison  groups 
were  Head  Start  programs  and  schools  not  participating  in  a  coopera- 
tive effort.  The  demonstration  program  was  conducted  in  13  sites 
across  the  country.  The  results  were  used  to  elicit  more  effective 
communication  between  Head  Start  and  school  systems.  Two  interim 
reports  are  available:  "A  Process  Evaluation  of  Project  Developmen- 
tal Continuity"  and  "Recommendations  for  Measuring  Program  Im- 
pact." 
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ABSTRACT:  This  evaluation  investigated  the  impact  on  children,  par- 
ents, elementary  school  staff  and  institutions  in  Head  Start  and 
schools  of  a  joint  effort  in  training,  curriculum  development  and 
parent  involvement.  The  evaluation  also  e.xamined  the  relationship  of 
the  implementation  of  guidelines  to  outcomes  for  children,  parents, 
school  staffs  and  institutions.  Data  consists  of  measures  of  impact, 
implementation  data  both  descriptive  and  formative  and  cost  data  on 
the  provision  of  such  a  program.  The  project  utilized  comparison 
groups  of  Head  Start  and  schools  that  are  not  participating  in  a 
cooperative  effort.  The  demonstration  program  was  conducted  in  13 
sites  across  the  country.  The  results  will  be  used  to  bring  about  more 
effective  communication  between  Head  Start  and  school  systems. 
The  final  products  of  this  project  are  Volume  I,  "Outcomes  of  the 
PDC  Intervention";  appendices  to  Volume  I;  Volume  II,  "The  Proc- 
ess of  Program  Implementation  in  PDC";  and  an  executive  summary. 
(Final  report:  Volume  I,  190  pages;  Volume  I  appendices,  355  pages; 
Volume  II,  83  pages;  executive  summary.  22  pages.) 
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ABSTRACT:  This  report  describes  the  development  of  a  methodology 
for  determining  the  incidence  of  child  abuse  and  neglect  during  an 
initial  12-month  period  as  a  baseline  for  detecting  trends  during  suc- 
ceeding years  of  implementation.  Thirteen  possible  approaches  for 
estimating  incidence  are  identified,  discussed,  and  evaluated  accord- 
ing to  specific  criteria.  Each  approach  is  further  evaluated  with  re- 
gard to  12  postulated  policy  issues  and  cost-effectiveness.  Based  on 
the  evaluation  criteria,  a  methodology  consisting  of  two  independent 
approaches  for  determining  abuse  incidence  is  recommended  (a 
nomination  survey  utilizing  a  questionnaire  and  a  randomized  re- 
sponse telephone  survey)  and  two  independent  approaches  for  deter- 
mining neglect  incidence  (an  in-person  random  citizen  survey 
utilizing  a  questionnaire  and  interviews  by  a  highly  trained  social 
worker).  Both  volumes  are  available  from  PIC  and  from  NTIS  (Nos. 
PB  250-853  and  PB  250-854,  respectively).  (Final  report  volumes  164 
and  224  pages,  respectively.) 

DESCRIPTORS:  Child  Welfare,  Survey  or  Questionnaire  Feature,  Re- 
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ABSTRACT:  This  annotated  bibliography  and  literature  review  of 
Head  Start  includes  articles,  papers,  and  books;  presents  qualitative 
and  quantitative  data  about  Head  Start  and  its  experimental  pro- 
grams; reanalyzes  its  data;  reviews  and  synthesizes  Head  Start  find- 
ings; criticizes  or  defends  Head  Start  studies;  and  describes  specific 
Head  Start  programs  and  processes.  See  also  PIC  ID  Nos.  0501  and 
0501.2-0501.4.  (Final  report  46  pages  plus  bibiliography.) 
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ABSTRACT:  This  report  updates  a  1975  literature  review  of  research 
on  the  Head  Start  program  ("A  Review  of  Head  Start  Research  since 
1969  and  an  Annotated  Bibliography").  This  review  was  restricted  to 
work  published  between  1970  and  1983  in  order  to  focus  attention  on 
how  the  performance  standards  and  program  improvements  made  in 
the  early  1970s  affected  Head  Start's  operation  10  years  later.  The 
review  summarizes  the  research  findings  related  to  Head  Start's  im- 
pact on  (1)  the  cognitive  development  of  children;  (2)  the  emotional 
and  social  development  of  children;  (3)  the  health  of  children;  (4)  the 
families  of  participating  children;  and  (5)  the  community.  The  review 
is  based  on  a  bibliography  of  more  than  1,400  documents  related  to 
Head  Start.  A  volume  containing  the  literature  review  (minus  its 
appendix)  and  the  complete  bibliography  ("A  Review  of  Head  Start 
Research  since  1970  and  an  Annotated  Bibliography  of  the  Head 
Start  Research  since  1965")  is  also  available  from  PIC.  See  also  PIC 
ID  Nos.  0501-0501.2  and  0501.4.  (Final  report  95  pages.) 

DESCRIPTORS:  Child  Development,  Literature  Review  Feature,  Sta- 
tistical Analysis  Methods  Feature,  Research  and  Evaluation  Perfor- 
mance, Compensatory  Education,  Information  Dissemination, 
Bibliography  Feature 
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PERFORMER:  Kirschner  Associates,  Inc.,  2425  Alamo  S.E., 

Albuquerque  NM  87106 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  This  1979  manual,  one  of  a  series,  delineates  the  various 
roles  and  responsibilities  of  law  enforcement  officers  in  child  abuse 
and  neglect  identification,  treatment,  and  prevention.  It  focuses  on  (1) 
why  law  enforcement  officers  should  be  involved  in  cases  of  child 
abuse  and  neglect;  (2)  how  to  recognize  child  abuse  and  neglect;  (3) 
reporting  requirements  when  child  abuse  or  neglect  is  suspected;  (4) 
law  enforcement  intervention  in  cases  of  child  abuse  and  neglect;  and 
(5)  prevention  of  child  abuse  and  neglect  as  a  function  of  the  law 
enforcement  system  and  of  the  individual  law  enforcement  officers. 
According  to  this  manual,  law  enforcement  should  be  involved  in 
efforts  to  prevent  child  abuse  and  neglect  as  well  as  in  responding  to 
abuse  and  neglect  that  have  already  occurred.  Agencies  should  deve- 
lop programs  and  strategies  to  assist  officers  in  identifying  children 
and  families  that  might  be  potentially  abusive  or  neglectful.  (Final 
report  55  pages.) 

DESCRIPTORS:  Abused  and  Neglected,  Child  Welfare,  Law  and 

Legislation 

STUDY  TYPE:  Other 

PIC  ID  NO:  0963  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  105-77-1050 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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REPORT  TITLE:  Secondary  Analysis  of  the  Data  from  the 

Evaluation  of  the  Transition  of  Head  Start  Children  into 
Public  Schools 

PERFORMER:  Virginia  Polytechnic  Institute  and  State  University, 

Blacksburg  VA  24061 
PROJECT  OFFICER:  Brown,  Dr.  Bernard;  Rm  5729,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area) 

ABSTRACT:  This  project  conducted  a  secondary  analysis  of  data  col- 
lected in  an  earlier  study  that  investigated  how  Head  Start  influences 
children's  transition  into  public  schools.  A  measurement  battery  in- 
cluding child  response  measures,  child  rating  scales  completed  by  the 
child's  elementary  school  teacher,  a  parent  interview,  a  teacher  inter- 
view, and  questionnaires  completed  by  Head  Start  Center  and  by 
Head  Start  Delegate  Agency  staff  was  administered  in  32  sites  select- 
ed by  random  sample.  Child  response  measures,  teacher  ratings  and 
parent  interviews  were  gathered  for  656  Head  Start  children  and  670 
non-Head  Start  children.  Data  collection  began  in  Fall  1976  when  the 
children  entered  first  grade.  Analyses  were  conducted  and  results 
reported  on  Head  Start  Center  characteristics.  Head  Start  program 
descriptions,  parent  attitudes,  and  child  outcome  measures.  In  addi- 
tion, comparisons  of  Head  Start  and  non-Head  Start  outcome  data 


were  conducted.  This  project  extended  and  completed  the  analysis  to 
include  a  more  detailed  examination  of  the  relationship  of  program 
goals,  activities  and  components  to  the  child  social  competence  meas- 
ures and  additional  comparisons  of  Head  Start  and  non-Head  Start 
groups.  The  final  report  and  the  executive  summary  are  also  available 
from  ERIC  (Nos.  ED  206-380  and  ED  206-381,  respectively).  (Final 
report  295  pages;  executive  summary  42  pages.) 

DESCRIPTORS:  Child  Development,  Statistical  Analysis  Methods 

Feature,  Case  or  Site  Study  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1544  PROJECT  NO:  ACYF  78-303 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  See  Abstract 

CONTRACT/GRANT  NO:  105-78-1303 

COST    (In  Thousands):  FY  78-$94,  FY  80-$25 

STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC, 

Available  from  ERIC 
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(Selected  Reports) 
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PROJECT  OFFICER:  Corrigan,  John;  Rm  3743,  DONO  Bldg; 

202-245-2840 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Child  Abuse  and  Neglect  (Entire  Program  Area) 

ABSTRACT:  Two  groups  of  projects  comprise  the  major  thrust  of  the 
service  improvement  effort:  eight  child  protection  agency  program 
improvements  and  21  community-based  child  abuse  and  neglect  pre- 
vention and  treatment  programs.  This  evaluation  had  two  purposes: 
(1)  to  provide  an  assessment,  including  costs  and  outcomes,  of  various 
approaches  to  using  small  amounts  of  funds  to  substantially  improve 
the  delivery  of  child  protective  services  by  child  protective  agencies; 
and  (2)  to  provide  an  assessment,  including  costs  and  outcomes,  of 
various  approaches  to  using  small  amounts  of  funds  to  substantially 
improve  the  preventive  and  treatment  capacities  of  already  existing 
human  services  agencies,  such  as  schools,  mental  health  centers,  fami- 
ly service  centers,  day  care  programs,  and  medical  facilities.  (Vo- 
lumes I,  II,  and  III  and  six  special  analyses  reports  are  available  from 
PIC.) 

DESCRIPTORS:  Child  Welfare,  Counseling,  Family,  Demonstration 
Projects,  Outreach  and  Referral,  Program  Coordination,  Social  Ser- 
vices Delivery  Systems,  Management  Information  and  Reporting, 
Case  or  Site  Study  Feature,  Abused  and  Neglected 
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STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 
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HD-ACYF-Program  Direction  and  Management; 
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ABSTRACT:  This  report  is  the  third  in  a  series  of  three  addressing  the 
effectiveness  of  the  National  Runaway  Switchboard  (NRS),  which 
serves  as  the  national  communication  system  for  runaway  and  home- 
less youth,  their  families,  and  youth-serving  agencies  mandated  by  the 
Runaway  and  Homeless  Youth  Act.  The  study  included  (1)  an  assess- 
ment of  the  operations,  management,  and  technical  capacity  of  Met- 
ro-Help to  operate  the  NRS  and  (2)  a  comparative  analysis  of  the 
NRS  with  other  crisis  hotlines.  This  report  includes  (1)  the  study 
results;  (2)  three  cost  options  to  Metro-Help's  NRS  that  include  varia- 
tions in  staffing,  multiple  answering  sites,  and  government  operation; 
and  (3)  conclusions  and  recommendations.  The  report  concludes  that 
Metro-Help  has  the  capability  to  operate  an  expanded  program  to 
meet  the  demands  of  the  target  population,  assuming  that  resources 
and  technical  assistance  are  available  to  correct  three  areas  of  defi- 
ciency that  were  identified.  See  also  PIC  ID  Nos.  2431  and  2431.1. 

DESCRIPTORS:  Dropouts  and  Runaways,  Outreach  and  Referral, 
Children  and  Youth,  Information  Systems,  Supportive  Services, 
Counseling,  Homeless 
STUDY  TYPE:  Program  Impact 
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CONTRACT/GRANT  NO:  105-82-C-Oll 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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Available  from  NTIS 
START/END  DATES:  February  '83  through  May  '83 


1079 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Children,  Youth  and 
Families 

PROJECT  TITLE:  Child  Welfare  Indicator  Survey 

REPORT  TITLE:  Statistical  Evaluation  of  State  Child  Welfare  Data 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 
22101 


PROJECT  OFFICER:  Moore,  Judy;  Rm  346E,  HHH  Bldg; 

202-245-1963 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  analyzed  the  child  welfare  data  collected  from 
state  agencies  on  a  voluntary  basis  by  the  American  Public  Welfare 
Association  (APWA)  through  its  Voluntary  Cooperative  Informa- 
tion System  (VCIS).  Data  on  the  1982  substitute  care  population 
were  collected  from  47  states  and  the  District  of  Columbia  during  the 
first  year  of  the  system's  operation.  As  part  of  the  study  the  VCIS 
data  were  combined  in  a  database  with  relevant  data  from  the  1980 
Children  and  Youth  Referral  Survey  conducted  by  the  Office  of  Civil 
Rights  and  from  other  sources.  This  report  is  intended  to  provide 
general  guidance  to  users  of  these  data.  It  discusses  the  limitations  of 
the  data,  the  adjustments  made  to  the  data,  the  logic  edits  conducted 
to  determine  the  consistency  of  data  provided  by  each  state,  and  the 
kinds  of  analyses  conducted.  The  report's  appendices  include  the 
state  logic  edits,  the  VCIS  printouts,  and  VCIS  tables  and  graphs.  See 
also  PIC  ID  Nos.  2416  and  2416.1.  (Final  report  166  pages.) 

DESCRIPTORS:  Children  and  Youth,  Child  Welfare,  Foster  Care  and 
Adoption,  Statistics,  State  or  Local  Administration,  Databases  Ad- 
ministrative Information,  State  or  Local  Government 
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ABSTRACT:  This  1979  report  was  the  third  in  a  biennial  series  on  the 
I  conditions  of  children,  youth,  and  families.  The  following  subjects 
were  discussed:  (1)  demographic  and  economic  trends;  (2)  life-cycle 
development;  (3)  status  of  children;  (4)  status  of  youth;  (5)  status  of 
families;  (6)  status  of  research  on  children;  (7)  status  of  research  on 
families;  and  (8)  status  of  research  on  youth.  New  research  was  fore- 
cast along  the  following  lines:  (1)  Consumers  generally  would  en- 
courage researchers  to  maintain  a  practical,  applied  focus  on  issues 
of  cohabitation,  the  commitment  to  marry,  sexuality  in  and  out  of 
marriage,  family  planning,  and  the  rearing  of  children;  (2)  The  family 
would  be  studied  increasingly  as  the  targeted  unit  of  services  in 
fertility  control,  medical  service,  mental  health,  and  marketing;  (3) 
Leaders  in  government,  education,  business,  and  the  news  media 
would  continue  to  define  social  problems  and  shape  the  direction  of 
family  research.  (Final  report  251  pages.) 
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ABSTRACT:  These  annual  reports  present  summary  findings  of  the 
status  of  handicapped  children  enrolled  in  full  year  and  summer  Head 
Start  programs,  including  the  number  of  handicapped  children  being 
served,  their  handicapping  conditions,  and  the  services  being  provid- 
ed for  them.  Each  report  also  provides  an  overview  of  Head  Start 
policies,  diagnostic  criteria  for  reporting  handicaps,  an  evaluation  of 
Head  Start's  mainstreaming  process,  and  numerous  statistics.  Some  of 
the  reports  are  available  from  ERIC;  contact  the  agency  for  those 
identification  numbers.  For  other  information  on  obtaining  copies  of 
the  annual  reports  contact  Jane  DeWeerd  (202-755-7944)  at  the  Head 
Start  Bureau. 
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ABSTRACT:  This  evaluation  determined  whether  the  Training  and 
Technical  Assistance  program  was  meeting  its  goals  of  training  better 
Head  Start  staff  and  whether  it  was  building  local  capacity  in  the  area 
of  children's  services.  The  study  measured  the  effectiveness  of  the 
decentralized  organization  of  the  program.  Both  volumes  of  the  re- 
port are  also  available  from  NTIS  (Nos.  SHR-0003085  and  SHR- 
0003086,  respectively)  and  from  ERIC  (Nos.  ED  127-030  and  ED 
127-031,  respectively).  (Final  report  volumes  574  and  28  pages,  re- 
spectively.) 
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ABSTRACT:  This  report  covers  the  results  of  a  nationwide  study  on 
minority  participation  in  the  developmental  disabilities  movement.  It 
is  intended  to  give  service  providers  new  and  effective  ways  to  in- 
volve the  racial  or  ethnic  minority  developmentally  disabled  consum- 
er. This  category  of  consumer  seems  to  be  particularly  isolated  from 
the  mainstream  of  the  developmental  disabilities  service  system  and 
seems  to  have  greater  problems  in  locating  and  accessing  services. 
Each  person  needs  to  be  treated  on  an  individual  basis  with  sensitivity 
to  the  differences  caused  by  language  patterns,  cultural  beliefs,  lifes- 
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tyles,  and  family  and  community  structures.  Recommendations  are 
organized  into  four  categories:  (1)  agencies:  (2)  parents  and  consum- 
ers; (3)  project  staff;  and  (4)  questions  uncovered  during  the  search. 
There  are  suggestions  for  changes  in  the  following  services  to  meet 
the  needs  of  minority  clients:  housing,  transportation,  education  and 
information,  recreation,  employment  and  income,  medical  care,  legal 
and  criminal  services,  and  research.  (Final  report  190  pages.) 
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PIC  ID  NO:  3035  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PB  88-213657 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  90DD0051/2 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Administration  for  Developmental  Disabilities 

PROJECT  TITLE:  National  Study  of  Specialized  Foster  Care  and 
Small  Group  Care  Models  of  Long-Term  Care  for  Persons 
with  Developmental  Disabilities 

REPORT  TITLE:  Foster  Care  for  Children  and  Adults  with 

Handicaps:  Child  Welfare  and  Adult  Social  Services 
PERFORMER:  University  of  Minnesota,  Department  of  Educational 

Psychology,  Minneapolis  MN  55455 
PROJECT  OFFICER:  Porter,  Margaret;  Rm  410E,  HHH  Bldg; 

202-245-6443 
PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities-Program  Direction  and 

Management; 

HD-FSS-Foster  Care; 

HD-OASHDS-Social  Services/Title  XX-Foster  Care 
(CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  report  summarizes  state-by-state  data  on  the  number 
of  children  and  adults  in  foster  homes  administered  by  child  welfare 
or  social  service  agencies.  As  of  December  1985  there  were  approxi- 
mately 261,000  children  in  out-of-home  foster  care,  including  54,000 
handicapped  children,  of  whom  14,000  were  mentally  retarded.  The 
total  number  of  children  in  foster  care  on  any  one  day  has  decreased 
only  slightly  since  1980,  whereas  the  number  of  children  reported  to 
be  mentally  retarded  decreased  by  approximately  7,500  (35%)  to 
5.3%  of  all  foster  children.  Specialized  foster  homes  administered  by 
state  mental  retardation  agencies  serve  approximately  6,400  addition- 
al mentally  retarded  children  and  10,700  mentally  retarded  adults. 
Adult  social  services  foster  care  programs  and  data-collection  efforts 
regarding  children  and  adults  in  foster  care  are  also  discussed.  Many 
states  gather  and  can  report  detailed  data  on  both  handicapped  and 
nonhandicapped  children.  Data-collection  efforts  would  benefit  from 
standardization  of  terminology  used  by  states.  This  research  supple- 
mented the  "National  Study  of  Specialized  Foster  Care  and  Small 
Group  Care  Models  of  Long-Term  Care  for  Persons  with  Develop- 
mental Disabilities."  Margaret  Porter  of  ASPE  was  co-project  officer 
for  this  study.  (Final  report  77  pages  plus  appendices.) 

DESCRIPTORS:  Foster  Care  and  Adoption,  Children  and  Youth, 
Child  Welfare,  Social  Services  Delivery  Systems,  Handicapping 
Conditions  and  Problems,  Statistical  Data  Feature,  State  or  Local 
Administration,  Information  Systems,  Demography,  Developmental 
Disabilities 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Administration  for  Developmental  Disabilities 

PROJECT  TITLE:  Mental  Retardation:  Century  of  Decision 

REPORT  TITLE:  Mental  Retardation:  Century  of  Decision 
PERFORMER:  President's  Committee  on  Mental  Retardation, 

Washington  D.C.  20201,  and  Multi-Professional  Services 

Contracts 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities-Special  Projects; 

HD-OASHDS-President's  Committee  on  Mental  Retardation 

ABSTRACT:  This  report  presents  the  goals  of  the  President's  Commit- 
tee on  Mental  Retardation:  (1)  the  attainment  of  citizenship  status  for 
all  mentally  retarded  individuals,  exercised  to  the  fullest  degree  possi- 
ble under  the  conditions  of  disability;  (2)  reduction  of  the  incidence 
of  mental  retardation  from  biomedical  causes  by  at  least  50%  by  the 
year  2000;  (3)  reduction  of  the  incidence  and  prevalence  of  mental 
retardation  associated  with  social  disadvantage  to  the  lowest  level 
possible  by  the  end  of  this  century;  (4)  adequate  and  humane  service 
systems  for  all  retarded  persons  in  need  of  them;  (5)  the  attainment 
of  a  high  and  stable  level  of  international  cooperation  in  the  resolu- 
tion of  the  universal  problems  of  preventing  and  ameliorating  mental 
retardation.  Assistance  in  the  preparation  of  this  publication  was 
furnished  by  the  University  of  South  Dakota  under  Contract  No. 
105-74-7301,  by  Plog  Research,  Inc.  under  Contract  No.  100-75-0035, 
and  by  New  Directions  Associates  under  Purchase  Order  Nos.  S- 
6835-75  and  S-2368-76.  (Final  report  146  pages.) 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Retardation, 
Needs  and  Needs  Assessment 
STUDY  TYPE:  Other 

PIC  ID  NO:  0512  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-7301 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '74  through  March  '76 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Native  Americans 

PROJECT  TITLE;  Administration  for  Native  Americans:  Targeting 
Resources-A  Socio-Demographic  Evaluation 

REPORT  TITLE:  Administration  for  Native  Americans:  Targeting 
Resources-A  Socio-Demographic  Evaluation 

PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 
22101 

PROJECT  OFFICER:  Moore,  Judy;  Rm  346E,  HHH  Bldg; 

202-245-1963 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Programs-Program  Direction 
and  Management; 

HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  The  population  for  which  the  Administration  for  Native 
Americans  (ANA)  is  responsible  can  be  best  characterized  by  its 
diversity.  Unlike  other  program  administrations  under  the  Office  for 
Human  Development  Services  (HDS)  that  focus  on  limited  or  spe- 
cialized populations  such  as  the  elderly  or  the  developmentally  disa- 
bled, ANA  targets  its  program  resources  to  three  distinct  subgroups: 
American  Indians,  Alaskan  Natives,  and  Native  Hawaiians.  While 
these  three  groups  are  referred  to  as  the  Native  American  population, 
there  is  really  no  common  thread  that  binds  them  into  a  single 
homogenous  entity.  This  study  evaluated  indicators  proposed  for  use 
in  the  Office  of  Human  Development  Services'  (HDS')  targeting 
framework  for  Native  American  program  activities.  This  report  de- 
scribes the  Native  American  population,  discusses  the  characteristics 
of  the  target  population,  and  discusses  the  conceptual  resource-tar- 
geting framework  developed  by  HDS'  Office  of  Policy  Develop- 
ment. 

DESCRIPTORS:  Native  Americans,  Management  Information  and  Re- 
porting, Demography,  Statistics,  Budgeting 

STUDY  TYPE;  Research  and  Data  Development;  Program  Strategy 

PIC  ID  NO:  2417  PROJECT  NO:  OASHDS/OPD  82- 

02.1 

FUND  SOURCE;  Evaluation        NTIS  NO:  PB  84-133628 
MECHANISM;  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-82-C-Oll 
COST    (In  Thousands):  Not  available 

STATUS;  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '82  through  February  '83  j 
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AGENCY  SPONSOR;  Office  of  Human  Development  Services 
Administration  for  Native  Americans 

PROJECT  TITLE:  Defining  Pay-Off  of  Social  and  Economic 
Development  Strategy 

REPORT  TITLE:  Defining  Pay-Off  of  Social  and  Economic 

Development  Strategy 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 

22101 


PROJECT  OFFICER:  Moore,  Judy;  Rm  346E,  HHH  Bldg; 

202-245-1963 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Programs-Financial  Assistance 
Grants 

ABSTRACT:  The  Administration  for  Native  Americans'  (ANA's)  so- 
cial and  economic  development  strategy  encourages  tribes  and  other 
Native  American  organizations  to  develop  projects  that  promote 
their  members'  social  and  economic  development  and  produce  tangi- 
ble results.  This  study's  objective  was  to  determine  the  achieved  or 
expected  ratio  of  each  ANA  social  and  economic  dollar  invested  to 
such  components  as  ( 1 )  private  investment  funds  attracted;  (2)  Native 
American  payroll  generated;  (3)  local  and  state  funds  leveraged;  and 
(4)  welfare  transfer  reductions  to  local  Native  American  populations. 
The  report  includes  site  reports  and  pay-off  ratios  for  seven  grantees. 
It  presents  findings  on  (1)  the  availability  of  data  for  developing 
pay-off  ratios  at  the  sites  visited;  (2)  the  validity  of  the  pay-off  ratios 
and  the  matrix  that  were  developed;  and  (3)  the  degree  to  which  the 
pay-offs  can  be  disaggregated  and  linked  to  specific  activities  under 
the  project  grant  or  aggregated  at  the  tribal  level. 

DESCRIPTORS:  Grant  and  Contract  Management,  Case  or  Site  Study 
Feature,  Native  Americans,  Benefit-Cost  Analysis  Feature,  Econom- 
ic Growth 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO;  2121  PROJECT  NO; 

FUND  SOURCE:  Evaluation        NTIS  NO;  PB  84-133610 

MECHANISM;  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-82-C-Oll 

COST    (In  Thousands):  Not  available 

STATUS;  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '82  through  October  '83 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Native  Americans 

PROJECT  TITLE:  Evaluation  of  ANA's  Training  and  Technical 
Assistance  Program 

REPORT  TITLE;  Evaluation  of  ANA's  Training  and  Technical 

Assistance  Program 
PERFORMER:  Coopers  and  Lybrand,  1800  M  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Holiber,  Caryl;  Rm  5428,  COHEN  Bldg; 

202-245-7727 
PROGRAM(S)  EVALUATED; 

HD-ANA-Native  Americans  Programs-Technical  Assistance 

and  Training 

ABSTRACT;  The  final  report  reviews  four  models  used  by  ANA  to 
finance  training  and  technical  assistance  (T/TA):  the  sectional  con- 
tractor model,  the  direct  grant  support  model,  the  national  contractor 
model,  and  the  interagency  agreement  model.  Mid-contract,  ANA 
concluded  that  the  sectional  contracts  were  not  effective  and  ter- 
minated this  activity.  It  initiated  the  direct  grant  support  model  for 
which  the  study  was  perforce  limited  to  grant  applications.  Training 
and  technical  assistance  contracts  were  analyzed.  Conclusions 
emerging  from  the  study  were  (1)  the  sectional  contract  model  is  not 
cost-effective;  (2)  the  T/TA  application  plans  were  not  clearly  linked 
to  project  objectives;  (3)  the  OPM  internship  program  justified  its 
expense  and  the  model  can  be  effective  in  establishing  total  personnel 
systems  in  Native  American  organizations;  and  (4)  the  CERT  model 
was  more  effective  in  providing  management  technical  assistance 
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concerning  specific  problems  than  for  comprehensive  systems  and 
should,  as  now  constructed,  be  confined  to  members  with  a  clear 
commitment  to  the  social  and  economic  development  strategy 
(SEDS),  the  major  thrust  of  ANA  policy.  (Final  report  6  volumes.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Native  Americans,  Re- 
search and  Evaluation  Planning  and  Administration,  Technical  As- 
sistance, Administrative  Personnel 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2066  PROJECT  NO:  ANA  79-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-79-60001 
COST    (In  Thousands):  FY  79-$132,  FY  80-$255 
STATUS:  Study  completed, 

Executive  summary  at  PIC 
START/END  DATES:  July  '79  through  March  '82 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Native  Americans 

PROJECT  TITLE:  Indian  Legal  Curriculum  and  Training  Program 

REPORT  TITLE:  Federal-Indian  Trust  Relationship 
PERFORMER:  Institute  for  the  Development  of  Indian  Law, 

Washington  D.C. 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Program  (Entire  Program 

Area) 

ABSTRACT:  The  Indian  Legal  Curriculum  and  Training  Program 
provides  Indian  governmental  leaders  with  information  about  feder- 
al-Indian law  and  provides  tribal  council  members  and  administrators 
with  onsite  training  on  Indian  sovereignty,  treaty  rights,  the  trust 
relationship  between  the  Indians  and  the  United  States  government, 
and  jurisdiction.  This  report,  which  is  one  in  a  series,  discusses  the 
way  in  which  the  trust  relationship  is  supposed  to  regulate  the  actions 
of  the  United  States,  the  way  in  which  the  trust  relationship  actually 
functions,  the  role  each  branch  of  the  federal  government  plays,  and 
the  way  Indians  can  improve  the  trust  relationship's  operations  and 
better  protect  themselves.  The  report  discusses  the  first  three  issues 
primarily  from  the  perspective  of  the  United  States  Congress,  courts, 
and  government;  it  discusses  the  last  issue  primarily  from  the  perspec- 
tive of  the  Indians.  Work  for  this  project  was  also  performed  under 
Contract  No.  105-78-6001.  See  also  PIC  ID  Nos.  1291.1  and  1291.2. 
(Final  report  132  pages.) 

DESCRIPTORS:  Native  Americans,  Law  and  Legislation,  Federal 
Role 

STUDY  TYPE:  Other 

PIC  ID  NO:  1291  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-6106 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  October  '75  through  December  '79 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Native  Americans 

PROJECT  TITLE:  Indian  Legal  Curriculum  and  Training  Program 

REPORT  TITLE:  Indian  Sovereignty 

PERFORMER:  Institute  for  the  Development  of  Indian  Law, 

Washington  D.C. 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Program  (Entire  Program 
Area) 

ABSTRACT:  The  Indian  Legal  Curriculum  and  Training  Program 
provides  Indian  governmental  leaders  with  information  about  feder- 
al-Indian law  and  provides  tribal  council  members  and  administrators 
with  onsite  training  on  Indian  sovereignty,  treaty  rights,  jurisdiction, 
and  the  trust  relationship  between  Indians  and  the  United  States 
government.  This  report,  which  is  one  in  a  series,  defines  sovereignty 
and  discusses  the  way  in  which  it  applies  to  international  law,  internal 
or  domestic  law  of  the  United  States,  and  the  internal  or  domestic  law 
of  American  Indian  nations.  The  book  provides  an  historical  over- 
view of  sovereignty  and  its  effect  on  Indians  and  the  United  States 
government  and  discusses  the  way  in  which  each  branch  of  the 
federal  government  has  affected  Indian  governments.  This  project 
was  performed  in  conjunction  with  Cook  School,  Tempe,  Arizona. 
See  also  PIC  ID  Nos.  1291  and  1291.2.  (Final  report  68  pages.) 

DESCRIPTORS:  Native  Americans,  Law  and  Legislation 
STUDY  TYPE:  Other 

PIC  ID  NO:  1291.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-6106 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  , 

Available  from  PIC 
START/END  DATES:  October  '75  through  December  '77 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  for  Native  Americans 

PROJECT  TITLE:  Indian  Legal  Curriculum  and  Training  Program 

REPORT  TITLE:  Indians  and  the  U.S.  Government 
PERFORMER:  Institute  for  the  Development  of  Indian  Law, 

Washington  D.C. 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ANA-Native  Americans  Program  (Entire  Program 

Area) 

ABSTRACT:  The  Indian  Legal  Curriculum  and  Training  Program 
provides  Indian  governmental  leaders  with  information  about  feder- 
al-Indian law  and  provides  tribal  council  members  and  administrators 
with  onsite  training  on  Indian  sovereignty,  treaty  rights,  jurisdiction, 
and  the  trust  relationship  between  Indians  and  the  United  States 
government.  This  report,  which  is  one  in  a  series,  provides  basic 
information  on  the  structure  and  functions  of  the  United  States  gov- 
ernment system  and  discusses  its  legislative,  executive,  and  judicial 
branches.  This  project  was  performed  in  conjunction  with  Cook 
School,  Tempe,  Arizona.  See  also  PIC  ID  Nos.  1291  and  1291.1. 
(Final  report  115  pages.) 
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DESCRIPTORS:  Native  Americans,  Law  and  Legislation 
STUDY  TYPE:  Other 

PIC  ID  NO:  1291.2  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-6106 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  October  '75  through  December  '77 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Domiciliary  Care  Clients  and  the  Facilities  in 
Which  They  Reside 

REPORT  TITLE:  Administrative  Structure  of  Domiciliary  Care 

Programs  Serving  the  Elderly  in  Six  States 
PERFORMER:  Hebrew  Rehabilitation  Center  for  the  Aged,  1200 

Centre  Street,  Roslindale  MA  02131 
PROJECT  OFFICER:  Holquin,  Peter;  Rm  4270,  COHEN  Bldg; 

202-245-0050 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Research  and  Demonstration-Research  and 

Development  Projects 

ABSTRACT:  This  report  presents  detailed  descriptions  of  the  domicili- 
ary care  programs  serving  the  aged  in  Florida,  Georgia,  Illinois, 
Massachusetts,  Michigan,  and  Pennsylvania.  The  report  focuses  on 
the  administrative  and  regulatory  structures  under  which  the  various 
programs  operate.  The  six  states  were  selected  on  the  basis  of  the 
variability  of  their  domiciliary  care  policies.  For  each  case  study,  the 
following  information  is  presented:  (1)  background  and  context;  (2) 
regulatory  structure;  (3)  case  management  system;  (4)  financial  pay- 
ment procedures  used  for  the  provision  of  Supplemental  Security 
Income  (SSI)  monies  to  eligible  domiciliary  care  home  residents;  and 
(5)  an  overview  of  the  interrelationship  among  the  various  program- 
matic elements.  See  also  PIC  ID  Nos.  1075  and  1075.1. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Community  Based  Care, 
State  or  Local  Administration,  Elderly,  Residential  Facilities,  Out- 
reach and  Referral 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1075  2  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  90-A-1659 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '80  through  December  '81 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Evaluation  of  the  Use  and  Effectiveness  of 
Interagency  Agreements  at  the  State  Level 

REPORT  TITLE:  Analysis  of  Formal  Federal  and  State  Interagency 
Agreements 

PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 

Street  N.W.,  Washington  D.C.  20004 
PROJECT  OFFICER:  White,  Howard;  Rm  4748,  COHEN  Bldg; 

202-245-0641 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-State 

Agency  Activities; 

HD-AOA-Aging-Program  Direction  and  Management 

ABSTRACT:  The  purpose  of  this  study  was  to  determine  how  intera- 
gency agreements  at  the  state  agency  on  aging  level  are  negotiated 
and  carried  out  and  how  federal  interagency  agreements  made  be- 
tween the  Administration  on  Aging  and  other  federal  agencies  affect 
the  development  and  utilization  of  state-level  agreements.  The  study 
included  a  content  analysis  of  existing  state  and  federal  agreements 
and  field  data  collection  on  the  negotiation  and  implementation  of 
state-level  agreements. 

DESCRIPTORS:  Program  Coordination,  Elderly,  Federal  State  and 
Local  Relations 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1276  PROJECT  NO:  AOA  76.1-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-3118 
COST  (In  Thousands):  FY  76.1-5143 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '76  through  December  '76 
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PERFORMER:  University  of  Southern  California,  Institute  for 

Policy  and  Program  Development,  Los  Angeles  CA  90089 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Research  and  Demonstration  (Entire 
Program  Area) 

ABSTRACT:  This  index,  which  is  limited  to  federal  legislation  passed 
as  of  December  30,  1976,  documents  the  use  of  chronological  and 
nonchronological  definitions  of  age  in  federal  legislation,  serves  as  an 
information  base  for  the  specification  of  so-called  characteristic  eligi- 
bility criteria,  and  introduces  the  researcher  to  the  vast  array  of 
federal  legislation  affecting  the  elderly.  The  index  is  divided  into 
sections  containing  seven  major  categories:  consumer  affairs,  em- 
ployment, health  care,  housing,  income  maintenance,  income  taxes, 
and  social  services.  (Final  report  395  pages.) 

DESCRIPTORS:  Elderly,  Law  and  Legislation,  Social  Research 
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STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0320  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  90-A-643 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '76  through  October  '77 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Development  of  Evaluation  and  Monitoring  Tools 
for  the  Area  Agencies  on  Aging 

REPORT  TITLE:  Area  Agency  on  Aging  (Three  Reports) 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Luhmann,  Frederick;  Rm  4639,  COHEN  Bldg; 

202-472-3057 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Area 
Planning; 

HD-AOA-Aging-State  and  Community  Programs-State 
Agency  Activities; 

HD-AOA-Aging-Program  Direction  and  Management 

ABSTRACT:  Three  reports  that  were  produced  under  this  contract  are 
available  from  PIC.  "Area  Agency  on  Aging  Manual  of  Award 
Procedures"  is  a  model  to  assist  area  agencies  in  designing  and  imple- 
menting a  systematic  procedure  for  awarding  contracts  or  grants.  It 
maps  the  process  from  initial  inquiry  to  the  actual  award.  "Area 
Agency  on  Aging  Awards  Monitoring  Procedures"  is  a  manual  to 
assist  area  agencies  in  monitoring  and  assessing  the  activities  of  those 
agencies  and  organizations  that  have  received  Title  III  awards.  "Area 
Agency  on  Aging  Self-Assessment  Procedures"  is  a  guide  for  in- 
dividual area  agencies  to  evaluate  specific  aspects  of  their  own  opera- 
tions and  activities.  The  three  reports  are  also  available  from  NTIS 
(Nos.  PB  246-237/AS,  PB  246-235/AS,  and  PB  246-236/AS,  respec- 
tively). (Final  reports  154,  82,  and  84  pages,  respectively.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Elderly,  Research 
and  Evaluation  Planning  and  Administration,  Research  and  Evalua- 
tion Performance,  Research  and  Evaluation  Methods  Feature,  Plan- 
ning 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0399  PROJECT  NO:  AOA  74-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OS-74-256 
COST    (In  Thousands):  FY  74-$90 
STATUS:  Study  completed. 

Available  from  PIC, 

E.xecutive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  "74  through  May  "75 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Coordinating  Transportation  for  the  Elderly  and 
Handicapped 

REPORT  TITLE:  Coordinating  Transportation  for  the  Elderly  and 
Handicapped 

PERFORMER:  Administration  on  Aging,  Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Area 
Planning 

ABSTRACT:  This  study  explored  the  scope  and  magnitude  of  coordi- 
nation efforts  in  transportation  projects  serving  the  elderly,  physical- 
ly handicapped,  and  other  disadvantaged  persons  who  have  difficulty 
meeting  their  transportation  needs.  Primary  emphasis  was  placed  on 
an  identification  and  examination  of  projects  in  which  coordination 
and/or  consolidation  of  funds  or  services  had  been  undertaken. 

DESCRIPTORS:  Transportation,  Elderly,  Handicapping  Conditions 
and  Problems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0726  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  "78  through  July  '78 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Descriptive  Analysis  of  Board  and  Care  Policy 
Trends  in  the  50  States 

REPORT  TITLE;  Descriptive  Analysis  of  Board  and  Care  Policy 

Trends  in  the  50  States 
PERFORMER:  University  of  California,  Aging  Health  Policy 

Center,  San  Francisco  CA  94143 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Research  and  Demonstration-Research  and 

Development  Projects; 

HD-AOA-Aging-Education  and  Training-Multidisciplinary 
Centers  for  Gerontology 

ABSTRACT:  This  paper  attempts  to  provide  a  comprehensive  view  of 
board  and  care  homes  serving  all  types  of  adult  target  populations- 
the  elderly,  the  mentally  ill,  the  developmentally  disabled,  and  the 
chemically  dependent-in  all  50  states  and  Washington,  D.C.  For  the 
purposes  of  this  project,  board  and  care  homes  were  defined  as  homes 
providing  food,  shelter,  and  some  protective  oversight  and/or  per- 
sonal care.  This  report  discusses  the  following  major  policy  issues 
relating  to  adult  board  and  care  programs:  (1)  a  common  definition 
of  board  and  care;  (2)  philosophies  of  program  administration,  e.g., 
regulatory  vs.  nonregulatory;  (3)  strategies  for  program  quality  and 
effectiveness  control;  and  (4)  reimbursement  levels  and  board  and 
care  facility  supply.  The  report  also  identifies  several  innovative 
alternatives  to  administration,  regulation,  and  oversight  of  board  and 
care  facilities.  (Final  report  40  pages.) 
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DESCRIPTORS:  Community  Based  Care,  Residential  Facilities,  Elder- 
ly, Mental  Illness,  Developmental  Disabilities,  Alcoholism,  Drug 
Abuse 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1368  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '81  through  September  '82 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Domiciliary  Care  Clients  and  the  Facilities  in 
Which  They  Reside 

REPORT  TITLE:  Domiciliary  Care  Clients  and  the  Facilities  in 

Which  They  Reside  (Three  Volumes) 
PERFORMER:  Hebrew  Rehabilitation  Center  for  the  Aged,  1200 

Centre  Street,  Roslindale  MA  02131 
PROJECT  OFFICER:  Holquin,  Peter;  Rm  4270,  Cohen  Bldg; 

202-245-0050 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Research  and  Demonstration-Research  and 

Development  Projects 

ABSTRACT:  Descriptions  and  analyses  are  presented  in  this  report 
concerning  elderly  clients  of  domiciliary  care  programs  in  six  states 
and  the  facilities  in  which  they  reside.  The  six  states  offer  domiciliary 
care  under  a  variety  of  options  including  both  state  and  federal  SSI 
supplementation;  states  with  high  and  low  supplementation;  states 
with  high  and  low  domiciliary  care  bed  rates;  and  programs  that  are 
and  are  not  characterized  by  functional  complexity.  It  is  one  of  four 
major  efforts  in  a  diverse  investigation  of  domiciliary  care  for  the 
elderly,  a  relatively  unexplored  long-term  care  service  option. 
Volume  I  is  available  from  PIC;  Volumes  II  and  III  are  available  from 
the  agency.  See  also  PIC  ID  Nos.  1075.1  and  1075.2. 

DESCRIPTORS:  Community  Based  Care,  Residential  Facilities,  Elder- 
ly 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1075  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  90-A-1659 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC,  ■  ' 

Executive  summary  at  PIC 
START/END  DATES:  August  '80  through  December  '81 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Employment  Development  Needs  of  Displaced 
Homemakers 

REPORT  TITLE;  Employment  Development  Needs  of  Displaced 
Homemakers 


PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Jagannathan,  Dr.  K.A.;  Rm  726E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

HD-AOA  (Entire  Program  Area); 

HD-AOA-Aging-Research  and  Demonstration  (Entire 

Program  Area) 

ABSTRACT:  This  report,  completed  in  1983,  estimates  the  size  of  the 
displaced  homemaker  population;  examines  the  characteristics  of  that 
population;  analyzes  its  employment-related  problems;  reviews  ser- 
vices and  programs  available  for  it;  and  presents  policy  recommenda- 
tions. Displaced  homemakers  are  women,  aged  35  to  64,  who  are 
divorced,  separated,  widowed,  or  married  to  a  husband  with  employ- 
ment-limiting problems  and  experiencing  employment  difficulties 
themselves  upon  attempting  to  re-enter  the  workforce.  They  are 
likely  to  experience  such  transition  problems  as  disruption  in  life 
style;  disruption  of  traditional  values;  feelings  of  inadequacy;  and 
difficulty  coping  with  immediate  financial  needs.  A  cross-national 
estimate  of  the  size  of  the  displaced  homemaker  population  was  ob- 
tained from  the  1975  Survey  of  Income  and  Education.  In  1975 
approximately  7%  (2.2  million)  of  all  women  in  the  35-64  age  group 
were  considered  displaced,  while  26%  of  the  divorced,  separated,  or 
widowed  in  this  group  were  displaced.  Of  the  displaced,  75%  were 
white  and  25%  black;  50%  had  less  than  12  years  of  education;  40% 
of  the  whites  and  25%  of  the  blacks  were  underemployed;  70%  of  the 
displaced  received  income  from  earnings  and  20%  received  Social 
Security,  while  income  from  other  sources  varied  considerably  by 
race.  Age  discrimination,  particularly  for  women  over  age  35,  in 
manufacturing,  skilled  trades,  and  clerical  jobs,  and  a  negative  image 
limiting  the  job  search  were  major  factors  hampering  adjustment. 

DESCRIPTORS:  Women,  Labor  Markets  and  Problems 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2284  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  90-AR-2123 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Region  X  Evaluation  of  Consumer  Participation 
in  AOA  State  and  Local  Programs 

REPORT  TITLE:  Evaluation  of  Advisory  Councils  Organized  under 

the  Older  Americans  Act 
PERFORMER:  Kirschner  Associates,  Inc.,  2425  Alamo  S.E., 

Albuquerque  NM  87106 
PROJECT  OFFICER:  Kawabori,  Thisato;  206-442-5341 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Federal  Council  on  the  Aging; 

HD-AOA-Aging-Education  and  Training  (Entire  Program 

Area); 

HD-AOA-Aging-State  and  Community  Programs-State 
Agency  Activities 

ABSTRACT:  This  project  defined  the  purpose  and  role  of  advisory 
councils  in  Title  III  and  Title  VII  aging  programs,  identified  variables 
influencing  the  ability  of  such  councils  to  carry  out  their  roles,  and 
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made  recommendations  in  such  areas  as  policy,  legislation,  regula- 
tions, and  training  to  improve  advisory  council  operations  and  con- 
sumer participation  on  councils  and  to  develop  a  reputable  model  for 
the  evaluation  of  consumer  participation  on  advisory  councils. 

DESCRIPTORS:  Citizen  Participation,  State  or  Local  Administration, 
Research  and  Evaluation  Performance,  Elderly 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0966  PROJECT  NO:  AOA  74-19 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  RX-74-34-HEW 
COST    (In  Thousands):  FY  74-$46 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  July  '74  through  June  '76 


1101 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Evaluation  of  Differences  in  Needs  and  Service 
Programs  between  the  Rural  and  Urban  Elderly:  Results  of 
Secondary  Data  Analysis 

REPORT  TITLE:  Evaluation  of  Differences  in  Needs  and  Service 

Programs  between  the  Rural  and  Urban  Elderly:  Results  of 

Secondary  Data  Analysis  (Three  Reports) 
PERFORMER:  Ecosometrics,  Inc.,  4715  Cordell  Avenue,  Bethesda 

MD  20014 
PROJECT  OFFICER:  Fuller,  Theron 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Program  Direction  and  Management 

ABSTRACT:  This  document  summarizes  the  analyses  of  secondary 
data  concerning  the  rural  elderly:  demographics,  status  and  needs; 
programs  and  resources;  and  the  cost  of  services  (using  transportation 
as  an  example).  Many  demographic  descriptions  describe  all  areas 
outside  of  standard  metropolitan  statistical  areas  (SMSAs)  as  rural. 
For  the  purpose  of  the  analysis,  the  records  of  all  persons  aged  60  or 
over  were  selected.  Within  each  state,  the  sample  was  divided  into 
four  categories:  living  in  the  urban  part  of  SMSA  counties,  living  in 
the  rural  part  of  SMSA  counties,  living  in  the  urban  part  outside  of 
SMSA  counties,  and  living  in  the  rural  part  outside  of  SMSA  coun- 
ties, where  urban  places  are  those  areas  with  2500  or  more  persons 
and  rural  areas  have  fewer  than  25CX)  residents.  Also  produced  under 
this  contract  were  a  bibliography  of  the  literature  on  the  rural  elderly 
and  a  review  of  the  literature  on  rural-urban  differences  in  status, 
needs,  services,  and  costs  of  services  (the  latter  is  available  from  PIC). 

DESCRIPTORS:  Elderly,  Urban  or  Rural  Places  or  Problems,  Statisti- 
cal Data  Feature,  Food  and  Nutrition,  Health  Care  Delivery  Sys- 
tems, Transportation,  Needs  and  Needs  Assessment,  Demography 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2069  PROJECT  NO:  AOA  80-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-80-C-065 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Evaluation  of  Information  and  Referral  Services 
for  Older  Persons 

REPORT  TITLE:  Evaluation  of  Information  and  Referral  Services 
for  the  Elderly 

PERFORMER:  Mark  Battle  Associates,  Inc.,  1019  19th  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Lopatin,  Donna 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Social 
Services 

ABSTRACT:  The  purpose  of  this  study  was  to  determine  whether  and 
to  what  degree  state  and  area  agencies  on  aging  were  meeting  short- 
and  long-range  goals  of  the  Administration  on  Aging  (AOA)  for 
information  and  referral  services  for  older  persons.  It  also  was  to 
identify  factors  related  to  whether  these  goals  were  being  met  and  to 
develop  recommendations  to  assist  AOA  in  helping  state  and  area 
agengies  improve  I&R  services  to  older  persons.  The  study  found 
that  most  of  the  short-range  goals  and  some  of  the  long-range  goals 
were  being  met,  but  improvement  was  needed  in  the  areas  of  publici- 
ty, access  to  I&R  agencies,  and  records  and  reports. 

DESCRIPTORS:  Elderly,  Social  Services  Delivery  Systems,  Outreach 
and  Referral,  Survey  or  Questionnaire  Feature,  Handicapping  Condi- 
tions and  Problems 
STUDY  TYPE:  Program  Impact 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-3117 
COST    (In  Thousands):  FY  76-$136  i 
STATUS:  Study  completed, 
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PROJECT  TITLE:  Longitudinal  Evaluation  of  the  National  Nutrition 
Services  for  the  Elderly 

REPORT  TITLE:  Evaluation  of  Nutrition  Services  for  the  Elderly 

(Second  Wave)  (Five  Volumes) 
PERFORMER:  Kirschner  Associates,  Inc.,  Albuquerque  NM  87106, 

and  Opinion  Research  Corporation,  Princeton  NJ  08540 
PROJECT  OFFICER:  Brown,  Roberta 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Nutrition 

Services 

ABSTRACT:  This  is  the  second  wave  of  a  longitudinal  evaluation. 
Comparison  of  these  1982  findings  with  the  first  wave  1976-1977 
findings  shows  considerable  expansion  of  nutrition  services.  The 
study  was  national  in  scope  and  included  on-site  observation  and 
interviews  in  a  sample  of  70  sites  in  29  states.  The  study  found  that 
a  million  and  a  half  elderly  take  part  in  the  program,  some  as  often 
as  five  days  a  week.  Approximately  625,000  congregate  meals  are 
served  on  an  average  day,  and  175,000  meals  per  day  are  delivered 
to  homes  of  the  elderly.  Several  program  management  improvements 
are  noted,  including  the  use  of  central  kitchens  and  on-site  meal 
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preparation,  and  better  record  keeping.  The  most  needy  of  the  elderly 
are  served  in  large  numbers:  the  majority  of  participants  in  both 
programs  are  low-income;  19%  are  racial  and  ethnic  minorities;  55% 
live  alone;  and  66%  are  single.  The  services  do  enhance  dietary 
intake,  social  benefits  of  participation  are  considerable,  and  support 
services  tend  to  be  utilized  by  those  who  most  need  them.  The  five 
volumes  of  the  report  are  also  available  from  NTIS:  Volume  I,  PB 
84-133701;  Volume  II,  PB  84-133719;  Volume  III,  PB  84-133727; 
Volume  IV,  PB  84-133735;  and  Volume  V,  PB  84-133743.  See  also 
PIC  ID  No.  1274. 
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ABSTRACT:  This  study  investigated  the  quality  of  the  outreach  com- 
ponent of  the  Aging  Nutrition  Program.  Outreach  involved  efforts 
made  to  inform  people  of  the  existence  and  nature  of  the  program  and 
to  recruit  eligible  persons.  Questions  included  whether  outreach  was 
needed  or  used  in  the  initial  filling  of  sites;  used  for  replacement 
purposes;  or  used  on  a  continuing  basis  to  reach  the  needy.  Interviews 
were  conducted  with  2,000  randomly  selected  persons,  both  partici- 
pants at  30  nutrition  program  sites  and  others  living  in  the  areas 
served  by  the  sites.  The  study  found  that  sites  tended  to  be  either  (1) 
"open"  (in  which  participants  came  once  or  twice  a  week  and  nutri- 
tion was  a  primary  goal);  or  (2)  "needy"  (in  which  participants  came 
four  or  five  times  a  week  and  nutrition  was  considered  relatively  less 
important  than  socialization).  Outreach  at  "open"  sites  was  mostly 
word  of  mouth,  and  at  "needy"  sites  was  heavily  promoted  by  per- 
sonal contact.  Participants  at  the  sites  were  found  to  be  better  off  than 
nonparticipants  in  terms  of  both  nutrition  and  mental  health,  although 
of  course  this  cannot  be  attributed  to  the  program  rather  than  to 
self-selection.  Recommendations  concerned  overall  project  direc- 
tion, areas  of  interest  to  project  personnel  at  the  local  level,  and  future 
evaluation.  (Final  report  196  pages.) 
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ABSTRACT:  The  overall  purposes  of  this  evaluation  were  to  identify 
those  factors  that  may  act  as  barriers  or  disincentives  for  area  agen- 
cies on  aging  (AAAs)  in  implementing  performance-based  contract- 
ing (PBC)  and  to  determine  how  these  constraints  may  have  been 
overcome  by  AAAs  that  are  engaged  in  such  contract  practices. 
Approximately  250  AAAs  were  surveyed  to  describe  the  overall 
picture  of  AAA  contracting  activities/practices;  to  assemble  profiles 
of  aging  agencies  that  use  PBC  and  those  that  do  not;  and  to  identify 
those  characteristics  which  encourage  and  deter  the  utilization  of 
PBC.  Information  generated  by  the  study  indicated  that  almost  all 
AAAs  purchase  some  services  (many  extensively),  the  most  common 
form  being  cost  reimbursement,  and  that  providers  tend  to  be  private 
nonprofit  agencies  or  government  agencies.  Agencies  who  have  im- 
plemented PBC  were  found  to  differ  from  those  not  using  PBC  in 
terms  of  their  geographic  location,  number  of  staff,  affiliation  with 
county  governments,  and  type  of  client  population  served.  Recom- 
mendations were  provided  to  improve  the  management  of  programs 
supported  by  the  AOA,  including  evaluating  the  impact  of  PBC; 
encouraging  all  AAAs  to  use  PBC;  and  encouraging  the  use  of  PBC 
for  all  services  provided  by  AAAs. 
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ABSTRACT:  This  evaluation  measured  the  effectiveness  of  the  area 
agencies  on  aging  in  producing  more  comprehensive  and  coordinated 
service  delivery  systems  for  the  elderly.  A  national  representative 
sample  of  planning  and  service  areas  was  selected.  For  each  site  a 
sample  of  service  delivery  system  representatives  was  selected  from 
the  area  agency  on  aging  and  its  related  agencies,  direct  service 
providers,  and  influential  persons.  Data  were  collected  for  the  year 
of  the  program  and  for  two  years  prior  to  when  the  program  began. 
Data  collection  also  occurred  at  the  same  site  two  years  after  the 
program  ended.  Respondents  provided  data  on  changes  in  services  to 
the  elderly  and  descriptions  of  the  actors  involved  and  their  actions 
that  produced  the  changes.  The  role  of  the  area  agency  on  aging  is 
specifically  defined.  Descriptive  program  operating  data  were  col- 
lected. 
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ABSTRACT:  This  study  had  five  principal  objectives:  (1)  to  determine 
whether  students  who  have  received  support  under  the  Career  Train- 
ing Program  were,  in  fact,  able  to  obtain  jobs  in  the  field  of  aging; 
(2)  to  determine  how  universities  decided  on  the  level,  type  and 
recipient  of  student  support  and  the  factors  involved  in  the  decision- 
making process;  (3)  to  determine  characteristics  of  students  enrolled 


in  AoA-supported  programs  and  whether  characteristics  of  students 
receiving  AoA  support  differ  from  those  not  receiving  support;  (4) 
to  determine  the  extent  of  faculty  institutional  involvement  in  the 
field  of  aging  at  universities  receiving  support,  and,  to  the  extent 
possible,  the  relationship  of  this  involvement  to  the  existence  of  such 
support;  and  (5)  to  determine  the  relationship  between  the  AoA- 
supported  training  programs  and  the  national  aging  network  at  local, 
state,  regional  and  national  levels. 
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ABSTRACT:  This  study  determined  to  what  extent  Title  VI  of  the 
Older  Americans  Act  and  its  regulations  have  been  implemented; 
identified  program  strengths  and  weaknesses;  assessed  client  and 
provider  satisfaction;  and  recommended  improvements.  The  me- 
thodology was  a  case-study  approach,  with  on-site  interviews  of  12 
Indian  tribal  organization  grantees  and  program  participants.  It  was 
found  that  in  1983  all  of  the  grantees  provided  the  required  nutrition 
and  supportive  services  as  well  as  a  wide  variety  of  optional  services. 
Meals,  in  particular,  had  a  major  impact  on  the  health  and  well-being 
of  the  elderly  Indians.  Direct  funding  of  Title  VI  to  tribes  and  local 
planning  and  control  were  major  factors  in  the  program's  success  in 
addressing  local  situations  and  needs.  Tribal  programs  coordinated 
more  effectively  with  each  other  than  with  nontribal  programs. 
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ABSTRACT:  This  study  examined  the  utilization  of  R&D  grant  pro- 
jects on  aging.  These  projects  are  primarily  intended  for  state  and 
local  use.  The  study  surveyed  some  800  persons  (state,  local,  and 
private  providers,  researchers,  and  local  planners)  who  had  contact- 
ed performers  for  copies  of  25  studies  selected  by  AOA  staff  to 
represent  both  highly  used  and  less  popular,  but  potentially  usable, 
projects.  The  study  was  therefore  focused  on  good  projects,  and 
sought  to  determine  factors  influencing  greater  and  lesser  use.  It 
found  that  utilization  was  greater  for  project  reports  than  journal 
articles  when  personal  conversation  with  any  source  (e.g.,  project 
staff  or  other  users)  was  involved,  when  reports  contained  substantial 
details  on  methodology  and  on  how  and  why  to  use,  when  dissemina- 
tion was  active  and  formalized,  when  projects  were  easy  to  use  and 
not  costly  to  implement,  and/or  when  findings  were  recognized  as 
especially  significant.  Utilization  most  commonly  took  the  form  of 
further  information  transfer.  Among  the  recommendations  are  that 
grant  regulations  and  review  require  specific  dissemination  plans; 
that  final  reports  discuss  in  detail  methodology,  applicability  to  po- 
tential users,  implementation  problems,  and  evidence  of  success;  and 
that  AOA  develop  dissemination  materials,  synthesis  papers,  and  con- 
ferences. 
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tration on  Aging  gerontology  training  grants  that  involve  health  and 
allied  health  professions  during  FY  1981-FY  1985.  This  compendium 
of  abstracts,  describing  more  than  50  projects  and  100  training  grants, 
is  intended  for  use  in  planning  gerontology  and  geriatric  preservice 
and  continuing  education  training  programs.  It  is  one  of  a  series  of 
publications  produced  by  the  Public  Health  Service  to  promote  adop- 
tion of  good  health  practices  and  active  lifestyles  of  older  persons. 
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ABSTRACT:  This  paper  presents  information  about  the  health  status 
of  older  persons  analyzed  from  the  perspective  of  worklife  extension, 
and  discusses  the  meaning  and  applicability  of  this  information  to 
employment  policy.  This  analysis  was  based  on  a  review  of  literature 
on  health,  aging,  and  work,  and  on  a  synthesis  of  data  on  health  and 
the  older  population.  The  researchers  present  new  data  on  the  health 
status  of  older  adults.  These  data  are  broken  down  to  reveal  the 
health  patterns  of  persons  for  whom  changes  in  the  social  security 
retirement  age  would  be  most  relevant.  Findings  include  the  follow- 
ing: (1)  health  problems  were  more  common  among  older  persons 
than  middle-aged  persons;  (2)  large  numbers  of  older  persons  were 
able-bodied;  (3)  age  65  does  not  bring  dramatic  changes  in  health 
patterns;  (4)  a  sizable  minority  of  the  older  population  was  functional- 
ly impaired;  (5)  a  sizable  percentage  of  older  persons  experienced 
partial  work  disabilities;  (6)  health  patterns  differed  by  sex,  with 
women  frequently  reporting  more  problems  than  men;  and  (7)  the 
health  status  of  older  Hispanics  and  blacks  was  poorer  than  that  of 
older  whites.  (Final  report  120  pages.) 
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ABSTRACT:  This  report  provides  background  information  to  the  Fed- 
eral Council  on  the  Aging  for  use  in  its  continual  review  and  evalua- 
tion of  federal  policies  and  programs  affecting  the  aging.  Specifically, 
the  report  explores  how  and  why  health  care  costs  have  been  increas- 
ing faster  than  general  inflation;  analyzes  demographics,  which  indi- 
cate a  boom  of  senior  citizens  by  the  year  2010;  discusses  public  and 
private  sources  of  payment  as  well  as  benefits  for  the  health  care  of 
older  Americans;  and  outlines  and  analyzes  strategies  for  addressing 
health  care  policy  issues  for  older  Americans.  (Final  report  78  pages.) 

DESCRIPTORS:  Aging,  Health  Care  Delivery  Systems,  Medicare, 
Medicaid,  Health  Insurance  and  Financing,  Veterans  Health  Services 
STUDY  TYPE:  Program  Strategy;  Research  and  Data  Development 

PIC  ID  NO:  2940  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '83  through  September  '85 


1113 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Healthy  Old  Age:  A  Sourcebook  for  Health 
Promotion  with  Older  Adults 

REPORT  TITLE:  Healthy  Old  Age:  A  Sourcebook  for  Health 

Promotion  with  Older  Adults 
PERFORMER:  University  of  Washington,  School  of  Social  Work, 

Seattle  WA  98195 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-Education  and  Training  (Entire  Program 

Area) 


ABSTRACT:  This  source  book  provides  information  about  health  pro- 
motion program  planning,  activities,  and  resources  to  people  who  are 
interested  in  developing  or  expanding  wellness  programs  with  older 
adults.  It  was  designed  to  be  of  use  to  a  diverse  group  of  trainers  and 
providers  from  hospitals,  nursing  homes,  senior  centers,  continuing 
education  centers,  and  congregate  living  facilities.  The  book  is  divid- 
ed into  two  sections:  background  information  and  resources.  It  can 
be  used  in  the  initial  stages  of  planning,  marketing,  and  designing  a 
health  promotion  program,  and  includes  a  number  of  chapters  index- 
ed for  easy  reference  on  topics  such  as  Tips  for  Facilitators,  Class 
Outlines,  and  Stress  Management.  Both  the  content  and  the  educa- 
tional approach  presented  are  appropriate  to  many  groups:  the  well 
elderly,  the  chronically  impaired,  the  institutionalized,  and  intergen- 
erational  groups.  (Final  report  331  pages.)        -  : 
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ABSTRACT:  The  materials  cited  in  this  publication  were  drawn  from 
the  Service  Center  for  Aging  Information  (SCAN)  Training/Instruc- 
tional/Curriculum  (TIC)  file,  a  component  of  the  SCAN  database. 
The  TIC  file  was  established  to  identify,  collect,  and  disseminate 
unpublished  training-related  materials  such  as  course  outlines  and 
reading  lists  not  easily  obtainable  elsewhere.  Materials  in  the  TIC  file 
are  accessed  separately  from  other  documents  in  the  SCAN  database. 
A  complete  description  of  the  file  and  instructions  for  obtaining 
copies  of  materials  are  contained  in  the  introduction.  The  168  items 
in  the  annotated  bibliography  consist  of  course  outlines,  syllabi,  read- 
ing lists,  handouts,  assessment  instruments,  guidelines,  and  unpub- 
lished material  that  are  helpful  to  persons  training  or  teaching  in  the 
field  of  aging.  This  list  does  not  document  all  education  and  training 
course  material  in  aging;  it  includes  only  those  materials  that  were 
received  and  entered  into  the  TIC  file  as  of  May  21,  1981.  (Final 
report  48  pages.) 

DESCRIPTORS:  Curriculum  Development,  Bibliography  Feature,  Ag- 
ing, Educational  Techniques 
STUDY  TYPE:  Other 

PIC  ID  NO:  1217  PROJECT  NO: 

FUND  SOURCE:  Research         NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


408 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Office  of  Human  Development  Services 
ADMINISTRATION  ON  AGING 


Accession  No.  1117 


CONTRACT/GRANT  NO:  105-80-C-084 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES;  August  '80  through  September  '81 


1115 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Administration  on  Aging 

PROJECT  TITLE:  Interrelationships  of  Benefit  Programs  for  the 

Elderly 

REPORT  TITLE:  Interrelationships  of  Benefit  Programs  for  the 
Elderly 

PERFORMER:  Federal  Council  on  the  Aging,  Washington  D.C. 

20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED; 

HD-AOA  (Entire  Program  Area) 

ABSTRACT:  This  study  provided  information  and  made  recommenda- 
tions regarding  the  effects  of  the  interrelationships  of  benefit  pro- 
grams for  the  elderly.  Discussed  in  the  report  are  several  programs 
that  benefit  the  elderly,  such  as  Social  Security,  veterans  benefits,  old 
age  assistance.  Medicare,  Medicaid,  low-rent  public  housing,  federal- 
ly assisted  private  housing,  food  stamps,  and  Manpower  Training.  In 
1975,  22%  of  older  Americans  received  assistance  from  at  least  one 
of  the  three  income-conditioned  programs,  i.e.,  Supplemental  Securi- 
ty Income  (SSI),  food  stamps,  and  Medicaid.  Of  these  beneficiaries, 
49%  participated  in  only  one  program,  34%  in  two  programs,  and 
17%  in  all  three  programs.  Recommendations  were  meant  to  move 
society  toward  a  system  in  which  all  elderly  individuals  in  similar 
economic  circumstances  would  be  treated  the  same.  These  recom- 
mendations fall  into  five  broad  areas:  (1)  the  implications  of  the  ways 
in  which  some  programs  count  income  received  from  other  pro- 
grams; (2)  the  income  tests  used  in  the  programs  for  older  Americans; 
(3)  the  asset  tests  used  in  most  programs  for  older  Americans  with 
low  incomes;  (4)  the  fact  that  several  programs  had  low  rates  of 
participation;  and  (5)  the  ways  programs  were  administered  and  eva- 
luated. (Final  report  52  pages;  appendices  293  pages.) 
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ABSTRACT:  This  inventory,  developed  by  the  Task  Force  on  Statis- 
tics, Interdepartmental  Working  Group  on  Aging,  is  intended  to  give 
the  user  an  overview  of  federal  statistical  efforts  so  that  users  can 
efficiently  search  for  needed  data.  The  inventory  attempts  to  cover 
all  aspects  of  the  elderly  population  for  which  statistical  indicators 
can  be  obtained  by  utilizing  the  enormous  amount  of  data  collected 
by  the  many  federal  agencies.  In  this  way  the  inventory  attempts  to 
satisfy  the  needs  of  persons  interested  in  any  particular  demographic, 
socioeconomic,  or  other  characteristic  of  the  elderly  population. 
These  statistical  surveys  or  programs  cover  such  areas  as  demogra- 
phy, marital  status,  living  arrangements,  income,  employment, 
health,  education,  housing,  social  security,  retirement,  crime,  and 
other  characteristics  of  the  elderly  population. 
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ABSTRACT:  This  study  focused  on  the  development  of  new  policy, 
program,  and  research  directions  in  the  long-term  health  care  of  the 
elderly.  Consumers  generally  agreed  that  long-term  care  was  con- 
cerned with  services  that  must  be  provided  on  a  continuing  basis  to 
maintain  chronically  impaired  individuals  at  maximum  functioning 
levels.  Some  consensus  existed  about  the  importance  of  (1)  making 
such  services  widely  accessible  to  those  who  needed  care,  and  availa- 
ble in  the  least  restrictive  environments;  and  (2)  utilizing  (when  feasi- 
ble) informal  supports  and  sources  of  care.  Consumers  disagreed 
about  how  to  contain  costs  and  unnecessary  service  demands  while 
broadening  eligibility  and  coverages;  the  means  of  reducing  reliance 
on  predominantly  institutional  forms  of  long-term  care;  the  best  ways 
to  develop  various  services  at  the  local  level;  and  the  mechanisms  for 
informing  consumers  and  matching  them  with  appropriate  health 
care  services.  Long-term  health  care  consumers  were  concerned 
about  paternalism  and  coercion  in  health  care  decisions;  the  inevita- 
bility and  irreversibility  of  institutionalization;  problems  inherent  in 
adapting  to  chronic  illness  and  dealing  with  family  members;  and 
inadequate  resources  to  meet  the  costs  of  long-term  health  care. 
(Final  report  39  pages.) 
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ABSTRACT:  The  objectives  of  this  contract  were  (1)  to  determine  if 
substate  long-term  care  ombudsman  programs  can  be  evaluated;  and 
(2)  to  design,  develop  and  test  an  evaluation  instrument  and  users' 
guide  for  use  by  state  units  on  aging.  Phase  I  of  this  project  focused 
on  the  following  objectives:  ascertaining  both  common  and  diverse 
elements  in  the  ombudsman  program;  arriving  at  and  justifying  out- 
come and  impact  indicators  and  measures  of  program  activities;  iden- 
tifying and  operationalizing  resource,  structural  and  contextual 
differences  in  the  ombudsman  program;  and  determining  from  these 
activities  whether  substate  ombudsman  programs  were  evaluable 
(both  within  and  across  states).  Phase  II  of  this  study  involved  the 
drafting,  testing  and  revision  of  evaluation  instrumentation  and  a 
users'  guide  for  states.  The  end  product  is  a  chapter  in  the  Ombuds- 
man Technical  Assistance  Manual,  issued  by  AOA  to  convey  pro- 
gram guidance  information  to  state  units  on  aging. 
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ABSTRACT;  This  is  a  summary  report  of  the  findings  from  a  study  of 
area  agencies  on  aging  (AAAs)  and  the  agencies'  experiences  with 
funding  regulations,  program  agreements,  and  monitoring  proce- 
dures required  in  the  implementation  of  Title  III  of  the  Older  Ameri- 
cans Act.  The  May  1973  amendments  to  Title  III  mandated  state  units 
on  aging  (SUAs)  to  divide  their  states  into  planning  and  service  areas 
(PSAs)  and  to  designate  AAAs  for  planning  and  coordinating  com- 
prehensive systems  of  services  for  the  elderly.  The  AAAs  were  to 
accomplish  these  goals  through  assessing  the  needs,  creating  annual 
area  plans  for  gap-filling  services  and  advocacy  activities,  and  con- 
tracting for  a  monitoring  of  local  services.  The  researchers  recom- 
mended that  AAAs  reassess  whether  their  patterns  of  funding 
programs  on  the  basis  of  mandates  were  serving  to  duplicate  or 
isolate  such  services  for  the  elderly  from  the  mainstream  of  communi- 
ty services;  and  that  Congress  should  eliminate  from  Title  III  all 
direct  service  program  mandates  in  order  to  permit  fulfillment  of  that 
title's  objectives  concerning  community-  and  consumer-based  local 
planning.  (Final  report  84  pages.) 
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ABSTRACT;  This  nationwide,  longitudinal  evaluation  of  the  Nutrition 
Program  for  the  Elderly  assessed  the  operations  and  impacts  of  the 
program  on  the  participants.  Since  1973,  nutrition  projects  for  the 
elderly  have  addressed  problems  of  dietary  inadequacy,  declining 
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health  status,  social  isolation,  and  limited  access  to  social  and  health 
services,  especially  among  the  poor,  ethnic  minorities,  the  isolated, 
and  the  handicapped.  The  central  activity  of  the  nutrition  program 
is  providing  nutritionally  balanced  meals  daily  at  specified  sites,  as 
well  as  providing  social  interaction,  transportation,  escort  services, 
nutrition  education,  shopping  assistance,  counseling,  information  and 
referral  to  outside  agencies,  and  (when  necessary)  home-delivered 
meals.  The  measurement  of  program  impacts  on  participants  was 
based  on  information  obtained  from  interviews  with  samples  of  par- 
ticipants from  each  sample  meal  site.  Two  samples  of  nonparticipants 
were  selected  as  comparison  groups.  The  analysis  of  findings  dis- 
cussed (1)  differences  among  recent  entrants,  long-term  participants, 
former  participants,  and  nonparticipating  neighbors;  (2)  enrollment 
of  the  priority  elderly;  (3)  the  relationship  of  outside  social  activity 
to  program  participation;  (4)  participant  contributions;  (5)  levels  of 
participation;  (6)  area  agency  roles  in  the  nutrition  projects;  (7)  ser- 
vice delivery  characteristics;  and  (8)  use  of  program  services.  See  also 
PIC  ID  No.  1274.1.  (Final  report  333  pages.) 
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ABSTRACT:  The  report  outlines  a  plan  for  conducting  a  longitudinal 
study  to  determine  the  effects  of  the  national  Nutrition  Program  for 
the  Elderly.  The  plan  includes  (1)  evaluation  design  strategy;  (2)  data 
collection  and  analysis  systems;  (3)  project  reviews;  and  (4)  pretesting 
of  the  entire  design  package  in  pilot  studies.  Appendices  present  and 
discuss  the  methods  developed  for  selecting  control  groups,  the  de- 
tails of  the  sampling  plan  used  to  insure  reflection  of  varying  project 
characteristics,  and  the  social  and  psychological  indicators  used  to 
measure  program  success.  (Final  report  189  pages.) 
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ABSTRACT:  The  aging  of  the  American  population  and  the  dramatic 
increase  in  persons  surviving  to  well  over  75  have  led  to  an  increase 
in  the  proportion  of  persons  requiring  the  support  of  others  as  a 
condition  of  normal  day-to-day  living.  As  the  number  of  elderly  with 
functional  deficits  increases,  providing  the  resources  to  meet  these 
growing  needs  becomes  more  and  more  problematic.  The  scarcity  of 
resources  coupled  with  the  spiraling  costs  of  long-term  care  has  led 
to  a  focus  on  issues  of  appropriate  targeting  of  services  and  an  ex- 
ploration of  the  ways  in  which  informal  services  can  supplement 
formal  services  and/or  be  counted  on  to  take  the  lead  role  in  service 
provision.  This  report  examines  the  behavior  of  informal  support- 
system  members,  who  help  the  vulnerable  elderly,  and  concentrates 
on  the  concept  of  informal  support-system  resiliency.  Several  topics 
are  explored:  whether  informal  support  systems  exist  for  vulnerable 
elderly  persons  in  the  community;  the  type  of  help  being  given  within 
these  systems;  and  the  degree  to  which  informal  help  can  truly  be 
counted  on— that  is,  will  informal  helpers  continue  to  provide  the 
level  of  care  they  had  been  giving,  and  will  they  increase  these 
service  commitments  as  new  needs  arise? 
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ABSTRACT:  This  document  provides  in  one  source  the  reports  of  two 
major  public  advisory  bodies:  (1)  the  Secretary's  Committee  on  the 
Mental  Health  and  Illness  of  the  Elderly;  and  (2)  the  Presidential 
Commission  on  Mental  Health.  Both  reports  examine  the  health  and 
well-being  of  the  nation's  elderly.  The  overall  thrust  of  the  recom- 
mendations provides  a  framework  for  a  comprehensive  national  poli- 
cy on  mental  health  and  the  elderly. 
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ABSTRACT:  A  retrieval  vocabulary  for  the  document  collection  of 
the  Administration  on  Aging  of  HEW  is  provided.  The  thesaurus  is 
a  listing  of  terms  and  relationships  among  terms  arranged  in  a  struc- 
tured format  to  enable  indexers  and  subject  analysis  to  describe  the 
subject  information  of  a  document  to  a  desired  specificity  at  input  to 
an  information  system.  A  means  for  adding  new  terms  and  word 
relationships  is  included.  In  this  thesaurus,  key  words  were  selected 
from  documents  in  the  National  Clearinghouse  on  Aging  collection 
and  a  basic  list  was  created.  This  basic  list  was  edited  to  reflect 
previously  determined  style  conventions,  format,  and  procedures  for 
establishing  word  relationships.  Subject  specialists  throughout  the 
U.S.  then  added  comments.  Index  terms  are  grouped  into  17  subject 
areas  to  establish  term  relationships.  The  following  displays  or  sec- 
tions provide  different  ways  of  identifying  terms:  alphabetic  term 
display,  which  includes  broader,  narrower,  and  related  term  refer- 
ences; rotated  term  display,  with  terms  rearranged  by  each  word 
within  the  term  and  sorted  alphabetically;  grouped  term  display,  with 
terms  listed  alphabetically  within  their  subject  term  group;  hierarchi- 
al  term  display,  which  shows  broader  to  narrower  term  relationships 


listed  by  broadest  term;  and  delimiter  list,  which  lists  terms  that  are 
used  to  further  describe  and  specify  the  content  of  documents  in  the 
collection. 
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ABSTRACT:  The  purpose  of  this  survey,  partially  funded  by  the  Social 
Security  Administration  (SSA),  was  (1)  to  describe  the  1975  popula- 
tion aged  65  or  over  and  to  indicate  the  extent  to  which  that  age 
group  was  sick  or  well,  isolated  or  surrounded  by  family,  poor  or  able 
to  manage  financially;  and  (2)  to  measure  change  in  the  situation  of 
the  elderly  by  comparing  surveys  made  in  1962  and  1975.  A  compari- 
son is  made  of  the  health  status  and  health  statistics  between  the  two 
years,  their  reported  use  of  health  and  welfare  services,  and  the  role 
of  the  family  as  a  resource  in  the  provision  of  health  care.  The  report 
contains  an  analysis  of  the  family  structure  of  the  elderly,  a  descrip- 
tion of  their  living  arrangements,  and  some  consideration  of  the  rela- 
tionship of  the  elderly  and  their  children.  A  description  of  the  present 
work  status  of  people  aged  65  or  over,  their  attitudes  toward  their 
work  (present  and  past),  and  their  desire  for  gainful  employment  are 
included.  The  report  summarizes  the  survey  findings  on  the  income 
and  assets  of  the  respondents  in  1962  and  1975.  (Final  report  412 
pages.) 
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ABSTRACT:  This  report  provides  information  on  the  demographics, 
health  status,  use  of  health  services,  and  informal  support  of  the 
elderly.  Chapter  I  includes  information  on  the  growth,  sex  ratios, 
race,  income,  and  education  of  the  elderly  population.  Chapter  II 
discusses  the  elderly's  limitation  of  activity  due  to  chronic  conditions, 
need  for  assistance  in  daily  living,  mental  health  status,  and  life  ex- 
pectancy. Chapter  III  details  the  elderly's  use  of  hospitals,  nursing 
homes,  doctors,  and  mental  health  services  and  health  care  expendi- 
tures for  the  elderly  and  the  nation  as  a  whole.  Chapter  IV  discusses 
the  living  arrangements,  trends  in  marital  status,  and  families  of  the 
elderly.  The  report  also  examines  the  impact  of  federal  policies  on 
long-term  care  for  the  elderly.  (Final  report  90  pages.) 
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ABSTRACT:  Four  tools  of  use  in  assessing,  monitoring,  and  adminis- 
tering nutrition  programs  for  the  elderly  are  presented.  The  first  tool 
is  intended  to  assist  project  directors  in  preparing  for  a  quarterly  state 
assessment  of  their  programs  and  in  reviewing  site  operations.  It  is  a 
condensed  version  of  the  "Guide  for  Assessment  of  the  Projects 
under  Title  VII"  and  consists  of  selected  standards  and  measures, 
project  and  onsite  items  to  check  for  each  standard,  and  a  list  of 
suggested  activities  associated  with  each  standard.  The  second  tool 
provides  guidelines  for  conducting  informal  interviews  with  former 
participants  in  meals  programs.  Included  are  discussion  topics  of  use 
for  obtaining  specific  reasons  for  nonparticipation  in  the  meals  pro- 
gram, for  identifying  the  strengths  and  weaknesses  of  the  program, 
and  for  eliciting  information  on  meal  preparation  habits  and  social 


activities  since  leaving  the  program.  The  third  tool  provides  a  proce- 
dure for  determining  whether  a  food  service  contractor  is  performing 
in  accordance  with  the  terms  of  a  contract.  Contract  monitoring 
procedures  are  listed.  The  final  tool  describes  methods  for  comparing 
project  food  preparation  costs  with  those  of  other  agencies  or  com- 
mercial eating  establishments  and  for  reducing  food  preparation  costs 
without  sacrificing  quality.  (Final  report  43  pages.) 
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ABSTRACT:  This  study  explored  the  question  of  whether  minority 
elderly  people  had  an  equal  share  in  public  benefits  as  compared  to 
nonminority  elderly  people.  The  investigation  centered  on  four  relat- 
ed issues:  (1)  the  needs  of  minority  elderly;  (2)  their  knowledge  of  and 
information  about  public  benefits;  (3)  their  use  of  and  reliance  on 
government  programs;  and  (4)  their  perception  of  public  benefits, 
including  the  barriers  that  prevented  the  seeking  of  aid  and/or  use  of 
available  benefits.  The  subjects  were  621  male  and  female  elderly 
ranging  in  age  from  55  to  97  years  (with  a  mean  age  of  71  years) 
including  blacks,  Hispanics,  Asians,  and  nonminority.  The  major 
findings  of  the  study  indicated  that  10%  of  the  population  had  prob- 
lems in  receiving  public  benefits  and  13%  encountered  difficulties  in 
applying  for  public  benefits.  Eligibility  requirements  and  difficulties 
with  procedures  were  the  leading  reasons  for  problems  in  applying 
for  and  in  receiving  public  benefits.  Twenty  percent  of  the  population 
had  unmet  needs,  but  did  not  seek  assistance  through  public  benefits. 
Only  some  of  the  major  public  benefit  programs  were  known  to  the 
majority  of  the  elderly  in  metropolitan  Washington,  D.C,  but  only 
a  portion  of  those  who  had  heard  about  a  program  or  benefit  knew 
how  to  obtain  it.  (Final  report  37  pages.) 
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ABSTRACT:  These  proceedings  consist  of  the  introduction  and  three 
lectures  given  at  the  Symposium  on  Income  Maintenance  in  Wash- 
ington, D.C.,  on  May  17,  1982.  Dr.  Lennie-Marie  Tolliver,  Commis- 
sioner, U.S.  Administration  on  Aging,  introduced  the  speakers:  Dr. 
Robert  H.  Binstock,  Brandeis  University,  who  spoke  on  "Reframing 
the  Agenda  of  Policies  on  Aging";  Dr.  James  H.  Schulz,  Brandeis 
University,  who  spoke  on  "The  Other  Face  of  Income  Maintenance 
Policies:  Private  and  Public  Employer  Pensions";  and  Dr.  Stuart  H. 
Altman,  Brandeis  University,  who  spoke  on  "The  Larger  Context  of 
Medicare  Financing:  Issues  Confronting  Both  Government  and  the 
Private  Sector."  (Final  report  52  pages.) 
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ABSTRACT:  This  series  of  publications  synthesizes  and  disseminates 
the  findings  of  federally  funded  research  and  demonstration  projects 
concerning  older  people.  The  content  of  the  publications  varies,  de- 
pending on  the  state  of  available  information  on  a  given  topic.  Publi- 


cations included  syntheses  of  research  findings,  guidelines  for  good 
practice  extracted  from  existing  documents,  and  detailed  models  for 
the  replication  or  adaptation  of  effective  programs.  Topics  were  se- 
lected for  timeliness  and  usefulness  to  a  broad  audience.  Volumes  I, 
II,  and  VII  are  available  from  PIC.  (Final  reports  150  pages,  22  pages 
plus  appendix,  and  51  pages  plus  appendix,  respectively.) 
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ABSTRACT:  This  reference  manual  was  developed  as  a  part  of  the 
ongoing  technical  assistance  effort  being  provided  by  the  Administra- 
tion on  Aging  to  state  and  area  agencies.  It  was  designed  to  assist  the 
directors  and  planners  from  state  and  area  agencies  to  (1)  plan  and 
institute  programs  on  behalf  of  older  Americans  (including  staffing, 
resource  allocation,  coordination  with  other  organizations,  and  daily 
operations)  on  the  basis  of  the  results  they  want  to  achieve;  (2)  focus 
agency  efforts  and  resources  on  providing  measurable  outcomes  in 
meeting  the  needs  of  low-income,  minority,  and  physically  or  mental- 
ly impaired  older  persons;  (3)  know  how  programs  are  progressing 
in  relation  to  what  they  are  intended  to  accomplish;  (4)  identify 
potential  problems  early  and  adjust  activities  to  avoid  those  prob- 
lems; (5)  communicate  to  others  the  nature  and  purpose  of  what  the 
agency  seeks  to  accomplish;  and  (6)  assess  the  results  of  agency 
efforts. 
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ABSTRACT:  In  1975  the  Federal  Council  on  Aging  identified  as  a 
priority  concern  that  group  among  the  elderly-usually  the  oldest  of 
older  Americans— with  an  accumulation  of  health,  social,  economic, 
and  environmental  problems  that  impede  their  independent  living  to 
the  extent  that  they  need  continuing  personal  assistance.  The  coun- 
cil's Task  Force  on  the  Frail  Elderly  developed  a  conceptual  frame- 
work within  which  to  make  a  determination  of  a  national  policy 
regarding  services  to  the  frail  elderly.  This  report  covers  recommen- 
dations for  action,  describes  the  principles  on  which  the  recommen- 
dations are  based,  and  provides  background  on  both  the  process  of 
development  within  the  council  and  relevant  recommendations  and 
action  by  other  government  and  nongovernment  organizations. 
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ABSTRACT:  The  study  was  undertaken  to  expand  the  knowledge  and 
understanding  of  the  relationships  and  interdependencies  among  the 
service  needs,  service  consumption  behaviors  and  service  preferences 
of  the  elderly,  and  the  availability  and  provision  of  services.  It  in- 
volved a  dual  survey  of  service  providers  and  consumers  or  potential 
recipients  of  services.  A  major  finding  was  that  elderly  service  con- 
sumers and  service  providers  perceive  older  persons  as  more  depend- 
ent on  certain  services  than  do  older  respondents  themselves. 
Implications  for  policy  and  programmatic  changes  are  presented. 
(Final  report  135  pages;  executive  summary  15  pages.) 
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ABSTRACT:  The  objective  of  this  project  was  to  do  a  feasibility  study 
on  the  development  of  a  social  statistics  system  that  would  organize 
existing  secondary  data  in  a  planning  and  service  area  so  as  to  monitor 
the  status  of  the  elderly  in  terms  of  physical,  mental,  social,  and 
economic  well-being  for  use  in  aging  services  planning.  The  feasibili- 
ty study  explored  manual  and  computer  options  for  tabulating  exist- 
ing census,  vital  statistics,  and  similar  data.  The  study  inventoried  the 
various  types  of  data  available  in  Omaha.  It  recommended  implemen- 
tation of  a  high  cost  computerized  option,  pointing  out  that  few 
geo-coded  data  are  available  at  low  cost.  The  study  presented  no 
evidence  that  previous  systems  of  this  type  had  ever  proven  useful 
or  cost -beneficial.  The  system  was  not  developed.  (Final  report  113 
pages.) 

DESCRIPTORS:  Elderly,  Statistical  Data  Feature,  Planning,  Social 
Indicators,  Information  Systems,  Statistics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0496  PROJECT  NO:  AOA  74-17a 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-788 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  OHD-AOA-74-2 
COST    (In  Thousands):  FY  74-$  15,  FY  76-$35 
STATUS:  Study  completed. 
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REPORT  TITLE:  State  and  Area  Agency  on  Aging  Intervention  on 
Title  XX 

PERFORMER;  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Lopatin,  Donna 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG); 
HD-AOA-Aging-State  and  Community  Programs-Area 
Planning 

ABSTRACT:  The  purpose  of  this  study  was  to  determine  the  impact 
of  Title  XX  on  the  state  social  services  systems.  The  study  also 
collected  specific  data  on  services  to  the  elderly  under  Title  XX;  the 
cost  of  these  services;  the  participation  and  influence  of  state  and  area 
agencies  in  the  Title  XX  planning  and  implementation  process;  and 
the  participation  and  influence  of  providers,  aging-related  groups, 
and  older  persons  in  the  title  process.  This  study  was  sponsored  by 
Social  Rehabilitation  Service  (SRS).  AOA  co-sponsored  this  study  to 
obtain  the  increased  data  on  activities  of  the  state  and  area  agencies. 

DESCRIPTORS:  Social  Services  Delivery  Systems,  Survey  or  Ques- 
tionnaire Feature,  Elderly,  State  or  Local  Administration,  Planning 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1272  PROJECT  NO:  AOA  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-75-0010 
COST    (In  Thousands):  FY  75-$75,  FY  76-$75 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Strategy  Evaluation  for  Establishment  of  a 
National  Clearinghouse  on  Aging 

REPORT  TITLE:  Strategy  for  the  Development  of  the  National 

Clearinghouse  on  Aging:  Storage,  Retrieval,  and 

Dissemination  Functions 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  White,  Howard;  Rm  4748,  COHEN  BIdg; 

202-245-0641 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-National  Clearinghouse  on  Aging 

(TERMINATED) 

ABSTRACT:  A  strategy  involving  information  storage,  retrieval,  and 
dissemination  functions  is  described.  Basic  objectives  of  the  strategy 
development  project  were  to  determine  needs  that  the  National 
Clearinghouse  can  meet  and  to  provide  a  strategy  for  meeting  those 
needs  that  will  allow  the  clearinghouse  to  fulfill  its  legislative  man- 
date of  providing  information  and  services  to  persons  in  the  field  of 
aging.  Surveys  were  conducted  within  a  broad  spectrum  of  federal, 
regional,  state,  and  local  agencies;  private-sector  organizations;  re- 
searchers and  service  providers;  and  research  centers  and  libraries  to 
determine  information  priorities  and  clearinghouse  services  and  pro- 
ducts that  were  most  important  to  them  and  to  determine  what  re- 
sources exist  in  the  field  of  aging.  Recommendations  contained  in  the 
study  report  describe  a  mechanism  that  will  enable  AOA  to  supply 
necessary  information  to  national-level  staff,  state  and  area  agencies, 
legislators  and  government  officials,  researchers  and  administrators 


in  the  field  of  aging,  and  older  persons  themselves.  A  legislative 
overview  of  activities  in  the  field  of  aging  is  provided,  along  with 
information  on  clearinghouse  functions,  basic  information  collected 
to  design  a  strategy,  and  general  considerations  in  future  clearing- 
house strategy  development.  (Final  report  26  pages.) 
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REPORT  TITLE:  Study  of  State  Agencies  on  Aging 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Heaney,  Judi 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-State 

Agency  Activities 

ABSTRACT:  This  project  used  the  structured  case  study  approach  to 
evaluate  the  effectiveness  in  terms  of  planning,  coordination,  evalua- 
tion, grant  administration,  and  technical  assistance  of  state  agencies 
on  aging.  Fifteen  agencies  were  studied  and  both  qualitative  and 
quantitative  information  was  collected  and  analyzed. 
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PERFORMER:  CRC  Education  &  Human  Development,  Inc.,  26 

Brighton  Street,  Belmont  MA  02178 
PROJECT  OFFICER:  Greenberg,  Saadia;  Rm  4260,  COHEN  Bldg; 

202-245-6429 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-State 

Agency  Activities 

ABSTRACT:  This  study  was  a  survey  of  state  and  area  agencies  on 
aging  efforts  to  establish  Advocacy  assistance  programs  that  provide 
legal  services  and  long-term  care  ombudsman  services  supported  by 
funding  authorized  under  Title  III  of  the  Older  Americans  Act.  The 
objectives  were  (1)  to  determine  the  systemwide  response  to  the  1978 
amendments  to  Title  III,  Part  B  of  the  Older  Americans  Act  in  regard 
to  legal  services  and  ombudsman  services;  (2)  to  assess  whether  the 
delivery  systems  developed  as  a  result  of  the  legislation  meet  the 
objectives  of  the  legislation;  and  (3)  to  examine  if  the  existing  service 
providers  meet  the  legislative  objectives  in  an  effective  and  efficient 
manner.  The  report  addresses  the  first  two  objectives.  The  contract 
was  terminated  before  completion  of  work  on  the  third  objective. 
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ABSTRACT:  This  study  evaluated  a  conceptual  framework  developed 
by  the  Office  of  Human  Development  Services  (HDS)  for  the  target- 
ing of  Administration  on  Aging  (AoA)  resources.  The  overall  goals 
of  the  framework  are  to  promote  the  economic  independence  and 
social  integration  of  the  nation's  elderly  while  focusing  on  services 
to  those  elderly  most  in  need.  This  report  addresses  (1)  the  aging 
population  from  which  AoA  must  select  a  target  population;  (2)  the 
population  receiving  AoA  program  services  at  the  time  of  the  study; 
(3)  HDS'  targeting  framework;  and  (4)  targeting  strategies  and  out- 
come indicators. 
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ABSTRACT:  This  report  is  a  compilation  of  the  papers,  discussions, 
and  recommendations  of  the  Interdisciplinary  Workshop  on  Tran- 
sportation and  Aging.  The  workshop  convened  representatives  of 
many  disciplines  to  study  the  mobility  problems  of  the  aging  and  to 
develop  design  and  operation  guidelines  to  meet  their  needs.  Particu- 
lar attention  was  given  to  mass  transportation  policies,  programs,  and 
demonstration  projects  in  light  of  their  relevance  and  feasibility  in 
meeting  the  needs  for  various  subgroups  of  the  elderly,  including 
low-income  aged. 

DESCRIPTORS:  Transportation,  Aging,  Elderly,  Conference  Proceed- 
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STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  The  purpose  of  this  study  was  to  determine  if  rural  and 
urban  Americans  had  a  transportation  problem,  and  if  they  did,  to 
determine  its  scope  and  magnitude,  ascertain  what  was  being  done  to 
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correct  it,  and  identify  what  particular  actions  could  be  taken  in  the 
future.  Four  major  areas  were  identified  as  the  basis  for  providing 
better  transportation  services  to  older  persons:  (1)  programs  to  en- 
courage more  efficient  use  of  existing  transportation  resources,  such 
as  appointing  a  state  coordinator  to  work  with  social  agencies  at  the 
state  and  local  levels,  organizing  a  joint  agency  transit  system-spon- 
sored central  telephone  exchange,  and  developing  a  program  that 
would  provide  incentives  for  public  transit  operators  to  participate 
more  actively  in  providing  transportation  for  the  elderly;  (2)  pro- 
grams to  increase  the  level  of  available  resources,  such  as  incorporat- 
ing the  transportation  needs  of  the  elderly  and  handicapped  into  the 
regional  transportation  planning  process  at  all  levels;  (3)  an  expanded 
program  of  demonstration  projects,  such  as  exploring  how  the  use  of 
waivers  and  multiple  sources  of  funding  can  expand  coordinated 
effort;  and  (4)  an  increase  in  basic  research,  such  as  studying  questions 
of  licensing,  insurance,  and  safety  in  private  transportation.  (Final 
report  302  pages  plus  appendices.) 
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PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Area 
Planning 

ABSTRACT:  Millions  of  elderly  Americans,  especially  the  rural  elder- 
ly and  the  economically,  physically,  and  psychologically  or  mentally 
impaired  elderly,  face  transportation  problems  that  range  from  poor 
public  transit  service  to  basic  design  and  travel  barriers.  This  study 
was  undertaken  to  provide  material  for  a  policy-relevant  analysis  of 
efforts  to  improve  the  level  and  scope  of  transportation  services 
available  to  the  elderly.  The  report  includes  a  general  overview  of 
transportation  projects  serving  the  elderly  (e.g.,  public  transit  re- 
duced fare  programs;  special  transportation  subsystems;  and  school 
bus  and  taxi  use)  as  well  as  12  case  studies  representative  of  types  of 
special  services  found  in  rural  and  urban  areas  that  might  serve  as 
models  for  other  communities.  HEW  Publication  No.  (OHD)  75- 
20081.  (Final  report  162  pages.) 
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ABSTRACT:  This  series  of  reports  discusses  the  Older  Americans 
Resources  and  Services  (OARS)  project,  a  methodology  for  assess- 
ing the  levels  of  functioning  of  individual  elderly  persons.  The  assess- 
ment follows  an  interview  of  approximately  20  questions  covering 
the  full  range  of  psychological,  social,  and  health  conditions  of  a 
person.  The  resulting  information  may  be  used  to  determine  the  types 
of  services  needed  by  the  person;  the  information  may  also  be  aggre- 
gated across  a  sample  of  people  so  that  committees  can  design  ser- 
vices for  their  elderly  populations.  In  "Older  Americans  Resources 
and  Services  (OARS)"  and  "Volunteer  Surveys  of  Nursing  Homes" 
several  propositions  to  improve  research  utilization  are  explained.  In 
"Program  Development  Handbooks,  A  Comparison  Case"  the  ex- 
perience of  the  Program  Development  Handbook  Project  is  exam- 
ined in  the  light  of  three  propositions  about  the  conditions  for 
research  utilization.  Case  Studies  Nos.  2-4  are  available  from  PIC. 
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PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs  (Entire 
Program  Area) 

ABSTRACT:  In  1982,  part-time  and  full-time  residents  of  Youngtown, 
Sun  City,  and  Sun  City  West  (Arizona)  participated  in  more  than  550 
interviews.  Information  on  individual  health  and  social  conditions 
was  obtained  and  views  on  long-term  care  issues  of  major  importance 
to  the  area  were  sought.  From  these  interviews,  the  database  was 
created  to  provide  guidance  in  designing  strategies  and  programs  that 
enable  residents  of  the  area  to  remain  there  despite  changes  in  in- 
dividual health  and  functioning  that  undermine  independence.  (Final 
report  99  pages.) 
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FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 
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Adoption  of  Waiting  Children 

REPORT  TITLE:  Adoption  Services  for  Waiting  Minority  and 

Nonminority  Children  (Two  Volumes) 
PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 

MD  20850 
PROJECT  OFFICER:  Gershenson,  Charles 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area); 

HD-FSS-Adoption  Assistance; 

HD-FSS-Adoption  Opportunities-Demonstration  Technical 
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ABSTRACT:  This  study  was  undertaken  to  (1)  describe  and  assess  the 
child,  agency,  and  community  characteristics  that  predict  adoptive 
placement;  and  (2)  identify  how  differences  in  these  characteristics 
relate  to  the  adoptive  placement  rates  of  minority  and  nonminority 
children.  Overall,  findings  indicate  that  differences  in  child  charac- 
teristics (other  than  minority  status)  did  not  explain  the  gap  between 
minority  and  nonminority  placement  rates.  Topics  studied  included 
(1)  relationship  between  placement  rates  and  the  available  pool  of 
potential  adoptive  parents;  (2)  effect  of  agency  organization  on  adop- 
tive placement  rates;  (3)  interactive  effects  of  agency,  community, 
and  child  characteristics;  and  (4)  integration  of  agency  service  deliv- 
ery and  community  outreach.  See  also  PIC  ID  No.  2449. 


DESCRIPTORS:  Foster  Care  and  Adoption,  Child  Welfare,  State  or 
Local  Administration,  Minority  Groups 
STUDY  TYPE:  Program  Strategy 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-1804 
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REPORT  TITLE:  Advocacy  Components  of  Six  Head  Start 

Parent-Child  Centers  (Three  Reports) 
PERFORMER:  Center  for  Community  Research,  225  Park  Avenue 
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ABSTRACT:  This  study  was  designed  to  provide  documentation  of  the 
Advocacy  Components  start-up  process;  to  assess  the  program's  im- 
pact on  families  and  community  services  agencies  during  first  year  of 
operation;  to  compare  findings  of  the  first  year's  operation  with  those 
obtained  after  the  first  year  of  Advocacy  Component  work;  and  to 
maintain  a  monthly  information  system  of  reporting  to  determine  cost 
of  providing  such  a  program.  In  addition  to  the  final  report,  there 
were  two  prior  reports:  (1)  "Case  Studies  on  the  Advocacy  Compo- 
nents of  Seven  Parent-Child  Centers:  How  the  National  Program 
Looks  Six  Months  after  Start-Up";  and  (2)  "The  Advocacy  Compo- 
nents of  Seven  Parent-Child  Centers:  A  Final  Report  on  the  Start-Up 
Year."  The  three  reports  are  available  from  ERIC  (Nos.  ED  084-039, 
ED  084-040,  and  ED  084-041,  respectively). 
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ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  impact  of 
P.L.  96-272  on  preplacement  prevention  and  reunification  service 
programs  in  child  welfare.  A  total  of  18  agencies  were  studied  across 
five  states.  It  included  interviews  with  state  and  local  administrators, 
judges,  caseworkers,  and  parents.  The  study  examined  (1)  state  stat- 
utes, policies,  and  procedures;  (2)  state  definitions  of  programs  and 
program  goals;  (3)  agency  organization  and  availability  of  services; 
(4)  agency  procedural  safeguards  and  case  management  practices;  (5) 
reasonable  efforts  to  prevent  out-of-home  placement;  (6)  service  ef- 
fectiveness; and  (7)  service  expansion.  The  findings  show  that  while 
progress  was  made,  considerable  improvement  in  these  programs  was 
required  for  this  policy  to  be  fully  implemented  on  a  local,  state,  and 
national  level.  The  great  array  of  data  produced  by  this  study  offers 
insights  essential  for  policy  development  and  implementation.  The 
executive  summary  for  Volume  I  is  available  from  PIC. 
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ABSTRACT:  This  study  examined  how  adoption  assistance  programs 
in  nine  states  operate  and  the  initial  effect  of  federal  funds  available 
under  Title  IV-E  of  the  Social  Security  Act  on  their  operation.  Find- 
ings indicate  that  federal  funds  augment  rather  than  replace  state  and 
local  funds  thereby  expanding  already  successful  adoption  assistance 
programs.  The  Federal  Adoption  Assistance  program  provides  a 
mechanism  for  states  and  the  federal  government  to  pursue  coopera- 
tively the  shared  goal  of  permanency  for  children.  Furthermore,  data 
suggests  that  adoption  assistance  represents  a  substantial  cost  savings 
to  the  public  when  compared  with  the  cost  of  foster  care.  Although 
enthusiastic  about  the  federal  contribution,  state  and  local  adoption 
staff  identified  the  following  problems  in  implementing  the  program: 
integrating  state  and  federal  policies  and  procedures;  resolving  issues 
related  to  Medicaid;  and  concerns  about  the  long-term  federal  com- 
mitment to  adoption  assistance. 
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ABSTRACT:  In  1977  a  National  Study  of  Social  Services  to  Children 
and  Their  Families  was  conducted,  which  provided  data  on  the  cha- 
racteristics of  children  and  families  receiving  services  and  the  nature 
of  those  services  and  service  providers.  A  second  survey  was  under- 
taken in  1978  to  examine  a  component  of  the  social  services  delivery 
system,  the  intake  process.  A  study  of  this  process  was  necessary  as 
intake  is  the  functional  entry  point  for  all  children  and  families  com- 
ing to  the  attention  of  an  agency.  It  is  at  this  stage  that  major  efforts 
are  made  to  assess  familial  problems  and  strengths  and  crucial  deci- 
sions are  made  about  service  needs.  This  report  presents  the  findings 
from  the  1978  survey.  An  examination  was  made  of  the  households 
of  children  who  used  the  public  social  service  agencies,  the  problems, 
and  the  services  delivered  by  the  public  agencies  in  the  first  90  days 
after  intake.  DHHS  Publication  No.  (OHDS)  81-30313.  See  also  PIC 
ID  Nos.  2061  and  2061.1. 
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ABSTRACT:  This  overview  addresses  the  results  of  the  Peat,  Mar- 
wick, Mitchell  &  Co. /Child  Welfare  League  of  America  review  and 
assessment  of  child  welfare  service  delivery  systems  in  25  selected 
states.  The  25-state  survey  was  the  first  major  task  of  a  project  fi- 
nanced by  the  Office  of  Child  Development  (HEW),  Children's  Bu- 
reau, carried  out  under  the  direction  of  the  National  Center  for  Child 
Advocacy.  The  scope  of  the  survey  was  broad:  it  covered  all  manage- 
ment and  program  components  of  child  welfare  service  delivery 
systems.  It  focused  upon  the  delivery  of  12  social  services  for  children 
and  their  families  without  regard  to  organizational  auspice  or  funding 
source.  The  findings  of  the  survey  present  a  sobering  view  of  the 
status  of  public  child  welfare  services  especially  when  considering 
the  large  number  of  children  involved.  The  survey  suggests  the  need 
for  immediate  action  by  the  states;  the  federal  government;  national, 
state,  and  local  organizations  concerned  with  the  well-being  of  chil- 
dren; and  individual  citizens.  DHEW  Publication  No.  (OHD)  77- 
30090. 

DESCRIPTORS:  Children  and  Youth,  Child  Welfare,  Federal  State  and 
Local  Relations,  Social  Services  Delivery  Systems,  State  or  Local 
Administration,  Survey  or  Questionnaire  Feature,  Management  In- 
formation and  Reporting 
STUDY  TYPE:  Program  Impact 
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ABSTRACT:  This  evaluation  was  conducted  on  the  child  abuse  and 
neglect  demonstration  treatment  projects  at  12  sites,  most  in  large 
metropolitan  areas.  The  goals  of  these  projects  were  to  carry  out  the 
functions  necessary  for  identification,  prevention,  and  treatment  of 
child  abuse  and  neglect  including  investigation,  assessment,  referral, 
follow-up,  education,  and  coordination  with  other  agencies  for  ser- 
vices. Major  findings  include  (1)  families  with  the  most  severe  and 
chronic  problems  received  the  most  services,  but  showed  the  least 


improvement;  (2)  parents,  especially  mothers,  were  the  targets  of 
project  services;  children  received  few  services;  (3)  projects  succeed- 
ed in  reducing  or  eliminating  maltreatment  in  the  majority  of  cases; 
however,  in  more  than  half  of  the  cases  maltreatment  continued  while 
families  were  being  treated  by  the  projects;  and  (4)  while  projects 
could  do  little  to  prevent  child  abuse  and  neglect  in  their  communi- 
ties, some  succeeded  in  changing  protective  service  and  legal  proce- 
dures and  many  were  successful  in  changing  treatment  services, 
either  by  adding  a  needed  service  or  by  improving  the  quality  of 
existing  services.  (Final  report  38  pages.) 
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ABSTRACT:  The  Adoption  Assistance  and  Child  Welfare  Act  of  1980 
(P.L.  96-272)  outlined  a  foster  care  case  review  system  that  includes 
(1)  a  review  by  a  court  or  administrative  body  at  least  every  six 
months  to  determine  the  continuing  need  and  appropriateness  of  the 
child's  placement;  and  (2)  a  dispositional  hearing  within  18  months  of 
the  placement.  Phase  I  of  the  study  on  the  impact  of  P.L.  96-272 
focused  on  the  semiannual  case  review  requirement  and  included  (1) 
classification  of  state  case  review  systems;  (2)  site  visits  to  10  states 
and  one  county  during  the  fall  of  1980  and  the  spring  of  1981;  and 
(3)  an  extensive  survey  of  the  same  sites  in  the  summer  of  1982.  The 
first  report  ("Detailed  State  Review  Systems")  (1)  discusses  the  selec- 
tion of  the  11  sites  for  the  in-depth  study  of  different  case  review 
systems;  and  (2)  presents  detailed  descriptions  of  the  sites'  case  review 
systems.  The  second  report  ("Task  IV  Report:  1982  Classification") 
(1)  describes  the  1982  reclassification  of  the  states'  case  review  sys- 
tems and  traces  the  changes  that  occurred  during  the  two  years  of  the 
study;  and  (2)  presents  the  rationale  used  to  identify  the  optimal  study 
sample  and  compares  the  study  sample  with  the  one  originally 
proposed.  See  also  PIC  ID  No.  2056.1.  (Final  reports  182  and  35 
pages,  respectively.) 

DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
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Care 


PROJECT  DESCRIPTIONS 


421 


Accession  No.  1152 


Office  of  Human  Development  Services 
FAMILY  SOCIAL  SERVICES 


STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2056  PROJECT  NO:  CB  80-1 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-80-C-032 
COST    (In  Thousands):  FY  80-$217,  FY  81-$4,  FY  82-$35 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '80  through  August  '82 


1153 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Assessment  of  Voluntary  Placement  Assistance 

REPORT  TITLE:  Comparison  of  Voluntary  and  Court-Ordered 

Foster  Care:  Decisions,  Services,  and  Parental  Choice  (Two 
Volumes) 

PERFORMER:  Portland  State  University,  Portland  OR  97207 
PROJECT  OFFICER:  Maza,  Penelope  L. 
PROGRAM(S)  EVALUATED: 

HD-FSS-Adoption  Assistance; 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area); 
HD-OASHDS-Social  Services  Block  Grants  (SSBG) 

ABSTRACT:  This  study  compared  child  welfare  practices  associated 
with  the  two  modes  of  entry  into  foster  care:  entry  under  voluntary 
placement  agreement  and  entry  under  court  order.  This  study  exam- 
ines these  distinctions  through  an  assessment  of  the  short-range  im- 
pact of  P.L.  96-272  on  voluntary  foster  care  in  states  that  were  eligible 
and  indicated  an  intent  to  claim  federal  matching  funds  for  such  care. 
The  state  public  child  welfare  agencies  in  Arizona,  Mississippi,  Ore- 
gon, and  Tennessee  served  as  study  sites  for  this  assessment.  A  total 
of  376  cases,  representing  a  three-month  cohort  of  entries  and  equally 
divided  between  voluntary  and  court-ordered  placements,  were 
tracked  for  a  period  of  six  months  through  a  review  of  case  records 
maintained  by  the  agency.  In  addition,  separate  interviews  were  con- 
ducted with  the  child's  social  worker  and  the  child's  parents  or  other 
principal  child-caring  person.  The  advent  of  P.L.  96-272,  with  its 
provisions  of  federal  financial  participapation  (FFP)  in  voluntary 
placements,  had  little  time  to  influence  state  policy  or  practice  by  the 
time  of  this  study. 
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Family  Social  Services 

PROJECT  TITLE:  Formative  Evaluation  of  the  Child  and  Family 
Resource  Program 


REPORT  TITLE:  Design  and  Implementation  of  a  Formative 
Evaluation  Study  for  the  Child  and  Family  Resource 
Program 

PERFORMER:  Development  Associates,  Inc.,  2924  Columbia  Pike, 

Arlington  VA  22204 
PROJECT  OFFICER:  Kresh,  Esther;  Rm  5736,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services-Research  and 

Demonstration  (Entire  Program  Area) 

ABSTRACT:  This  study  assessed  services  being  provided  to  families 
through  the  Child  and  Family  Resource  Program.  A  reporting  sys- 
tem, program  models,  and  cost-effectiveness  analyses  for  the  pro- 
gram were  developed. 

DESCRIPTORS:  Demonstration  Projects,  Family,  Child  Develop- 
ment, Cost-Effectiveness  Analysis  Feature,  Management  Informa- 
tion and  Reporting 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0976  PROJECT  NO:  OCD  74-1 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  ED  121-441 

CONTRACT/GRANT  NO:  OS-74-274 
COST  (In  Thousands):  FY  74-$  180 
STATUS:  Study  completed, 

Available  from  ERIC 
START/END  DATES:  June  '74  through  June  '75 


1155 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Evaluation  of  Education  for  Parenthood 
Programs 

REPORT  TITLE:  Education  for  Parenthood:  A  Program  Curriculum 

and  Evaluation  Guide 
PERFORMER:  Behavior  Associates,  Inc.,  330  East  13th  Street, 

Tucson  AZ  85701 
PROJECT  OFFICER:  Rackley,  Dr.  W.  Ray;  Rm  3030,  DONO  Bldg; 

202-472-4426 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services-Research  and 

Demonstration  (Entire  Program  Area) 

ABSTRACT:  This  project  assessed  the  quality  and  impact  of  separate 
"Education  for  Parenthood"  curricula  developed  by  each  of  seven 
national  voluntary  organizations  over  the  past  few  years.  The  evalua- 
tion was  organized  on  three  major  levels  of  assessment:  (1)  the  effec- 
tiveness of  individual  programs  (within-programs  design);  (2) 
comparison  between  the  national  programs  effectiveness  (between- 
programs  design);  and  (3)  overall  program  effects.  The  primary  goals 
of  the  evaluation  program  were  (1)  to  specify  the  effectiveness  of  the 
instructional  programs  (materials,  methods,  and  practicum)  in  deve- 
loping knowledge,  skills,  and  attitudes  favorable  to  being  a  competent 
parent;  (2)  to  assess  the  quality  of  the  instructional  programs;  (3)  to 
determine  instructional  program  staffs'  responses  to  the  program;  (4) 
to  assess  the  extent  to  which  the  programs  use  appropriate  ethnic- 
cultural  input;  (5)  to  assess  the  degree  of  parent  involvement  in  pro- 
grams and  the  responses  of  parents  to  the  programs;  (6)  to  evaluate 
administrative  effectiveness;  and  (7)  to  assess  immediate  and  long- 
term  follow-up  effects. 

DESCRIPTORS:  Child  Development,  Family,  Children  and  Youth, 
Curriculum  Development,  Consumer  Education 
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STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1277  PROJECT  NO:  OCD  73-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  ED  158-160 

CONTRACT/GRANT  NO:  OCD-CB-497 

COST    (In  Thousands):  FY  73-$118,  FY  74-$152,  FY  75-$171,  FY 

76-$100 
STATUS:  Study  completed, 

Available  from  ERIC 
START/END  DATES;  June  '73  through  June  '78 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Evaluation  of  Emergency  Foster  Care  Case 
Practice 

REPORT  TITLE:  Evaluation  of  Emergency  Foster  Care  Case 
Practice 

PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-FSS-Foster  Care 

ABSTRACT:  Data  available  from  recent  studies  conducted  by  the 
Administration  for  Children,  Youth  and  Families  suggest  that,  while 
the  primary  goal  of  the  Adoption  Assistance  and  Child  Welfare  Act 
of  1980  (PL  96-272)  was  being  met,  there  were  areas  of  foster-care 
policy  and  practice  that  still  required  closer  examination.  Perhaps  the 
most  striking  findings  of  this  study  were  the  differences  in  the  policies 
and  practices  between  the  study  sites  and  the  impact  of  these  differ- 
ences on  the  characteristics  of  the  foster-care  case  load.  In  addition 
to  addressing  questions  of  emergency  and  nonemergency  placements, 
the  list  of  precipitating  events  was  designed  as  a  preliminary  ap- 
proach to  better  understanding  the  nature  and  sequence  of  the  cir- 
cumstances leading  to  placement.  For  instance,  in  some  geographical 
areas  studies,  children  who  were  brought  to  the  attention  of  the 
juvenile  justice  agency,  but  who  did  not  require  a  detention  facility, 
were  referred  for  placement;  however,  in  other  locations,  neither 
children  referred  by  the  juvenile  justice  agency  nor  children  whose 
parents  wished  to  place  them  in  foster  care  were  accepted.  (Final 
report  50  pages.) 

DESCRIPTORS:  Foster  Care  and  Adoption,  Child  Welfare,  Crime 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1705  PROJECT  NO: 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable  ' 

CONTRACT/GRANT  NO:  105-84-8102 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  •.  i 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '84  through  December  '85 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Head  Start  Evaluation,  Synthesis,  and  Utilization 
Project 


REPORT  TITLE:  Foster  Care  in  Five  States:  A  Synthesis  and 

Analysis  of  Studies  from  Arizona,  California,  Iowa, 

Massachusetts,  and  Vermont 
PERFORMER:  George  Washington  University,  Social  Research 

Group,  Washington  D.C.  20052 
PROJECT  OFFICER:  Gershenson,  Charles 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX-Foster  Care 

(CONSOLIDATED-See  SSBG); 

HD-FSS-Child  Welfare  Services-State  Grants 

ABSTRACT:  This  report  synthesizes  data  and  recommendations  from 
10  studies  undertaken  by  five  states  to  evaluate  their  foster  care  (FC) 
and  related  programs.  The  report  summarizes  the  general  goals  and 
status  of  FC  nationally,  describes  the  predominant  reimbursement 
mechanisms  and  rates,  and  presents  data  on  the  natural  families,  the 
foster  children,  and  agency  staffing  and  services.  The  study  found 
that  areas  vary  widely  in  availability  of  facilities,  that  there  is  much 
overlapping  of  authority  and  attendant  lack  of  accountability,  that 
program  monitoring  and  data  collection  is  weak,  that  efforts  are  made 
to  avoid  need  for  FC  by  strengthening  families  who  are  weak,  that 
staff  training  is  needed,  that  foster  parent  training  is  needed,  that  few 
natural  parents  and  few  programs  other  than  public  assistance  bear 
any  of  the  financial  costs,  that  voluntary  action  by  citizen  groups  is 
not  well  exploited,  and  that  adoption  is  much  cheaper  than  FC  on  a 
long-term  basis.  See  also  PIC  ID  Nos.  0501.1-0501.4.  (Final  report 
156  pages.) 

DESCRIPTORS:  Foster  Care  and  Adoption,  Evaluadon  by  State  and 
Local  Governments,  Vouchers,  Child  Welfare,  Family,  Voluntary 
Action,  Literature  Review  Feature,  State  or  Local  Administration 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0501  PROJECT  NO:  OCD  76-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1120 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  July  '75  through  December  '76 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  National  Study  on  Social  Services  Intake  for 
Children  and  Their  Families 

REPORT  TITLE:  Intake:  The  Discriminant  Functions 
PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 
MD  20850 

PROJECT  OFFICER:  Carter,  Vardrine;  Rm  5738,  DONO  Bldg; 

202-755-7420 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  The  Children's  Bureau  works  with  state  and  local  social 
services  agencies  to  make  child  welfare  delivery  systems  more  effec- 
tive in  meeting  the  needs  of  children  and  their  families.  In  the  late 
1970s,  the  bureau  launched  a  number  of  efforts  aimed  at  learning 
more  about  family  and  children's  characteristics  and  problems,  as 
well  as  documenting  how  their  needs  are  met  by  the  social  service 
systems.  This  report  presents  findings  from  this  national  survey.  It 
describes  the  varying  patterns  of  practices  and  procedures  followed 
across  the  country.  One  hundred  and  ninety-eight  agencies  participat- 
ed in  the  survey  representing  474  access  points.  DHHS  Publication 
No.  (OHDS)  80-30259.  See  also  PIC  ID  Nos.  2061  and  2061.2. 
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DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
State  or  Local  Administration,  Children  and  Youth,  Survey  or  Ques- 
tionnaire Feature,  Family 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2061.1  PROJECT  NO:  CB  77-3 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1127 
COST    (In  Thousands):  FY  77-$400 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '78  through  April  "80 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Child  Welfare  Services  Self-Assessment 

REPORT  TITLE:  Local  Child  Welfare  Services  Self-Assessment 

Manual  (Two  Parts) 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Gershenson,  Charles;  Rm  5749,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  The  "Local  Child  Welfare  Services  Self-Assessment 
Manual"  is  to  be  used  by  administrators  of  local  social  service  agen- 
cies. The  manual  is  designed  to  facilitate  internal  agency  improve- 
ments by  providing  a  convenient  and  efficient  framework  for 
self-assessment  of  child  welfare  services.  The  manual  provides  a  com- 
pilation of  best  practices  for  child  welfare  services  based  on  recom- 
mendations derived  from  the  child  welfare  literature  and  reports  of 
exemplary  programs.  Part  I  contains  checklists  in  question  format. 
Part  II  highlights  related  research  findings  and  provides  a  bibliogra- 
phy. Each  part  is  divided  into  the  following  sections:  emergency/ 
protective  services,  intake/service  choice,  in-home  services,  foster 
family  care,  adoption  services,  residential  group  care,  and  case  man- 
agement/administration. Publication  Nos.  (OHDS)  79-30177  and  79- 
30176,  respectively.  See  also  PIC  ID  No.  2064.1. 

DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
State  or  Local  Administration 

STUDY  TYPE:  Program  Management  or  Efficiency;Program  Per- 
formance Evaluation 

PIC  ID  NO:  2064  PROJECT  NO:  CB  78-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-75- 1113 
COST    (In  Thousands):  FY  79-$311 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '78  through  September  '79 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Evaluation  of  the  National  Home  Start  Program 


REPORT  TITLE:  National  Home  Start  Evaluation  Interim  Report 

VI:  Program  Issues,  Outcomes  and  Costs 
PERFORMER:  High/Scope  Educational  Research  Foundation,  600 

North  River  Street,  Ypsilanti  MI  48198 
PROJECT  OFFICER:  Kresh,  Esther;  Rm  5736,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start  (Entire  Program  Area); 

HD-FSS-Child  Welfare  Services-Research  and 

Demonstration  (Entire  Program  Area) 

ABSTRACT:  This  study  assessed  the  effectiveness  of  Home  Start 
demonstration  projects.  Program  models  and  cost-effectivenss  esti- 
mates were  also  developed.  The  interim  report  and  the  12-month 
program  report  are  available  from  ERIC  (Nos.  ED  134-321  and  ED 
134-322,  respectively).  See  also  PIC  ID  Nos.  0704  and  0704.2. 

DESCRIPTORS:  Child  Development,  Family,  Demonstration  Pro- 
jects, Cost-Effectiveness  Analysis  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0704  1  PROJECT  NO:  OCD  74-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  See  Abstract 

CONTRACT/GRANT  NO:  OS-72- 127 
COST  (In  Thousands):  FY  74-$613 
STATUS:  Study  completed. 

Available  from  ERIC 
START/END  DATES:  March  '74  through  March  '75 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  National  Study  on  Social  Services  Intake  for 
Children  and  Their  Families 

REPORT  TITLE:  National  Study  of  Social  Services  to  Children  and 
Their  Families 

PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 
MD  20850 

PROJECT  OFFICER:  Carter,  Vardrine;  Rm  5738,  DONO  Bldg; 

202-755-7420 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  This  survey  was  the  first  phase  of  a  National  Study  on 
Selected  Issues  of  Social  Services  to  Children  and  Their  Families. 
The  principal  purposes  of  Phase  I  were  to  develop  a  technology  for 
the  feasible  acquisition  of  timely  and  valid  national  data  relating  to 
the  provision  of  social  services  to  children  and  their  families  by  public 
welfare  agencies,  and  to  collect  comprehensive  data  on  the  children 
and  families  receiving  public  social  services.  DHHS  Publication  No. 
(OHDS)  78-30150.  See  also  PIC  ID  Nos.  2061.1  and  2061.2. 

DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
State  or  Local  Administration,  Children  and  Youth,  Survey  or  Ques- 
tionnaire Feature,  Family 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2061  PROJECT  NO:  CB  77-2 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1127 
COST    (In  Thousands):  FY  76-$597 
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STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES;  September  '77  through  December  '80 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Improving  the  Outcomes  of  Older  Child 

Adoption  ,  : 

REPORT  TITLE:  Older  Child  Adoption  and  Disruption 
PERFORMER:  Children's  Garden,  7  Mount  Lassen  Drive,  San 

Rafael  CA  94903 
PROJECT  OFFICER:  Sambrano,  Soledad;  Rm  5154,  DONO  Bldg; 

202-755-7724 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area); 

HD-FSS-Adoption  Opportunities-Demonstration  Technical 

Aid  and  Training 

ABSTRACT:  This  study  examined  the  rate  of  disruption  among  older 
child  adoptions  and  contributors  to  stable  and  disrupted  adoptions. 
The  outcomes  for  927  adoptions  of  children  older  than  three  years  of 
age  at  the  time  of  placement  were  determined  by  taking  intake  data 
from  adoptive  placements  made  from  1980  to  1984  and  establishing 
their  status  as  of  the  time  of  the  study.  A  disruption  rate  of  1 1%  was 
estimated,  although  rates  were  higher  for  older  children  and  for 
children  not  adopted  by  foster  parents.  Disruption  rates  did  not  ap- 
pear to  be  rising  at  the  time  of  the  study.  The  second  part  of  this 
evaluation  involved  interviews  with  families  and  social  workers 
about  120  placements  that  had  and  had  not  experienced  disruptions. 
The  analysis  of  the  interview  data  considered  the  absolute  relation- 
ship of  placement  characteristics  with  disruption  as  well  as  whether 
the  placement  outperformed  or  underperformed  a  prediction  based 
on  the  risk  scores  developed  during  the  intake  study.  (Final  report 
108  pages  plus  appendices.) 

DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
Foster  Care  and  Adoption,  State  or  Local  Administration,  Case  or 
Site  Study  Feature 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2511  PROJECT  NO:  ACYF  84-03 

FUND  SOURCE:  Research         NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  90PD 10075 
COST    (In  Thousands):  FY  84-$105 
STATUS;  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  September  '84  through  April  '87 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE;  Child  Welfare  Services  Self-Assessment 

REPORT  TITLE;  State  Child  Welfare  Program  Self-Assessment 
Manual 

PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Gershenson,  Charles;  Rm  5749,  DONO  Bldg; 

202-755-7724 


PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  This  manual  was  written  as  an  integral  part  of  the  overall 
effort  to  improve  services  to  children  and  their  families.  The  manual 
was  designed  for  use  by  administrators  and  specialists  who  are  re- 
sponsible for  child  welfare  programs  within  states.  The  manual  pro- 
vides a  set  of  goals  and  criteria  by  which  personnel  within  state 
agencies  can  assess  their  own  administrative  performance  in  relation 
to  planning,  resource  development,  implementation,  monitoring,  and 
evaluation.  This  manual  was  intended  to  complement  the  "Local 
Child  Welfare  Services  Assessment  Manual"  (which  was  primarily 
designed  for  local  administrators  and  supervisors  to  assess  service 
delivery  at  the  local  level).  DHHS  Publication  No.  (OHDS)  80- 
30234.  See  also  PIC  ID  No.  2064. 

DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
State  or  Local  Administration 

STUDY  TYPE;  Program  Management  or  Efficiency;Program  Per- 
formance Evaluation 

PIC  ID  NO:  2064.1  PROJECT  NO:  CB  78-4 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  105-75-1113 
COST    (In  Thousands):  FY  80-$  168 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '78  through  July  '79 
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AGENCY  SPONSOR;  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Documentation  of  Mechanism  to  Facilitate  the 
Adoption  of  Waiting  Children 

REPORT  TITLE:  Study  of  Adoption  Exchanges 

PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 

MD  20850 
PROJECT  OFFICER:  Gershenson,  Charles 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area); 

HD-FSS-Adoption  Assistance; 

HD-FSS-Adoption  Opportunities-Demonstration  Technical 
Aid  and  Training 

ABSTRACT;  In  1982,  there  were  an  estimated  50,000  children  in  the 
custody  of  public  child  welfare  agencies  who  were  available  for 
adoption.  Many  of  these  children  had  special  needs  (i.e.,  they  had 
physical,  mental,  emotional,  or  developmental  handicaps;  were  older; 
were  minority  children;  or  were  members  of  sibling  groups  whose 
case  plan  stipulated  that  they  must  be  placed  together).  Many  innova- 
tive approaches  to  finding  adoptive  placements  for  children  with 
special  needs  have  been  implemented.  This  study  was  undertaken  to 
improve  the  information  available  on  the  role  of  adoption  exchanges 
in  facilitating  the  adoptive  placement  of  waiting  children.  Major 
findings  were  that  approximately  25,000  child  listings  and  22,000 
prospective  family  listings  are  found  on  state,  regional,  national  and 
minority  exchanges  each  year.  These  exchanges  provide  an  average 
of  three  "considerations"  per  child  and  two  "considerations"  per 
family  each  year.  Services  are  provided  with  a  limited  number  of 
professional  staff;  each  staff  member  is  responsible  for  a  case  load  of 
approximately  400  children  and  families  at  any  one  time.  The  majori- 
ty of  children  listed  has  special  needs.  The  top  categories  of  children 
listed  on  exchanges  were  older  than  six  years  and  handicapped.  These 
categories  were  equally  split  between  black  and  white  children,  and 
males  were  represented  at  a  slightly  higher  rate  than  females.  The 
majority  of  families  listed  were  white,  with  two-parent  families 
predominant.  See  also  PIC  ID  No.  2449.1. 
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DESCRIPTORS:  Child  Welfare,  Foster  Care  and  Adoption,  Social  Ser- 
vices Delivery  Systems,  State  or  Local  Administration,  Case  or  Site 
Study  Feature,  Minority  Groups 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2449  PROJECT  NO:  ACYF  84-01 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-1804 
COST    (In  Thousands):  FY  84-$240 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '84  through  April  '86 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Family  Social  Services 

PROJECT  TITLE:  Development  of  a  System  of  Social  Services  for 
Children  and  Their  Families 

REPORT  TITLE:  A  System  of  Social  Services  for  Children  and 

Their  Families:  Detailed  Design 
PERFORMER:  Peat,  Marwick,  Mitchell  &  Company,  Washington 

D.C.  20006  and  Child  Welfare  League  of  America, 

Washington  D.C.  20001 
PROJECT  OFFICER:  Gershenson,  Charles 
PROGRAM(S)  EVALUATED: 

HD-FSS-Child  Welfare  Services  (Entire  Program  Area) 

ABSTRACT:  This  system  of  social  services  for  children  and  their  fami- 
lies is  based  on  "best  practices"  found  in  the  25  states  studied  and  on 
professional  consensus.  The  system  provides  a  framework  within 
which  major  client-related  functions,  activities,  and  requirements  for 
more  humane  and  sensitive  delivery  of  services  can  be  achieved  by 
more  orderly,  reliable,  timely,  and  effective  service  to  children, 
youth,  and  their  families.  Resource  requirements,  support  functions, 
information  flows,  system  requirements,  variations  for  urban  and  ru- 
ral settings,  organizational  considerations,  and  implementation  are 
also  included.  The  system  is  presented  in  two  documents:  an  over- 
view intended  for  the  high-level  administrator  or  decision  maker,  and 
a  detailed  design  for  those  who  intend  to  systematically  review  their 
present  system  to  effect  needed  improvements. 

DESCRIPTORS:  Child  Welfare,  Social  Services  Delivery  Systems, 
State  or  Local  Administration 

STUDY  TYPE:  Program  Strategy;  Program  Performance  Evaluation 

PIC  ID  NO;  2058  PROJECT  NO:  CB  76-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-76-1101 
COST    (In  Thousands):  FY  76-$400 
STATUS:  Study  completed 

START/END  DATES:  October  '76  through  October  '78 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  ADOPTS:  Description  of  the  Adoption  Subsidy 
Simulation  Model 

REPORT  TITLE:  ADOPTS:  Description  of  the  Adoption  Subsidy 

Simulation  Model 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-FSS- Adoption  Assistance 

ABSTRACT:  This  report  describes  the  development  of  a  simulation 
model  for  use  by  federal,  state,  and  local  managers  to  estimate  the 
future  participation  in,  and  cost  of,  adoption  subsidy  programs. 
Recommendations  were  made  to  improve  the  quality  of  the  estimates 
generated  by  the  ADOPTS  Model.  Variables  were  needed  for  the 
following:  the  base  subsidy  payment,  the  special  rate  subsidy  pay- 
ment, the  percentage  of  the  base  subsidy  payment  paid  at  each  age, 
the  percentage  of  special  rates  children,  and  the  rate  of  increase  in  the 
base  subsidy  payment.  In  addition,  the  authors  recommended  that 
special  studies  be  conducted  to  gather  and  analyze  data  that  would 
be  more  difficult  for  states  to  routinely  provide.  (Final  report  29 
pages.) 

DESCRIPTORS:  Foster  Care  and  Adoption,  Operations  Research  Fea- 
ture 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2171  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-8102 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC  \ 
START/END  DATES:  February  '84  through  January  '85 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Evaluation  of  Cooperative  Management  Initiative 

REPORT  TITLE:  Cooperative  Management  Initiative 
PERFORMER:  Native  American  Consultants,  Inc.,  725  2nd  Street 

N.E.,  Washington  D.C.  20002 
PROJECT  OFFICER:  Harris,  Bernice;  Rm  5323,  COHEN  Bldg; 

202-245-7730  .     ,,,  , 

PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services-Research  Demonstration  and 

Evaluation 

ABSTRACT:  This  report  evaluates  whether,  and  by  what  means,  the 
objectives  of  the  Cooperative  Management  Initiative  are  being  met, 
documents  problems  and  barriers  to  cooperative  management  and 
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identifies  efficiencies  that  could  not  be  achieved  due  to  such  barriers. 
The  evaluation  also  identifies  those  aspects  that  require  administra- 
tive, regulatory,  and  legislative  changes. 

DESCRIPTORS:  Elderly,  Native  Americans,  Child  Development 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1732  PROJECT  NO:  OASHDS  82-01 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-82-C-OOl 
COST    (In  Thousands):  FY  82-$  144 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '82  through  October  "83 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Comprehensive  Review  and  Evaluation  of 

Individual  Habilitation  Plans  and  Case  Management  Systems 

REPORT  TITLE:  Design  Specifications  for  Case 

Management/Service  Coordination  and  Individuahzed 
Planning 

PERFORMER:  RGI,  Inc.,  5203  Leesburg  Pike,  Falls  Church  VA 

22041,  Morell,  Joellen,  703-820-4350 
PROJECT  OFFICER:  Rogge,  Kristen;  Rm  348F,  HHH  Bldg; 

202-245-2904 
PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities-Program  Direction  and 

Management 

ABSTRACT:  This  project  involved  a  thorough  evaluation  of  individu- 
al habilitation  plans  (IHPs)  as  required  in  the  developmental  disabili- 
ties (DD)  legislation  and  case  management  systems  as  have  been 
implemented  by  various  developmental  disabilities  programs  at  both 
the  state  and  local  levels.  As  a  result  of  the  evaluation,  a  model  format 
was  developed  for  IHPs  with  guidelines  for  IHP  development  and 
implementation,  and  with  specifications  for  case  management  sys- 
tems for  implementation  by  developmental  disabilities  program  prov- 
iders. 

DESCRIPTORS:  Federal  Administration,  Case  or  Site  Study  Feature, 
Developmental  Disabilities 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1718  PROJECT  NO:  OASHD  78-18 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-167859 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-78-5004 
COST    (In  Thousands):  FY  79-$140 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '78  through  April  '80 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 


PROJECT  TITLE:  Developing  Client  Outcome  Monitoring  Systems: 
A  Guide  for  State  and  Local  Social  Service  Agencies 

REPORT  TITLE:  Developing  Client  Outcome  Monitoring  Systems: 

A  Guide  for  State  and  Local  Social  Service  Agencies 
PERFORMER:  The  Urban  Institute,  2100  M  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Britt,  Al  M.;  Rm  717E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  This  project  was  designed  to  improve  the  flow  of  sys- 
tematic information  to  managers  on  what  happened  to  the  clients  of 
social  services.  Information  on  outcomes  seems  an  essential  compo- 
nent of  the  information  that  should  be  available  to  program  and 
policy  decision  makers.  This  project  provided  practical  procedures 
that  agencies  may  use  to  obtain  feedback  regularly  about  client  condi- 
tion after  receiving  services.  Such  procedures  were  aimed  at  provid- 
ing social  service  agency  managers  and  officials  with  regular  (at  least 
annual)  client  outcome  information  to  aid  them  in  making  policy 
choices.  The  results  of  this  project  received  national  distribution.  A 
companion  volume  ("Administrator's  Guide  to  Social  Service  Client 
Outcome  Monitoring")  is  also  available  from  PIC.  (Final  report  276 
pages;  administrator's  guide  21  pages.) 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  State  or 
Local  Administration,  Management  Information  and  Reporting,  So- 
cial Services  Delivery  Systems 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1731  PROJECT  NO:  OASHDS  80-1 

FUND  SOURCE:  Research         NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  18-P-003 17/3-01 
COST    (In  Thousands):  FY  80-$217 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '79  through  September  '81 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Development  of  Computer  Programming 
Capability  for  RSA's  Refined  Evaluation  Standards 

REPORT  TITLE:  None 

PERFORMER:  Berkeley  Planning  Associates,  3200  Adeline  Street, 

Berkeley  CA  94703 
PROJECT  OFFICER:  Jagannathan,  Dr.  K.A.;  Rm  726E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education 

ABSTRACT:  In  order  for  RSA  to  provide  feedback  and  technical 
assistance  to  vocational  rehabilitation  (VR)  agencies,  Berkeley  Plan- 
ning Associates  provided  instruments,  a  reporting  system  and  pro- 
grams, and  an  analysis  system  and  program  that  (1)  were  integrated 
with  the  existing  RSA  reporting  systems  and  software,  and  integrated 
with  any  changes  in  the  RSA  reporting  system  and  software  occa- 
sioned by  the  revision  of  the  MIS;  (2)  provided  timely  reporting  and 
analysis;  and  (3)  were  easily  interpretable  by  program  managers  at 
RSA  and  the  VR  agencies. 

DESCRIPTORS:  Information  Processing,  Information  Systems,  Statis- 
tical Data  Feature 
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STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO:  1712  PROJECT  NO:  OASHD  78-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-78-4015 
COST    (In  Thousands):  FY  79-$250 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  September  '78  through  September  '79 


1171 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Emerging  Nonservice  Approaches  to  Social 
Welfare  and  Community  Development  Problems 

REPORT  TITLE:  Emerging  Nonservice  Approaches  to  Social 
Welfare  and  Community  Development  Problems  (Two 
Reports) 

PERFORMER:  SRI  International,  333  Ravenswood  Avenue,  Menlo 

Park  CA  94025 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services-Research  Demonstration  and 
Evaluation 

ABSTRACT:  This  study  explored  local  government  use  of  nonservice 
approaches  to  address  the  concerns  of  the  aged,  children,  families,  the 
disabled,  and  youth,  relating  these  approaches  to  emerging  themes  in 
human  services.  The  project  was  divided  into  three  major  phases.  In 
the  first  phase,  an  analysis  was  conducted  of  existing  literature  on 
nonservice  approaches  used  by  local  governments  to  address  social 
welfare  problems  and  to  describe  the  array  and  characteristics  of 
these  nonservice  policies.  The  second  phase  of  research  included  a 
survey  of  the  37  city  and  county  members  of  the  Urban  Consortium, 
a  public-interest  research  organization  representing  jurisdictions  of 
more  than  500,000  in  population.  The  survey  identified  which  of  the 
nonservice  approaches  found  in  the  literature  search  were  actually  in 
use.  The  integrated  results  of  the  literature  search  and  survey  activi- 
ties are  presented  in  "Rediscovering  Governance:  Using  Nonservice 
Approaches  to  Address  Social  Welfare  Problems."  The  third  phase 
of  the  research  consisted  of  a  series  of  in-depth  studies  of  nonservice 
policy  approaches  in  selected  sites.  An  overview  of  the  entire  project 
is  presented  in  "Using  New  Governance  Tools  to  Solve  Local  Gov- 
ernment Problems:  A  Program  of  Research  into  Emerging  Nonser- 
vice Approaches  to  Social  Welfare  and  Community  Development 
Problems."  Both  reports  are  available  from  PIC.  (Overview  44  pages; 
interim  report  85  pages.) 

DESCRIPTORS:  Urban  or  Rural  Places  or  Problems,  Privatization, 
Social  Services  Delivery  Systems,  Community  Based  Care 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1537  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  January  '78  through  March  '81 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Survey  of  State  Evaluation  Activities 

REPORT  TITLE:  Evaluation:  A  Survey  of  State  Social  Service 

Evaluation  Activities 
PERFORMER:  Pacific  Consultants,  3099  Telegraph  Avenue, 

Berkeley  CA  94705 
PROJECT  OFFICER:  Vela,  Sylvia;  Rm  5600,  COHEN  Bldg; 

202-245-0392 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 

Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  study  surveyed  the  evaluation  activities  of  states 
administering  Title  XX  social  services  programs  in  late  1976  and 
early  1977.  It  described  evaluation  processes  and  projects,  identified 
information  useful  to  other  states,  and  assessed  emerging  state  capaci- 
ty. (Executive  summary  18  pages.) 

DESCRIPTORS:  Social  Services  Delivery  Systems,  Evaluation  by 
State  and  Local  Governments,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1265  PROJECT  NO:  SRS  76.1-4  : 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  500-75-0034 
COST    (In  Thousands):  FY  76.  l-$75 
STATUS:  Study  completed, 

Executive  summary  at  PIC 
START/END  DATES:  September  '76  through  February  '77 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Training  and  Technical  Assistance  in  the 

Implementation  of  a  Comprehensive  System  for  Evaluating 
Persons  with  Developmental  Disabilities  (DD) 

REPORT  TITLE:  Guide  to  Designing  and  Planning  the 

Implementation  of  the  Comprehensive  Evaluation  System  for 

the  Developmental  Disabilities  Program 
PERFORMER:  JWK  International  Corporation,  7617  Little  River 

Turnpike,  Annandale  VA  22003 
PROJECT  OFFICER:  Rogge,  Kristen;  Rm  348F,  HHH  Bldg; 

202-245-2904 
PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities-Program  Direction  and 

Management 

ABSTRACT:  This  project  was  in  response  to  Section  110  of  P.L. 
95-602,  which  required  the  implementation  by  the  states  of  a  compre- 
hensive evaluation  system  by  October  1982.  The  Bureau  of  Develop- 
mental Disabilities  funded  contracts  for  the  development  of  design 
specifications  for  the  evaluation  system.  During  1977,  specifications 
for  the  protection  of  client  rights  to  privacy  and  confidentiality  of 
information  for  assessment  instruments  and  overall  systems  design 
were  developed.  During  FY  1978,  a  contract  was  let  to  synthesize 
those  sets  of  specifications  into  a  cohesive  package  and  assist  the 
states  in  developing  their  implementation  plans  (required  in  Section 
1 10  by  October  1,  1980).  This  project  provided  training  and  technical 
assistance  to  the  states  to  ensure  that  the  evaluation  systems  were 
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developed  both  in  accordance  with  the  design  specifications  and  the 
congressionally  estabUshed  October  1,  1982  deadline  for  full  im- 
plementation. Shortly  after  the  expiration  of  this  contract,  the  re- 
quirements of  Section  1 10  were  repealed.  Volume  I  ("Specifications 
and  State  Plan  Requirements")  is  available  from  PIC. 

DESCRIPTORS:  Technical  Assistance,  Handicapping  Conditions  and 
Problems,  State  or  Local  Administration,  Federal  State  and  Local 
Relations 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1719  PROJECT  NO:  OASHD  78-19 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-78-5005 
COST    (In  Thousands):  FY  79-$  185 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  78  through  November  '79 


1174 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Evaluation  of  the  Conduct  and  Utilization  of 
Evaluation  Projects 

REPORT  TITLE:  HDS  Inventory  of  Evaluation  Projects,  1978-1983 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 
22101 

PROJECT  OFFICER:  Moore,  Judy;  Rm  346E,  HHH  Bldg; 

202-245-1963 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  This  inventory  focuses  specifically  on  evaluations  related 
to  the  Office  of  Human  Development  Services  (HDS).  The  inventory 
includes  records  of  423  HDS-related  evaluations  completed  between 
1978  and  1983  with  federal  and  nonfederal  funds  by  HDS,  the  Office 
of  the  Assistant  Secretary  for  Planning  and  Evaluation  (ASPE),  the 
General  Accounting  Office  (GAO),  the  Office  of  Inspector  General 
(OIG),  state  and  local  governments,  public  and  private  agencies  and 
organizations,  and  contractors.  During  this  period  several  evalua- 
tions were  conducted  for  programs  administered  by  the  Administra- 
tion for  Children,  Youth,  and  Families  (ACYF),  the  Administration 
on  Aging  (AoA),  the  Administration  on  Developmental  Disabilities 
(ADD),  and  the  Administration  for  Native  Americans  (ANA).  Each 
record  in  the  inventory  provides  such  information  as  project  title, 
report  title,  agency  sponsor,  performer,  descriptive  subject  terms, 
program  terms,  and  a  one-paragraph  abstract.  See  also  PIC  ID  No. 
2432.1. 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Research 
and  Evaluation  Planning  and  Administration,  Social  Services  Deliv- 
ery Systems,  Planning,  Budgeting 
STUDY  TYPE:  Other 

PIC  ID  NO:  2432  PROJECT  NO:  OPD  82-02.7 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  84-168038 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-82-C-Oll 
COST    (In  Thousands):  FY  83-$80 
STATUS:  Study  completed. 

Available  from  PIC, 

-Available  from  NTIS 
START/END  DATES:  September  '83  through  January  '84 
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AGENCY  SPONSOR:  Office  of  Human  Development  Services 

Office  of  the  Assistant  Secretary  for  Human 
Development  Services 

PROJECT  TITLE:  Impact  of  Warren  Village  Participation  on  the 
Self-Sufficiency  of  One-Parent  Low-Income  Families 

REPORT  TITLE:  Impact  of  Warren  Village  Participation  on  the 
Self-Sufficiency  of  One-Parent  Low-Income  Families 

PERFORMER:  Warren  Village,  Inc.,  1323  Gilpin  Street,  Denver 
CO  80218 

PROJECT  OFFICER:  Britt,  Al  M.;  Rm  717E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  Warren  Village  is  a  multi-service  residential  program 
that  helps  low-income,  single-parent  families  move  from  public  de- 
pendency to  economic  self-sufficiency.  Warren  Village  provides  resi- 
dents safe,  affordable  housing  for  their  families,  access  to  child  care, 
and  the  assistance  of  counselors  in  setting  and  achieving  personal 
goals.  Families  can  stay  at  Warren  Village  for  as  long  as  two  years. 
This  evaluation  examined  the  impact  of  Warren  Village  on  residents 
at  two  points.  The  first  focused  on  (1)  the  nature  and  level  of  resi- 
dents' program  participation;  (2)  the  relationship  of  this  participation 
to  measures  of  program  success;  and  (3)  the  relationship  between 
resident  demographics  and  program  success.  The  second  examined 
the  long-term  effects  of  Warren  Village  participation  on  the  ability 
of  residents  to  achieve  and  maintain  economic  self-sufficiency.  This 
was  done  by  identifying  a  sample  of  former  residents  and  obtaining 
earning  and  public  assistance  data  on  them  from  the  Colorado  State 
Department  of  Social  Services.  The  study's  findings  cover  resident 
demographics,  service  needs,  family  service  contacts,  critical  inci- 
dents, goals,  length  of  residency,  program  outcome,  and  economic 
self-sufficiency.  (Executive  summary  4  pages.) 

DESCRIPTORS:  Low-Income  Population,  Residential  Facilities,  Fami- 
lies with  Dependent  Children,  Welfare  Reform,  Case  or  Site  Study 
Feature,  Black  Americans,  Women,  Training  and  Employment  of  the 
Disadvantaged 

STUDY  TYPE:  Program  Impact;  Case  Studies 

PIC  ID  NO:  2965  PROJECT  NO: 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  90PD0108 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Executive  summary  at  PIC 
START/END  DATES:  August  '86  through  April  '87 
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Accession  No.  1176  Office  of  Human  Development  Services 

OFFICE  OF  THE  ASSISTANT  SECRETARY  FOR  HUMAN  DEVELOPMENT  SERVICES 


PROGRAM(S)  EVALUATED: 

HD-ADD-Developmental  Disabilities-Program  Direction  and 
Management 

ABSTRACT:  The  purpose  of  this  report  was  to  address  these  and 
related  questions  to  facilitate  the  efforts  of  those  states  interested  in 
pursuing  their  investigation  of  client  indicators  of  progress  as  one 
means  of  evaluating  program  effectiveness.  First,  the  importance  of 
an  integrated  approach  to  evaluation  is  discussed;  such  an  approach 
is  viewed  as  the  only  way  to  adequately  address  the  complexities  of 
any  developmental  disabilities  service  delivery  system.  Next,  the  cli- 
ent outcome  data  and  the  evaluation  process  are  investigated  in  light 
of  why  such  data  is  important,  how  it  is  derived,  and  how  to  avoid 
the  problems  commonly  cited  by  state  evaluators.  The  third  section 
discusses  the  importance  of  protecting  the  rights  of  clients  during  the 
data  collection,  data  analysis,  and  reporting  phases  of  evaluation 
activity.  Finally,  additional  reference  and  resource  materials  are  in- 
cluded in  the  appendices. 

DESCRIPTORS:  Federal  Administration,  Law  and  Legislation,  Tech- 
nical Assistance,  Handicapping  Conditions  and  Problems,  State  or 
Local  Administration,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1715  PROJECT  NO:  OASHD  78-15 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-167842 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-79-4101 
COST    (In  Thousands):  FY  79-$47 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '78  through  November  '81 
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PROJECT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 
Funded  under  the  HDS  Coordinated  Discretionary  Funds 
Program,  FY  1982-FY  1984 

REPORT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 

Funded  under  the  HDS  Coordinated  Discretionary  Funds 

Program,  FY  1982-FY  1984 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Neilson,  Robert;  Rm  717E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

HD-ACYF  (Entire  Program  Area); 

HD-ADD-Developmental  Disabilities-Program  Direction  and 
Management; 

HD-ANA-Native  Americans  Program  (Entire  Program 
Area); 

HD-AOA  (Entire  Program  Area); 
HD-OASHDS-Social  Services  Block  Grants  (SSBG); 
HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  The  Office  of  Human  Development  Services  (HDS) 
funds  a  wide  variety  of  research  and  demonstration  projects.  In  the 
early  1980s,  a  significant  funding  mechanism  was  the  Coordinated 
Discretionary  Funds  Program.  From  FY  1982  to  FY  1984,  three 
specific  topics  were  of  considerable  interest:  (1)  reducing  the  federal 
role  in  human  services  by  promoting  self-sufficiency  and  increasing 
reliance  on  community,  family,  and  employer-based  care;  (2)  increas- 
ing service  effectiveness  through  better  management,  planning,  lic- 


ensing, evaluation,  and  service  impact;  and  (3)  decreasing  service  cost 
through  better  fiscal  management  and  alternative  funding  practices. 
Focus  has  also  been  on  child,  youth,  and  family  services.  See  also  PIC 
ID  Nos.  2623.1-2623.3.  (Final  report  47  pages.) 

DESCRIPTORS:  Abused  and  Neglected,  Foster  Care  and  Adoption, 
Family,  Maternal  and  Child  Health,  Management  Techniques,  Pro- 
ductivity, Needs  and  Needs  Assessment,  Privatization,  Retirement, 
Supportive  Services 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2623  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-8101 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '84  through  June  '85 
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PROJECT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 
Funded  under  the  HDS  Coordinated  Discretionary  Funds 
Program,  FY  1982-FY  1984 

REPORT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 

Funded  under  the  HDS  Coordinated  Discretionary  Funds 

Program,  FY  1982-FY  1984 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Neilson,  Robert;  Rm  717E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

HD-ACYF  (Entire  Program  Area); 

HD-ADD-Developmental  Disabilities-Program  Direction  and 
Management; 

HD-ANA-Native  Americans  Program  (Entire  Program 
Area); 

HD-AOA  (Entire  Program  Area); 
HD-OASHDS-Social  Services  Block  Grants  (SSBG); 
HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  The  report  is  abstracted  under  PIC  ID  No.  2623.  See  also 
PIC  ID  Nos.  2623.2  and  2623.3. 

DESCRIPTORS:  Children  and  Youth,  Adult  Day  Care,  Family  Sup- 
port, Child  Welfare,  Dropouts  and  Runaways,  Community  Based 
Care,  Social  Services  Delivery  Systems,  Demonstration  Projects, 
Developmental  Disabilities,  Handicapping  Conditions  and  Problems 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2623  1  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-8101 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '84  through  June  '85 
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PROJECT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 
Funded  under  the  HDS  Coordinated  Discretionary  Funds 
Program,  FY  1982-FY  1984 

REPORT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 

Funded  under  the  HDS  Coordinated  Discretionary  Funds 

Program,  FY  1982-FY  1984 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 
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Area); 

HD-AOA  (Entire  Program  Area); 
HD-OASHDS-Program  Direction  and  Management; 
HD-OASHDS-Social  Services  Block  Grants  (SSBG) 

ABSTRACT:  The  report  is  abstracted  under  PIC  ID  No.  2623.  See  also 
PIC  ID  Nos.  2623.1  and  2623.3. 

DESCRIPTORS:  Retardation,  Access  to  Services,  Career  or  Vocation- 
al Education,  Native  Americans,  Voluntary  Action,  Residential 
Facilities,  Elderly,  Family,  Life  Services  Planning,  Home  Care 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2623.2  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-8101 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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Program,  FY  1982-FY  1984 

REPORT  TITLE:  Investments  in  Evaluation:  Evaluation  Grants 

Funded  under  the  HDS  Coordinated  Discretionary  Funds 

Program,  FY  1982-FY  1984 
PERFORMER:  CSR,  Incorporated,  1400  Eye  Street  N.W., 

Washington  D.C.  20005 
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Area); 

HD-AOA  (Entire  Program  Area); 
HD-OASHDS-Program  Direction  and  Management; 
HD-OASHDS-Social  Services  Block  Grants  (SSBG) 


ABSTRACT:  The  report  is  abstracted  under  PIC  ID  No.  2623.  See  also 
PIC  ID  Nos.  2623.1  and  2623.2. 

DESCRIPTORS:  Homeless,  Income  Maintenance,  Information  Sys- 
tems, Management  Information  and  Reporting 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2623.3  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-84-8101 
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REPORT  TITLE:  Microsimulation  Forecasting  Model  for  Human 

Development  Services  Programs  (Working  Paper  No.  14) 
PERFORMER:  Vista  Research  Corporation,  423  North  Lee  Street, 

Alexandria  VA  22314 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services-Research  Demonstration  and 

Evaluation 

ABSTRACT:  This  report  describes  the  design  of  the  Human  Develop- 
ment Services  (HDS)  microsimulation  forecasting  model.  There  is  a 
description  of  the  procedure  used  to  develop  an  initial-year  file  for 
the  model,  and  a  detailed  description  of  the  algorithm  used  to  allocate 
services  to  clients.  Also  included  are  a  description  of  the  general 
construction  of  the  model,  a  summary  of  the  design  approach  used 
for  each  component,  and  a  detailed  description  of  the  design  of  each 
component.  The  model  contains  the  following  major  components:  a 
population  database;  a  demographic  event  simulation  module  and 
associated  database;  an  economic  event  simulation  module  and  as- 
sociated database;  a  macroeconomic  model  module;  a  social  function- 
ing event  simulation  module  and  associated  database;  and  an 
input/output  module.  The  report  is  limited  to  the  design  of  the  com- 
ponents of  the  model.  For  a  description  of  its  nature  and  purpose,  the 
reader  is  referred  to  "Working  Paper  No. 9:  Model  Conceptual 
Framework."  See  also  PIC  ID  No.  1342.1. 

DESCRIPTORS:  Operations  Research  Feature,  Social  Services  Deliv- 
ery Systems,  Trends  and  Forecasts 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1342  PROJECT  NO: 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-78-7402 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '78  through  July  '79 
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Development  Services  Programs  (Working  Paper  No.  15) 
PERFORMER:  Vista  Research  Corporation,  423  North  Lee  Street, 

Alexandria  VA  22314 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services-Research  Demonstration  and 

Evaluation 

ABSTRACT:  This  report  describes  a  project  that  was  used  to  develop 
a  microsimulation  forecasting  model  for  use  in  policy  analysis  of 
Human  Development  Services  (HDS)  programs.  The  purpose  of  the 
project  was  to  formulate  and  implement  the  development  of  a  proto- 
type forecasting  model  that  could  forecast  caseload  and  expenditures 
for  the  major  HDS  programs  under  different  policy  assumptions,  and 
to  develop  a  prototype  statistical  reporting  system  to  provide  the  data 
required  to  support  the  forecasting  model.  The  prototype  microsimu- 
lation forecasting  model  was  to  be  used  to  support  HDS'  comprehen- 
sive planning  needs  for  status  information  on  target  populations, 
served  populations,  needs,  service  supply,  outcome  of  service  provi- 
sion, and  cost.  In  addition,  the  model  was  meant  to  provide  informa- 
tion to  assist  state  and  local  governments  in  their  planning  needs.  See 
also  PIC  ID  No.  1342.  (Final  report  38  pages.) 

DESCRIPTORS:  Operations  Research  Feature,  Social  Services  Deliv- 
ery Systems,  Trends  and  Forecasts 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1342.1  PROJECT  NO: 
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STATUS:  Study  completed. 
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PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services-Research  Demonstration  and 
Evaluation 

ABSTRACT:  This  report  presents  a  series  of  models  in  order  to  demon- 
strate the  feasibility  of  using  modeling  and  simulation  as  a  tool  for 
policy  analysis.  Day-care  issues  were  the  subjects  of  the  models  as 
these  issues  were  easy  to  relate  to  and  understand.  The  main  objec- 
tives of  the  exercise  were  (1)  to  demonstrate  how  modeling  could 
capture  the  salient  features  of  a  program  and  aid  in  the  definition  of 
issues  and  problems;  (2)  to  explicitly  formulate  underlying  assump- 


tions and  hypotheses;  and  (3)  to  explore  the  implications  of  carrying 
out  different  actions  in  order  to  aid  in  decision  making  and  planning. 
The  report  demonstrated  the  model  building  process  in  order  to  guide 
anyone  who  may  seek  to  undertake  the  use  of  simulation  and  model- 
ing in  the  social  services.  Modeling  and  simulation  offer  a  tool  for 
analysis,  which  indicates  the  expected  consequences  arising  from 
decisions.  Vital  considerations  that  would  otherwise  be  neglected 
could  be  taken  into  account.  The  author  concluded  that  a  large  com- 
ponent of  the  value  of  models  was  the  process  of  model  building  and 
the  learning  it  entails.  (Final  report  51  pages.) 

DESCRIPTORS:  Operations  Research  Feature,  Social  Services  Deliv- 
ery Systems,  Child  Care 

STUDY  TYPE:  Research  and  Data  Development 
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COST    (In  Thousands):  Not  available      ,  ^  " 

STATUS:  Study  completed,  ' 

Available  from  PIC, 
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REPORT  TITLE:  Purchase  of  Social  Service:  Study  of  the 

Experience  of  3  States  in  Purchase  of  Service  by  Contract 
under  the  Provisions  of  the  1967  Amendments  to  the  SSA 

PERFORMER:  Booz,  Allen  &  Hamilton,  4330  East- West  Highway, 
Bethesda  MD  20814 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  report  examines  the  nature  and  extent  of  purchase 
of  social  services  and  methods  employed  for  assuring  control  of 
quantity,  quality,  and  costs  of  social  services.  Findings  are  evaluated 
in  terms  of  guidelines  for  federal  requirements,  standards  and  guides 
for  use  by  states  in  purchasing  social  services.  Findings  indicate  that, 
to  establish  the  role  of  purchase  of  service,  it  is  necessary  to  examine 
it  in  context  of  the  total  social  service  delivery  system.  In  this  spirit, 
the  report  outlines  a  master  service  analysis  plan  that  addresses  funda- 
mental problems  of  the  service  delivery  system  in  general  and  pur- 
chase of  service  in  particular.  The  report  should  be  of  interest  to 
executives  and  planners  involved  with  the  public  and  voluntary  social 
services  and  to  persons  who  wish  to  offer  social  services  under  con- 
tract. (Final  report  186  pages.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  State  or  Local  Ad- 
ministration, Management  Techniques,  Social  Services  Delivery  Sys- 
tems 

STUDY  TYPE:  Case  Studies 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PB  197-582 
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ABSTRACT:  This  final  report  is  a  summary  of  work  conducted  in 
developing  a  conceptual  framework  for  viewing  social  services  and 
for  measuring  their  effectiveness.  The  goal-oriented  achievement 
model  developed  in  this  study  was  designed  to  analyze  social  service 
activities  in  terms  of  four  types  of  evaluation  indicators:  efficiency, 
effectiveness,  adequacy,  and  preventive  impact.  In  addition  to  dis- 
cussing the  model's  limitations,  the  report  also  outlines  general  guide- 
lines for  implementation  at  the  federal  and  state  levels.  Appendix  A 
of  this  report  contains  a  hypothetical  illustrative  example  of  how  the 
model  may  be  used  to  relate  program  statistics  to  the  designed  meas- 
urement scheme  for  evaluating  program  effectiveness.  (Final  report 
111  pages.) 
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ABSTRACT;  The  purposes  of  the  study  were  to  provide  generic  ser- 
vice information  on  the  effectiveness  of  social  services  and  combina- 
tions of  services  in  achieving  social  service  goals,  to  determine  the 
differential  effectiveness  of  services  in  relation  to  a  variety  of  pro- 
grammatic and  client-related  variables,  and  to  identify  system  design 
approaches  to  aid  states  in  preparing  for  or  performing  subsequent 
evaluation  studies.  Phase  I  was  a  feasibility  study  to  determine  wheth- 
er sufficiently  comparable  data  could  be  secured  to  warrant  proceed- 
ing with  the  study.  Phase  II  was  the  implementation  phase  of  the 
effectiveness  study  and  included  all  aspects  of  data  collection  and 
processing,  redefinition  and  reprogramming  of  data  elements,  anal- 
ysis of  site-specific  data,  and  the  merging  and  analysis  of  data  from 
six  cities  and  states  selected  for  participation  in  the  study.  The  sam- 
pling approach  used  the  entire  population  at  each  study  site.  Descrip- 
tive statistics  and  narrative  are  provided  to  show  the  relationship 
between  goals  and  program  categories,  distribution  of  population 
characteristics,  and  relative  frequencies  of  services  and  service  deliv- 
ery methods  on  a  site-by-site  basis.  Recommendations  are  made  for 
further  extensive  development  work  on  client  identification,  uniform 
goal  structuring,  and  strategies  for  quantifying  problem  and  service 
magnitudes.  (Final  report  78  pages.) 
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ABSTRACT:  This  study  examined  problems  associated  with  the  Social 
Services  Reporting  Requirements  (SSRR)  and  the  Basic  Client  Data 
File  Requirements  from  the  perspective  of  a  sample  of  states  to  assist 
HEW  in  planning  for  subsequent  implementation.  The  report  is  avail- 
able from  Project  SHARE  (Executive  summary  10  pages.) 
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ABSTRACT:  The  typology  provides  a  simple,  usable  classification 
system  for  evaluation.  It  is  comprised  of  seven  categories  of  evalua- 
tion types  with  information  given  on  the  appropriate  evaluation  con- 
tent and  process  for  each  type.  The  use  of  this  classification  system 
has  resulted  in  a  more  accurate  planning  of  evaluations,  and  a  com- 
mon understanding  of  the  intended  outcomes  of  each  evaluation  un- 
dertaken in  the  future.  It  also  provides  a  tool  for  monitoring  the 
extent  to  which  an  evaluation  achieves  its  original  intent  and  a  meth- 
od for  disseminating  consistent  information  about  future  evaluations. 
A  detailed  bibliography  of  evaluation  publications  that  may  be  of 
interest  to  the  reader  is  presented  in  the  appendix.  See  also  PIC  ID 
No.  2432.  (Final  report  40  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Research 
and  Evaluation  Planning  and  Administration,  Budgeting,  Planning, 
Social  Services  Delivery  Systems 
STUDY  TYPE:  Other;  Research  and  Data  Development 

PIC  ID  NO:  2432.1  PROJECT  NO:  OASHDS/OPD  82- 

02.8 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  84-166800 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-82-C-Oll 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  January  '84 


OTHER  HD  AGENCIES 


1189 

AGENCY  SPONSOR:  Office  of  Human  Development  Services 
Other  HD  Agencies 

PROJECT  TITLE:  Assessment  of  the  Adequacy  of  In-Home  Services 

REPORT  TITLE:  Assessment  of  the  Adequacy  of  In-Home  Services 
(Two  Volumes) 

PERFORMER:  Community  Research  Applications,  1560  Broadway, 

New  York  NY  10036 
PROJECT  OFFICER:  Moore,  Judy;  Rm  346E,  HHH  Bldg; 

202-245-1963 
PROGRAM(S)  EVALUATED: 

HD-AOA-Aging-State  and  Community  Programs-Social 

Services; 

HD-OASHDS-Social  Services/Title  XX-Home  Based 
Services  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  contract  provided  an  exploratory  analysis  of  in- 
home  services  in  a  few  locations.  This  comparative  analysis  of  the 
supply  and  demand  for  in-home  services  (1)  identified  factors  that 
account  for  differences  in  the  availability  and  utilization  of  the  ser- 
vices; (2)  provided  a  systems  analysis  of  public  and  private  agency 
decision  making  in  developing  in-home  services  and  determining 
which  clients  will  receive  the  services;  and  (3)  assessed  the  influence 
of  federal  government  policies  on  the  provider's  (public  or  private) 
decision  to  make  in-home  services  available  and  on  the  client's  deci- 
sion to  seek  those  services.  The  final  report  contains  criteria  for 
assessing  the  adequacy  of  in-home  services  that  can  be  used  by  state 
and  local  provider  agencies.  The  report's  two  volumes  are  "Criteria 
to  Determine  the  Adequacy  of  In-Home  Services  in  a  Community" 
and  "Case  Studies  of  the  In-Home  Service  Delivery  Systems  in  Three 
Service  Areas." 
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ABSTRACT:  This  project  was  designed  to  demonstrate  an  improved 
child  abuse  and  neglect  tracking  system  (CANTS)  and  to  develop  a 
costing  system  so  that  the  relative  cost-effectiveness  of  various  treat- 
ments can  be  determined  and  thus  guide  the  selection  of  treatment  by 
»  caseworkers,  the  allocation  of  resources  by  managers,  the  design  of 
treatment  methods  by  program  designers,  and  the  development  of 
legislation  by  lawmakers.  Final  report,  three  volumes:  Volume  I, 
"Conceptual  Design  Components  for  a  CANTS";  Volume  II,  "Oper- 
ational Typology  of  Abuse/Neglect";  and  Volume  III,  "CANTS 
Project  Computer  Support  Technical  Documentation." 
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ABSTRACT:  The  project's  objectives  were  to  (1)  identify  socio-demo- 
graphic  attributes  of  individuals  in  target,  at-risk,  demand  and  recipi- 
I  ent  subgroups  of  the  general  population  that  characterize  demand  for 
i  and  affect  utilization  of  selected  social  services;  (2)  identify  factors 
related  to  agency  operations  that  affect  consumer  choice  and  utiliza- 
I  tion  of  selected  social  services;  (3)  examine  consumer  pathways  in  the 
I  I  human  service  delivery  system  including  factors  that  contribute  to 
'  consumer  movement  along  those  pathways;  and  (4)  utilize  cross- 
agency  information  to  improve  the  capacity  of  local  communities  to 
respond  appropriately  to  potential  users  and  shifts  in  consumer  de- 
mands. (Final  report  145  pages.) 
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ABSTRACT:  The  demand  for  program  accountability  necessitated 
knowing  what  social  service  programs  were  purporting  to  accom- 
plish, their  effectiveness,  and  their  efficiency.  There  was  a  need  for 
more  effective  management  along  with  greater  advocacy  skills  in 
program  interpretation.  The  process  of  planning  for  program  evalua- 
tion was  to  start  with  the  translation  of  Title  XX  goals  of  the  particu- 
lar social  program  under  consideration.  These  program  goals  needed 
to  be  translated  into  program  objectives,  also  called  performance 
indicators.  There  also  had  to  be  congruence  between  program  goals 
and  objectives  and  those  established  for  and  with  the  program's  cli- 
ents. The  services  supported  by  Title  XX  funds  were  designed  to 
effect  desired  changes  in  the  service  group.  The  services  were  means 
to  desired  ends  or  changes  in  clients'  situations.  A  compendium  of 
summarized  selected  studies  accompanied  the  guide  for  purposes  of 
illustration.  Publication  No.  OHDS  80-02032. 
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ABSTRACT:  The  purpose  of  the  project  was  to  design  and  test  an 
evaluation  database  that  could  be  used  by  state  and  local  authorities 
to  improve  the  performance  of  social  service  programs.  The  database 
was  developed  to  identify  and  define  all  social  service  programs 
under  the  authority  of  the  Minnesota  Department  of  Public  Welfare; 
describe  the  extent  to  which  each  program  is  being  utilized  in  terms 
of  volume  and  type  of  persons  served;  determine  the  efficiency  and 
cost  of  each  program;  and  provide  decision  makers  with  information 
concerning  the  benefits  obtained  by  persons  served  in  each  program. 
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ABSTRACT:  This  two-phase  study  evaluated  the  status  of  protection 
and  advocacy  (P&A)  implementation,  established  performance  stand- 
ards, and  suggested  operational  improvement  measures.  This  report 
documents  Phase  I,  the  field  study  phase,  which  was  devoted  to  the 
design  and  implementation  of  the  evaluation.  The  report  discusses  the 
bibliography  compilation  and  review,  conceptual  framework  (includ- 
ing P&A  taxonomy),  evaluative  criteria,  sampling  criteria,  data  col- 
lection procedures,  and  principal  findings.  See  also  PIC  ID  No. 
1643.1.  (Final  report  113  pages.) 
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ABSTRACT:  This  study  evaluated  the  Research  and  Training  Center 
(RTC)  efficiency  and  effectiveness  to  conduct  research,  provide 
training  and  delivery  of  services.  One  aspect  of  this  evaluation  en- 
compassed RTC  and  federal  responsibilities  and  identified  areas 
where  duplication  of  effort  exists.  Other  aspects  of  this  evaluation 
included  the  RTC  impact  on  training  and  research,  the  proficiency 
of  goal  setting,  role  of  the  advisory  councils,  adequacy  of  technical 
assistance  to  centers,  and  appraising  mechanisms  used  to  transfer 
research  findings  to  field  operations.  The  evaluation  was  conducted 
over  a  one-year  period  and  focused  on  activities  carried  out  by  the 
RTCs  since  their  inception  in  1962.  The  period  from  1971-1977  was 
the  primary  focus  of  the  evaluation. 
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ary and  Project  Grant  Performance,  Research  and  Evaluation  Per- 
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STUDY  TYPE:  Program  Impact 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable  ^. 
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COST  (In  Thousands):  FY  76.1-5295 
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PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services-Research  Demonstration  and 
Evaluation; 

HD-OASHDS-Social  Services/Title  XX-Services  to  Adults 
(CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  report  (1)  synthesizes  the  various  approaches  to 
caregiving,  and  (2)  presents  findings  and  policy/research  implica- 
tions of  the  literature  and  results  of  projects  in  order  to  improve 
coordination  and  communication  among  those  working  in  the  field 
and  to  suggest  future  policy  and  research  directions.  The  report 
discusses  the  following  social  trends  that  do  or  will  impact  on  the 
family  caregiver:  changing  characteristics  of  the  older  population  are 
requiring  caregivers  to  possess  new  coping  skills;  geographic  mobili- 
ty of  our  population  is  creating  numerous  long-distance  families; 
women  in  the  working  world  are  forcing  a  redefinition  of  the  caregiv- 
er role;  and  the  size  of  families  is  decreasing,  reducing  the  pool  of 
caregivers.  For  these  reasons  policy  development  in  caregiving 
should  recognize  that  the  family  is  the  keystone;  direct  service  is 
more  useful  to  family  caregivers  than  direct  financial  aid  unless  it  is 
used  for  direct  service;  training  for  caregivers  and  service  providers 
remains  a  priority;  and  the  mental  health  of  the  caregiver  and  the  care 
recipient  needs  attention.  Issues  of  caregiver  employment,  employee 
benefits,  and  employer  knowledge  of  these  issues  should  remain  a 
priority.  Coordination  of  services  between  social  service  agencies 
and  between  the  formal  and  informal  caregivers  still  remains  a  major 
concern  for  decision  makers.  (Final  report  76  pages.) 

DESCRIPTORS:  Aging,  Family  Support,  Demonstration  Projects, 
Home  Care,  Research  and  Evaluation  Methods  Feature,  Bibliogra- 
phy Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2816  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
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START/END  DATES;  July  '86  through  November  '86 
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PROJECT  TITLE:  Evaluating  the  Costs  and  Outcomes  of  Foster 
Care 

REPORT  TITLE:  Handbook  for  Evaluating  the  Costs  and  Outcomes 
of  Foster  Care 

PERFORMER:  Center  for  Health  and  Social  Services  Research,  155 

South  El  Molino,  Pasadena  CA  91101 
PROJECT  OFFICER;  Neilson,  Robert;  Rm  717E,  HHH  Bldg; 

202-472-4415 
PROGRAM(S)  EVALUATED: 

HD-FSS-Foster  Care 

ABSTRACT:  This  grant  was  funded  for  the  purpose  of  enabling  state 
and  local  foster  care  program  managers  to  evaluate  the  costs  and 
outcomes  of  their  own  programs.  The  handbook  is  designed  to 
achieve  two  purposes.  First,  for  those  program  managers  who  are 
unfamiliar  with  general  evaluation  procedures  and  do  not  have 
evaluation  staff  within  their  agency  who  are  readily  accessible  to 
them,  this  handbook  provides  step-by-step  instructions  on  conducting 
an  evaluation.  Second,  the  handbook  sets  forth  a  specific  methodolo- 


gy for  assessing  the  relationship  between  costs  and  outcomes  of  foster 
care.  Both  the  experienced  and  inexperienced  evaluator  should  find 
this  methodology  to  be  a  useful  tool  in  improving  ability  to  make 
informed  decisions  on  foster  care  placement  and  rate  setting  policies. 

DESCRIPTORS:  Benefit-Cost  Analysis  Feature,  Research  and  Evalua- 
tion Methods  Feature,  Foster  Care  and  Adoption 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2404  PROJECT  NO:  OPD  82-02 

FUND  SOURCE:  Other  NTIS  NO;  PB  85-174480/AS 

MECHANISM;  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  9OPD86006/01 
COST    (In  Thousands):  FY  82-$189 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '82  through  April  '84 


1198 

AGENCY  SPONSOR;  Office  of  Human  Development  Services 
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PROJECT  TITLE:  Human  Services  Integration 

REPORT  TITLE;  Human  Services  Integration:  State  Functions  in 
Implementation 

PERFORMER:  The  Council  of  State  Governments,  Iron  Works 

Pike,  Lexington  KY  40578 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  This  1974  report  presented  the  role  of  the  states  in  human 
services  integration.  The  project  was  developed  following  a  50-state 
mail  survey  in  which  the  Council  of  State  Governments  in  1972-73 
cooperated  with  the  Human  Services  Institute  in  gathering  informa- 
tion on  functions  of  consolidated  state  human  resource  agencies;  the 
perceptions  of  agency  officials  on  the  nature  of  human  services  inte- 
gration; and  their  priorities  in  achieving  it.  To  obtain  greater  in-depth 
analysis  of  the  status  of  service  integration  efforts,  a  study  involving 
on-site  interviews  and  investigations  was  made.  The  project's  aims 
were  the  following:  (1)  to  examine  and  describe  the  state  of  develop- 
ment in  some  comprehensive  state  human  service  agencies;  (2)  to 
assess  the  accomplishments  and  shortcomings  of  such  agencies;  (3)  to 
identify  barriers  to  the  integrated  delivery  of  human  services  pro- 
grams; (4)  to  develop  recommendations  from  the  state  viewpoint 
regarding  desirable  changes  in  policy,  legislation,  guidelines,  and 
funding  arrangements;  and  (5)  to  develop  a  pool  of  knowledge  about 
best  practices  and  experiences  of  such  agencies  that  could  be  shared 
among  the  states.  (Final  report  77  pages.) 

DESCRIPTORS:  Services  Integration,  State  or  Local  Administration, 
Statistical  Data  Feature 

STUDY  TYPE:  Research  and  Data  Development 
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PROJECT  TITLE:  Integration  of  Human  Services:  The  State  and  , 
Municipal  Levels 

REPORT  TITLE:  Integration  of  Human  Services:  The  State  and 

Municipal  Levels 
PERFORMER:  Marshall  Kaplan,  Gans,  &  Kahn,  San  Francisco  CA 

94133,  and  The  Research  Group,  Inc.,  Atlanta  GA  30301 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services  Block  Grants  (SSBG) 

ABSTRACT:  This  book  is  an  evaluation  of  services  integration:  its 
nature,  progress,  and  federal  actions  most  conducive  to  this  effort. 
The  evaluation  describes  methods,  organizational  arrangements,  and 
management  techniques  to  improve  the  accessibility,  continuity,  and 
efficiency  of  the  delivery  of  human  services.  The  authors  gave  par- 
ticular attention  to  the  status  of  human  resources  planning  as  it  related 
to  the  Allied  Services  Act  of  1972  and  its  implications  for  state  and 
local  planning.  The  study's  conclusions  were  the  following;  (1)  that 
integration  of  services  was  not  extensive  even  in  the  projects  recom- 
mended as  being  successful  projects;  (2)  that  services  integration  was 
an  evolutionary  process;  (3)  that  there  was  a  wide  range  of  factors 
that  facilitate  and  inhibit  services  integration  and  no  single  factor 
either  benefited  or  impeded  a  majority  of  the  projects;  (4)  that  the 
sociopolitical  environment  in  which  the  projects  function  was  an 
important  factor,  both  positive  and  negative,  in  services  integration; 
and  (5)  that  a  critical  inhibitor  to  services  integration  was  the  lack  of 
attention  given  to  integrative  efforts  by  the  projects.  (Final  report  345 
pages.) 

DESCRIPTORS:  Services  Integration,  Social  Services  Delivery  Sys- 
tems 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0402  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  71-37 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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Alternatives 
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PERFORMER:  Boston  College,  Social  Welfare  Research  Institute, 
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PROJECT  OFFICER:  Arnaudo,  David;  Rm  2622,  HHS-S  Bldg; 

202-245-1975 
PROGRAM(S)  EVALUATED: 

FSA-Work  Incentive  (Entire  Program  Area); 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  study  identified  policy  proposals  that  can  be  used  at 
the  federal  or  other  government  levels  to  increase  job  opportunities 
for  low-income  persons,  especially  those  on  Aid  to  Families  with 
Dependent  Children.  A  few  "most  desirable"  alternatives  are  ex- 
plained, discussed,  and  analyzed  thoroughly.  Volume  I  is  available 
from  PIC. 


DESCRIPTORS:  Labor  Markets  and  Problems,  Low-Income  Popula- 
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taged 
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PIC  ID  NO:  1259  PROJECT  NO:  SRS  76-9 
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REPORT  TITLE:  Major  Title  XX  Issues:  An  Analysis  of  Several 
Key  Planning  and  Funding  Practices  Utilized  in  Social 
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PERFORMER:  Pacific  Consultants,  3099  Telegraph  Avenue, 
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202-245-6233 

PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  project  is  designed  to  obtain  the  data  needed  for 
developing  a  report  to  Congress  on  the  operation  of  the  Title  XX 
program  as  mandated  under  Section  2006(c)  of  the  Social  Security 
Act.  The  report  addresses  such  areas  as  the  Title  XX  decision-making 
process,  substate  planning  and  allocation  of  Title  XX  funds,  and  P.L. 
94-401.  (Final  report  80  pages.) 
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Government,  Information  Processing,  Social  Research 
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PROGRAM(S)  EVALUATED: 

HD-OASHDS-Social  Services/Title  XX  (Entire  Program 
Area)  (CONSOLIDATED-See  SSBG) 

ABSTRACT:  This  study  developed  and  tested  an  evaluation  me- 
thodology intended  to  measure  the  impact  of  Title  XX  on  clients.  The 
project  selected  and  developed  from  among  several  operating  client 
impact  measurement  methodologies  a  set  of  measurements  that  meet 
practical  considerations  and  can  be  adopted  by  other  states  and  feder- 
al government  to  provide  and  evaluate  information.  (Final  report  157 
pages.) 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature.  Evalua- 
tion by  Slate  and  Local  Governments,  Research  and  Evaluation 
Planning  and  Administration,  Federal  Role.  Technology  Assessment 
or  Transfer 
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PROJECT  OFFICER: 
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HD-ADD-Developmental  Disabilities-State  Grants  and 

Advocacy 

ABSTRACT:  This  two-phase  study  evaluated  the  status  of  protection 
and  advocacy  (P&A)  implementation,  established  performance  stand- 
ards, and  suggested  operational  improvement  measures.  This  report 
documents  Phase  II,  the  performance  standards  phase,  which  in- 
volved the  development  of  a  comprehensive  set  of  P&A  standards 
and  the  preparation  of  a  users'  manual.  Chapter  I  of  this  report 
describes  the  methodology  and  design  specifications  used  in  the  deve- 
lopment of  the  P&A  performance  standards  through  the  examination 
of  performance  standards  characteristics;  the  presentation  of  the 
methods  used  to  identify,  review,  screen,  and  adapt  existing  perfor- 
mance standards;  the  strategy  for  the  development  of  new  perfor- 
mance standards;  and  the  way  in  which  standards  were  integrated 
into  a  cohesive  set  of  P&A  standards.  Chapter  II  presents  the  perfor- 
mance standards  review  process.  Chapter  III  presents  the  users' 
manual.  See  also  PIC  ID  No.  1643.  (Final  report  113  pages.) 

DESCRIPTORS:  Developmental  Disabilities.  Regulation  and  Standard 
Setting,  State  or  Local  Administration,  Research  and  Evaluation 
Performance,  Handicapping  Conditions  and  Problems 
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Rehabilitation 

REPORT  TITLE:  Service  Organizations  and  Clients:  A  Summary 
Report 

PERFORMER:  Ohio  State  University,  Columbus  OH  43210,  Nagi, 

Saad  Z. 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services; 

X-Many  HHS  Programs-Employment  and  Training 

ABSTRACT:  This  report  summarizes  several  projects  on  disabilities  of 
the  population  aged  18  and  older  and  related  problems  of  health, 
employment,  income  adequacy,  and  interaction  with  service  agen- 
cies. The  summary  provides  background  information  and  objectives, 
types  and  sources  of  data,  a  list  of  the  several  reports  resulting  from 
this  study,  and  major  findings.  The  objectives  of  the  various  parts  of 
this  study  were  to  (1)  identify  the  epidemiological  patterns  of  disabili- 
ty; (2)  describe  and  explain  the  patterns  of  needs,  demands,  utilization 
of  services,  and  the  results  of  services;  (3)  identify  target  populations 
for  the  service  programs  included  in  the  study;  (4)  describe  and 
explain  the  experiences  of  applicants,  chents,  and  former  clients  with 
service  organizations;  (5)  describe  and  explain  the  experiences  of 
service  organizations  with  clients;  (6)  describe  and  explain  the  rela- 
tionships among  service  organizations;  (7)  develop  a  model  for  a 
national  system  for  monitoring  the  performance  of  service  organiza- 
tions; (8)  develop  a  plan  for  a  national  comparative  evaluation  of 
rehabilitation  services;  and  (9)  recommend  directions  for  program 
development.  This  project  was  also  supported  by  the  Social  Security 
Administration.  (Final  report  39  pages.) 
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PERFORMER:  The  Council  of  State  Governments,  Iron  Works 

Pike,  Lexington  KY  40578 
PROJECT  OFFICER: 
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HD-OASHDS-Program  Direction  and  Management 

ABSTRACT:  This  report  summarizes  the  proceedings  of  a  seminar 
held  in  1979  to  catalog  the  experiences  of  five  selected  states  that  had 
implemented  different  organizational  models  of  services  integration 
or  coordination.  Four  of  the  five  states  studied  at  the  conference 
established  state-level  human  services  cabinets,  each  containing  a 
different  grouping  of  human  service  agencies.  Each  was  given  differ- 
ent degrees  of  extensive  authority,  by  the  legislature  or  through  dele- 
gation by  the  governor.  The  capability  of  these  cabinets  varied 
substantially  because  of  two  factors:  grouping  of  agencies  and  au- 
thority vested  in  the  cabinet.  This  report  views  effective  management 
of  human  services  as  an  executive  branch  responsibility.  Planning, 
policy  analysis,  and  management  are  viewed  as  the  most  critical 
setting  for  organizational  change.  Planned  change  would  occur  in 
other  settings:  (1)  the  legislature;  (2)  local  governments;  (3)  the 
courts;  (4)  interest  groups;  (5)  public  attitudes;  (6)  the  economy;  and 
(7)  prior  reform  efforts.  The  discussions  among  representatives  from 
five  states  involved  in  state-initiated  organizational  change  for  the 
improvement  of  human  services  constitute  a  major  portion  of  the 
report.  The  seminar  advocated  maximizing  the  use  of  resources,  re- 
ducing overall  costs  where  possible,  and  providing  the  best  and  most 
complementary  range  of  services  available  to  individuals  in  every 
state  during  the  1980s.  (Final  report  66  pages.) 
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ABSTRACT:  This  project  attempted  to  (1)  determine  the  costs  of 
homemaker/chore  services,  including  the  total  cost  per  unit  of  ser- 
vice provision  and  what  cost  factors  are  responsible  for  the  cost 


variations;  and  (2)  identify  the  market  conditions  and  provider  cha- 
racteristics that  are  associated  with  differences  in  cost.  The  study 
developed,  tested,  and  implemented  a  cost-comparison  methodology 
for  home-maker/chore  services.  The  knowledge  gained  from  this 
study  was  beneficial  for  (1)  planning  services,  given  both  methods  of 
service  provision  (direct  and  purchased);  (2)  justifying  budgets  and 
expenditures;  and  (3)  establishing  reasonable  rates  and  justifying  them 
to  providers.  The  two  volumes  of  the  report  are  "A  Description  of 
States'  Service  Delivery  and  Management  Practices"  and  "The  Fea- 
sibility of  Comparing  the  Costs  between  Directly  Delivered  and 
Purchased  Services."  (Final  report  volumes  83  and  59  pages,  respec- 
tively.) 
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ABSTRACT:  This  report  presents  the  proceedings  of  the  Services 
Integration/Capacity  Building  Conference  held  in  San  Francisco  in 
November  1974.  The  department  funded  a  series  of  demonstration 
projects  examining  ways  of  linking  services  of  providers  at  the  deliv- 
ery level  (integrated  services)  and  enhancing  the  human  service  plan- 
ning and  management  capabilities  of  state  and  local  government 
(building  capacities).  This  conference  focused  on  sharing  what  had 
been  learned  from  these  demonstrations. 
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ABSTRACT:  This  study  focused  on  legislative  history  of  the  vocation- 
al rehabilitation  (VR)  state  allocation  formula;  characteristics  of  an 
"equitable"  formula;  the  effectiveness  with  which  the  formula  appor- 
tions the  federal  VR  funds  among  the  states;  proposition  of  alterna- 
tive allocation  formulas;  and  the  need  for  further  analysis.  The  study 
found  that  the  "equity  index"  was  the  best  general  measure  of  the 
equity  of  an  allocation;  that  the  formula  introduced  substantial  inequi- 
ties in  allocating  funds  to  states;  and  that  implementation  of  either  of 
two  alternative  allocation  formulas  would  introduce  abrupt  increases 
and  decreases  in  state  allotments.  The  alternative  formulas  gave 
weight  to  population,  poverty  population,  and  per  capita  income,  but 
not  to  maintenance  of  effort  or  to  state  program  performance.  (Final 
report  72  pages;  executive  summary  32  pages.) 
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suggests  that  perhaps  the  most  important  pre-elderly  policy  recom- 
mended in  the  report  is  a  suggested  subsidy  scheme  for  individual 
savings  for  old-age,  envisioned  as  a  means  providing  greater  incen- 
tives for  self-provisions.  Volume  2,  which  is  comprised  of  Chapters 
8  through  13,  is  available  from  PIC.  (Final  report  Volume  2,  326 
pages.) 
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ABSTRACT:  The  purpose  of  this  report  is  threefold.  First,  it  presents 
and  analyzes  data  pertaining  to  the  economic  status  of  the  aged. 
Second,  it  constructs  an  analytic  framework  by  which  one  can  exam- 
ine policy  toward  the  elderly.  Third,  the  analysis  serves  as  a  paradigm 
for  policy  analysis  in  other  fields.  In  assessing  elderly  welfare,  the 
report  suggests  that  conventional  measures  of  need  may  be  poor 
indicators  of  the  well-being  of  the  elderly.  In  addition  the  study 
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ABSTRACT:  Although  data  from  the  early  1980s  indicate  that  alcohol 
consumption  in  the  United  States  is  declining,  it  is  still  a  serious  health 
and  social  problem.  This  report  provides  numerous  statistics  and 
information  on  the  epidemiology  of  alcohol-related  problems;  genet- 
ics and  alcohol;  psychobiological  effects  of  alcohol;  medical  conse- 
quences of  alcohol;  fetal  alcohol  syndrome  and  other  effects  of 
alcohol  on  pregnancy  outcome;  and  alcohol  abuse  and  alcoholism 
prevention,  intervention,  and  treatment.  (Final  report  147  pages.) 

DESCRIPTORS:  Alcoholism,  Morbidity  and  Mortality,  Epidemiologic 
Research,  Law  and  Legislation,  Genetics,  Drug  Abuse 
STUDY  TYPE:  Other 

PIC  ID  NO:  3097  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-85-0009 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '86  through  January  '87 


1211 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
'  Administration 

National  Institute  on  Alcohol  Abuse  and 
Alcoholism 

PROJECT  TITLE:  Alcohol  Treatment  Program  Monitoring  System 
(ATPMS) 

REPORT  TITLE:  None 

PERFORMER:  Informatics  General  Corporation,  6111  Executive 

Boulevard,  Rockville  MD  20852 
PROJECT  OFFICER:  Patterson,  Donald  G. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Program  Support; 
PHS-ADAMHA-Alcoholism-Services-Community  Program 
Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  project  monitored  the  grants  funded  by  the  NIAAA 
Special  Treatment  and  Rehabilitation  Division.  Data  collection,  data 
processing,  and  output  reports  were  provided  routinely,  and  special 
computer  runs  were  available  on  request.  The  contractor  also  provid- 
ed training  to  project  staffs,  edited  forms,  provided  inventories  of 
government  printed  forms  to  projects  and  managed  the  NIAAA 
monitoring  system.  This  project  continued  work  initiated  under  Con- 
tract No.  42-73-106.  See  also  PIC  ID  No.  0370. 
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ABSTRACT:  This  study  was  a  follow-up  of  260  clients  treated  for 
alcoholism  in  the  Texas  Department  of  Mental  Health  and  Mental 
Retardation  alcoholism  treatment  facilities  in  the  mid-1970s.  These 
same  clients  were  interviewed  one  year  after  the  initial  contact,  and 
where  appropriate,  this  study  presented  comparisons  of  both  inter- 
views. Most  of  the  members  of  the  sample  reported  either  a  year  or 
more  of  abstinence  or  a  syndrome  (present  at  the  time  of  the  inter- 
view) of  drinking  accompanied  with  both  consequences  and  symp- 
toms of  chronic  alcohol  involvement.  Thirty-one  percent  had 
abstained  a  year  or  more  prior  to  the  follow-up.  Thirty-four  percent 
reported  drinking  within  six  months  of  the  interview  and  reported 
both  consequences  and  symptoms  of  chronic  alcohol  involvement. 
The  first  part  of  this  study  presented  information  concerning  the 
client's  then-current  involvement  with  alcohol  in  terms  of  typical 
consumption,  as  well  as  consequences  and  symptoms  of  alcohol  in- 
volvement. The  second  part  of  the  study  made  comparisons  across 
both  follow-ups,  and  concluded  with  an  attempt  to  identify  charac- 
teristics that  correlate  with  longitudinal  client  descriptions.  (Final 
report  163  pages.) 
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ABSTRACT:  The  purpose  of  this  project  was  to  develop  a  computer- 
based  monitoring  system  to  be  implemented  at  all  alcohol  treatment 
centers  (ATCs)  by  the  National  Institute  of  Alcohol  Abuse  and  Al- 
coholism (NIAAA).  This  system  was  designed  to  provide  ongoing 
evaluation  measures  of  the  NIAAA/ ATC  program.  The  project  re- 
quired identification  of  ATC  goals,  development  of  basic  general 
population  data  for  ATC  catchment  areas,  specification  of  measura- 
ble objectives,  development/revisions  of  ATC  reporting  forms,  and 
design  implementation  of  a  computerized  processing  system.  The 
report  recommends  ongoing  review  of  the  monitoring  systems  by  the 
NIAAA  and  ATCs  and  an  annual  evaluation  of  the  system  itself  See 
also  PIC  ID  No.  0370.1. 
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ABSTRACT:  The  final  report  on  the  evaluation  of  the  Area  Alcohol 
Education  and  Training  Program  (AAETP)  is  presented  in  five 
volumes.  Volume  1,  the  primary  documentation  of  study  activities 
and  results,  provides  a  discussion  of  the  background  of  the  AAETP 
program,  the  purposes  of  the  AAETP  evaluation,  the  evaluation 
methodology  designed  and  implemented,  the  results  and  findings  of 
that  methodology  and  the  conclusions  and  recommendations  for  the 
AAETP  program.  Volume  1  is  supported  by  Volumes  2-5,  which 
present  the  results  of  the  evaluations  conducted  of  each  individual 
AAETP.  In  addition,  these  volumes  provide  a  brief  synopsis  of  the 
activities  of  the  individual  AAETPs.  The  study  concluded  with  the 
following:  All  AAETPs  implemented  a  "needs  assessment"  to  deter- 
mine the  alcohol  training  needs  within  each  geographical  area  of 
responsibility;  the  primary  vehicle  used  to  achieve  program  objec- 
tives was  the  funding  of  subgrants  to  conduct  training  and/or  the 
development  of  training  material  for  individuals  in  the  alcohol  field; 
a  variety  of  other  activities  was  undertaken  to  promote  or  facilitate 
alcohol  education  and  training,  and  one  of  the  less  successful  aspects 
of  the  AAETPs  was  the  State  Alcohol  Authority  (SAA)  Advisory 
Council  which  was  difficult  to  convene  and  often  failed  to  facilitate 
SSA  support.  The  study  recommended  that  the  primary  source  of 
funding  continue  to  be  NIAAA,  but  using  the  contract  rather  than 
grant  funding  mechanism. 
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ABSTRACT:  This  project  assessed  the  State  Alcoholism  Services 
Demonstration  Program's  implementation  procedures  and  impact. 
Phase  I  was  directed  to  the  collection  of  baseline  data,  under  direct 
project  funding  by  NIAAA,  followed  by  the  start-up  collection. 
Phase  II  continued  the  data  collection  and  analysis  in  five  states.  This 
assessment  of  the  transfer  process  of  authority  for  federal  grantee 
alcoholism  service  delivery  projects  to  the  states  was  particularly 
timely  and  relevant.  The  implications  of  block  grant  funding  were 
gathered  from  interviews  with  officials  in  1 1  study  states.  Although 
some  problems  were  apparent,  the  transition  to  state  management 
was  accomplished  smoothly  without  any  significant  disruption  in 
project  operations,  client  services,  or  attention  to  underserved  popu- 
lations. Although  the  reduction  in  federal  support  imposed  by  block 
grant  funding  was  expected  to  have  a  substantial  impact  on  alcohol- 
ism services  nationally,  most  states  have  absorbed  former  NIAAA 
grantees  without  difficulty  and  manage  them  effectively.  The  final 
technical  report  and  Appendix  II  are  available  from  PIC.  (Final 
report  52  pages;  appendix  288  pages.) 
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ABSTRACT:  This  study  was  directed  to  a  comparison  of  the  costs  and 
benefits  associated  with  treatment  of  41  ATCs  in  the  United  States. 
The  study  involved  development  of  a  methodology  for  assessing 
costs  and  benefits  associated  with  treatment.  Three  principal  benefit 
areas  were  identified:  health  care  costs,  motor  vehicle  accident  costs, 
and  productivity  (earnings)  increases.  For  each  of  these  areas,  bene- 
fits and  costs  were  determined  from  three  points  of  view:  the  national 
economy,  the  community  economy,  and  the  individual.  The  study 
concluded  that  the  operations  of  the  41  ATCs  during  the  last  half  of 
1974  would  result  in  a  benefit/cost  ratio  of  2.96  for  the  national 
economy,  11.0  for  the  community,  and  6.2  for  the  individual.  Al- 
though the  objectives  of  the  study  were  accomplished,  availability  of 
data  constrained  the  comprehensiveness  and  reliability  of  the  anal- 
ysis. This  study  does  point  out  that  the  ATC  program  represents  a 
very  real  benefit  to  the  national  economy  and  the  community  econo- 
my as  well  as  the  individual  client  and  therefore  represents  a  very 
"profitable"  program. 
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ABSTRACT:  This  report  summarizes  the  results  of  an  evaluation  of  the 
Career  Teacher  Program,  sponsored  by  the  National  Institute  on 
Alcohol  Abuse  and  Alcoholism  and  the  National  Institute  on  Drug 
Abuse,  that  was  designed  to  improve  the  substance  abuse  training 
medical  and  public  health  students  receive  by  providing  grants  to 
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faculty  members  at  schools  of  medicine,  osteopathy,  and  public 
health  for  their  own  training  in  this  area,  and  for  the  development  of 
substance  abuse  curriculum.  This  study  involved  the  collection  of 
information  from  the  career  teacher  and  other  individuals  at  each  of 
the  39  institutions  which  had  received  grants,  from  the  Two-Career 
Teacher  Training  Centers,  and  from  25  non-participating  institutions. 
The  data,  collected  mainly  during  Spring  1977,  were  used  to  answer 
a  list  of  predetermined  evaluation  questions  and  to  test  three  hypo- 
theses regarding  the  grants.  The  results  of  the  evaluation  are  present- 
ed in  three  volumes.  Volume  I  ("The  Career  Teacher  Program") 
includes  background  on  the  program,  a  description  of  the  evaluation 
methodology,  the  study  findings,  and  recommendations  for  institute 
action  to  improve  the  program  and  broaden  its  scope.  This  volume 
is  supported  by  Volume  II  ("Training  Center  and  Project  Descrip- 
tions"), which  provides  brief  descriptions  for  each  of  the  39  career 
teacher  projects  reviewed  and  for  the  Two-Career  Teacher  Training 
Centers  funded  by  NIDA.  Volume  III  is  the  executive  summary. 
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ABSTRACT:  This  report  complements  and  updates  the  1979  compre- 
hensive review  of  research  on  alcohol-related  problems  that  was 
conducted  by  the  Institute  of  Medicine.  It  summarizes  important  new 
information,  assesses  1980s  research,  and  identifies  the  most  promis- 
ing research  avenues.  The  report  focuses  on  causes  and  consequences 
of  alcohol-related  problems  and  presents  major  research  findings  and 
research  policy  recommendations.  Topics  include  (1)  quantifying  the 
impact  of  alcohol;  (2)  biochemistry  of  ethanol  metabolism;  (3)  animal 
models  for  research;  (4)  neurosciences;  (5)  heritable  determinants  of 
risk;  (6)  social  determinants  of  risk;  (7)  psychopathology  related  to 
alcohol  abuse;  (8)  medical  consequences  of  alcohol  abuse;  (9)  conse- 
quences of  drinking  on  performance;  and  (10)  social  consequences  of 
alcohol  abuse.  Also  included  in  the  report  is  a  glossary  of  strains  and 
lines  of  rats  and  mice  used  in  alcohol-related  research.  (Final  report 
218  pages.) 
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ABSTRACT:  This  study  evaluated  the  effects  of  alcohol  treatment 
programs  on  expatients  in  the  state  of  Texas. 
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ABSTRACT:  Significant  findings  from  a  four-year  follow-up  study  of 
men  admitted  to  eight  federally  funded  alcohol  treatment  programs 
were  that  (1)  the  death  rate  for  long-term  abstainers  was  no  higher 
than  the  expected  rate  in  the  general  population,  which  suggests  that 
long-term  abstinence  significantly  improves  the  overall  health  status 
of  an  alcoholic  and  prevents  early  death;  (2)  an  estimated  14.5%  of 
the  alcoholics  in  treatment  had  died-a  rate  of  2  1/2  times  the  expect- 
ed rate  for  the  general  population;  more  than  half  of  the  deaths  were 
related  directly  to  alcohol,  with  the  rates  higher  for  those  under  40 
years  of  age;  (3)  alcoholics  who  regularly  attended  Alcoholics 
Anonymous  had  the  highest  rate  of  long-term  abstinence;  and  (4) 
even  alcoholic  patients  with  low  levels  of  dependence  who  drink 
relatively  small  amounts  of  alcohol  after  treatment  have  a  very  high 
relapse  rate.  As  of  1980,  the  four-year  follow-up  study  was  the  most 
extensive  ever  made  in  terms  of  the  number  of  alcoholics  traced  and 
the  length  of  the  follow-up.  Information  was  obtained  on  85%  of  the 
original  922  men  surveyed,  18  months  after  they  had  been  admitted 
to  treatment. 

DESCRIPTORS:  Alcoholism,  Client  Records,  Management  Informa- 
tion and  Reporting,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1218  PROJECT  NO:  NIAAA  76-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-76-0006 

COST    (In  Thousands):  FY  76-$399  i 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '76  through  January  '80 


1221 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Alcohol  Abuse  and 
Alcoholism 

PROJECT  TITLE:  Development  and  Testing  of  Evaluative  Criteria 
for  Occupational  Programs 

REPORT  TITLE:  Criteria  for  the  Evaluation  of  Occupational 

Programs  (Phase  I) 
PERFORMER:  KOBA  Associates,  Inc.,  1156  15th  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Patterson,  Donald  G. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Services-Community  Program 

Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  This  contract  included  the  development  of  a  procedure 
to  evaluate  the  performance  of  the  Occupational  Alcoholism  Projects 
funded  by  the  National  Institute  on  Alcohol  Abuse  and  Alcoholism 
(NIAAA).  Specifically,  program  typologies  were  refined  and  criteria 
were  developed  for  performance  measures  for  project  interface  with 
target  organizations.  A  set  of  data  collection  protocols  were  deve- 
loped and  made  available  to  the  states  for  their  use,  along  with  appro- 
priate manuals  and  documentation. 
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ABSTRACT:  This  report  contains  the  results  of  final  analysis  and 
evaluations  of  10  Alcohol  Safety  Action  Projects  (ASAP)/ Alcohol- 
ism Center  (AC)  projects  jointly  funded  by  DOT  and  HEW 
(NIAAA).  In  general,  the  data  show  that  the  ASAP/ACs  are  a 
highly  productive  mechanism  for  the  intervention  and  treatment  of 
alcohol  abusers  and  problem  drinkers.  More  specifically,  DWIs  (driv- 
ing while  intoxicated)  who  have  a  drinking  problem  seem  to  be 
reached  earlier  in  their  drinking  milieu  than  their  non-DWI  client 
counterparts;  they  receive  a  greater  amount  of  (owner  cost)  outpa- 
tient treatment;  and  they  stay  in  treatment  longer.  This  is  clearly  a 
result  of  the  ability  and  willingness  of  the  courts  to  use  coercive 
action  to  place  such  persons  on  probation  so  long  as  they  agree  to 
treatment.  Furthermore,  treatment  outcome  based  on  client  change 
six  months  after  intake  into  treatment  appears  considerably  more 
positive  for  DWI  clients  than  for  non-DWI  clients.  Examination  of 
program  activities  and  operation  shows  wide  variability  particularly 
in  the  ASAP  and  the  judicial  process.  The  ASAP/AC  projects  also 
vary  widely  in  size,  client  characteristics,  and  community  relation- 
ships. The  degree  of  cooperation  between  ASAPs  and  ACs  ranges 
from  almost  nonexistent  to  excellent.  The  final  analyses  in  the  report 
are  severely  limited  and  few  meaningful  conclusions  can  be  drawn 
about  assignment  of  individuals  to  countermeasures  other  than  AC 
treatment  because  data  on  DWIs  processed  by  ASAPs  are  not  availa- 
ble. 
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ABSTRACT:  This  study  evaluated  the  effectiveness  of  those  NIAAA 
programs  that  have  supported  industry-developed  programs  for  al- 
coholic workers. 
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ABSTRACT:  The  report  on  the  National  Center  for  Alcohol  Educa- 
tion (NCAE)  was  intended  to  provide  NIAAA  policymakers  with 
information  and  conceptual  approaches  as  well  as  with  sets  of  recom- 
mendations and  options  covering  both  the  short  and  long  terms.  The 
study's  primary  objectives  were  to  assess  the  impact  of  NCAE  activi- 
ties on  the  training  received  by  workers  in  the  field  of  alcohol  abuse 


and  alcoholism  prevention  and  treatment;  to  compare  the  major  ac- 
tivities emphasized  by  NCAE  (training  package  development,  re- 
source identification,  and  information  exchange)  with  those  of  other 
selected  federal  training  systems;  and  to  make  recommendations  re- 
garding future  roles  and  activities  of  NCAE.  The  report  includes  the 
NCAE  assessment,  a  comparative  assessment  of  federally  supported 
training  systems,  conclusions,  and  both  long-  and  short-term  recom- 
mendations for  NIAAA  and  NCAE.  The  report  also  reviews  several 
options  for  restructuring  the  alcohol  education  and  training  system 
that  NIAAA  might  wish  to  consider  as  it  formulates  a  national  train- 
ing strategy.  The  executive  summary  and  the  final  report  are  also 
available  from  NTIS  (Nos.  PB  282-554  and  PB  282-555,  respectively). 
(Final  report  183  pages;  executive  summary  33  pages.) 
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ABSTRACT:  The  clearinghouse,  in  terms  of  its  capacity  to  acquire, 
screen,  transform  and  store  information,  respond  to  requests,  develop 
and  disseminate  materials,  and  reach  its  target  audiences,  was  per- 
forming most  of  these  functions  in  a  satisfactory  manner.  However, 
it  was  suggested  that  more  awareness  was  needed  on  how  to  use  the 
clearinghouse  and  the  kinds  of  material  available  as  well  as  the  need 
to  acquire  more  information  from  various  sources.  Target  audiences 
such  as  clergy,  educators,  doctors,  and  law  enforcement  personnel 
needed  to  be  made  aware  of  the  clearinghouse  and  would  surely  find 
its  services  helpful  as  well  as  informative.  In  addition,  review  of 
procedures  for  the  control  of  inventory  produced  several  areas  of 
concern.  These  included  the  fact  that  the  reports  generated  did  not 
signal  automatically  that  a  reorder  decision  be  made;  there  was  no 
mechanism  to  indicate  whether  materials  that  were  supposed  to  be 
reviewed  periodically  were  actually  reviewed;  and  inventory  report- 
ing was  not  particularly  accurate  in  reflecting  the  ordering  process. 
Based  on  the  study  findings,  it  appeared  that  the  clearinghouse  ac- 
complished many  of  its  stated  objectives  and  compared  favorably 
with  other  government  clearinghouses.  These  comparisons  indicated 
the  need  for  the  clearinghouse  to  expand  the  scope  of  referral  services 
and  make  minor  modifications  in  the  information  collected  for  user 
analysis. 
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ABSTRACT:  This  study  investigated  the  process  and  results  of  the 
State  Manpower  Development  Program  funded  by  NIAAA  in  43 
states.  Findings  showed  that  the  $30,000  per  year  to  each  grantee 
resulted  in  a  wide  range  of  manpower  development  activities,  and 
achieved  significant  outcomes  and  accomplishments.  This  program 
led  to  a  more  central  role  for  manpower  development  as  a  critical 
element  to  quality  treatment  services.  More  states  developed  licen- 
sure and  certification.  Manpower  activities  were  integrated  into 
many  state  organizations  and  many  developed  3-year  manpower 
plans.  At  the  time  of  the  study,  NIAAA  funding  was  expected  to 
terminate,  thus  having  a  detrimental  effect  on  the  SMDP. 
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ABSTRACT:  NIAAA  recognizes  the  invaluable  contributions  of  the 
volunteer  sector  in  the  prevention  and  treatment  of  alcoholism.  In 
many  localities  these  volunteers  have  become  well  organized,  often 
with  paid  staff  to  handle  administrative  functions.  Of  particular  inter- 
est are  state-level  efforts  being  undertaken  by  a  number  of  volunteer 
service  organizations,  both  national  and  local,  to  develop,  coordinate 
and  expand  such  activities.  In  order  to  further  the  growth  of  volun- 
teer activities,  NIAAA  initiated  the  Volunteer  Resource  Develop- 
ment Program.  This  study  assessed  the  impact  of  the  program  and 
provided  direction  for  future  activities.  Specifically,  the  focus  of  the 
contractor  was  to  (1)  assess  the  impact  of  volunteer  activity  on  the 
prevention  and  treatment  of  problems  associated  with  alcohol  use;  (2) 
compare  these  volunteer  activities  to  other  levels  of  alcohol-related 
effort;  (3)  compare  broad-based  activities  to  alcohol-specific  appro- 
aches to  alcohol  prevention  and  treatment;  and  (4)  make  recommen- 
dations to  NIAAA  on  how  best  to  encourage  volunteer  treatment  of 
alcoholism.  This  project  required  outside  consultants  to  augment 
limited  manpower  within  the  institute,  to  provide  broad-based  input 
from  the  field,  and  to  utilize  skills  not  present  within  the  institute.  See 
also  PIC  ID  No.  1365.1. 
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ABSTRACT:  The  Volunteer  Resource  Development  Program 
(VRDP)  is  a  program  initiated  to  support  the  development  of  volun- 
teer resources  for  the  alcoholism  field  by  starting  a  program  of 
awards  for  state-level  organizations.  This  program  supports  innova- 
tive approaches  within  the  context  of  differing  needs  ip  each  of  29 
states  to  date.  These  29  states  are  developing  new  approaches  to 
encourage  and  support  volunteers  in  their  commitment  to  assist  in  the 
alcoholism  field,  both  in  the  performance  of  specific  tasks  and  in  the 
generation  of  a  strong  base  of  support  for  services  within  each  state 
for  which  a  program  was  funded.  During  Phase  I,  extensive  studies 
of  each  of  the  VRDPs  were  performed.  These  studies  included  re- 
views of  documentary  materials  and  research  site  visits  to  each  pro- 
gram. A  model  tracking  system  was  developed  during  Phase  I  and 
was  implemented  in  Phase  II  to  monitor  the  progress  of  each  of  the 
VRDPs.  See  also  PIC  ID  No.  1365. 
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ABSTRACT:  This  project  continued  the  effort  initiated  in  late  FY  1979 
to  (1)  determine  NIAAA-funded  trainee  involvement  in  the  alcohol- 
ism field  following  completion  of  their  training;  and  (2)  to  determine 
trainee  perceptions  of  the  strength  and  weakness  of  the  training  pro- 
grams in  which  they  were  involved.  The  financial  assistance  received 
by  the  trainees  was  a  necessity  for  most  students.  The  trainees  were 
persons  who  had  achieved  a  professional  level  of  training  and  re- 


tained an  interest  in  obtaining  more  training.  The  trainees  appeared 
to  be  stable  in  their  jobs  and  to  not  move  around  geographically.  The 
reports  of  the  benefits  and  impact  of  the  training  and  financial  assist- 
ance focused  on  career  and  academic  benefits.  This  was  particularly 
marked  for  those  remaining  in  the  field  of  alcoholism. 
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ABSTRACT:  This  report  is  a  follow-up  study  of  persons  with  alcohol- 
related  disabilities  who  received  treatment  from  any  of  eight  Al- 
coholism Treatment  Centers  (ATCs)  for  periods  ranging  from  one 
day  to  18  months.  The  report  discusses  data  collection,  client  charac- 
teristics, treatment  outcome,  and  client  retention.  In  addition  to  this 
detailed  description  of  persons  served  by  ATCs,  the  report  includes 
analyses  showing  that  (1)  about  70%  reduced  and  maintained  a  re- 
duced level  of  alcohol  consumption  for  up  to  18  months;  (2)  the 
six-month  assessment  of  male  clients  who  do  not  drive  while  intox- 
icated is  a  good  indicator  of  their  behavior  at  1 8  months;  (3)  behavior- 
al impairment,  social  class,  and  social  stability,  as  assessed  during 
admission  to  ATCs,  are  the  best  predictors  of  recovery;  (4)  the  degree 
of  recovery  is  not  necessarily  related  to  the  specific  technique  of 
treatment  applied;  and  (5)  the  degree  of  recidivism  varies  according 
to  particular  client  group.  (Final  report  290  pages.) 
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evaluation  employed  surveys  of  the  target  populations  in  selected 
areas,  interviews  with  significant  others,  and  various  measures  to 
determine  the  impact  of  the  campaign  program  on  target  audience, 
including  changes  in  knowledge,  attitudes  and,  to  the  degree  possible, 
behavior.  The  effort  also  assessed  the  campaign  media  distribution 
methods  and  the  effectiveness  of  the  campaign  materials  and  methods 
as  related  to  the  target  population.  Insights  into  the  overall  workings 
of  the  campaign  were  used  to  enhance  the  performance  of  similar 
types  of  media  campaigns. 
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ABSTRACT:  Information  requirements  of  NIA AA,  the  State  Alcohol 
Authority  (SAA),  and  individual  projects  were  reviewed  to  con- 
struct a  model  for  a  state  alcohol  management/evaluation  informa- 
tion system.  This  model  has  been  developed  to  (1)  support  internal 
SAA  management  activities,  such  as  allocating  resources  and  manag- 
ing and  accounting  for  use  of  funds;  (2)  support  SAA  monitoring  and 


evaluation  activities;  and  (3)  respond  to  information  requests  and 
requirements  from  NIAAA,  state  government,  and  other  federal, 
state,  and  local  agencies.  The  model  included  18  modules  that  offer 
options  to  the  SAA  and  included  the  capability  for  accumulating  and 
reporting  information  on  substate  levels  as  well  as  for  the  state  as  a 
whole.  Data  elements  included  in  the  model  were  those  generally 
used  on  an  ongoing  basis.  Data  needed  primarily  for  research  were 
not  included  since  information  for  that  purpose  can  be  collected 
through  special  one-time  surveys.  The  four  volumes  of  the  final  re- 
port are  available  from  PIC  and  from  NTIS  (Nos.  PB  296-956,  PB 
296-957,  PB  296-958,  and  PB  296-959,  respectively). 
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ABSTRACT:  The  1975  report  consists  of  an  evaluation  of  16  Problem 
Drinking  Driver  Programs  (PDDPs)  based  on  data  collected  by  the 
NIAAA  data  collection  and  monitoring  system  and  from  information 
gathered  from  site  visits  and  workshops.  The  emphasis  of  the  pro- 
gram was  on  early  intervention  and  the  PDDPs  established  effective 
referral  and  reporting  procedures  with  the  courts.  The  report  con- 
cludes that  the  PDDP  treatment  and  rehabilitation  efforts  improved 
client  drinking  patterns  and  behavior  at  a  relatively  low  cost  per 
client  ($153).  The  report  recommends  that  the  programs  be  con- 
tinued. The  1976  report  examines  the  NIAAA  alcoholism  centers 
acting  as  extensions  of  the  Alcohol  Safety  Action  Projects  funded  by 
the  Department  of  Transportation  including  a  description  of  these 
centers,  center  characteristics,  utilization  of  services,  staffing  pat- 
terns, and  progress  of  the  alcoholism  centers  toward  their  objectives. 
This  report  concludes  that  although  the  PDDPs  were  quite  diverse 
in  organizational  structure  and  geographic  location,  overall  they  ap- 
peared to  be  meeting  the  objectives  stated  by  the  NIAAA  for  such 
programs.  It  is  apparent  that  PDDP  treatment  and  rehabilitation 
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effected  a  positive  change  on  client  drinking  patterns  and  behavior 
as  measured  in  various  ways  at  intake  and  six  months  after  intake.  The 
report  recommends  the  continuance  of  the  Problem  Drinking  Driver 
Programs. 
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STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1220  PROJECT  NO:  NIAAA  76-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-76-0011 
COST    (In  Thousands):  FY  76-$  143 
STATUS:  Study  completed 

START/END  DATES:  May  '76  through  February  '78 
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PROJECT  TITLE:  National  Drug  and  Alcoholism  Treatment 
Utilization  Survey 

REPORT  TITLE:  National  Drug  and  Alcoholism  Treatment 

Utilization  Survey:  Comprehensive  Report 
PERFORMER:  Lawrence  Johnson  &  Associates,  Inc.,  4545  42nd 

Street  N.W.,  Washington  D.C.  20016 
PROJECT  OFFICER:  Noble,  John;  Rm  14C26  PKLN  Bldg; 

301-443-4897 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism.-Program  Support; 

PHS-ADAMHA-Drug  Abuse-Program  Support 

ABSTRACT:  The  National  Drug  and  Alcoholism  Treatment  Utiliza- 
tion Survey  (NDATUS)  is  the  largest  and  most  comprehensive 
source  of  management  information  pertaining  to  both  alcoholism  and 
drug  abuse  treatment.  The  system  is  designed  to  survey  all  known 
alcoholism  and  drug  abuse  treatment  facilities  in  the  United  States  to 
obtain  information  on  each  unit's  treatment  capacity  and  utilization, 
staffing,  and  funding.  The  primary  purpose  of  NDATUS  is  to  pro- 
vide state  and  federal  management  with  information  necessary  to 
allocate  resources  for  alcoholism  and  drug  abuse  treatment,  to  pro- 
vide baseline  data  useful  for  a  variety  of  comparative  analyses,  and 
to  determine  funding  trends.  In  addition,  NDATUS  collects  data  to 
fulfill  information  needs  for  several  other  agencies,  including  the 
Veterans  Administration  and  the  Federal  Prison  System.  Some  of  the 
alcohol-specific  treatment  data  contained  in  NDATUS  is  also  inte- 
grated into  the  NIAAA  state  alcoholism  profile  information  system. 
This  point  prevalence  survey  was  conducted  in  September  1982. 

DESCRIPTORS:  Alcoholism,  Drug  Abuse,  Health  Insurance  and  Fi- 
nancing, Budgeting,  Planning,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  2004  PROJECT  NO:  NIAAA  82-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-82-7104 
COST    (In  Thousands):  FY  82-$265 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  July  '82  through  September  '83 
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PROJECT  TITLE:  Data  Collection  and  Evaluation  of  American 
Indian  Projects 

REPORT  TITLE:  National  Institute  on  Alcohol  Abuse  and 

Alcoholism:  American  Indian  Alcoholism 

(Evaluation-Monitoring-Design  Project) 
PERFORMER:  Tribal  American/Training  Consultants  Associated, 

Glendale  CA  91206 
PROJECT  OFFICER:  Patterson,  Donald  G. 
PROGRAM(S)  EVALUATED: 

PHS- AD  AMH  A- Alcoholism-Services-Community  Program 

Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-IHS-Indian  Health-Program  Direction  and  Management 

ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  data  collec- 
tion instruments,  to  revise  the  processing  system,  and  to  evaluate  the 
analytical  results  based  on  data  submitted  by  16  Native  American 
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Alcoholism  Programs  (NAAP).  The  study  found  that  improved 
training  of  local  NAAP  administrators  was  necessary  to  improve 
program  performance,  that  the  data  collection  system  in  effect  at  the 
time  of  the  study  worked  reasonably  well,  and  that  administrative 
paperwork  could  be  diminished.  (Final  report  230  pages.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Survey  or 
Questionnaire  Feature,  Alcoholism,  Native  Americans,  Health  Care 
Delivery  Systems,  Management  Information  and  Reporting 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0366  PROJECT  NO:  NIAAA  72-33 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  245-994 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-149 

COST    (In  Thousands):  FY  72-S44,  FY  73-$115,  FY  74-$252 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '72  through  August  '74 
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Alcoholism 

PROJECT  TITLE:  Nature  and  Extent  of  Alcohol  Problems  among 
the  Elderly 

REPORT  TITLE:  Nature  and  Extent  of  Alcohol  Problems  among  the 
Elderly 

PERFORMER:  Washington  University  School  of  Medicine,  St. 

Louis  MO  63110 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Research  and  Demonstration 

ABSTRACT:  Although  the  elderly  population  is  growing  in  size,  as 
well  as  becoming  a  larger  percentage  of  the  total  U.S.  population,  the 
extent  of  alcoholism  and  alcohol-related  problems  among  the  elderly 
is  unknown  and  difficult  to  estimate.  Many  studies  suggest  that  per- 
sons over  the  age  of  50  reduce  their  drinking.  Alcoholics  and  problem 
drinkers  also  have  a  higher  mortality  rate  and,  consequently,  the 
surviving  older  population  contains  fewer  heavy  drinkers.  However, 
even  if  alcohol-related  problems  are  relatively  fewer  in  an  older 
group,  better  information  is  needed  on  the  degree  of  severity  and 
range  of  such  problems.  This  report  is  intended  to  stimulate  research 
interest  and  activity  in  the  field  of  alcohol-related  problems  among 
the  elderly.  It  presents  the  results  of  studies  directly  addressing  relat- 
ed questions.  The  workshop  at  which  these  papers  were  presented 
was  held  November  3-4,  1983.  Publication  No.  (ADM)  84-1321.  (Fi- 
nal report  331  pages.) 

DESCRIPTORS:  Elderly,  Alcoholism,  Conference  Proceedings  Fea- 
ture 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO;  1073  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  February  '83  through  November  '83 
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PROJECT  TITLE:  NIAAA  Training  Grant  Program  Evaluation 
Design 

REPORT  TITLE:  NIAAA  Training  Grant  Program  Evaluation 

Design  (Five  Volumes) 
PERFORMER:  Consad  Research  Corporation,  121  North  Highland 

Avenue,  Pittsburgh  PA  15206 
PROJECT  OFFICER:  Reed,  Patricia 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Training; 

PHS-ADAMHA- Alcoholism-Services-Community  Program 

Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  The  purpose  of  this  study  was  twofold:  (1)  to  design  and 
field-test  a  methodology  to  evaluate  the  clinical  training  grant  pro- 
gram and  (2)  to  provide  statistical  information  for  the  five  years  prior 
to  this  study,  regarding  types  and  amount  of  training  provided 
through  the  clinical  training  grant  program,  and  numbers  of  trainees. 
Phase  I  of  this  study  developed  a  program  evaluation  methodology, 
categorized  the  grants,  and  determined  the  effectiveness  and  impact 
measures  of  the  training  grant  program.  Phase  II  applied  the  methods 
and  measures  to  the  entire  group  of  grant,  as  appropriate,  to  provide 
information  for  planning  and  decision  making.  Work  for  this  project 
was  also  performed  under  Contract  No.  281-76-0010,  as  amended. 
The  four  volumes  of  the  final  report  ("Executive  Summary";  "Pro- 
ject Evaluation  Methodology";  "Program  Evaluation  Methodolo- 
gy"; and  "Statistical  Review  of  the  NIAAA  Clinical  Training  Grant 
Program")  and  another  volume  ("Grantee  Data  Request:  Raw 
Data")  are  available  from  PIC;  the  final  report  volumes  are  also 
available  from  NTIS  (Nos.  PB  287-779,  PB  287-780,  PB  287-781,  and 
PB  287-782,  respectively). 

DESCRIPTORS:  Alcoholism,  Health  Manpower  Training,  Social 
Work  Manpower,  Paraprofessionals,  Nursing  Manpower,  Grants-in- 
Aid 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1337  PROJECT  NO:  NIAAA  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-77-0016 
COST    (In  Thousands):  FY  77-$55 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '76  through  June  '78 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Alcohol  Abuse  and 
Alcoholism 

PROJECT  TITLE:  Data  Collection  and  Evaluation  of  Public 
Inebriate  Projects  (PIP) 

REPORT  TITLE:  Pilot  Program  for  Monitoring  and  Evaluating  the 

Public  Inebriate  Program  (Three  Volumes) 
PERFORMER:  Research  Triangle  Institute,  Research  Triangle  Park 

NC  27709 

PROJECT  OFFICER:  Patterson,  Donald  G. 
PROGRAM(S)  EVALUATED: 

PHS- AD AMH A- Alcoholism-Services-Community  Program 
Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  Volume  I  of  this  report  presents  the  goals  of  the  public 
inebriate  program  (PIP),  the  measures  established  to  record  progress 
toward  those  goals,  and  an  analysis  of  the  program.  Volume  II  con- 
tains a  description  of  the  data  processing  system  and  recommenda- 
tions relating  to  both  data  collection  and  data  processing.  Definitions 
for  terms  used  are  given  in  Appendix  A.  Volume  III  contains  the 
procedures  manual,  which  describes  instructions  provided  to  the  cen- 
ters to  guide  data  collection  operations.  Copies  of  the  preliminary 
forms  and  procedures  adopted  to  implement  the  system  are  also 
shown.  The  report  concludes  that  the  pilot  program  was  capable  of 
measuring  most  of  the  data  elements  required  to  determine  the  effec- 
tiveness. A  uniform  continual  operational  model  system  was  de- 
signed. This  report  covers  the  initial  training  period  and  nine-month 
operations  period.  All  three  volumes  are  available  from  PIC  and  from 
NTIS  (Nos.  PB  245-819,  PB  245-820,  and  PB  245-821,  respectively). 
(Final  report  volumes  75  pages  plus  appendices,  32  pages  plus  appen- 
dices, and  117  pages  plus  appendices,  respectively.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Alcoholism, 
Research  and  Evaluation  Performance,  Mental  Health,  Demonstra- 
tion Projects 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0397  PROJECT  NO:  NIAAA  72-34 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-203 

COST    (In  Thousands):  FY  73-$50,  FY  74-$29 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '72  through  January  '74 
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PROJECT  TITLE:  Prevention  Plus:  Involving  Schools,  Parents,  and 
the  Community  in  Alcohol  and  Drug  Education 

REPORT  TITLE:  Prevention  Plus:  Involving  Schools,  Parents,  and 
the  Community  in  Alcohol  and  Drug  Education 


PERFORMER:  Urban  and  Rural  Systems  Associates,  China  Basin, 
San  Francisco  CA  94107,  and  Polaris  Research  and 
Development 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Research  and  Demonstration;  ■ 
PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  Alcohol  problems  lead  to  the  tragedy  of  having  10,000 
young  people  killed  each  year  in  drinking  and  driving  related  acci- 
dents. Drinking  by  young  people  also  contributes  to  family  problems 
and  frustration,  poor  grades,  trouble  with  the  law,  and  feelings  of 
distress  and  inadequacy  by  the  young  people.  The  Secretary's  initia- 
tive on  teenage  alcohol  abuse  was  launched  to  help  parents,  teachers, 
other  school  personnel,  and  community  leaders  start  or  expand  local 
prevention  programs.  This  report  describes  models  that  were  pre- 
sented at  nationwide  conferences.  It  was  an  outgrowth  of  years  of 
effort  to  bring  to  schools  and  communities  information  about  success- 
ful prevention  and  intervention  programs.  Work  for  this  project  was 
also  performed  by  the  National  Clearinghouse  for  Alcohol  Informa- 
tion (Contract  No.  281-79-001),  Gerald  Snyder  (BPA  Order  No. 
85083),  and  the  Prevention  Branch,  Division  of  Prevention  and  Re- 
search Dissemination,  NIAAA. 

DESCRIPTORS:  Preventive  Health  Care,  Alcoholism,  Drug  Abuse, 
Needs  and  Needs  Assessment,  Child  Welfare 
STUDY  TYPE:  Other 

PIC  ID  NO:  1813  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-81-0018 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '79  through  August  '83 


1241 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Alcohol  Abuse  and 
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PROJECT  TITLE:  Review  of  the  Research  Literature  on  the  Effects 
of  Health  Warning  Labels 

REPORT  TITLE:  Review  of  the  Research  Literature  on  the  Effects 

of  Health  Warning  Labels 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug-Foods-Nutrition  and  Nutrition 

Labeling; 

PHS-FDA-Food  and  Drug-Foods-Chemical  Contaminants; 
PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  This  review  of  research  literature  on  the  educational 
impact  of  health  warning  labels  on  alcoholic  beverages  was  guided 
by  knowledge  of  the  impact  of  health  warning  labels  on  other  pro- 
ducts. The  report  reviews  and  presents  the  findings  of  research  litera- 
ture on  the  effects  of  warning  labels  on  such  items  as  foods,  drugs, 
cosmetics,  medical  devices,  and  tobacco  products.  The  report  dis- 
cusses the  implications  of  the  findings  for  the  issue  of  alcohol  warning 
labels.  Findings  show  that  health  warning  labels  can  have  an  impact 
on  the  consumer  if  they  are  designed  effectively.  The  appendices 


454 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

ALCOHOL,  DRUG  ABUSE,  AND  MENTAL  HEALTH  ADMINISTRATION 


Accession  No.  1244 


include  (1)  procedures  followed  in  preparing  the  literature  review;  (2) 
types  of  study  design  used,  studies  of  tobacco  product  labeling,  stu- 
dies of  food  labeling,  studies  of  drug  labeling,  studies  of  the  labeling 
of  consumer  products  and  chemicals,  and  general  studies  of  consumer 
information  processing  and  risk  perception;  and  (3)  bibliographies  of 
research  literature. 

DESCRIPTORS:  Bibliography  Feature,  Consumer  Products  or  Protec- 
tion, Alcoholism,  Drug  Abuse 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2961  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-86-0003 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  '86  through  May  '87 
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PROJECT  TITLE:  Study  of  Data  Reliability  ofNot  applicablePIS 
System  and  Design  of  a  Quality  Control  System 

REPORT  TITLE:  Study  of  Data  Reliability  and  Quality  Control  from 
National  Alcoholism  Program  Information  System  (Two 
Volumes) 

PERFORMER:  Creative  Socio-Medics  Corporation,  1501  Wilson 

Boulevard,  Arlington  VA  22209 
PROJECT  OFFICER:  Patterson,  Donald  G. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA- Alcoholism-Program  Support 

ABSTRACT:  The  purpose  of  this  contract  was  to  assess  the  reliability 
of  the  NAPIS  system  and  make  recommendations  for  improving  the 
system.  Overall,  despite  the  fact  that  two  of  the  forms  were  self- 
reported,  the  NAPIS  system  was  found  to  be  basically  reliable.  Se- 
veral questions  on  the  forms  resulted  in  low  reliability  and  it  was 
determined  that  the  problems  resulted  from  ambiguity  or  lack  of 
definition.  Other  problems  were  that  some  clients  had  difficulty  re- 
calling information,  while  other  chents  refused  to  answer  certain 
questions.  As  a  result  of  this  study,  recommendations  were  suggested 
to  (1)  reexamine  the  system  for  reporting  chent  services;  (2)  provide 
more  technical  assistance;  (3)  refine  or  eliminate  questions  that  have 
low  reliability;  (4)  modify  and  refine  the  QF  and  Impairment  Index; 
(5)  increase  the  number  of  software  edit  checks  performed  on  NAPIS 
forms;  and  (6)  encourage  increased  state  participation.  Volume  I,  the 
short  final  report,  summarizes  the  background,  objectives,  and  opera- 
tions of  the  project  and  presents  the  conclusions  and  recommenda- 
tions. Volume  II,  the  final  report,  is  intended  to  be  a  complete  and 
detailed  report  of  all  work  under  the  contract.  The  major  topics 
covered  include  an  overview  of  NAPIS  and  an  in-depth  description 
of  the  methodology.  Also,  results  from  the  field  exercise  and  the 
reliability  and  quality  control  analysis  are  reported  in  full,  and  an 
assessment  of  the  feasibility  of  subsequent  validity  studies  is  present- 
ed. 

DESCRIPTORS:  Alcoholism,  Statistical  Analysis  Methods  Feature, 
Grant-in-Aid  Formulas,  Evaluation  by  State  and  Local  Govern- 
ments, Quality  Assurance,  Survey  or  Questionnaire  Feature 


STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1339  PROJECT  NO:  NIAAA  77-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-132939 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-77-0028 

COST    (In  Thousands):  FY  77-$173 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  September  "77  through  March  '79 
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PROJECT  TITLE:  Cost  of  the  Cost  Benefits  of  Alcoholism 
Treatment  in  Selected  Communities 

REPORT  TITLE:  Study  of  the  Costs  and  Benefits  of  Alcoholism 

Treatment  in  Selected  Communities 
PERFORMER:  JWK  International  Corporation,  7617  Little  River 

Turnpike,  Annandale  VA  22003 
PROJECT  OFFICER:  Patterson,  Donald  G. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA- Alcoholism-Services-Community  Program 

Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  A  methodology  was  developed  and  tested  for  determin- 
ing the  benefits  from  treatment  to  the  national  economy,  to  the  com- 
munity, and  to  the  individual  treated.  The  data  tested  were  from  the 
Alcohol  Treatment  Centers  (ATCs)  for  the  first  six  months  of  1974. 
This  study  applied  the  methodology  to  other  programs  such  as  occu- 
pational and  cross-population,  using  more  complete  data  than  were 
available  for  the  earlier  study.  (Final  report  180  pages.) 

DESCRIPTORS:  AlcohoHsm,  Cost-Effectiveness  Analysis  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1341  PROJECT  NO:  NIAAA  77-6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  296-580 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-77-0013 
COST    (In  Thousands):  FY  77-$68 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '77  through  June  '78 
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for  an  Evaluation  of  the  Occupational  Program 


PROJECT  DESCRIPTIONS 
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Accession  No.  1244 


Public  Health  Service 

ALCOHOL,  DRUG  ABUSE,  AND  MENTAL  HEALTH  ADMINISTRATION 


REPORT  TITLE:  Typology,  Classification,  and  Evaluation  Criteria 

for  NIAAA's  Occupational  Programs 
PERFORMER:  University  Research  Corporation,  5330  Wisconsin 

Avenue,  Chevy  Chase  MD  20815 
PROJECT  OFFICER:  Reed,  Patricia 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Program  Support 

ABSTRACT:  This  project  has  provided  a  typology  to  be  used  to  classi- 
fy occupational  alcoholism  programs  funded  by  the  institute.  Evalua- 
tive criteria  were  established  for  each  of  four  classes  of  occupational 
programs:  (1)  development  of  a  typology  for  NIAAA's  occupation 
programs  and  the  classification  of  its  active  projects;  (2)  development 
of  evaluative  criteria  for  all  NIAAA's  occupational  projects  in  our 
typology;  (3)  a  pilot  test  of  proposed  evaluati\'e  criteria  for  NIAAA's 
occupational  programs  providing  treatment  services;  (4)  an  assess- 
ment of  the  occupational  consultant  effort  in  NIAAA's  occupational 
demonstration  and  incentive  projects.  An  assessment  of  the  role  of 
occupational  consultants,  their  activities  and  impact  on  the  number 
of  subsequent  programs  established  and  eventually  the  number  of 
referrals  into  treatment  was  also  conducted.  Results  include  process 
and  amounts  of  effort  necessary  to  develop  and  implement  successful 
programs  in  industry. 

DESCRIPTORS:  Alcoholism,  Research  and  Evaluation  Performance, 

Labor  Markets  and  Problems 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1340  PROJECT  NO:  NIAAA  77-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  286-098 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  281-77-0030 
COST    (In  Thousands):  FY  77-$45 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  July  '78 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 
PROJECT  TITLE:  Women's  Drug  Research  Project 

REPORT  TITLE:  Addicted  Women:  Family  Dynamics, 

Self-Perceptions,  and  Support  Systems 
PERFORMER:  Wayne  County,  Department  of  Substance  Abuse 

Services,  Detroit  MI  48226 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  This  project  collected  uniform  data  from  the  NIDA- 
funded  demonstration  programs  to  provide  a  single  file  of  baseline 
data  on  female  drug  addicts.  The  report  presents  analyses  of  the  lives 
of  addicted  women,  including  personality,  attitudes,  value  measures, 
support  systems,  relationships  with  family  and  friends,  and  family 
history  variables.  Women  addicts  are  compared  to  men  who  are 
addicts  and/or  women  who  are  not  addicts  but  who  are  of  equivalent 
economic  and  educational  status.  The  purpose  was  to  determine  those 
personality  variables,  background  experiences,  and  conditions  of  so- 


cial interaction  that  distinguish  the  female  addict.  The  report  also 
discusses  implications  for  treatment  and  continued  research.  HHS 
Publication  No.  (ADM)  80-762.  (Final  report  130  pages.) 

DESCRIPTORS:  Women,  Drug  Abuse,  Demonstration  Projects,  Liter- 
ature Review  Feature,  Demography 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1792  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  H81  DA  01496-03 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '75  through  June  '79 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  Development  and  Evaluation  of  Alternative 
Methods  for  Funding  Drug  Abuse  Programs 

REPORT  TITLE:  Alternative  Funding  Method  Field  Test 
PERFORMER:  Touche  Ross  &  Co.,  1900  M  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Curtis,  Paul 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Services-Community  Program 

Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  The  objective  of  this  study  was  to  identify  and  evaluate 
the  advantages  and  disadvantages  of  changing  the  slot  method  of 
funding  drug  abuse  treatment.  Thirty-four  drug  treatment  programs 
in  five  states  participated  in  the  test  of  an  alternative  funding  method 
(AFM)  for  National  Institute  on  Drug  Abuse  (NIDA)  between  April 
1980  and  June  1981.  The  test  design  included  specific  activities  in 
each  of  the  four  major  components  of  the  cycle:  (1)  developing 
service  plans  and  budgets;  (2)  reporting  services  delivered  against 
plan;  (3)  managing  performance  against  plan;  and  (4)  making  funding 
decisions  based  upon  specific  performance  criteria.  The  field-test 
results  indicated  that  the  AFM  method  can  improve  state  manage- 
ment capability  and  should  replace  the  slot  funding  mechanism.  The 
study  recommended  that  individual  states  evaluate  the  method  as  a 
management  tool  as  they  define  their  new  role  under  the  block  grant. 

DESCRIPTORS:  Drug  Abuse,  Economic  Analysis  Feature,  State  or 
Local  Administration,  Field  Test  Feature,  Block  Grants 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1992  PROJECT  NO:  ADM  79-2605 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-159773 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-79-2605 
COST    (In  Thousands):  FY  79-$  126,  FY  80-$300 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '74  through  September  '81 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health  ■ 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  National  Clearinghouse  for  Drug  Abuse 
Information  (NCDAI)  Follow-up  User  Survey 

REPORT  TITLE:  Analysis  of  Mail  Inquiries  Received  by  the 

National  Clearinghouse  for  Drug  Abuse  Information 
PERFORMER:  National  Capitol  Systems,  Inc.,  5205  Leesburg  Pike, 

Falls  Church  VA  22041 
PROJECT  OFFICER:  Ferguson,  Leona  D.;  Rm  10A43,  PKLN  Bldg; 

301-443-6500 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Program  Support 

ABSTRACT:  This  project  evaluated  user  satisfaction  with  information 
services  provided  by  the  National  Clearinghouse  for  Drug  Abuse 
Information  (NCDAI),  and  was  based  on  a  clearinghouse  user  survey 
methodology  and  instrument  that  was  developed  and  tested  in  a 
project  sponsored  by  the  Office  of  the  Assistant  Secretary  for  Plan- 
ning and  Evaluation  (ASPE)  in  FY  1983.  The  NCDAI  project  in- 
volved conducting  a  mail  survey,  with  a  follow-up  mailing  to  the 
entire  sample  three  weeks  after  the  initial  mailing  to  increase  the 
return  rate.  The  survey  provided  information  on  user  occupation  and 
work  setting  as  well  as  on  user  attitudes,  perceptions,  and  opinions 
about  NCDAI  services.  Additionally,  information  was  provided  con- 
cerning the  type  of  information  requested;  how  the  information  was 
used:  and  users'  willingness  to  pay  for  information  services  and  publi- 
cations. Quantitative  and  content  analyses  of  users'  responses  were 
performed  to  provide  a  comprehensive  picture  of  information  needs 
and  uses,  and  the  adequacy  of  NCDAI  services  to  meet  the  needs  of 
specific  user  groups.  A  detailed  description  of  the  survey  design  and 
the  findings  are  provided  in  the  project's  final  report. 

DESCRIPTORS:  Information  Dissemination,  Drug  Abuse,  Information 
Systems,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2426  PROJECT  NO:  NIDA  8215 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-84-6712 
COST    (In  Thousands):  FY  84-$81 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  July '84  through  June '85 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  Clinical  Management  by  Exception  Report 
(CMER) 

REPORT  TITLE:  Clinical  Management  by  Exception  Report 
(CMER) 

PERFORMER:  National  Institute  on  Drug  Abuse,  5600  Fishers 

Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Seder,  Dr.  Paul  I.;  Rm  865,  PKLN  Bldg; 

301-443-6662 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Services-Community  Program 


Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG); 

PHS-ADAMHA-Drug  Abuse-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  The  objective  of  this  report  was  to  identify,  for  the 
benefit  of  NIDA  and  the  Single  State  Agencies  (SSAs),  programs 
exhibiting  exceptionally  successful  or  unsuccessful  performance.  This 
was  done  by  analyzing  selected  treatment  process  and  outcome  relat- 
ed variables  reported  monthly  on  the  Client  Oriented  Data  Acquisi- 
tion Process  (CODAP).  The  study  resulted  in  the  development  of 
methodologies  that  were  useful  to  the  states  in  the  management  of 
their  treatment  programs.  Through  utilization  of  the  procedures, 
states  were  able  to  develop  improved  management  systems  to  meet 
their  particular  management  needs.  Since  the  methodology  was  based 
upon  the  CODAP  process  and  the  CODAP  system  has  been  adverse- 
ly affected  by  the  transition  to  block  grant  funding,  the  CMER  ap- 
proach has  been  terminated. 

DESCRIPTORS:  Drug  Abuse,  Benefit-Cost  Analysis  Feature,  State  or 

Local  Administration,  Block  Grants 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2003  PROJECT  NO:  ADM  80-201 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  79-533 
STATUS:  Study  completed 

START/END  DATES:  December  '79  through  December  '81 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
'  Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  National  Prevention  Evaluation  Resource 
Network  (NPERN) 

REPORT  TITLE:  Design  of  a  National  Prevention  Evaluation 

Resource  Network  (NPERN) 
PERFORMER;  State  of  New  Jersey,  Division  of  Narcotics  and 

Drug  Abuse  Control,  Trenton  NJ  08625 
PROJECT  OFFICER:  Bukoski,  William  J.,  Ph.D.;  Rm  10A20,  PKLN 

Bldg;  301-443-1514 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direcdon  and 

Management 

ABSTRACT:  This  project  designed  an  evaluation  system  to  assist  states 
in  assessing  the  effectiveness  of  their  drug  and  alcohol  abuse  preven- 
tion programs  by  providing  technical  information  on  prevention 
evaluation  methods  and  technical  guidance  in  the  design  of  appropri- 
ate program  evaluations.  (Work  for  this  study  was  performed  also  by 
the  state  of  Wisconsin,  Office  of  Alcohol  and  Other  Drug  Abuse,  and 
by  the  state  of  Pennsylvania,  Department  of  Health.) 

DESCRIPTORS:  Technical  Assistance,  Research  and  Evaluation 
Methods  Feature,  State  or  Local  Administration,  Preventive  Health 
Care,  Drug  Abuse 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1900  PROJECT  NO:  ADM  78-077 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-78-4607 
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COST  (In  Thousands):  FY  78-$  152,  FY  79-$62 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '78  through  May  '80 


1250 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  Development  of  a  Diagnostic  Sourcebook  and 
Report  of  Minimum  Research  Criteria 

REPORT  TITLE:  Development  of  a  Diagnostic  Sourcebook  and 

Report  of  Minimum  Research  Criteria 
PERFORMER:  Division  of  Clinical  Research,  Bethesda  MD  20892, 

and  Urban  Resources  Consultants,  Washington  D.C.  20005 
PROJECT  OFFICER:  Tims,  Dr.  Frank  M.;  Rm  10A30,  PKLN  Bldg; 

301-443-4060 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  Drug  abuse  treatment  evaluation  studies  have  suffered 
from  lack  of  comparability  across  studies,  and  have  often  neglected 
the  role  of  psychopathology  in  treatment,  as  well  as  measures  of 
social  and  family  functioning.  This  search  will  produce  a  sourcebook 
and  general  guidance  on  what  variables  should  be  included  in  particu- 
lar treatment  assessment  studies  to  maximize  their  contribution  to 
knowledge  as  well  as  identify  the  most  useful  measures.  Core  varia- 
bles for  treatment  assessment  will  be  specified,  and  useful  clinical 
instruments  for  assessing  family  health  history,  client  health  history 
and  present  status,  drug  and  alcohol  use,  psychopathology,  and  de- 
gree of  social  functioning.  The  sourcebook  will  be  addressed  to  both 
clinical  and  research  audiences  working  at  levels  from  individual 
clinical  study  to  national  evaluations.  The  development  of  the  sour- 
cebook will  entail  a  survey  of  existing  clinical  and  research  literature, 
review  of  candidate  variables  and  measures  by  panels  of  experts,  and 
development  of  consensus  regarding  the  content  of  the  sourcebook. 
The  final  report  will  be  available  in  December  1988. 

DESCRIPTORS:  Drug  Abuse,  Survey  or  Questionnaire  Feature,  Client 
Records,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2425  PROJECT  NO:  ADM  84-205 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-84-5005 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed 

START/END  DATES:  October  '84  through  June  '87 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  Drug  Abuse  and  Drug  Abuse  Research 

REPORT  TITLE:  Drug  Abuse  and  Drug  Abuse  Research 
PERFORMER:  National  Institute  on  Drug  Abuse,  5600  Fishers 
Lane,  Rockville  MD  20857 


PROJECT  OFFICER:  Breul,  Sally 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse  (Entire  Program  Area); 
PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  This  second  triennial  report  on  drug  abuse  and  drug 
abuse  research  summarizes  the  developments  that  have  occurred  in 
research,  prevention,  and  treatment  of  drug  dependency  as  a  result 
of  research  since  1983.  The  report  provides  up-to-date  information 
and  statistics  on  the  nature  and  extent  of  drug  abuse,  including  sur- 
veys of  populations  of  various  ages  and  geographic  locations.  High- 
lights from  the  study  include  (1)  programs  emphasizing  developing 
skills  in  assertion  (how  to  say  "no"  to  drug  use),  resisting  personal  and 
media  persuasion,  increasing  self-control  and  self-esteem,  learning 
nondrug  ways  of  coping  with  stress,  and  enhancing  personal  skills 
seem  to  be  more  effective  than  traditional  methods  of  stressing  the 
health  or  performance  hazard  associated  with  drugs;  and  (2)  treat- 
ment programs  are  increasingly  emphasizing  more  varied  approaches 
to  a  greater  diversity  of  drug  abusers  in  contrast  to  previous  programs 
for  opiate  abusers.  The  report  discusses  numerous  legal  and  illegal 
drugs  and  the  problem  of  intravenous  drug  use  and  acquired  immune 
deficiency  syndrome  (AIDS).  (Final  report  246  pages.) 

DESCRIPTORS:  Drug  Abuse,  Acquired  Immune  Deficiency  Syn- 
drome, Health  Promotion,  Preventive  Health  Care,  Social  Research, 
Research  and  Evaluation  Performance 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3095  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  March  '86  through  March  '87 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  Employment  Specialist  Study-Evaluation 

REPORT  TITLE:  Employment  Specialist  Study 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Hastings-Black,  Deborah 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse-Services-Community  Program 
Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG); 

PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration 

ABSTRACT:  Through  a  two-year  study  this  project  assessed  whether 
the  addition  of  employment  specialists  as  staff  or  consultants  to  treat- 
ment programs  has  any  impact  on  clinic  functioning  and  client  em- 
ployment outcomes.  Specialists  were  hired  and  placed  on  staff  in  8 
clinics  in  three  sites  (Detroit,  Chicago,  New  Jersey)  and  seven  spe- 
cialists were  hired  as  consultants  to  21  clinics  in  the  same  sites.  The 
impact  of  the  specialists  was  measured  through  pre-  and  postinter- 
views  with  clients,  staff,  and  employers,  and  a  review  of  the  changes 
in  client  outcomes  as  measured  through  drug  use,  criminality,  and 
retention  in  treatment  and  employment.  Data  was  collected  on  all 
clients  at  all  sites.  (A  follow-up  study  of  a  subsample  of  225  clients 
in  the  community  will  be  made.)  The  study  found  no  significant 
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difference  between  the  experimental  and  control  clinics.  Adding  new 
employment  specialists  to  the  staff  did  not  increase  concentration  of 
employment-related  services  for  the  clients.  Rather,  the  staff  at  the 
clinics  yielded  their  employment-related  activities  to  the  employment 
specialists. 

DESCRIPTORS:  Labor  Markets  and  Problems,  Training  and  Employ- 
ment of  the  Disadvantaged,  Drug  Abuse,  Clinics 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1343  PROJECT  NO:  NIDA  77-1 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-77-4512 

COST    (In  Thousands):  FY  77-$228,  FY  79-$95,  FY  80-$14 
STATUS:  Study  completed 

START/END  DATES;  September  "77  through  January  "81 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  on  Drug  Abuse 

PROJECT  TITLE:  Evaluation  of  Child  Abuse  and  Confidentiality  of 
Alcohol  and  Drug  Abuse  Patient  Records 

REPORT  TITLE:  Evaluation  of  Child  Abuse  and  Neglect  Reporting 
and  Confidentiality  of  Alcohol  and  Drug  Abuse  Patient 
Records 

PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 

Pike,  Rockville  MD  20852 
PROJECT  OFFICER:  Stephens,  Sharman;  Rm  446F,  HHH  Bldg; 

202-245-1860 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse  (Entire  Program  Area) 

ABSTRACT:  Congress,  in  an  attempt  to  encourage  drug  and  alcohol 
abusers  to  participate  in  treatment  programs  without  fear  of  bringing 
themselves  to  the  attention  of  law  enforcement  officials  or  of  jeopard- 
izing themselves  in  other  ways,  mandated  that  patient  records  be  kept 
confidential  unless  (1)  the  patient  consents  in  writing;  (2)  disclosure 
is  allowed  by  a  court  order;  (3)  disclosure  is  to  medical  personnel  for 
a  medical  emergency;  or  (4)  disclosure  is  for  selected  other  program 
purposes.  At  the  same  time,  all  states  enacted  statutes  requiring  some 
form  of  reporting  of  suspected  child  abuse  or  neglect.  Thus  a  conflict 
arises  between  the  interest  of  society  in  requiring  alcohol  and  drug 
abuse  treatment  staff  to  initiate  reports  of  suspected  child  abuse  and 
neglect  and  the  interest  of  society  in  encouraging  alcohol  and  drug 
abusers  to  seek  treatment.  This  study  addressed  the  conflict.  Major 
findings  are  that  federal  confidentiality  laws  are  perceived  to  conflict 
with  state  laws  requiring  reporting  of  child  abuse  and  neglect,  and 
that  this  conflict  is  viewed  as  a  barrier  to  reporting  suspected  child 
abuse  and  neglect.  State  agencies  tend  to  view  the  problems  as  more 
severe  than  local  treatment  programs.  Clarifications  made  by  the 
"Notice  of  Proposed  Rule  Making"  (which  was  published  by  HHS 
on  August  23,  1983  and  which  specifies  the  circumstances  under 
which  information  can  be  divulged  by  federally  assisted  substances 
abuse  programs)  are  believed  by  some,  but  not  all,  states  to  help  ease 
the  problem. 
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ABSTRACT:  A  group  of  drug-abuse  researchers  convened  to  evaluate 
four  years  of  the  National  Institute  of  Drug  Abuse's  research  pro- 
gram in  behavioral  pharmacology.  The  objective  of  the  evaluation 
was  to  design  comprehensive  approaches  to  short-  and  long-term 
research  goals  based  on  achievements  in  this  area,  the  state  of  the 
art/technology,  and  the  potential  for  achieving  significant  break- 
throughs, as  well  as  to  identify  and  to  resolve  related  administrative 
and  policy  issues.  A  report  was  prepared  for  internal  use. 
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ABSTRACT:  TERROS  ambulance  service  is  designed  to  treat  drug 
emergencies  in  the  Maricopa  County,  Arizona,  area.  This  study  ex- 
amines the  effectiveness  of  TERROS  ambulance  service  in  relation 
to  other  available  ambulance  facilities  (public  or  private)  in  the  ser- 
vice area.  The  kinds  of  intervention  available  for  drug  overdose  or 
adverse  reaction  are  examined,  and  comparisons  made  of  patient 
profiles  to  ascertain  (1)  the  relative  efficacy  of  TERROS  ambulance 
service;  and  (2)  whether  particular  types  of  patients  turn  to  TERROS 
in  preference  to  other  available  kinds  of  service.  In  addition  TER- 
ROS is  using  emergency  room  record  data  and  central  intake  records 
to  ascertain  the  pre-crisis  and  post-crisis  treatment  status  of  drug 
crisis  victims. 
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ABSTRACT:  This  manual  was  designed  to  assist  drug  treatment  pro- 
gram administrators  and  directors  of  Single  State  Agencies  (SSAs)  in 
taking  the  necessary  steps  to  comply  with  Section  504  regulations.  It 
was  also  designed  to  inform  drug  treatment  program  administrators 
and  directors  of  SSAs  about  the  specific  issues  involved  in  developing 
accessible  and  appropriate  drug  treatment  services  for  handicapped 
persons.  The  manual  is  divided  into  four  parts.  Pact  I  presents  a 
general  overview  of  Section  504  and  the  drug  abuse  problems  of 
handicapped  persons.  Part  II  discusses  the  formal  requirements  of 
Section  504  regulations.  Part  III  describes  the  different  types  of  barri- 
ers that  limit  the  availability  of  drug  treatment  services  to  hand- 
icapped persons.  Part  IV  presents  strategies  for  developing  and 
implementing  a  plan  of  action  encompassing  handicapped  persons. 
This  part  was  specifically  designed  to  assist  drug  treatment  program 
administrators  and  directors  of  SSAs  in  identifying  resources  and 
information  in  their  locales  to  facilitate  making  drug  treatment  ser- 
vices accessible  and  appropriate  to  handicapped  person.  (Final  report 
96  pages.) 
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ABSTRACT:  The  purpose  of  this  project  was  to  identify  the  strengths 
and  problems  of  the  NTS  and  to  make  recommendations  to  improve 
its  efficiency  and  effectiveness.  The  Office  of  Program  Development 
and  Analysis  (OPDA)  developed  a  set  of  management  issues  to  be 
addressed  concerning  the  following  topics:  organizational  structure, 
resource  allocation,  system  efficiency,  loci  of  responsibility,  respon- 
siveness to  variations  among  states,  needs  assessment  procedures, 
evaluation  procedures,  and  resource  sharing  among  states.  The  con- 
tractor conducted  interviews  with  a  sample  of  1 1  state  training  pro- 
grams, 22  local  treatment  programs,  22  local  prevention  programs, 
and  all  of  the  key  federal  and  regional  components  of  the  NTS. 
Concurrent  with  the  assessment,  government-wide  budget  considera- 
tions were  projected  to  lead  to  an  unanticipated,  sharply  reduced  role 
for  NIDA  in  the  National  Training  System  beginning  in  FY  1983. 
The  assessment  report  was  distributed  to  all  states  in  October  1981 
as  a  management  tool  to  meet  their  anticipated  increase  in  training 
responsibilities. 
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ABSTRACT:  This  project  developed  a  method  of  estimating  the  preva- 
lence and  cost  of  drug  abuse  in  industry.  It  involved  five  major 
requirements:  a  literature  review,  development  of  a  prevalence  me- 
thodology, development  of  a  cost  methodology,  a  pilot  test  of  the 
methodologies,  a  manual  with  the  methodologies  and  a  manual  with 
guidelines  for  applying  these  methodologies.  The  users'  manual  pro- 
vides detailed  instructions  for  applying  the  prevalent  methodology 
for  ten  categories  of  drugs.  It  also  provides  instructions  for  applying 
the  "drug  effects"  methodology,  using  two  selected  drug  categories 
as  models.  The  manual  presents  companies/unions  with  a  practical 
means  for  identifying  the  impact  of  drug  use  on  worker  performance. 
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ABSTRACT:  This  study  was  undertaken  as  a  portion  of  a  larger  con- 
tract to  evaluate  the  impact  of  treatment  on  client  performance  where 
comparison  is  made  between  minority  group  members  and  majority 
group  members  exposed  to  same  treatment  forms.  The  minority 
groups  represented  in  this  study  include  mainland  Puerto  Ricans, 
Asian  Americans,  and  American  Indians.  In  each  instance,  samples 
of  clients  exposed  to  drug  abuse  treatment  programs  were  compared 
with  samples  of  Anglo-Americans  exposed  to  same  treatment  forms. 
Evaluation  was  made  in  terms  of  drug  use,  criminality,  employment, 
and  retention  in  treatment. 
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ABSTRACT:  Two  mathematical  models  were  developed  using  data 
obtained  from  narcotic  addicts  who  are  processed  through  the  cen- 
tral intake  and  referral  system  in  Newark,  New  Jersey.  Treatment 
and  follow-up  data  were  incorporated  into  the  models  to  develop 
predictors  of  treatment  outcome  for  (1)  a  single  period  allocation 
model;  and  (2)  a  dynamic,  time-dependent  assignment  model.  The 
models  are  used  for  assignment  or  allocation  of  narcotic  addicts  to 
different  treatment  modalities,  in  accordance  with  the  highest 
probabilities  of  favorable  treatment  outcomes  for  different  types  of 
patients.  The  utility  of  this  model  is  dependent  upon  the  stability  of 
the  treatment  programs  over  time. 
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ABSTRACT:  National  Institute  on  Drug  Abuse  (NIDA)  criminal  jus- 
tice branch  has  sponsored  a  series  of  reports  and  monographs  that 
describe  workable  strategies  to  effectuate  referral  to  drug  treatment 
at  various  points  of  intervention  in  the  criminal  justice  process.  This 
publication  addresses  one  particular  area  of  the  criminal  justice/drug 
abuse  treatment  interface  that  has  received  comparatively  little  atten- 
tion to  date  in  the  literature:  the  "precharge"  phase.  The  major  objec- 
tive of  this  project  was  to  develop  a  methodology,  conduct  literature 
searches,  make  site  visits  and  subject  police  referral  to  intense  pro- 
gram analyses. 
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ABSTRACT:  The  purpose  of  this  project  was  to  conduct  utilization 
survey  of  federally  funded  drug  abuse  intervention  programs,  other 
drug  abuse  programs.  Single  State  Agencies  for  Drug  Abuse  Preven- 
tion, and  other  constituent  representatives.  The  objective  of  the  study 
was  to  identify  the  extent  to  which  people  in  certain  National  Insti- 
tute on  Drug  Abuse  (NIDA)  audiences  used  Division  of  Resource 
Development  (DRD)  publications  and  the  extent  to  which  needs  for 
additional  material  existed.  The  study  was  conceived  as  a  broad- 
brush  effort  covering  most  of  DRD's  audiences  and  most  of  its  publi- 
cation activities.  It  was  not  an  attempt  to  evaluate  individual  publica- 
tions, to  investigate  specific  needs,  or  to  characterize  fully  the 
manner,  use,  and  internal  management  of  DRD  publications. 
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ABSTRACT:  This  study  explored  the  treatment  of  female  drug  abusers; 
the  nature  of  their  drug  problems;  the  capability  of  existing  treatment 
systems  to  serve  female  drug  abusers;  and  the  implementation  of  new 
treatment  approaches.  The  study  included  the  following  components: 
(1)  clinical  investigation  of  the  characteristics  of  drug  abusing  women 
as  compared  to  men;  (2)  clinical  investigation  of  outcomes  of  tradi- 
tional treatment/services  programs;  (3)  clinical  investigation  of  the 
treatment  process  as  it  affects  women  and  men  differentially;  and  (4) 
an  investigation  of  the  service  needs  of  female  addicts  and  their 
children. 
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START/END  DATES:  June  '77  through  December  '77 
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PROJECT  OFFICER:  Dubin,  Dr.  Gerald 
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ABSTRACT:  This  study  examined  and  identified  philosophies,  goals, 
criteria,  performance  variables,  and  standards  for  methadone  pro- 
grams. It  also  identified  operational  methodologies  consistent  with 
existent  laws,  statutes,  and  policies  that  can  be  used  by  programs  for 
self-evaluation.  This  contract  was  extended  without  additional  funds. 

DESCRIPTORS:  Drug  Abuse,  Evaluation  by  State  and  Local  Govern- 
ments, Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0717  PROJECT  NO:  NIDA  75-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-75-4143 
COST    (!n  Thousands):  FY  75-$8I 
STATUS:  Study  completed 

START/END  DATES:  July  '75  through  November  '19 
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PROJECT  TITLE:  Treatment  Outcome  Prospective  Study 

REPORT  TITLE:  Treatment  Outcome  Prospective  Study  (Five 
Reports) 

PERFORMER:  Research  Triangle  Institute.  Research  Triangle  Park 
NC  27709 

PROJECT  OFFICER:  Gmzburg,  Dr.  Harold  M.;  Rm  10A08,  PKLN 

Bldg;  301-443-1801 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Drug  Abuse  (Entire  Program  Area) 

ABSTRACT:  TTie  Treatment  Outcome  Prospective  Study  was  com- 
prised of  an  in-treatment  and  follow-up  phase  that  permits  clients 
entering  treatment  programs  to  be  assessed  using  the  performance 
variables  of  criminal  behavior,  drug  and  alcohol  usage  patterns,  and 
productive  activities,  including  homemaking  skills  and  employment, 
at  the  time  they  enter  treatment,  while  they  remain  in  treatment,  and 
subsequent  to  their  terminating  treatment.  Demographic  factors  were 
correlated  with  process  and  outcome  variables  to  develop  expecta- 
tion and  predictor  profiles  of  clients  entering  and  remaining  in  treat- 
ment. This  longitudinal  study  followed  clients  entering  methadone 
detoxification,  methadone  maintenance,  drug-free  outpatient,  thera- 
peutic community  treatment  program  in  six  cities:  Chicago,  Des 
Moines,  New  Orleans,  New  York,  Phoenix,  and  Portland  (Oregon). 
Work  for  this  project  was  also  performed  under  Contract  No.  271-79- 
3611. 

DESCRIPTORS:  Drug  Abuse,  Medical  Practice,  Health  Care  Delivery 
Systems,  Case  or  Site  Study  Feature 
STUDY  TYPE;  Case  Studies 

PIC  ID  NO:  1350  PROJECT  NO:  NIDA  77-6 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  271-77-1205 

COST    (In  Thousands):  FY  77-$830,  FY  78-$970,  FY  79-$555 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '77  through  November  '81 
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PROJECT  TITLE:  Treatment  Services  for  Drug  Dependent  Women 

REPORT  TITLE:  Treatment  Services  for  Drug  Dependent  Women 

(Two  Volumes) 
PERFORMER:  Division  of  Prevention  and  Treatment 

Development,  5600  Fishers  Lane,  Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism  (Entire  Program  Area); 

PHS-ADAMHA-Drug  Abuse-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  This  book  highlights  information  about  drug-dependent 
women,  with  a  focus  on  the  services  they  need  and  how  to  deliver 
them.  The  book  discusses  the  pervasive  ways  in  which  gender  influ- 
ences the  range  and  types  of  services  needed;  outlines  the  range  and 
types  of  services  needed  to  intervene  effectively  with  chemically 
dependent  women;  establishes  standards  for  these  services;  and  pro- 
vides practical  suggestions,  guidelines,  step-by-step  descriptions  of 
procedures,  strategies,  and  helpful  tools  so  that  each  chapter  is,  in 
part,  a  "how-to"  guide.  Also  included  are  sections  on  recommended 
procedures  and  materials  for  staff  training  and  supervision,  ways  to 
interface  with  and  use  existing  community  programs  and  services, 
and  methods  of  creating  alterntives  from,  or  making  more  creative 
use  of,  already  available  resources.  HHS  Publication  Nos.  (ADM) 
81-1177  (Volume  I)  and  (ADM)  82-1219  (Volume  II).  (Final  report 
volumes  504  and  618  pages,  respectively.) 

DESCRIPTORS:  Drug  Abuse,  Alcoholism,  Women,  Literature  Review 
Feature,  Social  Services  Delivery  Systems,  Medical  Practice 
STUDY  TYPE:  Other 

PIC  ID  NO:  1587  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  December  '80  through  December  '81 
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ABSTRACT:  This  project  involved  an  agreement  between  the  Nation- 
al Institute  of  Mental  Health  (NIMH)  and  the  National  Institutes  of 
Health  (NIH).  Through  this  agreement  NIMH  provided  NIH  the 
funding  necessary  to  allow  the  National  Academy  of  Sciences,  under 
contract  NOl-OD-9-21 12,  to  add  to  the  file  records  on  research 
trainees  and  fellows  receiving  Alcohol,  Drug,  and  Mental  Health 
Administration  (ADAMHA)  support  prior  to  1978. 

DESCRIPTORS:  Mental  Health,  Management  Information  and  Report- 
ing, Information  Systems 
STUDY  TYPE:  Other 

PIC  ID  NO:  2239  PROJECT  NO:  NIMH  83-23 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  83-$20 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  March  "83  through  October  '83 
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PROJECT  TITLE:  Program  Performance  Assessment  of  Responses 
to  Four  Prevention-Related  Requests  for  Applications 
(RFAs) 

REPORT  TITLE:  Analysis  of  Responses  to  Four  Prevention 

Research  Funding  Announcements 
PERFORMER:  Lowry,  Ritchie  P.,  Ph.D.,  Wayland  MA  01778 
PROJECT  OFFICER:  Koretz,  Dr.  Doreen;  Rm  14C02,  PKLN  BIdg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  purpose  of  this  study  was  to  assess  the  quantity, 
quality,  and  research  foci  of  applications  received  under  four  NIMH 
prevention-related  program  notices  published  since  November  1979: 
(I)  the  impact  of  marital  disruption  on  children;  (2)  the  impact  of 
severely  disturbed  parents  on  children;  (3)  high-risk  factors  in  depres- 
sion; and  (4)  research  on  clinical  interventions  for  infants  and  their 
families.  The  evaluation  was  expected  to  improve  the  methodological 
sophistication  of  preventive  intervention  research  foci  and  applica- 
tions. (Final  report  98  pages.) 

DESCRIPTORS:  Mental  Health,  Preventive  Health  Care,  Research  and 
Evaluation  Planning  and  Administration,  Information  Dissemination 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2246  PROJECT  NO:  NIMH  83-33 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-219228/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$  10 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  December  '84 
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PROJECT  TITLE:  Assess  State  Capacity  to  Evaluate  CMHCs  in 
Rural  Areas  (State  of  Maine) 

REPORT  TITLE:  Assess  State  Capacity  to  Evaluate  CMHCs  in 

Rural  Areas  (State  of  Maine) 
PERFORMER:  Collier  County  Mental  Health  Clinic,  Creech  Road, 

Naples  FL  33940 
PROJECT  OFFICER:  McCoy,  Ellie 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  This  study  was  geared  toward  developing  an  evaluation 
system  for  use  in  a  basically  rural  state.  The  recommendations  are 
useful  in  similar  geographic  locations. 

DESCRIPTORS:  Mental  Health,  Management  Information  and  Report- 
ing, Technical  Assistance,  Evaluation  by  State  and  Local  Govern- 
ments, Community  Mental  Health  Centers,  Urban  or  Rural  Places  or 
Problems 

STUDY  TYPE:  Other 

PIC  ID  NO:  0669  PROJECT  NO:  NIMH  73-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-73-170 

COST    (In  Thousands):  FY  03-$95 

STATUS:  Study  completed 

START/END  DATES:  June  '73  through  June  '75 
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PROJECT  TITLE:  Evaluation  of  the  Community  Support  Program: 
Analysis  of  Needs  Assessment  Data  and  Development  of  an 
Effective  Needs  Assessment  Methodology 

REPORT  TITLE:  Assessing  the  Needs  of  the  Community  Support 

Program  Target  Population:  Selected  Methods  for  National 

and  State  Application 
PERFORMER:  Human  Services  Research  Institute,  2336 

Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Manderscheid,  Ronald  W.,  Ph.D.;  Rm  18C07, 

PKLN  Bldg;  301-443-3343 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support; 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  This  study  reviewed  relevant  methodologies  for  assess- 
ing the  needs  of  the  segment  of  the  chronically  mentally  ill  population 
targeted  by  the  Community  Support  Program  (CSP).  The  report  (1) 
reviews  the  CSP  reports  and  literature  on  needs  assessment;  (2)  dis- 
cusses the  needs  assessment  requirements  and  constraints;  (3)  recom- 
mends three  methods  for  developing  national  estimates  of  the  size  and 
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selected  characteristics  of  the  community-based  CSP  population 
(e.g.,  using  Supplementary  Security  Income  and  Social  Security  Dis- 
ability Insurance  beneficiary  data  to  estimate  the  size  and  personal 
characteristics  of  the  community-based  population  aged  18-64  who 
are  severely  work  disabled  because  of  mental  illness);  and  (4)  presents 
methods  for  assessing  the  needs  of  both  the  community-  and  institu- 
tion-based CSP  target  population  at  the  state  level  (e.g.,  surveys  of 
the  institution-based  population).  See  also  PIC  ID  No.  1885.1.  (Final 
report  149  pages  plus  appendices.) 

DESCRIPTORS:  Mental  Illness,  Statistical  Analysis  Methods  Feature, 
Survey  or  Questionnaire  Feature,  Handicapping  Conditions  and 
Problems,  Research  and  Evaluation  Performance,  Needs  and  Needs 
Assessment,  Research  and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 

PIC  ID  NO:  1885  PROJECT  NO:  ADM  79-347/ 

NIMH  79-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-1 18655 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0036  (OP) 
COST    (In  Thousands):  FY  79-$80 

STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September '79  through  October '80 
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PROJECT  TITLE:  Evaluation  of  Part  F  of  Children's  Amendment  to 
CMHC  Act 

REPORT  TITLE:  Assessment  of  Child  Mental  Health  Needs  and 

Programs  (Eight  Volumes) 
PERFORMER:  General  Research  Corporation,  7655  Old 

Springhouse  Road,  McLean  VA  22102 
PROJECT  OFFICER:  Light,  Enid;  Rm  1 1C03,  PKLN  Bldg; 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-AD AMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  is  an  eight-volume  study  concentrating  on  the  men- 
tal health  needs  and  existing  mental  health  programs  for  children. 
Volume  I  analyzes  child  mental  health  services  provided  by  various 
facilities  in  25  localities.  Volume  II  reports  case  descriptions  of  child 
mental  health  programs  for  25  facilities.  Volume  III  is  a  compilation 
of  all  the  questionnaires  used  in  the  1974  survey.  Volume  IV  is  an 
analysis  of  the  impact  of  Part  F  of  P.L.  91-211  staffing  grants  on  staff, 
direct  and  indirect  services,  referrals,  and  service  case  loads.  Volume 

V  is  a  compilation  of  all  the  questionnaires  used  in  mailings.  Volume 

VI  is  a  report  on  the  conference  held  in  Silver  Spring,  Maryland,  on 
January  13-14,  1975.  Volume  VII  presents  three  proposals  for  eva- 
luating the  impact  of  child  mental  health  programs.  Volume  VIII  is 
an  executive  summary  of  the  final  report.  Volume  I  ("Analysis  of  25 
Selected  Programs  and  Catchment  Area  Needs:  A  Field  Survey")  is 
available  from  PIC. 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Needs  and  Needs 
Assessment,  Mental  Health,  Children  and  Youth,  Conference  Pro- 
ceedings Feature 


STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO;  0491  PROJECT  NO:  NIMH  73-9/1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  249-778 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-73-78 

COST    (In  Thousands):  FY  73-$  137,  FY  74-$0 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '73  through  December  '74 
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PROJECT  TITLE:  Evaluation  of  NIMH  Final  Reporting  System  for 
Research  Grants 

REPORT  TITLE:  Assessment  of  Research  Grant  Monitoring 

Procedures  and  Practices 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Lord,  Rebecca 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  In  1975,  NIMH's  Division  of  Extramural  Research  Pro- 
grams (DERP)  developed  and  implemented  final  report  guidelines 
for  the  principal  investigator's  use  in  reporting  research  results  and 
activities.  These  guidelines  were  implemented  to  achieve  the  follow- 
ing goals:  (1)  provide  an  identifiable  end  product  for  all  DERP  ter- 
minating grants;  (2)  capture  essential  elements  of  the  research  process 
and  outcome  in  a  standardized  format;  (3)  achieve  uniformity  in  size, 
content,  and  level  of  technical  exposition;  and  (4)  increase  the  rate  of 
return  of  final  reports.  The  contract  was  supplemented  in  September 
1977  to  assess  the  needs  of  one  of  the  Division  of  Special  Mental 
Health  Programs  (DSMHP)  centers  (the  Center  for  Metropolitan 
Problems)  in  the  specific  area  of  grant  monitoring  procedures.  This 
supplemental  study  responded  to  one  of  the  major  findings  in  the 
initial  study  about  the  questionable  utility  of  the  FRG  for  the  centers 
in  the  DSMHP.  This  report  on  the  supplemental  study  presents  a 
description  of  grant  monitoring  and  final  report  procedures  used  in 
selected  research  programs  outside  of  NIMH;  these  programs  were 
selected  on  the  basis  of  their  resemblance  to  the  research  focus  of  the 
Center  for  Metropolitan  Problems  as  opposed  to  that  of  the  DERP 
programs.  The  supplementary  report  is  available  from  PIC. 

DESCRIPTORS:  Mental  Health,  Grant  and  Contract  Management,  Re- 
search and  Evaluation  Planning  and  Administration,  Management 
Information  and  Reporting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1208  PROJECT  NO;  NIMH  76-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  278-76-0045 

COST    (In  Thousands):  FY  76-$49,  FY  77-$  12 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES;  June  '76  through  December  '77 
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PROJECT  TITLE:  Review  of  Community  Mental  Health  Centers' 
Evaluation  Activity  (Three  Phases) 

REPORT  TITLE:  Assessment  of  the  Utility  of  Federally  Required 

Program  Evaluation  in  Community  Mental  Health  Centers 

(Phase  I)  (Three  Volumes) 
PERFORMER:  Philadelphia  Health  Management  Corporation,  260 

South  Broad  Street,  Philadelphia  PA  19102 
PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 

Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  The  CMHC  Amendments  of  1975  (PL  94-63)  made  ex- 
plicit requirements  for  all  CMHCs  to  carry  out  program  evaluation 
studies,  and  specified  the  kinds  of  program  evaluation  activities  to  be 
done.  These  requirements  constituted  a  change  in  the  philosophy  of 
management  of  mental  health  programs,  because  the  new  legislation 
required  CMHC  managers  to  plan  and  make  decisions  based  upon 
systematically  collected  data  and  the  effects  of  services  upon  clients, 
and  also  to  report  such  information  annually.  Development  of  pro- 
gram evaluation  to  produce  data-based  decision  making  requires  a 
wide  range  of  specialized  skills  which  many  CMHCs  in  the  past  have 
not  had  readily  available  to  them.  This  study  assessed  the  implications 
of  PL  94-63  for  CMHC  evaluation  activities  and  the  usefulness  of 
regional  office  and  NIMH  assistance  to  CMHC  evaluation,  and  deve- 
loped recommendations  for  federal  support  of  program  evaluation. 
This  Phase  I  report  describes  results  of  interviews  conducted  at  nine 
CMHCs,  selected  randomly  from  strata  of  metropolitan,  nonmet- 
ropolitan  and  large  and  small  centers,  with  six  persons  at  each  center— 
the  director;  the  fiscal  member;  a  program  evaluator;  a  clinician;  a 
community  board  member;  and  a  citizen.  The  interviews  focused  on 
the  usefulness  of  federal  requirements  for  self-evaluation,  quality  as- 
surance, citizen  review,  and  the  value  of  federal  technical  assistance. 
See  also  PIC  ID  No.  1328.1. 

DESCRIPTORS:  Mental  Health,  Research  and  Evaluation  Perfor- 
mance, Management  Techniques,  Needs  and  Needs  Assessment, 
Community  Mental  Health  Centers,  Utilization  Review,  Survey  or 
Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1328  PROJECT  NO:  NIMH  77-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-207327 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-77-0067 
COST    (In  Thousands):  FY  77-$107,  FY  78-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  December  '78 
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AGENCY  SPONSOR:  Public  Health  Service 
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Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Continuing  Evaluation  of  Patient  Care 

REPORT  TITLE:  Automated  Psychiatric  Record  Systems  Today:  An 
Assessment 

PERFORMER:  Bio-Dynamics  Inc.,  Cambridge  MA 
PROJECT  OFFICER:  Wurster,  Cecil;  Rm  18C26,  PKLN  Bldg; 

301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  extensive  study  examined  closely  the  automated 
record  systems  from  five  mental  health  systems,  focusing  on  the 
issues  of  input/output  system,  operational  status,  computer  process- 
ing, cost,  update  and  retrieval,  confidentiality,  and  usefulness  to  user. 
Findings  and  recommendations  are  drawn  from  these  analyses,  pin- 
pointing particular  and  general  difficulties  that  suggest  a  reorienta- 
tion of  attention.  A  bibliography,  list  of  users,  and  tabulations 
supplement  the  report.  (Final  report  430  pages.) 

DESCRIPTORS:  Information  Systems,  Mental  Health,  Information 
Processing,  Privacy  and  Confidentiality,  Client  Records,  Handicap- 
ping Conditions  and  Problems,  Health  Care  Delivery  Systems 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0335  PROJECT  NO:  NIMH  72-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42  72-106 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '72  through  May  '73 
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AGENCY  SPONSOR:  Public  Health  Service 
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National  Institute  of  Mental  Health 
PROJECT  TITLE:  Cluster  Group  Evaluation  of  Behavioral  Sciences 

REPORT  TITLE:  Behavioral  Sciences  Research  in  Mental  Health: 

An  Assessment  of  the  State  of  the  Science  and 

Recommendations  for  Research  Directions 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Silber,  Charlotte;  Rm  9C18,  PKLN  Bldg; 

301-443-3857 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  Behavioral  Sciences  Research  Review  Panel,  ap- 
pointed in  June  1982,  was  charged  with  identifying  priority  areas 
with  the  greatest  potential  for  advancing  knowledge  that  can  enhance 
the  understanding,  treatment,  and  prevention  of  mental  and  behavior- 
al disorders.  The  report  of  the  panel  is  in  two  volumes.  Volume  I 
presents  an  overview  of  developments  in  the  behavioral  sciences  that 
the  panel  deemed  highly  relevant  to  understanding  treatment  and 
prevention  of  mental  and  behavioral  disorder.  Volume  II  contains  the 
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individual  papers  that  were  commissioned  by  NIMH  and  the  panel. 
These  papers  represent  the  assessments  of  their  authors,  all  of  whom 
are  leading  scholars  in  the  fields  in  which  they  write.  While  the  views 
of  the  panel  and  those  of  the  authors  of  papers  in  this  volume  are  very 
largely  consonant,  some  differences  in  perspective  inevitably  occur. 
Such  differences  characterize  the  growing  edge  of  any  science.  The 
consultant  panel  for  the  Behavioral  Sciences  Research  Evaluation 
prepared  the  final  report  (dated  June  1983)  for  the  director  of  NIMH. 
This  project  was  a  continuation  of  ADM-82-349,  Project  No.  82-6(B), 
which  was  a  continuing  1%  evaluation  activity  in  which  NIMH 
research  programs  were  reviewed  serially  by  extramural  reviewers 
for  purposes  of  evaluating  past  program  performance  for  setting  fu- 
ture program  directions. 

DESCRIPTORS:  Demonstration  Projects,  Discretionary  and  Project 
Grant  Performance,  Feasibility  Study  Feature,  Research  and  Evalua- 
tion Performance,  Research  and  Evaluation  Planning  and  Adminis- 
tration 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  2339  PROJECT  NO:  NIMH  83-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-152651 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$72 

STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  November  '82  through  April  '83 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Examination  of  CMHC  Service  Area  Concept  in 
Several  Centers 

REPORT  TITLE:  Catchment  Area  Concept  and  Other  Service 

Delivery  Concepts:  Parameters  of  Human  Service  Delivery 

PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 
MA  02140 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  This  report  presents  15  articles  that  were  presented  at  a 
conference  held  in  Rockville,  Maryland,  April  5  and  6,  1973,  that  was 
designed  to  provide  alternative  news  of  the  catchment  concept  in 
CMHC  programs.  It  addresses  theoretical  and  practical  issues  and 
difficulties  in  implementing  the  catchment  concept  effectively.  Ap- 
pendices include  background  history,  program  surveys,  and  charts 
comparing  community  services.  (Final  report  74  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Conference  Proceedings  Feature,  Mental  Health, 
State  or  Local  Administration,  Health  Care  Delivery  Systems,  Com- 
munity Mental  Health  Centers 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0336  PROJECT  NO:  NIMH  72-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  42-72-96 
COST    (In  Thousands):  FY  72-$100 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '72  through  August  '73 
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AGENCY  SPONSOR:  Public  Health  Service 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Community  Mental  Health  Centers  and  State 
Hospital  Utilization 

REPORT  TITLE:  Central  Utah  Community  Mental  Health  Center 

Impact  Study 
PERFORMER:  Kelly,  Burton  C,  Ph.D. 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  The  effectiveness  of  the  Central  Utah  Community  Men- 
tal Health  Center  in  reducing  the  number  of  central  Utah  residents 
receiving  inpatient  care  at  the  state  hospital  is  evaluated.  The  catch- 
ment area  served  by  the  center  comprises  three  counties  in  the  north 
central  sector  of  the  state.  A  comparison  catchment  area,  Weber 
County,  was  selected,  against  which  data  from  the  central  Utah  area 
could  be  compared.  The  center  was  established  in  1967  to  provide  a 
variety  of  mental  health-related  outpatient  services  including  a  sur- 
vival training  program  in  which  individuals  were  taught  to  survive 
on  their  own  in  remote  areas,  the  aim  being  to  reorient  them  to  the 
demands  of  reality.  Examination  of  trends  in  the  inpatient  population 
from  central  Utah  before  and  after  the  establishment  of  the  center 
indicates  that  as  the  center's  outpatient  load  increased,  the  inpatient 
load  decreased.  See  also  PIC  ID  No.  0453.1.  (Final  report  59  pages.) 

DESCRIPTORS:  Mental  Health,  Health  Care  Delivery  Systems,  Am- 
bulatory and  Outpatient  Health  Care,  Community  Mental  Health 
Centers 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0453  PROJECT  NO:  NIMH  70-9  (a) 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS;  Study  completed, 

Available  from  PIC 
START/END  DATES:  May  '70  through  May  '71 
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PROJECT  TITLE:  Changing  Directions  in  the  Treatment  of  Women: 
A  Mental  Health  Bibliography 

REPORT  TITLE:  Changing  Directions  in  the  Treatment  of  Women: 
A  Mental  Health  Bibliography 
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PERFORMER:  Clinical  Research  Branch,  Division  of  Extramural 

Research  Programs,  Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  mental  health  bibliography  of  books,  periodicals, 
and  articles  for  women  was  assembled  with  the  objective  of  provid- 
ing a  helpful  resource  for  research,  therapy  and  women  consumers. 
It  was  undertaken  in  response  to  the  need  to  survey,  organize,  and 
abstract  a  new  body  of  literature  on  women  and  their  treatment.  The 
six  sections  into  which  the  bibliography  is  organized  include  (1) 
theoretical  literature  on  the  psychology  and  biology  of  women;  (2) 
criticism  of  the  treatment  of  women;  (3)  research  response  to  criti- 
cism; (4)  modifications  of  therapy  and  new  approaches;  (5)  treatment 
for  specific  problems  and  populations  of  women;  and  (6)  alternative 
approaches  to  traditional  psychotherapy.  (Final  report  494  pages.) 

DESCRIPTORS:  Women,  Mental  Health,  Bibliography  Feature,  Liter- 
ature Review  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  1390  PROJECT  NO:  ADM  79-749 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-76-0018 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  August  '79 
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PROJECT  TITLE:  High  Risk  Infant  Research  Projects 

REPORT  TITLE:  Clinical  Nursing  Model  for  Infants  and  Their 
Families 

PERFORMER:  University  of  Washington,  School  of  Nursing, 

Seattle  WA  98195,  Barnard,  Kathryn 
PROJECT  OFFICER:  Koretz,  Dr.  Doreen;  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  project  studied  primary  prevention  of  socioemo- 
tional  disturbance,  developmental  delay,  and  attachment  disorders 
for  infants  and  their  families  who  were  at  risk  for  medical  reasons  and 
because  of  the  mother's  significant  psychiatric  problems,  mental 
retardation,  alcohol  or  drug  addiction,  history  of  abuse  or  neglect  of 
previous  children,  lack  of  support,  or  young  age.  One  hundred  and 
sixty  mothers,  recruited  prenatally,  were  assigned  one  or  two  home 
visitation  intervention  models.  The  Mental  Health  Nursing  Model 
offered  emotional  support,  affirmation  of  the  mother,  and  knowledge 
of  community  resources,  delivered  in  regular  home  visits  by  specially 
trained  public  health  nurses;  the  emphasis  was  on  the  therapeutic 
relationship.  The  Information  Resource  Model  emphasized  the  nurse 
as  case  manager,  locating  and  coordinating  community  services.  As- 
sessments occurred  during  the  babies'  first  three  years.  See  also  PIC 
ID  Nos.  3027-3027.7,  and  3027.9. 


DESCRIPTORS:  Infants,  Mental  Illness,  Preventive  Health  Care,  Ma- 
ternal and  Child  Health,  Alcoholism,  Retardation,  Social  Research, 
Drug  Abuse 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027  8  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed 

START/END  DATES:  January  '82  through  January  '88 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Analysis  and  Interpretation  of  Utilization  Data  on 
Admission  to  State  Hospitals 

REPORT  TITLE:  CMHCs  and  State  Hospital  Utilization:  Northeast 

Kingdom  of  Vermont 
PERFORMER:  Northeast  Kingdom  Mental  Health  Center,  60 

Broadview  Avenue,  Newport  VT  05855 
PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 

Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  For  many  years  it  was  felt  that  the  utilization  of  state 
hospitals  and  patients'  duration  of  stay  would  be  reduced  if  sufficient 
community  alternatives  were  available.  The  CMHC  program  was 
one  alternative  for  evaluating  this  theory.  This  contract  (1)  provided 
data  on  state  hospital  and  CMHC  residents  at  fixed  points  in  time 
before  and  after  the  opening  of  the  CMHC  and  (2)  interpreted  the 
differences  among  various  admissions  and  resident  cohorts  in  the 
catchment  area  and  comparison  areas.  The  study  confirmed  that  state 
hospital  utilization  decreased  when  community  alternatives  such  as 
community  mental  health  centers  (CMHCs)  were  utilized.  (Final 
report  74  pages.) 

DESCRIPTORS:  Deinstitutionalization,  Services  Integration,  Utiliza- 
tion Review,  Community  Mental  Health  Centers 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0674  PROJECT  NO:  NIMH  70-11 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  70-529 
COST    (In  Thousands):  FY  70-$5 
STATUS:  Study  completed 

START/END  DATES:  June  '70  through  September  '72 
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REPORT  TITLE:  Collaborative  Data  Collection  and  Analysis  for 

Community  Support  Program  Demonstration  Projects 
PERFORMER:  Market  Facts,  Inc.,  1611  North  Kent  Street, 

Arlington  VA  22209,  Bernstein,  Alice  G. 
PROJECT  OFFICER:  Rosen,  Beatrice:  Rm  18C18,  PKLN  Bldg; 

301-443-3343 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support; 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  study  surveyed  a  representative  sample  of  clients 
from  each  of  the  Community  Support  Program  local  demonstration 
projects.  Information  collected  on  each  client  included  (1)  social  and 
demographic  characteristics;  (2)  level  of  clinical  and  social  function- 
ing; and  (3)  utilization  of  CSP  services  over  a  specified  period  of  time. 
Results  of  this  national  cross-sectional  survey  of  clients  of  the  Com- 
munity Support  Program  provide  information  useful  for  a  variety  of 
analytic  and  evaluative  purposes.  (Final  report  442  pages.) 

DESCRIPTORS:  Information  Processing,  Statistical  Analysis  Methods 
Feature,  Survey  or  Questionnaire  Feature,  Research  and  Evaluation 
Planning  and  Administration,  Mental  Health,  Demonstration  Pro- 
jects, State  or  Local  Administration,  Demography 
STUDY  TYPE:  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 

PIC  ID  NO:  1886  PROJECT  NO:  ADM  79-350 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-1 15874 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0031  (OP) 
COST    (In  Thousands):  FY  79-$92,  FY  80-$10 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '79  through  September  '80 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  Problems  in  Phasing  in  New 
CMHC 

REPORT  TITLE:  Community  Mental  Health  Centers  Amendments 
of  1975  (Title  III  of  P.L.  94-63):  How  Are  New  CMHCs 
Doing? 

PERFORMER:  National  Institute  of  Mental  Health,  5600  Fishers 

Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Woy,  J.  Richard,  Ph.D. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  As  input  for  the  legislative  renewal  process  and  for  plan- 
ning technical  assistance  to  CMHCs,  the  study  was  undertaken  to 
determine  the  progress  and  problems  of  new  CMHCs  in  phasing  in 
new  required  activities-program  evaluation,  quality  assurance,  and 
convening  a  representative  governing  board.  A  questionnaire  was 
distributed  to  selected  center  directors,  regional  office  consultants, 
state  government  officials,  and  board  chairpersons  to  evaluate  their 
own  programs  in  relation  to  the  mandates.  The  questionnaire  was 


followed  by  telephone  interviews  to  elicit  specific  responses  about 
professional  experiences  and  opinions  about  P.L.  94-63.  While  the 
sample  was  too  small  for  statistically  significant  results,  interesting 
data  and  patterns  emerged.  The  major  difficulties  in  complying  with 
P.L.  94-63  appeared  in  programs  for  the  elderly,  quality  assurance, 
evaluation  and  transitional  halfway-house  services.  As  expected,  out- 
patient services  and  the  related  partial  hospital  component  were  the 
best  established  and  most  successful  programs.  One  key  factor  for  the 
success  of  the  new  CMHCs  appeared  to  be  the  ability  to  coordinate 
well  with  many  agencies,  institutions,  and  local,  state  and  federal 
officials.  All  respondents  agreed  that  the  legislation  needed  to  be 
simplified  and  made  more  flexible  to  suit  individual  needs.  (Final 
report  37  pages.) 

DESCRIPTORS:  Field  Test  Feature,  Management  Techniques,  Pro- 
gram Coordination,  Research  and  Evaluation  Planning  and  Adminis- 
tration, State  or  Local  Administration,  Survey  or  Questionnaire 
Feature,  Community  Mental  Health  Centers 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1990  PROJECT  NO:  NIMH  78-11 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '77  through  March  '78 
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PROJECT  TITLE:  Community  Mental  Health  Centers  and  the 
Decreasing  Use  of  State  Mental  Hospitals 

REPORT  TITLE:  Community  Mental  Health  Centers  and  the 

Decreasing  Use  of  State  Mental  Hospitals 
PERFORMER:  National  Institute  of  Mental  Health,  5600  Fishers 

Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 

Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  To  test  the  success  of  the  community  mental  health  cen- 
ters (CMHCs)  program  goal  of  reducing  state  hospital  utilization, 
changes  in  state  mental  hospital  resident  and  admissions  rates  were 
calculated  for  1964  to  1971,  using  16  states,  for  counties  wholly 
within  or  outside  of  catchment  areas  served  by  CMHCs.  The  study 
found  that  hospital  populations  tended  to  decrease  over  time  at  about 
the  same  rate  whether  or  not  a  CMHC  was  initiated  or  operated. 
There  was,  however,  a  slight  decrease  in  admission  rates  (and  an 
offsetting  increase  in  duration  of  stay)  for  CMHC  counties.  The  final 
report  was  published  in  "Community  Mental  Health  Journal"  (Vo- 
lume 12,  No.  3,  1976). 
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ABSTRACT:  In  1975,  the  legislation  that  created  community  mental 
health  centers  (CMHCs)  was  amended  to  require  CMHCs  to  deliver 
12  services,  including  transitional  halfway  house  services.  This  sur- 
vey of  CMHCs  determined  the  extent  and  range  of  community  resi- 
dential services  provided  to  the  mentally  ill  to  see  if  CMHCs  were 
continuing  to  meet  the  1975  requirement  to  provide  halfway  house 
services.  The  survey  gathered  information  on  type  of  facility,  size, 
number  and  type  of  clients,  funding  mechanisms,  and  service  delivery 
characteristics.  The  survey  found  that  (1)  70%  of  the  residential 
programs  can  be  categorized  as  group  homes,  halfway  houses,  coop- 
erative apartments,  or  private  houses/apartments;  (2)  of  the  com- 
munity, residential  facilities  serving  persons  18  and  under,  52%  were 
group  homes  and  20%  were  family  foster  homes;  (3)  of  the  adult 
facilities,  29%  were  group  homes,  18%  were  halfway  houses,  16% 
were  cooperative  apartments,  and  14%  were  "other";  and  (4)  a  varie- 
ty of  services  were  typically  provided  by  the  centers.  See  also  PIC 
ID  Nos.  2414-2414.5,  2414.7,  and  2414.8. 
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ABSTRACT:  The  study  consisted  of  a  survey  to  collect  uniform  data 
about  the  social  and  demographic  characteristics  of  a  cohort  of  com- 
munity support  program  (CSP)  clients  (severely  chronically  mentally 
ill  patients  who  are  not  institutionalized);  their  level  of  functioning; 
and  services  provided  during  a  one-year  period  at  each  of  16  demon- 
stration sites.  This  survey  enabled  the  National  Institute  of  Mental 
Health  (NIMH)  to  collect  information  on  the  types  of  clients  being 
served,  the  extent  of  service,  the  client's  level  of  functioning,  and  the 
social  adjustments  and  functioning  changes,  if  any,  in  these  clients 
over  a  year's  time.  Findings  from  this  project  are  used  to  determine 
how  the  CSP  programs  affect  their  clients,  what  group  of  patients 
function  best  under  this  program  and  what  changes  should  be  made 
to  improve  service  and  client  functioning. 
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ABSTRACT:  Opportunities  to  improve  the  process  and  estimation  me- 
thodologies in  mail  surveys  of  clientele  and  services  were  examined 
by  comparing  the  results  of  mail  aggregate  surveys  with  the  results 
of  the  highly  individualized  approach  used  in  the  Community  Mental 
Health  Center  (CMHC)  Panel  Survey,  ADM  Project  No.  79-341, 
NIMH  Project  No.  79-2,  Contract  No.  278-79-0033  (OP),  fmal  report 
titled  "Feasibility  Phase  of  the  Survey  of  Community  Mental  Health 
Center  Clients."  The  results  of  the  panel  survey  of  approximately  40 
centers  for  which  data  were  collected  were  compared  with  their 
aggregate  data  reports  on  the  mail  inventory  of  CMHCs  conducted 
by  the  National  Institute  of  Mental  Health  (NIMH)  for  1 980  (a  rough- 
ly comparable  time  period)  and  with  aggregate  data  that  they  report- 
ed to  their  respective  states  for  1980  and  1981,  insofar  as  these  reports 
were  available.  See  also  PIC  ID  Nos.  1882  and  1882.1. 
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ABSTRACT:  The  purpose  of  this  study  was  to  measure  the  cost  of 
mental  illness.  The  cost  of  mental  illness,  according  to  the  report's 
"conservative"  methodology,  was  estimated  at  $26.2  billion  in  1971. 
The  cost  of  medical  care  for  mental  illness  totalled  $10.3  billion  and 
the  indirect  costs  (total  disability,  deaths,  and  time  lost  to  individuals) 
were  estimated  to  total  at  least  $14  billion.  Construction,  training, 
research,  and  administrative  costs  accounted  for  the  remaining  $1.9 
billion.  The  report  concludes  with  a  methodology  for  updating  es- 
timated mental  health  costs.  (Final  report  147  pages.) 
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ABSTRACT:  This  report  presents  interim  results  on  the  demand  for 
ambulatory  mental  health  service,  using  data  from  a  social  experi- 
ment. Because  of  its  design,  the  (HHS)  ASPE-supported  Rand  Health 
Insurance  Study  (HIS)  avoids  many  of  the  shortcomings  of  other 
studies.  The  sample  is  a  random  sample  of  the  nonaged,  noninstitu- 
tionalized  population  of  six  urban  and  rural  sites  in  four  census  areas. 
The  major  feature  of  this  study  is  the  assignment  of  specific  insurance 
packages  to  families  and  the  extensive  measurement  of  health  and 
mental  health  status  at  the  beginning  of  the  study.  Some  of  the  princi- 
pal findings  are  (1)  reducing  the  level  of  cost  sharing  increases  in  the 
demand  for  mental  health  services;  (2)  a  small  deductible  of  $150  per 
person  per  year  did  not  reduce  the  probability  of  use  compared  to 
those  receiving  free  care;  (3)  with  the  exception  to  the  finding  con- 
cerning the  deductible,  expenses  for  ambulatory  mental  health  ser- 
vices exhibit  roughly  the  same  percentage  response  to  changes  in 
insurance  as  do  ambulatory  medical  expenses;  (4)  for  those  with  free 
care,  ambulatory  mental  health  care  represents  5%  of  total  health 
care  costs;  (5)  the  choice  of  provider  between  mental  health  special- 
ists and  medical  providers  is  not  related  to  insurance  coverage;  and 
(6)  the  actual  expenditure  on  informal  (medical-nonspeciality  mental 
health)  providers  is  only  5%  of  total  ambulatory  mental  health  costs. 
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ABSTRACT:  For  this  study,  studies  of  mental  health  service  client 
outcomes  were  compiled  and  abstracted.  This  compilation  is  intend- 
ed to  facilitate  the  use  of  client  outcome  information  in  decision 
making  about  mental  health  services,  especially  at  the  state  and  local 
program  levels.  The  200  program  outcome  studies  included  are  clas- 
sified into  one  of  nine  headings  representing  the  major  contexts  in 
which  decisions  are  made:  (1)  cost-effectiveness  studies;  (2)  treatment 
modality;  (3)  treatment  approaches;  (4)  staffing  characteristics  and 
patterns;  (5)  structural/physical  program  variables;  (6)  policies  and 
procedures;  (7)  institutional/geographic  setting;  (8)  demographic 
characteristics  of  client;  and  (9)  diagnostic  category/type  of  problem. 
These  classifications  are  further  divided  into  subcategories.  For  ex- 
ample, ( 1 )  treatment  modality  is  subdivided  into  inpatient  care,  outpa- 
tient care,  telephone  crisis  intervention,  and  alternative  community 
care;  and  (2)  institutional/geographic  setting  is  subdivided  into  com- 
munity mental  health  center,  state  hospital.  Veterans  Administration 
hospital,  residential  care  facility,  nursing  home,  college  counseling 
clinic,  private  practice,  and  urban/rural  setting.  The  executive  sum- 
mary covers  both  reports  that  were  produced  as  a  result  of  this  study. 
See  also  PIC  ID  No.  2243.1.  (Final  report  87  pages.) 
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ABSTRACT:  The  1975  CMHC  amendment  to  PL  94-63  required 
CMHCs  to  expand  and  strengthen  their  programs.  The  objective  of 
this  study  was  to  design  and  pilot  a  sample  survey  of  persons  served 
in  CMHCs  to  collect  information  (1)  on  the  costs  of  bringing  CMHCs 
into  the  Biometry  Inventory  Survey;  (2)  to  ensure  that  the  CMHCs 
and  patients  are  properly  identified;  and  (3)  to  establish  or  blend 
NIMH  data  collection  forms  into  each  center's  internal  data  system. 
This  study  provided  data  information  on  feasibility  of  implementing 
this  system,  an  instructional  user's  manual  for  use  by  CMHC  person- 
nel and  components,  and  an  implementation  manual  for  NIMH  staff 
in  assisting  the  centers  in  initiating  survey  procedures.  Volume  I  of 
the  final  report  is  available  from  NTIS  (No.  PB  286-134);  Volume  II 
is  available  from  PIC. 
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ABSTRACT:  This  report  describes  the  performance  measures  and  per- 
formance management  strategy  designed  by  the  state  of  Oregon  for 
use  in  a  state  mental  health  system.  Performance  management  re- 
quires mental  health  system  managers  to  know  the  kinds,  amounts, 
and  quality  of  services  being  delivered;  the  kinds  and  numbers  of 
persons  being  served;  the  costs  of  the  services;  and  the  benefits  result- 
ing from  the  services.  The  report  (1)  discusses  performance  manage- 
ment, performance  measures,  and  performance  contracting;  (2) 
presents  the  measures  and  data  system  used  to  collect  the  data  used 
in  contract  monitoring  and  other  activities;  (3)  describes  the  means 
of  reporting  and  using  the  data;  and  (4)  presents  Oregon's  program 
for  disseminating  the  technology  to  other  states.  See  also  PIC  ID 
Nos.  1889,1  and  1889.2. 
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ABSTRACT:  The  objective  of  this  study  was  to  develop  a  method  to 
assess  the  states'  capacity  for  undertaking  comprehensive  mental 
health  manpower  development,  by  developing  instruments,  me- 
thodologies and  protocols  for  collecting  data;  by  field-testing  data 
collection  instruments  and  methodologies;  by  conducting  a  confer- 
ence on  mental  health  manpower  issues  in  the  states  to  discuss 
preliminary  pre-test  findings;  and  by  preparing  a  final  report  on  the 
study.  As  a  result  of  the  study  and  the  manpower  conference,  the 
conclusions  reached  by  the  contractor  were  that  the  key  to  compre- 
hensive mental  health  manpower  at  the  state  level  depends  on  linkage 
between  existing  resources;  data  sources  must  be  linked  with  and 
made  available  to  policy  analysts;  the  capability  of  analysts  in  state 
agencies  must  be  coordinated  and  used  to  serve  policy  planning  and 
evaluation  needs,  and  should  include  monitoring  of  manpower  supply 
and  particular  problems  and  issues.  The  most  efficient  utilization  of 
different  policy  instruments  requires  the  consultation  and  coopera- 
tion of  facilities  outside  the  state  mental  health  authority,  in  addition 
to  facilities  inside  the  state  mental  health  authority.  Effective  im- 
plementation of  policy  instruments  requires  that  policy  tools  be 
focused  on  achieving  planned  goals.  A  major  conclusion  of  the  study 
was  that  states  need  more  opportunities  to  share  information  on  man- 
power development. 

DESCRIPTORS:  Feasibility  Study  Feature,  Field  Test  Feature,  Plan- 
ning, Federal  State  and  Local  Relations,  Health  Manpower  Other 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1326  PROJECT  NO:  NIMH  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-77-0073(OP) 


COST    (In  Thousands):  FY  77-$99,  FY  78-$48,  FY  79-$2 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  September  '77  through  December  '78 


1293 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Development  and  Test  of  a  Cost-Effectiveness 
Methodology  for  CMHCs 

REPORT  TITLE:  Development  and  Test  of  a  Cost-Effectiveness 

Methodology  for  CMHCs  (Two  Volumes) 
PERFORMER:  Adams  Community  Mental  Health  Center,  4371 

East  72nd  Avenue,  Commerce  City  CO  80022 
PROJECT  OFFICER:  Wurster,  Cecil;  Rm  18C26,  PKLN  Bldg; 

301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-HRSA-Health  Services-Community  (Entire  Program 
Area) 

ABSTRACT:  Volume  I  is  divided  into  four  parts:  (1)  a  nontechnical 
overview  of  the  cost-effectiveness  model  for  CMHCs;  (2)  a  more 
detailed  description  of  the  DARE  (Data  for  Accounting  Records  and 
Evaluation)  System;  (3)  technical  information  about  the  cost  compo- 
nent of  the  DARE  System;  and  (4)  technical  information  primarily 
about  the  effectiveness  component  of  the  system.  Major  findings 
include  (1)  clients  at  admission  to  CMHCs  vary  widely  in  community 
percentile-functioning  scores;  (2)  estimated  cost  of  services  in  1974 
for  the  time  between  admission  and  three-month  follow-up  was  $100/ 
client;  (3)  three-month  follow-up  showed  sizeable  improvement;  (4) 
treatment  delivered  to  chronic  clients  achieved  poorer  outcomes;  and 
(5)  results  from  three  cost-effectiveness  studies  showed  that  services 
delivered  by  an  experimental  "storefront  office"  were  found  to  be  as 
cost-effective  as  services  delivered  by  the  "main  office";  services 
delivered  by  therapists  with  higher  training  were  no  more  expensive 
but  were  more  effective  as  of  the  three-month  follow-up;  and  routine 
random  assignment  of  clients  could  be  initiated  without  loss  of  effi- 
ciency or  effectiveness.  Volume  2,  exhibits  for  the  final  report,  con- 
tains supplementary  data  and  forms.  Volume  1  is  available  from  PIC 
and  from  NTIS  (No.  PB  246-676/AS);  Volume  2  is  available  only 
from  PIC;  "Appendix  1  A:  The  C*0*C*E  Adult  Interview"  is  availa- 
ble from  NTIS  (No.  PB  246-678/AS).  Appendices  IB,  IC,  and  2  were 
also  produced. 
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ABSTRACT:  The  purpose  of  this  study  was  to  develop  and  test  a 
quality  assurance  methodology  utilizing  outcome  measure  to  assess 
access  to  psychiatric  care  in  an  organized  setting  and  the  effectiveness 
of  the  care.  In  1972,  amendments  to  the  Social  Security  Act  resulted 
in  creating  Professional  Standards  Review  Organizations  to  review 
medical  care  provided  to  patients  receiving  services  financed  in  part 
or  whole  by  Medicare,  Medicaid,  and  Child  Health  Funds.  Other 
recent  legislation  requires  quality  assurance  activities  for  community 
mental  health  centers  as  well  as  an  ongoing  program  for  HMO  health 
services,  which  stress  health  outcome  and  provide  review  by  physi- 
cians and  other  health  professionals.  However,  the  methodology  for 
program  evaluation  and  quality  assurance  is  still  in  the  developmental 
stage.  One  study  began  in  1975  as  part  of  the  third-year  activities  at 
the  Experimental  Medical  Care  Review  Organization  (EMCRO) 
project  at  Columbia,  Maryland,  a  prepaid  group  practice  serving  a 
middle-class  suburban  population.  The  EMCRO  project  developed 
an  outcome-based  quality  assurance  strategy  for  primary  medical 
care,  and  later,  for  psychiatric  care.  The  report  describes  the  quality 
assurance  program  undertaken  by  the  Department  of  Psychiatry  at 
Columbia  Medical  Plan  (CMP).  The  goals  were  to  develop  and  refine 
a  methodology  to  assess  the  quality  of  psychiatric  care,  to  implement 
the  quality  assurance  program,  and  to  evaluate  the  methodology  in 
terms  of  its  usefulness  to  other  mental  health  centers. 
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ABSTRACT:  This  review  of  evaluation  studies  of  community  mental 
health  center  services  supported  by  the  National  Institute  of  Mental 
Health  (NIMH)  was  undertaken  to  provide  information  that  could  be 
used  to  design  an  evaluation  of  the  Child  and  Adolescent  Service 
System  Program  (CASSP).  The  report  describes  six  evaluation  ap- 
proaches: (1)  evaluability  assessment;  (2)  monitoring  systems;  (3)  out- 
come studies;  (4)  needs  assessment;  (5)  meta-evaluations;  and  (6) 
dissemination.  The  framework  that  was  developed  for  evaluating  the 
CASSP  is  then  presented.  The  evaluation  plan  begins  with  an  evalua- 
bility assessment  and  offers  examples  of  evaluation  measures  for  spe- 
cific program  objectives  and  goals.  See  also  PIC  ID  Nos.  2414-2414.3 
and  2414.5-2414.8.  (Final  report  92  pages.) 
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ABSTRACT:  This  project  designed  and  field-tested  a  cost-outcome 
methodology  for  use  in  community  support  programs  (CSPs)  provid- 
ing mental  health  services.  A  subobjective  of  the  project  was  the 
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demonstration,  using  example  analysis,  of  how  the  cost-outcome  me- 
thodology can  be  utilized  to  test  various  types  of  evaluation  hypo- 
theses. Using  four  experimental  community  support  systems  (CSSs) 
and  two  control  (non-CSS)  sites  in  two  states,  the  project  assessed  the 
comparative  cost-outcome  in  two  types  of  programs.  Approximately 
450  clients  were  tracked  at  the  six  sites.  A  technical  assistance  hard- 
back book,  which  included  a  training  program  for  CSS  personnel, 
was  developed  to  make  available  to  state  and  local  program  managers 
and  policymakers  a  systematic  and  tested  cost-outcome  methodology 
for  use  in  their  daily  operations  at  both  state  level  and  within  the 
CSP-provider  network. 
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ABSTRACT:  Problems  in  the  leadership  and  management  of  federally 
funded  CMHCs  have  been  documented,  but  there  are  many  complex 
factors  which  influence  the  the  management  of  this  kind  of  organiza- 
tion. If,  however,  CMHCs  are  to  maintain  an  effective  program  for 
meeting  client  needs,  it  is  imperative  to  identify  administrative  dif- 
ficulties, and  where  feasible,  develop  appropriate  remedies  to  allevi- 
ate such  difficulties.  This  project  developed,  designed,  and  pre-tested 
a  measurement  instrument  and  procedures  suitable  for  a  nationwide 
survey  of  management  practices  in  community  mental  health  centers. 
The  study  found  that  few  large-scale  assessments  have  been  made  of 
problems  facing  CMHCs.  A  large-scale  survey  was  recommended 
that  would  (1)  provide  data  for  further  assessment  of  CMHC  adminis- 
tration; (2)  provide  information  for  researchers  concerned  with 
trends  in  CMHC  program  development;  (3)  yield  information  in 
developing  the  NIMH  technical  assistance  program;  (4)  yield  infor- 
mation for  developing  and  changing  mental  health  program  adminis- 
tration training  programs;  and  (5)  help  solve  problems  in  CMHCs. 
(Final  report  262  pages.) 
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ABSTRACT:  This  project  developed  a  preliminary  plan  for  evaluating 
the  Minority  Mental  Health  Research  and  Development  Centers  Pro- 
gram. Short  site  visits  were  conducted  to  the  four  centers  that  were 
fully  operational  during  FY  1985  to  (1)  determine  the  extent  to  which 
the  program  had  been  implemented  as  expected;  (2)  assess  the  availa- 
bility of  information  to  use  in  measuring  performance;  and  (3)  obtain 
the  center  directors'  perceptions  about  the  strengths  and  weaknesses 
of  their  centers  and  the  factors  that  have  supported  or  inhibited 
implementation  of  the  intended  program.  This  report  (1)  summarizes 
the  findings  from  the  site  visits;  (2)  presents  the  preliminary  evalua- 
tion plan;  and  (3)  discusses  the  kinds  of  evaluation  information  that 
will  be  produced  when  the  plan  is  implemented,  the  uses  of  this 
information,  and  the  information's  implications  for  the  management, 
operation,  and  further  evaluation  of  the  program.  See  also  PIC  ID 
No.  2430.1.  (Final  report  46  pages  plus  appendix.) 
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ABSTRACT:  The  primary  purpose  of  this  contract  was  to  field-test  a 
questionnaire  on  the  operation  of  state  community  support  programs, 
as  well  as  a  questionnaire  on  the  operation  of  local  community  sup- 
port systems  for  adult  chronically  mentally  ill  clients.  The  field  test 
was  successfully  completed  in  20  states  and  87  local  sites,  with  a 
response  rate  of  approximately  97%.  With  the  exception  of  several 
quantitative  items  on  program  financing  and  patient  characteristics, 
the  utility  of  both  questionnaires  was  documented.  Substantive  infor- 
mation was  also  developed  that  can  be  employed  for  program  man- 
agement in  participating  states.  The  results  from  the  contract  had 
several  implications.  Findings  were  shared  with  participating  states 
to  facilitate  future  program  development,  and  questionnaires  were 
provided  to  states  so  that  they  can  conduct  self-assessments.  In  addi- 
tion to  the  final  report,  PIC  has  the  project  reports  on  service-area 
data  and  state-level  data. 
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ABSTRACT:  This  study  served  to  demonstrate  the  following  points: 
(1)  that  the  opening  of  the  Connecticut  Mental  Health  Center  result- 
ed in  a  greater  number  of  patients  seeking  psychiatric  assistance  in  a 
community  setting  than  at  a  state  hospital;  (2)  that  these  patients  from 
an  area  served  by  a  catchmented  and  federally  funded  facility  are 
more  likely  to  do  so  than  their  counterparts  from  a  noncatchmented 
area;  (3)  that  patients  from  the  catchmented  area  were  admitted  to  the 
CMHC  at  a  rate  nearly  twice  that  for  patients  from  the  comparison 
area;  (4)  that  black  patients  from  both  areas  were  admitted  to  the 
CMHC  at  significantly  higher  rates  than  were  whites;  (5)  that  higher 
Hill-West  Haven  admission  rates  for  patients  with  psychoses,  psy- 
choneuroses,  personality  disorders,  and  transient  situational  reactions 
were  accompanied  by  decreased  admission  rates  to  the  state  hospital 
for  such  patients;  and  (6)  that  the  mental  health  center  and  the  state 
hospital  are  treating  diagnostically  different  patient  populations.  See 
also  PIC  ID  No.  0453.  (Final  report  12  pages.) 
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ABSTRACT:  This  project  examined  three  methodologies  for  estimat- 
ing the  size  of  various  segments  of  the  chronically  mentally  ill  (CMI) 
population  at  national,  state,  and  substate  levels.  The  first  of  the  three 
methods  involves  developing  national  estimates  of  the  size  of  the 
adult  CMI  population  living  in  the  U.S.  households  based  on  two 
sample  surveys  of  the  U.S.  households  (i.e.,  the  Household  Survey  of 
Disabled  and  Nondisabled  Adults,  and  the  Household  Survey  of 
Disability  of  Work),  and  then  disaggregating  these  estimates  to  state 
and  substate  areas  relative  to  the  demographic  characteristics  of  the 
general  populations  in  these  areas.  The  second  method  involves  deve- 
loping state  estimates  of  the  non-institutionalized  segment  of  the  CMI 
population  receiving  SSDI  and/or  SSI  benefits  based  on  yearly  cross- 
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sectional  samples  of  SSDI  or  SSI  awardees,  adjusting  the  state  esti- 
mates to  eliminate  overcounts,  and  disaggregating  these  state  esti- 
mates to  substate  areas  relative  to  the  zip  code  locations  of  persons 
in  a  sample  of  SSDI  and  SSI  awardees.  The  third  method  involves 
developing  state  estimates  of  the  entire  non-institutionalized  segment 
of  the  CMI  population.  It  includes  estimating  the  size  of  the  CMI 
population  in  an  area  not  receiving  SSI  and  SSDI  payments,  combin- 
ing these  estimates  with  the  estimates  of  the  SSDI  beneficiaries  re- 
ceiving benefits  for  reason  of  mental  illness  and  SSI  recipients 
receiving  payments  for  reason  of  mental  illness.  See  also  PIC  ID  No. 
1885.  (Final  report  90  pp.  plus  appendix.) 
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ture, Mental  Illness,  Chronic  Disease,  Statistical  Analysis  Methods 
Feature 
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ABSTRACT;  This  study  is  the  third,  and  last,  phase  in  the  development 
and  assessment  of  the  effect  of  a  range  of  different  approaches  used 
to  train  primary  care  physicians  in  mental  health  skills  and  knowl- 
edge. Phase  I  (ADM  Project  No.  30381,  NIMH  Project  No.  81-8) 
developed  a  conceptual  framework  for  describing  the  different  ap- 
proaches used  to  train  primary  care  physicians  in  mental  health  care. 
This  was  accomplished  through  a  review  of  the  literature  in  the  field, 
an  analysis  of  NIMH  (and  some  HRSA)  grant  applications  in  this 
area,  and  a  series  of  site  visits  to  a  range  of  different  programs.  Phase 
II  (ADM  Project  No.  82-342,  NIMH  Project  No.  82-3)  established 
the  reliability  and  validity  of  the  program  model  types  developed 
under  Phase  I,  developed  an  instrument  to  test  primary  care  trainees' 
knowledge  in  a  wider  range  of  mental  health  areas,  analyzed  the 
results  of  a  national  sample  of  primary  care  programs  in  mental 
health,  and  developed  a  plan  for  assessing  the  effects  of  program 
characteristics  on  trainee  clinical  performance  in  terms  of  specific 
mental  health  skills  and  knowledge.  Phase  III  evaluated  the  effects 
of  different  primary  care  physician  training  program  types  on  trainee 
performance  on  a  test  of  knowledge  in  a  range  of  mental  health  areas. 
See  also  PIC  ID  Nos.  1988  and  1988.1. 
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ABSTRACT;  Skepticism  about  the  efficacy  and  viability  of  the  psy- 
chosocial rehabilitation  concept  in  community  support  programs  is 
generating  a  potential  reversion  to  more  medically  oriented  pro- 
grams. Much  of  the  literature  on  mental  health  systems  and  programs 
has  focused  on  community  mental  health  outpatient  programs  and 
hospital-based  inpatient  and  outpatient  care  rather  than  on  psychoso- 
cial rehabilitation  programs.  In  addition,  most  evaluations  of  mental 
health  systems  and  programs  have  not  highlighted  the  effectiveness 
of  psychosocial  programs  in  accomplishing  their  aims.  This  report 
advances  a  framework  for  the  evaluation  of  psychosocial  rehabilita- 
tion programs.  The  first  section  of  this  report  provides  a  brief  history 
of  the  psychosocial  rehabilitation  movement,  proposes  a  conceptual 
framework,  and  highlights  existing  evaluation  publications.  The  next 
five  sections  describe  the  components  of  a  comprehensive  evaluation 
strategy  and  describe  mechanisms  aimed  at  the  input,  process,  output, 
and  outcome  dimensions  of  psychosocial  rehabilitation  programs. 
Each  of  these  sections  reviews  relevant  literature,  describes  specific 
techniques,  airs  methodological  concerns,  and  note  resource  con- 
straints. The  last  section  discusses  the  implication  of  evaluation,  the 
role  of  "inside"  versus  "outside"  evaluation,  and  potential  evaluation 
patterns.  (Final  report  135  pages  plus  appendix;  executive  summary 
12  pages.) 
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ABSTRACT:  A  series  of  seminars  was  conducted  in  1985  to  inform 
National  Institute  of  Mental  Health  (NIMH)  personnel  about  (1)  the 
general  problems  associated  with  the  design,  implementation,  and 
interpretation  of  evaluation  projects  and  (2)  some  options  available 
to  address  those  problems.  This  seminar,  the  third  in  the  series,  was 
held  May  16,  1985.  It  provided  an  overview  of  bibliometric  tech- 
niques used  in  evaluating  the  output  of  scientific  activity.  This  report 
is  a  condensed  and  modified  version  of  the  oral  presentation.  It  covers 
(1)  what  bibliometrics  is  and  its  usage  in  evaluation;  (2)  the  availabili- 
ty and  attributes  of  bibliometric  data  and  the  assignment  problems  in 
linking  the  data  to  individuals  and  programs;  and  (3)  the  validity  of 
bibliometric  analysis.  The  executive  summary  discusses  all  four  semi- 
nars. See  also  PIC  ID  Nos.  2523,  2523.1,  and  2523.3.  (Final  report  65 
pages;  executive  summary  7  pages.) 
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ABSTRACT:  A  series  of  seminars  was  conducted  in  1985  to  inform 
National  Institute  of  Mental  Health  (NIMH)  personnel  about  the  (1) 
general  problems  associated  with  the  design,  implementation,  and 
interpretation  of  evaluation  projects  and  (2)  some  options  available 
to  address  those  problems.  This  report  covers  the  first  seminar,  which 
was  held  March  27,  1985.  The  seminar  (1)  placed  the  evaluation  of 
research  programs  in  the  broader  context  of  studies  of  science;  (2) 
examined  some  of  the  pressures  behind  the  demand  for  evaluations; 
(3)  listed  functions  that  evaluations  can  perform;  (4)  explored  design 
decisions  and  options;  and  (5)  discussed  possible  consequences  of 
evaluations.  The  executive  summary  discusses  all  four  seminars.  See 
also  PIC  ID  Nos.  2523.1-2523.3.  (Final  report  21  pages  plus  appen- 
dices; executive  summary  7  pages.) 
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ABSTRACT:  A  series  of  seminars  was  conducted  in  1985  to  inform 
National  Institute  of  Mental  Health  (NIMH)  personnel  about  (1)  the 
general  problems  associated  with  the  design,  implementation,  and 
interpretation  of  evaluation  projects  and  (2)  some  options  available 
to  address  those  problems.  This  seminar,  the  fourth  in  the  series,  was 
held  June  21,  1985.  The  report  presents  some  examples  of  the  partici- 
pation of  technical  experts  in  the  process  of  program  evaluation.  Two 
important  dimensions  of  variation  in  evaluation  situations  are  wheth- 
er program  goals  are  specific  or  general  and  whether  the  intended 
audience  is  internal  or  external.  These  dimensions  are  illustrated  by 
descriptions  of  evaluation  activities  at  IBM,  the  European  Economic 
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Community,  the  National  Science  Foundation,  the  Department  of 
Energy,  and  the  Office  of  Naval  Research.  The  report  also  discusses 
the  pitfalls  involved  in  the  use  of  expert  review.  The  executive  sum- 
mary discusses  all  four  seminars.  See  also  PIC  ID  Nos.  2523-2523.2. 
(Final  report  24  pages  plus  appendices;  executive  summary  7  pages.) 
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ABSTRACT:  A  series  of  seminars  was  conducted  in  1985  to  inform 
National  Institute  of  Mental  Health  (NIMH)  personnel  about  (1)  the 
general  problems  associated  with  the  design,  implementation,  and 
interpretation  of  evaluation  projects  and  (2)  some  options  available 
to  address  those  problems.  This  seminar,  the  second  in  the  series,  was 
held  April  25,  1985.  It  focused  on  (1)  traditional  differentiation  among 
sciences  and  scientists  that  need  to  be  considered  in  designing  evalua- 
tion studies;  (2)  the  variations  among  sciences  and  scientists  that  must 
be  considered  in  interpreting  evaluation  research  results;  (3)  data 
sources  that  may  be  used  in  making  comparisons  for  evaluation  pur- 
poses; and  (4)  some  types  of  analysis  these  data  make  possible.  The 
report  also  discusses  NIMH  funding.  The  executive  summary  dis- 
cusses all  four  seminars.  See  also  PIC  ID  Nos.  2523,  2523.2,  and 
2523.3.  (Final  report  23  pages  plus  tables;  executive  summary  7 
pages.) 
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ABSTRACT:  The  attainment  of  process  objectives  by  four  community 
mental  health  centers  is  analyzed,  based  on  the  use  of  an  automated 
patient  data  system.  These  centers  are  participants  in  the  Multi-State 
Information  System  (MSIS),  an  automated  patient  management  infor- 
mation system  that  collects  demographic,  clinical,  and  other  patient 
information.  Detailed  summaries  of  each  center  illustrate  the  extent 
to  which  individual  centers  attained  process  objectives  using  the 
automated  MSIS.  Extensive  differences  existed  among  the  four  par- 
ticipating community  mental  health  centers  in  terms  of  catchment 
areas,  client  populations,  length  of  time  in  existence,  and  size  and 
scope  of  therapeutic  facilities.  A  bibliography  is  included,  along  with 
supporting  tabular  data.  (Final  report  442  pages.) 
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Community  Mental  Health  Centers 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0490  PROJECT  NO:  NIMH  72-27 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-212 

COST    (In  Thousands):  FY  72-$96,  FY  73-$0 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '72  through  June  '74 
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PERFORMER:  Western  Interstate  Commission  for  Higher 

Education,  P.O.  Box  Drawer  P,  Boulder  CO  80301 
PROJECT  OFFICER:  Wurster,  Cecil;  Rm  18C26,  PKLN  Bldg; 

301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  project  assessed  the  pilot  implementation  of  the 
minimum  manpower  data  set  of  the  Mental  Health  Statistics  Im- 
provement Program  (MHSIP)  national  statistical  system  in  eight 
western  states.  For  the  pilot  project,  data  were  collected  on  the 
characteristics  of  individual  staff  of  mental  health  facilities  (state 
hospitals  and  community  mental  health  organizations)  and  the  ser- 
vices they  provided  during  the  sample  period.  In  addition  to  assessing 
the  pilot  implementation  project,  this  study  (1)  developed  and  as- 
sessed methods  for  analyzing,  reporting,  and  displaying  state  man- 
power data  to  affect  programs  and  decision  makers  and  (2)  analyzed 
and  interpreted  interstate  manpower  data  in  relation  to  state  and 
national  manpower  policy  and  program  issues.  Seven  reports  were 
produced:  (1)  "Evaluation  Report- Western  States'  Human  Resource 
Data  Project";  (2)  "Design  and  Implementation  Manual  for  a  Mental 
Health  Human  Resource  Data  System";  (3)  "A  Plan  for  Extending 
Mental  Health  Human  Resources  Reporting  to  the  Private  Sector"; 
(4)  "Staffing  Patterns  and  Staff  Activities  in  State  Hospitals  and  Com- 
munity Mental  Health  Facilities  in  Eight  Western  States";  (5)  "Cha- 
racteristics of  Staff  by  Gender  for  Staff  of  State  Hospitals  and 
Community  Mental  Health  Centers  in  Nine  Western  States";  (6) 
"Characteristics  of  Staff  in  CMHCs  and  State  Hospitals  by  Ethnic/ 
Racial  Background";  and  (7)  "Who  Serves  the  Chronically  Mentally 
111?"  (Final  reports  349,  173,  120,  114,  155,  177,  and  87  pages,  respec- 
tively.) 

DESCRIPTORS:  Mental  Health,  Mental  Illness,  Hospitals,  Community 
Mental  Health  Centers,  Health  Manpower  Training,  Demonstration 
Projects,  Evaluation  by  State  and  Local  Governments,  State  or  Local 
Administration,  Databases  Administrative  Information 
STUDY  TYPE:  Case  Studies;  Research  and  Data  Development 

PIC  ID  NO:  2249  PROJECT  NO:  NIMH  82-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-82-0013 
COST    (In  Thousands):  FY  82-$153 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '82  through  August  '84 
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PROJECT  TITLE:  Assessment  of  the  Adequacy  and  Impact  of  the 
DBE  Epidemiology  and  Biostatistics  Research  Training 
Programs 

REPORT  TITLE:  Evaluation  Criteria  for  the  Mental  Health 

Epidemiology  and  Biostatistics  Research  Training  Programs 

PERFORMER:  Multi-Professional  Services  Contracts 

PROJECT  OFFICER:  Lutterman,  Kenneth  G.,  Ph.D.;  Rm  18C26, 
PKLN  Bldg;  301-443-3685 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Training 


ABSTRACT:  This  study  assessed  the  effectiveness  of  the  National 
Institute  of  Mental  Health's  (NIMH's)  Division  of  Biometry  and 
Epidemiology's  research  training  programs  in  meeting  the  nation's 
need  for  multidisciplinary  epidemiologic  researchers  in  mental 
health.  Some  of  the  issues  the  report  addresses  are  (1)  the  need  for 
additional  researchers  with  specific  training  in  mental  health  epidemi- 
ology and  biostatistics;  (2)  the  effect  on  the  quality  and  quantity  of 
trained  researchers  in  these  areas  if  NIMH  research  training  support 
were  terminated,  maintained,  or  increased;  (3)  the  quality  of  predoc- 
toral  and  postdoctoral  trainees;  (4)  the  quality  of  training  in  NIMH- 
funded  programs;  (5)  the  mix  of  disciplines  (e.g.,  psychiatry  and 
medicine)  among  trainees;  and  (6)  the  representation  of  minorities  in 
NIMH-funded  programs.  (Executive  summary  13  pages.) 

DESCRIPTORS:  Mental  Health,  Medical  Training,  Research  and 
Evaluation  Performance,  Epidemiologic  Research 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2433  PROJECT  NO:  NIMH  84-6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-126406/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  84-$31 

STATUS:  Study  completed. 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  May  '84  through  July  '85 
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PROJECT  TITLE:  Evaluation  in  Practice:  A  Sourcebook  of  Program 
Evaluation  Studies  from  Mental  Health  Care  Systems  in  the 
United  States 

REPORT  TITLE:  Evaluation  in  Practice:  A  Sourcebook  of  Program 
Evaluation  Studies  from  Mental  Health  Care  Systems  in  the 
United  States 

PERFORMER:  National  Institute  of  Mental  Health,  5600  Fishers 

Lane,  Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  sourcebook  provides  summaries  of  evaluations  as 
conducted  in  mental  health  service  settings  and  describes  the  experi- 
ences of  evaluators;  methodology;  and  goals,  costs,  and  impact  on  the 
programs  of  the  evaluation.  The  majority  of  the  sourcebook  focuses 
on  community  mental  health  centers;  however,  the  book  also  includes 
program  evaluation  efforts  in  other  settings  such  as  psychiatric  hospi- 
tals. Veterans  Administration  hospitals,  mental  health  clinics,  deinsti- 
tutionalization programs,  and  schools.  The  topics  covered  include 
needs  assessment;  service  usage  patterns;  availability  and  accessibility 
of  services  and  the  public's  awareness  and  acceptance  of  the  services; 
client  outcome;  community  impact;  indirect  services  (such  as  consul- 
tation and  education)  and  the  relationships  between  the  agencies  that 
supply  the  direct  and  indirect  services;  cost,  cost  outcome,  and  cost- 
effectiveness  of  services;  quality  assurance;  and  mental  health  pro- 
gram evaluation  in  the  year  2000.  (Final  report  288  pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Law  and  Legisla- 
tion, Health  Care  Delivery  Systems,  Needs  and  Needs  Assessment, 
Case  or  Site  Study  Feature,  Quality  Assurance,  Social  Services 
Delivery  Systems,  Cost-Effectiveness  Analysis  Feature,  Research 
and  Evaluation  Methods  Feature,  Research  and  Evaluation  Perfor- 
mance 
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STUDY  TYPE:  Case  Studies;  Other 

PIC  ID  NO:  1688  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  292-76-0025 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  December  '78  through  December  "80 


1312 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  Five  National  Mental  Health 
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REPORT  TITLE:  Evaluation  of  a  Concept:  Minority  Mental  Health 

Research  and  Development 
PERFORMER:  Urban  Institute  for  Human  Services,  3  Waters  Park 

Drive,  San  Mateo  CA  94403 
PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 

301-443-1185 
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Demonstration; 
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Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  study  evaluated  the  ongoing  National  Mental 
Health  Research  and  Development  Centers  for  minority  groups  and 
developed  ongoing  procedures  to  effectively  monitor  the  research 
and  development  center  program.  This  was  accomplished  through 
five  tasks:  (1)  development  of  evaluation  criteria;  (2)  development  of 
survey  instrument/survey  design;  (3)  survey;  (4)  analysis;  (5)  deve- 
lopment of  monitoring  procedures.  The  results  suggest  that,  despite 
the  necessity  of  the  R&D  centers  to  devote  considerable  energy  and 
institutional  resources  to  the  establishment  of  an  operating  model/ 
procedures  organization  structure,  staff  recruitment,  research  priorit- 
ization, and  long-range  research  goals  and  directions,  the  center  pro- 
grams already  show  clear  indications  of  research  productivity  and 
program  effectiveness.  (Final  report  185  pages.) 

DESCRIPTORS:  Mental  Health,  Research  and  Evaluation  Perfor- 
mance, Minority  Groups,  Management  Information  and  Reporting, 
Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1224  PROJECT  NO:  NIMH  76-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-76-0023 
COST    (In  Thousands):  FY  76-$50 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  March  '77 
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PROJECT  TITLE:  Evaluation  of  Citation  Review  as  an  Index  of 
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REPORT  TITLE:  None 

PERFORMER:  Institute  for  Scientific  Information,  3501  Market 

Street,  Philadelphia  PA  19104 
PROJECT  OFFICER:  Sullivan,  Dr.  Frank  V.;  Rm  1799,  PKLN 

Bldg;  301-443-3675 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  study  determined  the  feasibility  of  making  quality 
judgments  on  NIMH  research  based  on  numbers  and  placements  of 
citations  in  professional  journals. 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Social  Re- 
search, Mental  Health,  Bibliometrics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0719  PROJECT  NO:  NIMH  74-22 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM;  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-74-58 
COST    (In  Thousands):  FY  74-$16 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  April  '74  through  June  '75 
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PROJECT  TITLE:  Evaluation  of  Cognitive  and  Social  Enrichment 
Research 

REPORT  TITLE:  Evaluation  of  Cognitive  and  Social  Enrichment 

Research  (Three  Reports) 
PERFORMER:  University  of  Kansas,  Department  of  Educational 

Psychology  and  Research,  Lawrence  KS  66045 
PROJECT  OFFICER:  Lord,  Rebecca 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  objectives  of  the  contract  were  to  provide  NIMH 
with  an  assessment  of  the  overall  field  of  cognitive  and  social  enrich- 
ment research  and  to  recommend  the  level  and  direction  of  future 
NIMH  research  in  this  area.  The  first  report  ("Cognitive  and  Social 
Enrichment:  Issues  and  Perspectives")  presents  a  state-of-the-art  re- 
view of  the  major  trends  and  ideas  in  the  area  of  social  and  cognitive 
enrichment  programs.  The  second  report  ("Evaluation  of  Cognitive 
and  Social  Enrichment  Research")  details  the  review  of  the  33 
NIMH  projects  and  includes  an  overview  of  the  technical  review 
process,  32  technical  papers,  and  a  paper  on  the  impact  of  NIMH- 
funded  research.  The  third  report  ("Evaluation  of  Social  and  Cogni- 
tive Enrichment  Research:  Procedures  and  Priorities")  provides 
recommendations  to  NIMH  for  future  policy  and  funding  decisions. 
It  also  includes  a  supplemental  report  on  dissemination  and  continua- 
tion activities  that  presents  data  from  a  survey  of  the  project  directors 
of  the  33  projects  studied.  The  executive  summary  and  a  summary 
report  that  outlines  the  procedures  used  in  the  study  are  also  available 
from  PIC. 
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DESCRIPTORS:  Child  Development,  Children  and  Youth,  Research 
and  Evaluation  Performance,  Research  and  Evaluation  Planning  and 
Administration,  Social  Research,  Literature  Review  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0713  PROJECT  NO:  NIMH  75-15 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0040 
COST    (In  Thousands):  FY  75-$22 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Evaluation  of  the  NIMH  Data  Analysis  System 
for  the  Early  Clinical  Drug  Evaluation  Unit  (ECDEU) 
Program 

REPORT  TITLE:  Evaluation  of  ECDEU/BLIPS 

PERFORMER:  Research  Foundation  for  Mental  Hygiene,  Inc., 

Nathan  Kline  Institute,  Building  37,  Orangeburg  NY  10962 
PROJECT  OFFICER:  Levine,  Dr.  J. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  ECDEU  of  NIMH  collaborated  with  George  Wash- 
ington University,  Washington,  D.C.,  to  produce  a  Biometric 
Laboratory  Information  Processing  System  (BLIPS).  The  purpose  of 
BLIPS  was  to  provide  a  full  service  for  clinical  trials  research  involv- 
ing psychopharmacology,  including  forms,  statistical  analysis  proce- 
dures, manuals,  and  consultation.  This  project  was  to  evaluate  the 
system,  and  mvolved  review  of  documents,  expert  consultation,  and 
a  field  inquiry  to  users.  While  in  many  respects  BLIPS  was  found 
useful,  the  study  found  that  it  had  major  problems,  including  lack  of 
intelligible  documentation  for  users,  a  relatively  inflexible  system,  a 
general  scoring  sheet  that  was  difficult  to  use  both  mechanically  and 
intellectually,  lack  of  any  generalized  retrieval  capability  allowing 
cross-study  comparisons,  etc.  BLIPS  handled  about  15%  of  all  stu- 
dies conducted  in  its  areas.  Most  sophisticated  investigators  used 
other  systems,  but  BLIPS  was  used  at  least  occasionally  by  about  half 
of  all  investigators.  BLIPS  was  insufficient  for  documenting  new 
drug  applications  to  the  FDA.  Several  operational  recommendations 
were  made.  (Final  report  207  pages.) 

DESCRIPTORS:  Biomedical  Research,  Clinical  Trials  Feature,  User 
Charges,  Statistical  Analysis  Methods  Feature,  Drugs  Therapeutic 
and  Devices,  Demonstration  Projects,  Technical  Assistance,  Survey 
or  Questionnaire  Feature,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0509  PROJECT  NO:  NIMH  75-19 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0026  (ER) 
COST    (In  Thousands):  FY  75-$25 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '75  through  November  '75 
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PROJECT  TITLE:  Evaluation  of  Five  National  Research  Minority 
Fellowship  Programs 

REPORT  TITLE:  Evaluation  of  Five  National  Minority  Graduate 

Fellowship  Programs 
PERFORMER:  L.  Miranda  and  Associates,  35  Dupont  Circle, 

Washington  D.C.  20036 
PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Training; 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  study  evaluated  the  ongoing  National  Research 
Minority  Fellowship  programs  through  (1)  development  of  evalua- 
tion criteria;  (2)  development  of  survey/instrument  design;  (3)  sample 
survey;  and  (4)  analysis.  The  five  programs  evaluated  were  psychiat- 
ry, psychology,  sociology,  nursing,  and  social  work. 

DESCRIPTORS:  Mental  Illness,  Minority  Groups,  Curriculum  Deve- 
lopment, Survey  or  Questionnaire  Feature,  Scholarships  Fellowships 
and  Loans  .  , 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1225  PROJECT  NO:  NIMH  76-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-76-0014 
COST    (In  Thousands):  FY  76-$  100 
STATUS:  Study  completed 

START/END  DATES:  June  '76  through  December  '77 
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REPORT  TITLE:  Evaluation  of  Initiatives  in  Health  and  Behavior: 
Report  on  Premenstrual  Syndrome  Workshop 

PERFORMER:  Multi-Professional  Services  Contracts 

PROJECT  OFFICER:  Blumenthal,  Susan,  M.D.;  Rm  11C06,  PKLN 
Bldg;  301-443-4337 

PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  workshop,  held  April  14-15,  1983,  reviewed  knowl- 
edge of  premenstrual  syndrome  (PMS)  from  the  perspective  of  men- 
strual endocrinology,  nosology,  behavioral  psychopharmacology, 
psychopathology  treatment,  and  psychosocial  factors.  The  panel 
agreed  that  little  is  known  about  PMS  and  its  treatment,  despite  its 
widespread  occurrence.  Only  recently  have  researchers  begun  to 
study  systematically  the  biological,  psychological,  and  sociocultural 
factors  which  occur  with  this  syndrome  and  to  explore  the  relation- 
ship of  PMS  to  affective  disorders.  The  panel  agreed  that  since  there 
is  no  single  pattern  of  PMS  symptomatology,  the  plural  term  "pre- 
menstrual syndromes"  is  favored  over  the  singular  form.  To  encour- 
age a  more  consistant  operational  definition  of  possible  premenstrual 
syndromes  for  research,  the  group  recommended  that  subjects  meet 
the  following  criteria:  (1)  a  marked  change  of  about  30%  in  the 
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intensity  of  symptoms  measured  intermenstrually,  from  cycle  5  to  10, 
as  compared  to  that  premenstrually,  within  the  six-day  interval  prior 
to  menses;  and  (2)  documentation  of  these  changes  for  at  least  two 
consecutive  cycles.  Other  methodological  issues  included  the  fact 
that  workshop  participants  noted  the  lack  of  a  simple,  reliable  method 
♦  for  determining  the  time  of  ovulation  and  onset  of  menses.  Numerous 
treatments  for  PMS  were  discussed.  The  workshop  concluded  with 
the  panelists  suggesting  new  avenues  of  research.  See  also  PIC  ID 
Nos.  2149.1  and  2149.2. 

DESCRIPTORS:  Mental  Health,  Biomedical  Research,  Health  Plan- 
ning, Preventive  Health  Care,  Research  and  Evaluation  Planning  and 
Administration,  Women 
STUDY  TYPE:  Other 
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PROJECT  TITLE:  Evaluation  of  Initiatives  in  Health  and  Behavior 

REPORT  TITLE:  Evaluation  of  Initiatives  in  Health  and  Behavior: 

Research  Planning  Workshop  on  AIDS  and  MH  and 

Behavioral  Aspects  of  AIDS 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Stover,  Ellen,  Ph.D.;  Rm  11103,  PKLN  Bldg; 

301-443-3563 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  project  consisted  of  two  workshops  focusing  on 
research  relevant  to  mental  health  aspects  of  the  acquired  immune 
deficiency  syndrome  (AIDS)  and  to  the  study  of  AIDS  patients  in 
order  to  establish  a  research  agenda  for  this  high  priority  area.  Clini- 
cal observations  were  made  of  patients  under  treatment  at  the  Nation- 
al Institutes  of  Health,  as  well  as  problems  facing  staff  in  the  treatment 
setting  for  AIDS  patients.  Research  issues  and  strategies  were  deli- 
neated at  the  workshops  to  prioritize  the  needs  for  research  and 
services.  The  final  report  consists  of  a  summation  of  the  two  work- 
shops. The  workshops  were  held  in  August  1983.  See  also  PIC  ID 
Nos.  2149  and  2149.2.  (Final  report  9  pages.) 

DESCRIPTORS:  Mental  Health,  Biomedical  Research,  Research  and 
Evaluation  Planning  and  Administration,  Health  Planning,  Preven- 
tive Health  Care,  Research  and  Evaluation  Performance,  Literature 
Review  Feature,  Morbidity  and  Mortality,  Acquired  Immune  Defi- 
ciency Syndrome 
STUDY  TYPE:  Other 

PIC  ID  NO:  2149  1  PROJECT  NO:  NIMH  83-24 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$20,  FY  84-$  15 


STATUS:  Study  completed 

START/END  DATES:  April  '83  through  June  '84 
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National  Institute  of  Mental  Health 
PROJECT  TITLE:  Evaluation  of  Initiatives  in  Health  and  Behavior 

REPORT  TITLE:  Evaluation  of  Initiatives  in  Health  and  Behavior: 
Workshop  on  Psychosocial  Interventions  in  Medical  Illness 

PERFORMER:  Multi-Professional  Services  Contracts 

PROJECT  OFFICER:  Blumenthae,  Susan;  Rm  11C06,  PKLN  Bldg; 
301-443-4337 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  Existing  research  suggests  that  psychosocial  interven- 
tions in  patients  with  medical  illnesses  can  facilitate  patients'  adjust- 
ment to  chronic  illness  and  can  also  lead  to  objective  improvement 
in  both  psychological  and  physical  status.  Significant  advances  in 
psychotherapy  research  over  the  past  several  years  have  brought 
about  the  development  of  a  sophisticated  technology  with  respect  to 
overall  design,  delineation  and  standardization  of  psychosocial  treat- 
ments and  their  delivery,  specification  of  patient  populations,  meas- 
urement of  outcome  and  the  development  of  process  measures.  In 
order  to  stimulate  research  in  this  area  a  workshop  was  held  October 
25-26,  1984.  The  workshop  addressed  several  methodological  issues: 
the  development  of  better  assessment  methods,  the  development  of 
better  methods  for  classifying  patients,  the  types  of  research  design 
most  useful  in  this  field,  and  the  potential  confounds  of  other  psy- 
chosocial or  medical  treatments.  Participants  felt  strongly  that  al- 
though mechanisms  for  the  efficacy  of  psychosocial  treatments  for 
medical  disorders  were  not  yet  delineated,  it  was  prudent  to  proceed 
with  research  on  these  interventions.  Based  on  these  recommenda- 
tions, a  request  for  application  (RFA)  was  prepared  to  solicit  propos- 
als to  investigate  the  psychosocial  treatment  of  psychiatric  symptoms 
and  disorders  in  patients  with  medical  illness.  The  workshop  was  held 
October  25-26,  1984.  See  also  PIC  ID  Nos.  2149  and  2149.1.  (Final 
report  3  pages.) 

DESCRIPTORS:  Mental  Health,  Biomedical  Research,  Health  Plan- 
ning, Preventive  Health  Care,  Research  and  Evaluation  Perfor- 
mance, Research  and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Other 

PIC  ID  NO:  2149.2  PROJECT  NO:  NIMH  83-24 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed 

START/END  DATES:  October  '84  through  October  '84 
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REPORT  TITLE:  Evaluation  of  Interactions  between  the  Community 
Mental  Health  System  and  the  Judiciary  (Two  Volumes) 

PERFORMER:  Community  Mental  Health  Law  Project,  55 
Washington  Street,  East  Orange  NJ  07017 

PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 
301-443-1185 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  The  impetus  for  this  study  came  from  the  mental  health 
system's  movement  toward  community  services  and  the  legal  sys- 
tem's complementary  emphasis  on  deinstitutionalization.  The  objec- 
tive of  the  study  was  to  describe  the  relationship  between  the 
community  mental  health  system  and  the  court  system,  and  to  deve- 
lop mechanisms  of  interaction  between  the  two  systems.  State,  coun- 
ty, and  local  courts  are  the  focus  within  the  judicial  system.  The  study 
aimed  to  clarify  the  types  of  assistance  community  mental  health 
facilities  can  render  to  these  courts.  The  methodology  had  three 
components.  First,  a  literature  search  was  conducted  in  the  subject 
areas  that  comprise  the  final  report.  Second,  site  visits  were  made  to 
several  programs  in  which  courts  and  mental  health  professionals 
cooperate  with  each  other.  Third,  two  national  conferences  were 
convened.  The  conferences  considered  the  status  of  relationships 
between  the  mental  health  and  judicial  systems;  discussed  the  issues 
that  accompany  these  relationships;  and  refined  model  relationships 
drafted  by  the  study's  staff  The  final  report  synthesizes  the  contribu- 
tions of  the  conferees,  the  staff,  and  an  advisory  committee  that 
assisted  the  staff  (Final  report  Volume  1,  538  pages;  Volume  2, 
appendix,  157  pages;  executive  summary  36  pages.) 

DESCRIPTORS:  Literature  Review  Feature,  Evaluation  by  State  and 
Local  Governments,  Information  Systems,  Mental  Health,  Manage- 
ment Techniques,  Planning,  Conference  Proceedings  Feature,  Dein- 
stitutionalization, Law  and  Legislation 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1986  PROJECT  NO:  NIMH  78-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-78-0066 
COST    (In  Thousands):  FY  78-$114 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '78  through  March  '80 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  Interstate  Mental  Health  Data 
Needs 

REPORT  TITLE:  Evaluation  of  Interstate  Mental  Health  Data  Needs 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Wurster,  Cecil;  Rm  18C26,  PKLN  Bldg; 

301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  When  state  mental  health  program  directors  expressed  a 
need  for  uniform  statistics  on  state  programs,  with  interstate  compari- 
sons, for  use  in  managing  and  evaluating  programs,  the  National 
Institute  of  Mental  Health  (NIMH)  Mental  Health  Statistics  Im- 
provement Program  (MHSIP)  recommended  uniform  data  content 


on  mental  health  organizations,  manpower  and  patients.  The  purpose 
of  this  project  was  (1)  to  assess  the  value  of  these  data  for  interstate 
comparisons,  tabulations  and  analyses,  and  for  use  by  state  mental 
health  program  directors  and  state  legislators;  and  (2)  to  design  an 
annual  report  for  use  by  states.  Specifically,  this  project  (1)  identified 
the  major  policy  decisions  of  state  mental  health  commissioners 
which  require  comparable  interstate  date;  (2)  evaluated  the  data 
needed  to  support  the  policy  decision-making  process;  (3)  evaluated 
the  MHSIP  recommended  uniform  data  sets  in  relation  to  these  data 
needs;  (4)  identified  and  uniformly  defined  the  mimimum  data  sets 
required;  and  (5)  designed  the  content  and  format  for  an  annual 
national  report  of  interstate  mental  health  statistics. 

DESCRIPTORS:  Evaluation  by  State  and  Local  Governments,  Re- 
search and  Evaluation  Performance,  Management  Information  and 
Reporting,  Mental  Health,  Statistical  Analysis  Methods  Feature,  In- 
formation Processing,  Statistics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2123  PROJECT  NO:  NIMH  82-11 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-152982 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Purchase  Orders 
COST    (In  Thousands):  FY  82-$29 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '82  through  November  '83 
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PROJECT  TITLE:  Evaluation  of  Models  of  Advocacy  Programs  for 
the  Mentally  111  and  Developmentally  Disabled 

REPORT  TITLE:  Evaluation  of  Models  of  Advocacy  Programs  for 
the  Mentally  111  and  Developmentally  Disabled  (Three 
Volumes) 

PERFORMER:  Government  Studies  and  Systems,  Inc.,  3401  Market 

Street,  Philadelphia  PA  19104 
PROJECT  OFFICER:  Osterweil,  Jerry,  Ph.D.;  Rm  17C20,  PKLN 

Bldg;  301-443-3264 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

HD-ADD-Developmental  Disabilities-State  Grants  and 
Advocacy 

ABSTRACT:  To  assist  the  Secretary  of  HHS  in  formulating  a  policy 
on  advocacy  for  the  mentally  disabled,  eight  demonstration  projects 
in  advocacy  were  jointly  funded  by  NIMH,  Rehabilitation  Services 
Administration  (RSA),  and  Office  of  the  Assistant  Secretary  for  Plan- 
ning and  Evaluation  (ASPE).  This  evaluation  study  of  the  eight 
demonstration  projects  was  designed  to  assess  the  methods,  costs,  and 
effects  of  various  advocacy  models.  Data  collection  methods  includ- 
ed monthly  reports  from  the  projects  concerning  aggregate  activities, 
and  more  in-depth  reports  concerning  tasks  and  outcomes  on  a  sam- 
ple of  clients,  service  caregivers  and  administrators  who  interacted 
with  the  advocacy  projects.  The  three  volumes  of  the  final  report  are 
(1)  "Summary  of  Findings  and  Policy  Implications";  (2)  "Case  Stu- 
dies of  Advocacy  Programs";  and  (3)  "Analyses  of  Advocacy  Ac- 
tions and  Outcomes."  (Final  report  volumes  26,  52,  and  227  pages, 
respectively.) 
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Accession  No.  1325 


DESCRIPTORS:  Demonstration  Projects,  Mental  Health,  Handicap- 
ping Conditions  and  Problems 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1994  PROJECT  NO:  ADM  79-366 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0047 
COST    (In  Thousands):  FY  79-$  122,  FY  80-$  11 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '79  through  December  "80 
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PROJECT  TITLE:  Evaluation  of  the  NIMH  Progams  Related  to  the 
Aged 

REPORT  TITLE:  Evaluation  of  NIMH  Aging  Programs  with  Special 

Focus  on  Services  (Two  Volumes) 
PERFORMER:  Socio-Technical  Systems  Associates,  Inc.,  29 

Commonwealth  Avenue,  Boston  MA  02116 
PROJECT  OFFICER:  Vischi,  Thomas  R.;  Rm  13C05,  PKLN  Bldg; 

301-443-4564 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  study  explores  the  impact  of  the  National  Institute 
of  Mental  Health  (NIMH)  policies  and  practices  on  the  provision  of 
mental  health  services  for  the  elderly  in  federally  funded  community 
mental  health  centers.  A  literature  review,  site  visits  to  eight  com- 
munity mental  health  centers  throughout  the  country,  and  visits  to 
NIMH-funded  social  work  and  gerontology  training  institutions 
were  meant  to  provide  NIMH  with  information  for  future  policy 
decisions.  While  centers  were  found  generally  to  provide  high  quality 
care,  numerous  implementation  and  management  problems,  such  as 
difficulties  with  centers  as  freestanding  units,  were  addressed.  Exist- 
ing research  was  not  seen  by  centers  as  helpful  in  service  delivery. 
Training  programs  and  centers  could  be  better  linked. 

DESCRIPTORS:  Elderly,  Mental  Health,  Literature  Review  Feature, 
Research  and  Evaluation  Planning  and  Administration,  Handicap- 
ping Conditions  and  Problems,  Case  or  Site  Study  Feature,  Social 
Work  Manpower,  Community  Mental  Health  Centers 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0417  PROJECT  NO:  NIMH  72-15 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  247-183 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-197 
COST  (In  Thousands):  FY  72-$91 
STATUS:  Study  completed. 

Available  from  NTIS 
START/END  DATES:  June  '72  through  October  '74 
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PROJECT  TITLE:  Evaluation  of  Primary  Prevention  Activities  in 
CMHCs 

REPORT  TITLE:  Evaluation  of  Primary  Prevention  Activities  in 

Community  Mental  Health  Centers 
PERFORMER:  American  Psychiatric  Association,  1400  K  Street 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Goldston,  Stephen 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  project  reviewed  the  state  of  the  art  of  primary 
prevention  activities  in  mental  health  through  an  overall  review  of 
the  field  and  site  visits  to  eight  model  programs  in  the  field.  The  final 
report  provides  detailed  descriptions  of  the  eight  model  programs,  an 
overview  of  the  field,  and  recommendations  to  the  NIMH  and  the 
field. 

DESCRIPTORS:  Mental  Health,  Preventive  Health  Care,  Community 
Mental  Health  Centers,  Research  and  Evaluation  Planning  and  Ad- 
ministration 

STUDY  TYPE:  Case  Studies;  Program  Strategy 

PIC  ID  NO:  1216  PROJECT  NO:  NIMH  76-19 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-211526 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-76-0092 
COST  (In  Thousands):  FY  76.1-$99 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '76  through  September  "77 
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PROJECT  TITLE:  Evaluation  of  Services  to  Juvenile  Delinquents 

REPORT  TITLE:  Evaluation  of  Services  Offered  by  CMHCs  and 

ADAMHA-Funded  Drug  and  Alcohol  Programs  to  Juvenile 
Delinquents 

PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 
MA  02140 

PROJECT  OFFICER:  Ahmed,  Paul;  Rm  160,  FCB2;  301-436-7039 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  purpose  of  this  contract  was  to  determine  the  nature, 
extent,  and  interrelationships  of  services  offered  by  CMHCs  and 
ADAMHA-funded.  community-based  drug  and  alcohol  programs  to 
juvenile  delinquents  in  order  to  help  determine  the  appropriate  role 
of  mental  health  agencies  in  serving  juvenile  delinquents  in  the  com- 
munity. The  broad  objectives  of  the  study  were  to  (1)  survey  the 
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nature  and  extent  of  services  presently  available;  (2)  provide  an  ana- 
lytic-conceptual framework  to  help  understand  factors  that  promote 
or  retard  the  development  of  programs;  (3)  examine  the  relationship 
between  CMHCs  and  ADAMHA-funded  programs;  and  (4)  encour- 
age increased  provisions  of  needed  services  to  youthful  delinquents 
by  CMHC  drug  and  alcohol  programs.  The  report  includes  a  long  list 
of  findings  and  recommendations  regarding  the  most  appropriate  and 
effective  way  to  provide  services  to  juveniles.  See  also  PIC  ID  Nos. 
0442.1  and  0442.2.  (Final  report  332  pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Social  Services 
Delivery  Systems,  Case  or  Site  Study  Feature,  Literature  Review 
Feature,  Dropouts  and  Runaways 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0442  PROJECT  NO:  NIMH  73-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  249-552 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-73-81 
COST    (In  Thousands):  FY  73-$121 
STATUS:  Study  completed, 

Available  from  NTIS 
START/END  DATES:  August  '73  through  December  '74 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  the  Impact  of  Regional  Office  Two 
Percent  Technical  Assistance  Program  Activities,  FY 
1976-1978 

REPORT  TITLE:  Evaluation  of  the  Impact  of  Regional  Office  Two 

Percent  Technical  Assistance  Program  Activities,  FY 

1976-1978  (Two  Volumes) 
PERFORMER:  Organization  for  Applied  Science  in  Society,  328 

South  Main  Street,  Ann  Arbor  MI  48107 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  This  project  conisted  of  (1)  a  study  of  the  NIMH  and 

regional  office  management  of  the  two  percent  technical  assistance 
program  for  community  mental  health  centers  (CMHCs),  and  (2)  a 
study  of  the  impact  of  the  two  percent  technical  assistance  on 
CMHCs.  The  management  study  examined  the  amounts  and  types  of 
technical  assistance  provided  to  CMHCs,  the  amount  of  funds  ex- 
pended, and  the  various  styles  and  strategies  for  administration  of  the 
program.  The  impact  study  examined  the  relative  effectiveness  of 
various  modes  and  types  of  technical  assistance  to  CMHCs.  Both 
studies  found  the  program  to  be  operating  in  a  reasonably  effective 
manner,  but  offered  a  series  of  recommendations  for  improvement. 
(Final  report  volumes  135  and  101  pages,  respectively;  executive 
summary  16  pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Technical  Assist- 
ance 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2018  PROJECT  NO:  NIMH  78-15 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-160203 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-78-0074 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  June  '78  through  December  '79 
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PROJECT  TITLE:  Evaluation  of  the  Impact  of  the  Film  Series  "One 
to  Grow  On"  on  Selected  Teachers  and  Students 

REPORT  TITLE:  Evaluation  of  the  Impact  of  the  Film  Series  "One 
to  Grow  On"  on  Selected  Teachers  and  Students 

PERFORMER:  American  Institutes  for  Research,  1055  Thomas 
Jefferson  Street  N.W.,  Washington  D.C.  20007 

PROJECT  OFFICER:  Ahmed,  Paul;  Rm  160,  FCB2;  301-436-7039 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education 

ABSTRACT:  This  project  was  aimed  at  evaluating  the  extent  to  which 
the  NIMH  film/discussion  experience  "One  To  Grow  On"  can  influ- 
ence in  a  positive  way  the  attitudes  and  behaviors  of  the  teacher  in 
the  classroom,  and  subsequently  have  a  beneficial  impact  on  the 
students.  The  results  of  the  study  can  best  be  summarized  in  terms  of 
levels  of  impact:  (1)  the  film/discussion  experience  did  have  an  im- 
mediate impact  on  the  behavior  and  attitudes  of  many  of  the  teachers; 

(2)  the  message  of  the  film/discussion  was  received  and  understood; 

(3)  however,  the  message  was  not  internalized;  and  (4)  therefore,  it 
did  not  have  a  positive  effect  on  the  interpersonal  relationship  be- 
tween the  students  and  teachers.  Overall,  the  study  concluded  that 
the  film/discussion  experience  was  a  success  since  it  served  as  a 
stimulus  or  catalyst  for  discussions  on  important  issues  relating  to 
student/teacher  interaction  in  the  classroom.  (Final  report  90  pages 
plus  appendices.) 

DESCRIPTORS:  Educational  Techniques,  Educational  Technology, 
Education  Manpower,  Elementary  and  Secondary  Students 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0439  PROJECT  NO:  NIMH  73-21 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  249-451 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-73-189  (OP) 

COST    (In  Thousands):  FY  74-S75 

STATUS:  Study  completed,  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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PERFORMER:  The  Circle.  Inc.,  8201  Greensboro  Drive,  McLean 

VA  22101.  Waller,  Caroline,  703-821-8955 
PROJECT  OFFICER;  Thompson,  James  W..  M.D. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  study  originally  was  intended  to  evaluate  the  pro- 
grams of  the  Division  of  Biometry's  Service  System  and  Economics 
Research  Branch  (SSERB).  During  the  evaluation,  however,  the 
National  Institute  of  Mental  Health  (NIMH)  was  reorganized  and 
SSERB  merged  with  a  larger  branch.  Its  two  grant  programs.  Mental 
Health  Service  and  Mental  Health  Economics,  which  have  been 
combined  with  the  primary  care  research  and  minority  grants,  were 
evaluated  instead.  The  report  mcludes  (1)  a  discussion  of  the  former 
SSERB  and  its  purview;  (2)  evaluation  questions  and  answers  on  the 
success  and  effectiveness  of  SSERB's  research  program  from  the 
Meeting  on  Mental  Health  Service  System  and  Economics  Research; 
(3)  an  evaluation  of  the  meeting;  and  (4)  a  list  of  all  meeting  attendees. 

DESCRIPTORS:  Mental  Health,  Services  Integration,  Research  and 
Evaluation  Methods  Feature 

STUDY  TYPE:  Program  Performance  Evaluation;  Case  Studies 

PIC  ID  NO:  2549  PROJECT  NO:  NIMH  85-7 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  278-85-0006  (DB) 
COST    (In  Thousands):  FY  85-S40 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  "85  through  February  '86 
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PROJECT  TITLE:  Evaluation  of  the  National  Capacity  to  Provide 
Information  to  Facilitate  Mental  Health  Services  Policy 
Development  at  the  State  and  Local  Level 

REPORT  TITLE:  Evaluation  of  the  National  Capacity  to  Provide 

Information  to  Facilitate  Mental  Health  Services  Policy 

Development  at  the  State  and  Local  Level 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Stockdill,  James;  Rm  11C26,  PKLN  Bldg; 

301-443-3606 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  study  was  designed  to  (1)  identify  the  needs  for 
mental  health  policy  information  at  the  state  level;  (2)  assess  Office 
of  State  and  Community  Liaison  (OSCL)  TA  and  information  dis- 
semination efforts;  and  (3)  explore  the  nature  and  extent  of  other 
national  sources  of  mental  health  policy  information  and  TA.  The 
study  was  intended  to  identify  both  overlaps  and  gaps  in  needed 
policy  information  and  to  assess  the  quality,  relevance,  and  effective- 
ness of  information  processes.  The  study  revealed  seven  cross-cutting 
themes  concerning  the  approach  of  state  policymakers  and  national 
information  sources  to  mental  health  policy  information  issues  and 
specific  policy  information  concerns:  (1)  time  constraints  for  gather- 
ing, assessing,  and  applying  information;  (2)  informal  mechanisms  for 
accessing  information;  (3)  focusing  on  specific  issues,  resulting  in  a 
lack  of  background  and  contextual  information  being  sought  to  the 
issue;  (4)  uncertainty  of  availability  of  national  policy  information;  (5) 
limited  accessibility  and  usability  of  information;  (6)  limited  compara- 


bility and  reliability  of  information  among  states;  and  (7)  recognition 
of  differing  roles  for  states  and  national  organizations  in  providing 
policy  information.  The  study  concluded  that  states  view  the  NIMH 
as  having  a  national  leadership  role  in  mental  health  services  issues 
and  recommended  the  establishment  of  a  national  MH  policy  infor- 
mation center  to  provide  a  central  point  of  access  and  dissemination. 
(Final  report  204  pages.) 

DESCRIPTORS:  Mental  Health,  Federal  Administration,  Federal  Role, 
Information  Processing,  Services  Integration,  State  or  Local  Ad- 
ministration, Technical  Assistance 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2238  PROJECT  NO:  NIMH  83-21 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-219939/AS 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  282-83-7300 
COST    (In  Thousands):  FY  83-$100 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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PROGRAM(S)  EVALUATED; 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  A  readership  survey  and  evaluation  of  the  NIMH  Psy- 
chopharmacology  Bulletin  was  undertaken  in  October  1982  by  an 
independent  contractor  to  (1)  assess  whether  the  bulletin  was  meeting 
its  stated  goal  of  rapid  reporting  of  research  results  and  fulfilling  its 
designated  role  in  the  dissemination  of  scientific  information,  and  (2) 
to  determine  what  need,  if  any,  there  was  to  implement  changes  in 
the  goals  and  content/format  of  the  bulletin.  The  results  indicate  that 
the  majority  of  readers  found  that  the  bulletin  provided  information 
sooner  than  other  sources  available  to  them  and  also  provided  a  useful 
educational  tool  for  residency  and  graduate  training  programs.  Fea- 
tures of  the  bulletin  rated  as  most  useful  included  brief  reports  of 
recent  research  findings,  abridged  proceedings  of  papers  presented  at 
scientific  meetings  and  reports  of  ongoing  research  at  large  research 
centers.  There  was  less  enthusiasm  for  meeting  notices  and  reports  of 
activities  at  the  various  World  Health  Organization  (WHO)  Interna- 
tional Reference  Centers  for  Psychotropic  Drugs. 

DESCRIPTORS:  Mental  Health,  Management  Techniques,  Literature 
Review  Feature,  Information  Dissemination,  Research  and  Evalua- 
tion Performance,  Survey  or  Questionnaire  Feature 
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FUND  SOURCE:  Evaluation       NTIS  NO:  PB  83-227199 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-82-0019 
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Community  Mental  Health  Center  Linkage  Initiative 

PERFORMER:  Northside  Community  Mental  Health  Center,  13301 
North  30th  Street,  Tampa  PL  33612 

PROJECT  OFFICER:  Burke,  Jay  A.;  Rm  5046,  FB8;  202-245-1369 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  purpose  of  this  study  was  to  survey  the  activities 
carried  out  under  this  new  NIMH  program  initiative  and,  based  upon 
results  of  the  survey,  to  identify  the  major  linkage  strategies  being 
employed  by  grantees.  The  final  report  presents  the  results  of  the 
survey  and  presents  the  primary  linkage  strategies  used  at  the  time  of 
the  study.  Three  major  tasks  were  carried  out:  (1)  a  literature  review 
on  interorganizational  relationships,  focusing  on  health  and  mental 
health  linkages;  (2)  a  questionnaire  survey  of  all  operational  linkage 
sites  funded  in  FY  1978;  and  (3)  site  visits  to  supplement  the  survey 
results.  (Final  report  128  pages.) 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Ambulatory  and  Out- 
patient Health  Care,  Health  Care  Techniques,  Literature  Review 
Feature,  Community  Mental  Health  Centers,  Community  Health 
Centers 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1881  PROJECT  NO:  ADM  79-340/ 

NIHM  79-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-161373 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0030 
COST    (In  Thousands):  FY  79-$90 

STATUS:  Study  completed,  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '79  through  October  '81 
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PROJECT  TITLE:  Review  of  Community  Mental  Health  Centers' 
Evaluation  Activity  (Three  Phases) 

REPORT  TITLE:  Evaluation  of  the  Utility  of  a  Peer  Review 

Approach  to  Technical  Assistance  in  Community  Mental 
Health  Center  Program  Evaluation  (Phases  II  and  III) 

PERFORMER:  Philadelphia  Health  Management  Corporation,  260 
South  Broad  Street,  Philadelphia  PA  19102 

PROJECT  OFFICER:  Windle,  Charles;  Rm  18C14,  PKLN  Bldg; 
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PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  report  discusses  Phase  II  and  Phase  III  of  the  assess- 
ment of  the  peer  review  approach  to  providing  technical  assistance 
in  community  mental  health  center  (CMHC)  evaluation.  In  Phase  II, 
the  1977  annual  evaluation  reports  and  other  descriptive  material 
from  24  CMHCs  were  reviewed  and  suggestions  were  made  to  im- 
prove the  planning,  conduct,  dissemination,  and  use  of  evaluation.  In 
Phase  III,  a  questionnaire  was  administered  to  the  CMHCs  to  elicit 
feedback  on  the  implementation  of  specific  recommendations  and  on 
peer  review  as  a  method  of  technical  assistance.  See  also  PIC  ID  No. 
1328.  (Final  report  76  pages  plus  appendices.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Utilization  Re- 
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PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  project's  primary  aim  was  to  evaluate  the  Research 
Grant  Application  System  (RGAS)  in  terms  of  meeting  NIMH'S 
information  needs.  This  involved  five  objectives:  (1)  to  determine  the 
information  needs  of  NIMH;  (2)  to  examine  the  benefits  and  criticisms 
of  RGAS;  (3)  to  list  specific  modifications  and  improvements  to  the 
RGAS  taxonomy;  (4)  to  evaluate  the  usefulness  of  its  interfaces  with 
other  PHS  computer  systems;  and  (5)  to  provide  recommendations 
for  the  improvement  of  the  system.  To  do  this,  interviews  were 
conducted  with  NIMH  staff  and  the  staff  of  selected  PHS  systems. 
Based  on  these  findings,  recommendations  were  made  to  (1)  design 
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an  information  guide  for  users;  (2)  expand  the  system  by  including 
research  contracts  and  the  Minority  Biomedical  Support  Program; 
(3)  develop  special  code  groupings  for  recurring  requests;  (4)  consid- 
er downloading  the  system  to  NIMH's  divisions/offices  or  allowing 
them  access  to  RGAS  output  through  the  use  of  terminals;  (5)  incor- 
porate requested  changes  into  the  RGAS  taxonomy;  (6)  provide 
demonstrations  and/or  sample  requests  to  staff;  and  (7)  establish  bet- 
ter communication  with  staff  of  the  surveyed  PHS  computer  systems 
and  inform  NIMH's  users  of  the  types  of  data  items  available  to  them 
from  these  systems.  (Final  report  41  pages.) 
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ABSTRACT:  This  study  reviewed  and  documented  the  scientific  and 
public  information  programs  of  the  Division  of  Scientific  and  Public 
Information  (DSPI),  NIMH,  and  the  methodologies  suitable  for  use 
in  the  evaluation  of  communication  programs.  In  addition,  this  pro- 
ject identified  and  selected  appropriate  tools  for  the  various  com- 
munication and  information  efforts  and  presented  an  integrated  plan 
for  the  evaluation  of  DSPI  programs. 

DESCRIPTORS:  Literature  Review  Feature,  Research  and  Evaluation 

Planning  and  Administration 

STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  The  Preventive  Intervention  Research  Center  (PIRC) 
program's  primary  goal  was  to  establish  a  national  network  of  mul- 
tidisciplinary  behavioral  scientists  whose  research  is  aimed  at  the 
prevention  of  specific  psychological  dysfunctions  and  the  develop- 
ment of  prevention  research  methods.  Because  of  the  potential  signifi- 
cance of  this  program,  an  evaluation  plan  was  developed  at  the  initial 
stages  of  the  program  to  capture  clearly  PIRC  objectives  and  to 
permit  implementation  early  in  the  PIRC  funding  period.  The  project 
consisted  of  four  evaluation  components:  (1)  an  evaluability  assess- 
ment; (2)  an  overall  formative  and  summative  plan;  (3)  an  evaluation 
plan  for  PIRC  management  and  administration;  and  (4)  an  evaluation 
plan  for  PIRC  dissemination  activities.  The  project  also  addressed 
evaluation  criteria  for  monitoring  the  entire  PIRC  network  as  well 
as  individual  PIRCs.  Another  report  ("Guidelines  for  Monitoring  the 
Scientific  Competence  of  Preventive  Intervention  Research  Cen- 
ters") is  also  available  from  PIC.  It  appeared  in  "Knowledge:  Crea- 
tion, Diffusion,  Utilization"  (Volume  8,  No.  3,  March  1987,  pp. 
389-430).  Donald  T.  Campbell  of  Lehigh  University  is  the  author. 
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ABSTRACT:  The  report  documents  the  development  of  a  process  and 
a  policy  for  guiding  program  evaluation  work  at  NIMH.  It  is  intend- 
ed to  provide  both  an  institutional  memory  and  a  factual  basis  for 
improving  the  evaluation  process.  Much  of  the  report  focuses  on  the 
issue  of  program  design  and  its  relationship  to  evaluation  and  pro- 
gram management.  The  study  found  that  the  programs  within  NIMH 
lacked  specification  of  objectives,  an  allegedly  necessary  prerequisite 
for  carrying  out  performance  evaluation;  that  managers  were  unable 
to  define  how  they  intended  to  use  proposed  evaluation  studies;  that 
it  was  hard  to  define  any  usable  method  of  comparing  proposed 
evaluation  studies  based  upon  the  relative  cost  of  getting  and  using 
the  information  and  the  relative  value  to  the  manager  of  having  the 
information;  and  that  evaluation  planning  was  confused  and  ineffec- 
tive. The  study  recommends  altering  the  way  programs  are  designed 
and  managed;  reducing  the  amount  of  evaluation;  modifying  evalua- 
tion strategy  to  focus  on  lower  level  managers;  and  administering 
evaluation  as  a  research  function.  NIMH  staff  comments  criticize  the 
report  on  the  grounds  that  (1)  the  Urban  Institute  failed  to  make  a 
serious  study  of  the  decision-making  process  in  NIMH  or  to  inter- 
view policymaking  officials;  and  (2)  that  the  study  was  carried  out 
during  a  period  of  much  upheaval  and  change.  The  report  is  also 
available  as  Urban  Institute  Publication  No.  URI-27000.  (Final  report 
166  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Research  and 
Evaluation  Planning  and  Administration,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0670  PROJECT  NO:  NIMH  72-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  221-179/SET 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-22  (OP) 

COST    (In  Thousands):  FY  72-$98,  FY  73-$  150,  FY  74-$  104,  FY 
75-$ll 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '72  through  July  '74 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  External  Review  of  NIMH  Research  Programs: 
Evaluation  of  the  NIMH  Study  Center 

REPORT  TITLE:  Evaluation  Review  of  the  Mental  Health  Study 
Center  (External  Review  of  NIMH  Research) 

PERFORMER:  University  of  New  Mexico,  Mental  Health 
Programs,  Albuquerque  NM  87131 

PROJECT  OFFICER:  Silber,  Charlotte 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  project  supported  a  review  by  nongovernmental 
research  experts  of  the  intramural  research  activities  carried  out  by 
the  Mental  Health  Study  Center  at  the  National  Institute  of  Mental 
Health.  The  review  included  initially  an  examination  of  a  variety  of 
reports  and  other  written  materials  provided  by  the  study  center,  a 
two-day  visit  to  the  study  center  itself,  preparation  of  a  written  report 
by  the  review  committee  offering  summaries  and  critiques  of  each 
component  of  the  study  center  and  recommendations  for  improve- 


ment, and  subsequent  meetings  with  key  managers  at  the  NIMH  to 
discuss  the  findings  of  the  review.  (Final  report  available  from  Na- 
tional Institute  of  Mental  Health.) 

DESCRIPTORS:  Demonstration  Projects,  Research  and  Evaluation 
Performance,  Mental  Health,  Literature  Review  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1890  PROJECT  NO;  ADM  80-385 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable  ■ 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  80-$19 

STATUS:  Study  completed 

START/END  DATES:  April  '80  through  August  '80 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Exploratory  Evaluation  of  the  State  Manpower 
Development  Program 

REPORT  TITLE:  Exploratory  Evaluation  of  the  National  Institute  of 
Mental  Health  State  Mental  Health  Manpower  Development 
Program 

PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Jenkins,  Joan,  Ph.D.;  Rm  17C05,  PKLN  Bldg; 

301-443-3476 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  This  project  supported  an  evaluability  assessment  of  the 
State  Manpower  Development  Program  (SMDP).  Activities  includ- 
ed efforts  to  clarify  and  obtain  consensus  on  the  goals  and  objectives 
of  the  program;  express  the  underlying  program  logic  in  the  form  of 
logic  models;  compare  the  program  intent  with  implementation  of  the 
program  in  the  field;  analyze  program  plausibility;  develop  perfor- 
mance measures  and  indicators;  and  prepare  recommendations  for 
program  change  and  further  evaluation  of  the  program. 

DESCRIPTORS:  Management  Information  and  Reporting,  Needs  and 
Needs  Assessment,  Mental  Health,  Research  and  Evaluation  Perfor- 
mance, State  or  Local  Administration 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1891  PROJECT  NO:  ADM  80-379 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-116971 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-80-0025  (OP) 
COST    (In  Thousands):  FY  80-$71 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC,  .•  •■ 

Available  from  NTIS 
START/END  DATES:  June  '80  through  February  '81 
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PROJECT  TITLE:  Extramural  Reviews  of  NIMH  Research 
Programs:  Neurosciences 

REPORT  TITLE:  Extramural  Reviews  of  NIMH  Research  Programs: 
Neurosciences 

PERFORMER:  Neurosciences  Research  Branch,  5600  Fishers  Lane, 

Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 
PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  project  was  an  evaluation  activity  in  which  NIMH 
research  programs  were  reviewed  serially  by  extramural  reviewers 
for  purposes  of  evaluating  past  program  performance  and  on  this 
basis  for  setting  program  directions.  This  phase  of  the  project  consist- 
ed of  six  panel  reports:  Panel  lA,  "Hormones  and  Behavior";  Panel 
IB,  "Homeostasis";  Panel  II,  "Plasticity,  Learning  and  Memory"; 
Panel  III,  "Perception  and  Cognition";  Panel  IV,  "Neural  Basis  of 
Psychopathology";  Panel  V,  "Circadian  and  Other  Cyclic  States." 

DESCRIPTORS:  Demonstration  Projects,  Mental  Health,  Feasibility 
Study  Feature,  Research  and  Evaluation  Performance,  Research  and 
Evaluation  Planning  and  Administration 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1949  PROJECT  NO:  NIMH  82-6(A) 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  83-199810 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC,  ' 

Available  from  NTIS 
START/END  DATES:  June  '82  through  July  '82 
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PROJECT  TITLE:  Feasibility  of  Supplementing  the  National  Institute 
of  Mental  Health's  National  Reporting  Program 

REPORT  TITLE:  Feasibility  of  Supplementing  the  National  Institute 
of  Mental  Health's  National  Reporting  Program 

PERFORMER:  Professional  Management  Associates,  Inc.,  15825 
Shady  Grove  Road,  Rockville  MD  20850,  Guinn,  Waymon 

PROJECT  OFFICER:  Manderscheid,  Ronald  W.,  Ph.D.;  Rm  18C07, 
PKLN  Bldg;  301-443-3343 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG); 
X-Non-HHS  Programs 

ABSTRACT:  The  National  Reporting  Program  (NRP)  of  the  National 
Institute  of  Mental  Health  (NIMH)  collects  client,  service,  and  re- 
source data  from  mental  health  organizations  that  primarily  provide 
mental  health  services.  This  study  examined  data  systems  in  other 
human  service  sectors  to  determine  the  feasibility  of  supplementing 
the  NRP  with  comparable  data.  Criminal  justice,  education,  com- 
munity residential  services,  and  social  services  were  the  sectors  chos- 
en for  investigation  because  they  provide  a  variety  of  mental  health 
services  to  large  populations,  and  some  states  demonstrated  sophis- 
ticated reporting  capabilities  in  these  areas.  The  study  included  (1)  a 
literature  review  to  identify  relevant  surveys  and  data  systems  in  each 


of  the  service  sectors;  (2)  an  analysis  of  the  federal  reporting  systems 
containing  items  on  mental  health  services  for  each  of  the  four  sec- 
tors; and  (3)  data  collection  at  the  state,  local,  and  facility  level.  The 
report  includes  (1)  project  background;  (2)  methodology;  (3)  report- 
ing of  mental  health  services  and  resources,  feasibility  of  gathering 
data  comparable  to  the  NRP,  and  recommendations  for  each  of  the 
four  human  service  sectors;  and  (4)  conclusions.  The  report's  appen- 
dices are  available  from  the  agency.  See  also  PIC  ID  No.  2234.1. 
(Final  report  31  pages  plus  appendices;  executive  summary  8  pages.) 

DESCRIPTORS:  Mental  Health,  Feasibility  Study  Feature,  Social  Ser- 
vices Delivery  Systems,  Management  Information  and  Reporting, 
Information  Dissemination,  Statistical  Data  Feature,  Literature  Re- 
view Feature,  Information  Systems 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2234  PROJECT  NO:  NIMH  83-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-83-0015  (DB) 
COST    (In  Thousands):  FY  83-$95 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  December  '85 
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PROJECT  TITLE:  Panel  Survey  of  Clients  Served  in  Community 
Mental  Health  Centers  (Two  Phases) 

REPORT  TITLE:  Feasibility  of  the  Survey  of  Community  Mental 

Health  Center  Clients  (Phase  II) 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 

PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 

Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  This  project  follows  an  earlier  project  that  found  it  was 
feasible  to  collect  client-specific  data  from  community  mental  health 
centers  (CMHCs)  on  client  characteristics  and  services  clients  re- 
ceived, when  minimally  disruptive  data  collection  procedures  were 
used.  Using  these  procedures,  information  was  collected  within  the 
formats  available  in  the  individual  centers,  CMHCs  were  reimbursed 
for  costs  of  assembling  data,  and  centralized  processing  of  the  data 
into  uniform  categories  was  performed.  This  study  added  32  CMHCs 
to  the  sample  and  extended  data  collection  on  the  original  16  CMHCs 
so  that  client-specific  data  were  collected  for  a  sample  of  all  clients 
admitted  during  a  one-year  period  to  48  CMHCs.  This  pool  of  client- 
specific  data  provided  more  detail  than  previously  available  about  the 
clientele  and  services  provided  in  the  national  CMHC  program.  See 
also  PIC  ID  Nos.  1882  and  1882.2. 

DESCRIPTORS:  Management  Information  and  Reporting,  Information 
Processing,  Statistical  Analysis  Methods  Feature,  Research  and 
Evaluation  Performance,  Community  Mental  Health  Centers, 
Demography 

STUDY  TYPE:  Program  Performance  Evaluation 
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PIC  ID  NO:  1882  1  PROJECT  NO:  NIMH  80-11 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-80-0043  DB 
COST    (In  Thousands):  FY  80-$746,  FY  81-$141 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '80  through  June  '83 
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PROJECT  TITLE:  Panel  Survey  of  Clients  Served  in  Community 
Mental  Health  Centers  (Two  Phases) 

REPORT  TITLE:  Feasibility  Phase  of  the  Survey  of  Community 

Mental  Health  Center  Clients  (Phase  I) 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 

PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 

Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  This  first  phase  of  an  ongoing  project  provided  previous- 
ly unavailable  information  on  the  specific  relationships  among  client 
characteristics,  services  utilization,  organizational  characteristics, 
costs,  and  treatment  outcomes  in  community  mental  health  centers. 
In  this  first  phase,  16  preselected  representative  community  mental 
health  centers  were  inducted  into  a  specialized  data  collection  project 
in  which  data  on  clients  were  being  provided  to  the  NIMH  on  a 
client-specific  rather  than  facility-wide  aggregated  basis,  thereby  of- 
fering opportunities  for  a  variety  of  important  analyses  which  had  not 
been  possible  before.  In  a  subsequent  project,  an  additional  32  com- 
munity mental  health  centers  were  inducted,  leading  ultimately  to  a 
rotating,  ongoing,  representative  cohort  of  48  community  mental 
health  centers.  See  also  PIC  ID  Nos.  1882.1  and  1882.2. 

DESCRIPTORS:  Management  Information  and  Reporting,  Information 
Processing,  Statistical  Analysis  Methods  Feature,  Research  and 
Evaluation  Performance,  Community  Mental  Health  Centers, 
Demography 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1882  PROJECT  NO:  ADM  79-341/ 

NIMH  79-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0033  (OP) 
COST    (In  Thousands):  FY  79-$485 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '79  through  March  '82 
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PROJECT  TITLE:  Evaluation  of  Minority  Content  in  Curriculum  of 

Manpower  Development  and  Training  Programs 

REPORT  TITLE:  Feasibility  Study  for  Evaluation  of  Curriculum  in 

Professional  Training  Programs  to  Prepare  Mental  Health 

Manpower  to  Serve  Minority  Populations 
PERFORMER:  A.L.  Nellum  and  Associates,  1900  L  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Shapiro,  Richard;  Rm  1229,  HHS-S  Bldg; 

202-245-7276 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Training 

ABSTRACT:  This  study  determined  the  conditions  under  which  a 
full-scale  evaluation  study  of  curriculum  for  preparing  mental  health 
manpower  to  serve  minority  populations  is  feasible.  The  study  includ- 
ed a  review  of  the  literature,  a  review  of  the  NIMH  Minority  Mental 
Health  Manpower  Development  grant  process,  site  visits  to  selected 
projects,  and  establishment  of  a  Technical  Advisory  Committee.  The 
proposed  evaluation  was  found  to  be  a  feasible  undertaking.  The  final 
report  and  Volume  I  of  the  appendices  (A-F)  are  available  from  PIC 
and  from  NTIS  (Nos.  PB  251-237/AS  and  PB  251-236/AS,  respec- 
tively). 

DESCRIPTORS:  Literature  Review  Feature,  Curriculum  Develop- 
ment, Health  Manpower  Training,  Minority  Groups,  Mental  Health, 
Feasibility  Study  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0882  PROJECT  NO:  NIMH  75-11 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0047 
COST    (In  Thousands):  FY  75-$42 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '75  through  November  '75 
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PROJECT  TITLE:  Role  of  Pediatricians  in  Delivery  of  Mental 
Health  Services  to  Children:  A  Feasibility  Study 

REPORT  TITLE:  Feasibility  Study  of  the  Role  of  Pediatricians  in  the 
Delivery  of  Mental  Health  Services  to  Children 

PERFORMER:  University  of  Rochester,  Biometry  Division, 
Rochester  NY  14627 

PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 

301-443-1185  ,..  ■• 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  There  were  two  objectives  to  this  study:  (1)  to  examine 
the  feasibility  of  conducting  a  more  comprehensive  study  of  the  role 
of  pediatricians  in  the  delivery  of  mental  health  services;  and  (2)  to 
assess  alternatives  toward  implementing  such  a  study.  It  was  found 
that  a  large-scale  study  was  feasible;  therefore,  NIMH  conducted 
such  a  survey  in  FY  1978.  These  data  helped  identify  the  amount  and 
types  of  MH  problems  seen  in  pediatric  practice.  The  preliminary 
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data  from  this  study  were  used  in  considerations  of  MH  training  for 
pediatricians  and  other  primary  care  providers.  (Final  report  150 
pages.) 

DESCRIPTORS:  Mental  Health,  Medical  Practice,  Children  and 
Youth,  Health  Care  Delivery  Systems,  Feasibility  Study  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0712  PROJECT  NO:  NIMH  75-13 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0032  * 
COST    (In  Thousands):  FY  75-$34 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  December  '75  through  April  '76 
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PROJECT  TITLE:  Identification  of  Criteria  for  Productive 
Longitudinal  Research  at  NIMH 

REPORT  TITLE:  Feasibility  Study  to  Predict  Productive 

Longitudinal  Research  at  NIMH 
PERFORMER:  The  Cadmus  Group,  Inc.,  and  Statistical 

Innovations  Inc.,  375  Concord  Avenue,  Belmont  MA  02178, 

Dernburg,  Judith 
PROJECT  OFFICER:  Steinberg,  Dr.  Jane;  Rm  9C26,  PKLN  Bldg; 

301-443-3944 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  Criticism  of  the  National  Institute  of  Mental  Health's 
(NIMH's)  underfunding  of  longitudinal  research  projects  led  to  this 
study  on  whether  it  is  possible  to  increase  the  productivity  of  that 
research.  This  feasibility  study's  objectives  were  to  (1)  define  "suc- 
cessful" research;  (2)  identify  predictors  of  success;  (3)  develop  a 
predictive  model;  and  (4)  determine  the  possibility  of  estimating  the 
model.  Results  show  that  it  is  possible  to  estimate  a  model  to  measure 
the  success  of  longitudinal  research.  Success  was  defined  as  a  project 
being  renewed  by  NIMH.  Predictors  of  success  were  grouped  into 
three  categories:  institutional  descriptors  of  the  principal  investigator 
and  senior  staff;  process  data  on  the  funding  procedure;  and  technical 
data,  i.e.,  the  strengths  and  weaknesses  of  the  study  as  identified  by 
the  review  panel.  The  report  also  makes  recommendations  for  a  pilot 
study  and  further  research.  (Final  report  30  pages  plus  appendix.) 

DESCRIPTORS:  Children  and  Youth,  Child  Development,  Statistical 
Analysis  Methods  Feature,  Research  and  Evaluation  Methods  Fea- 
ture, Mental  Health 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2978  PROJECT  NO:  NIMH  85-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-1 15738/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  85M008620801D 
COST    (In  Thousands):  FY  85-$25 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '85  through  February  '86  " 
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PROJECT  TITLE:  Review  and  Publication  of  1%  Evaluation  Study 
Results 

REPORT  TITLE:  Findings  from  Initial  Efforts  to  Identify  Research 
Issues  for  the  Services  Review  and  Assessment  Conferences 
(SRAC) 

PERFORMER:  Sowder,  Barbara  J.,  Ph.D.,  4401  Underwood  Street, 

University  Park  MD  20783 
PROJECT  OFFICER:  Katz-Levy,  Judith;  Rm  7C14,  PKLN  Bldg; 

301-443-1333 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  report  presents  the  results  of  two  brief  efforts  to 
assist  the  Office  of  State  and  Community  Liaison  of  the  National 
Institute  of  Mental  Health  (NIMH)  in  identifying  research  sources 
and  issues  in  child  and  adolescent  mental  health  that  might  be  appro- 
priate for  consensus-building  through  Services  Review  and  Assess- 
ment Conferences  (SRAC).  The  first  part  of  the  study  was  intended 
to  extract  and  analyze  issues  and  findings  from  NIMH-sponsored 
evaluations  of  child  and  adolescent  mental  health  services,  but  only 
a  few  evaluation  reports  were  identified.  Abstracts  of  three  reports 
on  child  mental  health  programs  funded  under  Part  F  of  P.L.  92-21 1 
and  the  Most  in  Need  pilot  program  are  included  in  the  report.  The 
second  part  of  the  study  consisted  of  a  literature  search  to  identify 
published  and  unpublished  evaluations  of  child  and  adolescent  mental 
health  programs.  Copies  of  the  abstracts  most  re'evant  to  SRAC  are 
included  in  the  appendices.  See  also  PIC  ID  Nos.  2414.1-2414.8. 
(Final  report  16  pages  plus  appendices.) 

DESCRIPTORS:  Children  and  Youth,  Mental  Health,  Literature  Re- 
view Feature,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2414  PROJECT  NO:  NIMH  83-31 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  83MO58671401D 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '83  through  December  '83, 
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PROJECT  DESCRIPTIONS  4^3 


Accession  No.  1347 


Public  Health  Service 
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ABSTRACT:  This  report  aids  managers  of  human  service  organiza- 
tions faced  with  the  prospect  of  reduced  fiscal  support  for  their 
agencies.  The  report  (1)  examines  the  changed  conditions  confront- 
ing human  service  organizations  by  comparing  the  environment  of 
the  1980s  to  the  environment  of  growth  of  the  1950s  and  1960s  and 
the  transition  of  the  1970s;  (2)  reviews  the  literature  and  empirical 
evidence  on  practices  and  experiences  with  cutback  management, 
with  emphasis  on  state  and  local  mental  health  agencies;  and  (3) 
develops  a  strategy  for  managers  to  use  when  responding  to  legisla- 
tive or  executive  demands  for  retrenchment.  The  report  argues  that 
the  incremental  style  of  management,  which  is  based  on  the  assump- 
tion that  annual  budgets  will  increase  each  year,  is  not  suited  to 
agencies  facing  budget  cuts.  It  advocates  a  strategic  management 
approach,  one  better  suited  for  assessing  and  reacting  to  fiscal,  demo- 
graphic, and  political  changes.  See  also  PIC  ID  Nos.  2414-2414.7. 
(Final  report  1 1 1  pages;  executive  summary  4  pages.) 

DESCRIPTORS:  Mental  Health,  Program  Coordination,  Financial 
Management 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2414.8  PROJECT  NO:  NIMH  83-31 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  84-$  10 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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ABSTRACT:  The  basic  goal  of  the  Florida  Consortium  for  the  Study 
of  Community  Mental  Health  Evaluation  Techniques  was  to  discov- 
er ways  to  meet  the  needs  for  evalevaluation  information  on  (1) 
requirements  of  national,  state,  and  local  funding  agencies;  (2)  modifi- 
cation of  established  community  mental  health  programs  and  deve- 
lopment of  new  programs  to  meet  changing  needs  for  mental  health 
care;  and  (3)  long-range  planning  for  the  delivery  of  therapeutic  and 
preventive  programs.  General  findings  on  program  evaluation  tech- 
niques based  on  the  criteria  of  reliability,  practicality,  and  utility  are 
presented  for  (1)  client  outcome  measures;  (2)  continuity  of  care 
measures;  and  (3)  needs  assessment.  Volume  I:  "Summary  of  Techni- 
cal Reports  and  Findings  and  Technical  Reports  on  Techniques"; 
Volume  II:  "Appendices";  and  Volume  III:  "Proceedings  of  the 
Mental  Health  Evaluation  Conference." 

DESCRIPTORS:  Community  Mental  Health  Centers,  Research  and 
Evaluation  Methods  Feature,  Mental  Health,  Evaluation  by  State 
and  Local  Governments,  Research  and  Evaluation  Performance 
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COST    (In  Thousands):  FY  73-$125 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
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ABSTRACT:  This  study  (1)  developed,  tested,  and  documented  a 
method  for  collecting,  recording,  and  reporting  comparable  state-by- 
state  information  on  sources  and  expenditures  of  funds  for  mental 
health  programs  and  services  administered  by  state  mental  health 
agencies;  (2)  determined  the  feasibility  of  developing  a  method  for 
collecting,  recording,  and  reporting  state-by-state  comparable  infor- 
mation on  sources  and  expenditures  of  funds  for  mental  health  pro- 
grams and  services  administered  by  state  agencies  that  are  not  mental 
health  agencies;  and  (3)  collected,  analyzed,  and  reported  the  state 
mental  health  authority  sources  and  expenditures  of  funds  for  mental 
health  programs  and  services  in  all  states  on  a  state-by-state  basis.  The 
first  volume  ("Revenue/Expenditure  Study  Results")  includes  ana- 
lyses of  the  funds  expended  by  each  of  the  50  state  mental  health 
agencies,  including  analysis  of  the  sources  of  these  funds  and  how 
they  were  expended  to  support  services  for  the  mentally  ill.  The 
second  volume  ("Feasibility  Study  Results")  reports  the  results  of  a 
study  to  determine  the  feasibility  of  compiling  and  analyzing  similar 
data  on  funds  managed  by  nonmental  health  state  agencies  in  support 
of  services  for  the  mentally  ill.  Both  volumes  are  also  available  from 
NTIS  (Nos.  PB  84-196633  and  PB  84-196641,  respectively).  See  also 
PIC  ID  No.  2247.1. 

DESCRIPTORS:  Mental  Health,  Financial  Management,  State  or  Local 
Government,  Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Research  and  Data  Development;  Program  Manage- 
ment or  Efficiency 
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FUND  SOURCE:  Evaluation       NTIS  NO:  See  Abstract 
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CONTRACT/GRANT  NO:  278-82-0014 
COST    (In  Thousands):  FY  82-$  162 


494 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

ALCOHOL,  DRUG  ABUSE,  AND  MENTAL  HEALTH  ADMINISTRATION 


Accession  No.  1352 


STATUS:  Study  completed, 
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ABSTRACT:  The  first  volume  of  this  report  ("Funding  Sources  and 
Expenditures  of  State  Mental  Health  Agencies:  Revenue/Expendi- 
ture Study  Results,  Fiscal  Year  1983")  contains  (1)  a  summary  of 
revenues  and  expenditures  under  the  direct  control  of  state  mental 
health  agencies  (SMHAs)  for  FY  1983  and  (2)  a  comparison  of  these 
FY  1983  funds  to  FY  1981  SMHA-controlled  expenditures  and  reve- 
nues. This  includes  funds  for  major  programs  such  as  state  mental 
hospitals,  other  hospital  inpatient  services,  community-based  pro- 
grams, and  SMHA  support  services  (e.g.,  prevention,  research,  train- 
ing, and  SMHA  administration).  Tables  give  revenues  and 
expenditures  in  relation  to  these  four  major  program  areas  as  well  as 
to  children  and  adolescents,  adults,  and  the  elderly.  Expenditure 
figures  are  also  provided  for  specific  services.  The  second  volume 
("Selected  State  and  Federal  Government  Agency  Mental  Health 
Expenditures  Incurred  on  Behalf  of  Mentally  111  Persons")  summa- 
rizes the  level  of  expenditures  incurred  by  several  state  and  federal 
agencies  on  behalf  of  mentally  ill  persons.  State  expenditures  are 
compiled  into  10  state  government  expenditure  categories.  The  fig- 
ures suggest  that  state  government  expenditures  for  mental  health- 
related  programs  are  significant.  The  state  and  federal  programs  dis- 
cussed in  this  volume  supplement  the  SMHA-controlled  revenues 
and  services  summarized  in  the  first  volume.  See  also  PIC  ID  No. 
2247.  (Final  report  volumes  162  pages  plus  glossary  and  140  pages, 
respectively.) 
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Available  from  PIC, 
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ABSTRACT:  This  study  described  the  findings  of  an  evaluation  of  10 
advocacy  projects  providing  services  to  mentally  disabled  persons 
around  the  country.  The  discussion  was  divided  into  five  parts:  intro- 
duction to  advocacy  service,  overview  of  the  projects,  outline  of 
design  and  methodology,  summary  of  findings,  and  recommendations 
for  the  future.  Past  efforts  to  improve  the  life  chances  of  mentally  ill 
persons  include  pressure  for  legislative  reform,  filing  of  large  class- 
action  suits,  intensified  education  regarding  client  entitlements,  ex- 
pansion of  independent  legal  services  for  individual  client  problems, 
and  development  of  advocacy  groups  run  by  and  for  mentally  ill 
persons  themselves.  The  researchers  found  that  very  few  children  or 
elderly  individuals  were  served  by  the  projects.  Other  findings  sug- 
gested the  following:  (1)  over  the  two  years  of  the  evaluation,  many 
of  the  projects  were  increasingly  seen  as  resources  to  service  provid- 
ers in  the  interpretation  and  clarification  of  patients  rights  regula- 
tions; (2)  several  projects  concentrated  on  institutionalizing  or 
implementing  past  advocacy  gains;  (3)  other  projects  worked  to  codi- 
fy reforms  in  state  statutes  and  advocacy  staff  were  seen  as  a  signifi- 
cant source  of  expertise  in  the  areas  of  legislation  drafting  and 
constitutional  law;  and  (4)  several  projects  used  their  access  to  infor- 
mation about  entitlements  and  rights  as  a  means  of  influencing  prov- 
iders. (Final  report  336  pages;  executive  summary  13  pages.) 

DESCRIPTORS:  Life  Services  Planning,  Retardation,  Mental  Illness 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1842  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 
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COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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ABSTRACT:  This  project  will  evaluate  Steps  Toward  Effective,  En- 
joyable Parenting  (STEEP),  a  preventive  intervention  program  for 
high  risk,  i.e.,  low  socioeconomic  status,  mothers.  The  major  goal  of 
the  program  is  to  prevent  a  maladaptive  emotional  relationship  be- 
tween mother  and  infant,  i.e.,  the  formation  of  anxious  attachment. 
Anxious  attachment  in  infancy  has  been  found  to  result  in  preschool 
behavioral  problems,  including  acting  out,  withdrawal,  attention  dif- 
ficulties, dependence,  noncompliance,  poor  social  skills,  and  hostility. 
STEEP  is  designed  to  help  the  mother  better  understand  her  infant 
and  her  relationship  with  the  infant;  be  more  sensitive  to  the  infant's 
cues  and  signals;  and  better  interpret  the  infant's  behavior.  The  inter- 
vention also  focuses  on  helping  the  mother  develop  ways  of  coping 
with  the  demands  of  her  life  and  ensuring  that  her  needs  are  met.  The 
sample  consists  of  64  experimental  and  64  control  low  socioeconomic 
status  women  who  have  borne  no  children  and  who  were  recruited 
early  in  the  second  trimester  of  pregnancy  from  two  community 
health  centers.  All  mothers  will  be  assessed  on  measures  of  maternal 
feelings  and  expectations,  depression,  anxiety,  stressful  life  events, 
and  life  circumstances.  The  child's  development  and  socioemotional 
competence  and  the  quality  of  the  mother/child  attachment  will  be 
assessed.  See  also  PIC  ID  Nos.  3027-3027.6,  3027.8,  and  3027.9. 

DESCRIPTORS:  Infants,  Maternal  and  Child  Health,  Mental  Health, 
Preventive  Health  Care,  Low-Income  Population,  Women,  Social 
Research 

STUDY  TYPE:  Research  and  Data  Development;  Program  Perfor- 
mance Evaluation 

PIC  ID  NO:  3027  7  PROJECT  NO: 
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ABSTRACT:  Two  studies  comprise  this  project.  Study  I  involves  fur- 
ther development  of  a  new  longitudinal  neurobehavioral  assessment 
procedure  for  small,  preterm  infants.  No  other  procedure  now  exists 
for  evaluating  subtle  differences  in  functioning  of  infants  24  weeks  old 
or  older.  Infants  of  24  to  36  weeks  conceptual  age  will  be  tested  in 
weekly  intervals  on  variables  such  as  amount,  speed,  vigor,  and  qual- 
ity of  spontaneous  motor  activity;  quality  and  duration  of  visual 
alertness;  and  persistence.  Study  II  continues  to  investigate  how  wa- 
terbed  flotation  facilitates  the  organization  of  preterm  infant  sleep 
and  motility,  which  are  typically  quite  disorganized.  The  differential 
efficacy  of  no  oscillations,  continuous  oscillations,  and  intermittant 
oscillations  in  the  pattern  of  maternal  biological  rhythms  will  be 
assessed.  A  minimum  of  48  infants  between  28  and  34  weeks  concep- 
tual age  will  be  randomly  assigned  to  be  assessed  under  varied  condi- 
tions. See  also  PIC  ID  Nos.  3027-3027.3,  and  3027.5-3027.9. 
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CONTRACT/GRANT  NO:  2  ROl  MH36884-04 

COST    (In  Thousands):  FY  86-$179,  FY  87-$191,  FY  88-$206,  FY 

89-$223 
STATUS:  Study  in  process 

START/END  DATES:  October  '85  through  September  '89 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  High  Risk  Infant  Research  Projects:  Early 
Intervention  with  Infants  and  Parents  at  Risk 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  University  of  California,  School  of  Medicine,  Los 

Angeles  CA  90024,  Beckwith,  Leila 
PROJECT  OFFICER:  Levin,  Victoria;  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  project  will  explore  the  effects  of  home  visitor 
intervention  for  infants  at  biological  and  social  risk  (i.e.,  premature, 
low  birth  weight,  sick  babies  born  to  low-socioeconomic  status  fami- 
lies). The  aim  is  to  prevent  developmental  delays  and  attachment 
disorders.  There  is  evidence  that  premature  infants  who  suffer  preg- 
nancy hazards,  intrapartum  hazards,  or  neonatal  biological  hazards 
that  cause  increased  mortality  and  morbidity  are  at  greater  risk  for 
significant  cognitive  and  mental  health  problems  in  childhood  than 
is  the  general  population.  This  increased  risk  is  due  to  (1)  the  limited 
socioeconomic  resources  of  the  parents;  (2)  the  trauma  associated 
with  the  infant's  sickness;  and  (3)  the  infant's  altered  behavioral  capa- 
cities. Intervention  begins  while  the  baby  is  in  the  neonatal  intensive 
care  unit  and  continues  through  the  child's  13th  month.  The  study 
will  assess  an  intervention  group  of  45  babies  and  their  families,  a 
control  group  of  45,  and  a  group  of  20  longitudinal  control  babies. 
Groups  will  be  compared  on  variables  such  as  infant's  medical  status, 
mother/infant  interaction,  and  parental  attitudes  about  themselves 
and  their  infant.  See  also  PIC  ID  Nos.  3027-3027.2,  and  3027.4-3027.9. 
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DESCRIPTORS:  Infants,  Mental  Illness,  Family,  Preventive  Health 
Care,  Maternal  and  Child  Health,  Social  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027.3  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  2  ROl  MH36902-06 

COST    (In  Thousands):  FY  87-S122,  FY  88-S129,  FY  89-S140 

STATUS:  Study  in  process 

START/END  DATES:  April  '86  through  March  "89 
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AGENCY  SPONSOR:  Pubhc  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  High  Risk  Infant  Research  Projects:  Prevention  of 
Developmental  Delays  in  High  Risk  Infants 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  University  of  Miami  Medical  School,  Mailman 
Center  for  Child  Development,  Miami  FL  33101,  Field, 
Tiffany 

PROJECT  OFFICER:  Levin,  Victoria:  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 
Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  Delays  in  behavioral  and  emotional  development  and 
physical  growth  are  characteristic  problems  of  very  premature  new- 
boms;  inadequate  stimulation  has  been  implicated  as  a  potential  con- 
tributor to  these  delays.  The  purpose  of  the  project  is  to  investigate 
the  effects  of  tactileAinesthetic  intervention  on  80  very  premature 
newborns.  To  understand  the  underlying  mechanisms  by  which 
stimulation  facilitates  growth,  as  well  as  behavioral  and  physiological 
organization,  several  variables  will  be  assessed,  including  sleep/wake 
behavior  and  physiology,  activity  level,  growth  curves,  growth  hor- 
mone, somatomedin  C,  Cortisol,  and  catecholamines.  The  effects  of 
tactile/kinesthetic  stimulation  on  these  functions  will  be  studied  in  a 
treatment/control  group  paradigm  and  a  repeated  measures  stimula- 
tion/no stimulation  design.  A  comparison  will  also  be  made  between 
a  tactile  and  a  kinesthetic  stimulation  group.  It  is  hoped  that  the 
stimulation  will  facilitate  more  organized  sleep/wake  behavior,  feed- 
ing behavior,  and  weight  gain.  These  developments  may  lead  to 
shorter  hospitalization  and  shorter  periods  of  separation  from  parents 
and  should  facilitate  early  mother/infant  interactions  and  improved 
performance  on  developmental  assessments,  which  in  turn  can  con- 
tribute to  superior  later  development.  See  also  PIC  ID  Nos.  3027- 
3027.4,  and  3027.6-3027.9. 

DESCRIPTORS:  Infants,  Preventive  Health  Care,  Mental  Health,  Ma- 
ternal and  Child  Health,  Social  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027.5  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  ROl  MH40779-01 

COST    (In  Thousands):  FY  86-S262,  FY  87-$283,  FY  88-S303,  FY 
89-S324 


STATUS:  Study  in  process 

START/END  DATES:  October  '85  through  September  '89 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  High  Risk  Infant  Research  Projects:  Preventive 
Intervention  with  Anxiously  Attached  Infants 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  University  of  California,  Department  of  Psychiatry, 

San  Francisco  CA  94110,  Lieberman.  Alicia  F. 
PROJECT  OFFICER:  Koretz,  Dr.  Doreen;  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  project  involves  early  preventive  intervention  with 
anxiously  attached  12-month-old  infants  and  their  mothers.  The  aim 
is  to  reverse  anxious  attachment  and  to  prevent  the  maladaptive 
patterns  of  socioemotional  behavior  found  to  be  later  correlates  of 
anxious  attachment  in  infancy.  The  sample  will  be  comprised  of  96 
low  socioeconomic  status,  recently  immigrated  Mexican  and  Central 
American  mothers  and  their  infants.  They  will  have  high  scores  on 
a  Social  Isolation  Screening  Instrument.  Quality  of  attachment  at  12 
months  will  be  assessed  using  the  "strange  situation."  Measures  of 
maternal  childrearing  attitudes,  maternal  responsiveness  to  the  infant, 
quality  of  home  environment,  and  incidence  of  stressful  life  events 
will  also  be  obtained.  Anxiously  attached  infants  will  be  randomly 
assigned  to  either  a  preventive  intervention  (experimental)  or  to  a 
non-intervention  (control)  group.  A  second  control  group  will  con- 
sist of  developmental  guidance  focused  on  mother/infant  interaction 
and  tailored  to  Latino  childrearing  values.  Copies  of  the  final  report 
will  be  available  in  October  1988.  See  also  PIC  ID  Nos.3027. 1-3027.9. 

DESCRIPTORS:  Infants,  Mental  Health,  Maternal  and  Child  Health, 
Mental  Illness,  Preventive  Health  Care,  Hispanic,  Family,  Social 
Research 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  ROl  MH39973-01 

COST    (In  Thousands):  FY  85-$124,  FY  86-$129,  FY  87-S130 

STATUS:  Study  in  process 

START/END  DATES:  April  '85  through  October  '88 
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PROJECT  DESCRIPTIONS 


497 


Accession  No.  1357 


Public  Health  Service 

ALCOHOL,  DRUG  ABUSE,  AND  MENTAL  HEALTH  ADMINISTRATION 


REPORT  TITLE:  Not  yet  determined 

PERFORMER:  University  of  Utah,  Psychology  Department,  Salt 

Lake  City  UT  84112,  Gelfland,  Donna  M. 
PROJECT  OFFICER:  Levin,  Victoria;  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  study  involves  developing  and  evaluating  a  soci- 
ocognitive  intervention  to  improve  the  self-confidence  and  child-care 
skills  of  clinically  depressed  mothers  who  are  community  mental 
health  service  clients  with  psychologically  vulnerable  3-  to  6-month- 
old  infants.  Research  has  shown  that  such  mothers  exhibit  problemat- 
ic child-rearing  practices  and  that  their  offspring  suffer  a  heightened 
risk  of  developing  psychopathological  behavior.  The  home-based 
intervention  is  aimed  at  improving  the  mothers'  parenting  skills  and 
self-efficacy  beliefs  and  reducing  their  social  isolation.  Such  improve- 
ments are  expected  to  enhance  the  infants'  attachment  to  their  moth- 
ers and  benefit  their  socioemotional  and  cognitive  development.  The 
intervention,  provided  by  nurses  for  nine  months  and  community 
aides  for  three  months,  may  also  reduce  the  prevalence  of  psychopa- 
thology  in  the  children  as  they  grow  older.  The  mothers  will  be 
taught  to  interpret  their  babies'  behavior,  stimulate  them,  and  respond 
to  them.  There  will  be  135  lower-middle-class  subjects,  ages  18-36, 
including  a  depressed  treated  group  of  45  mothers,  a  comparable  but 
untreated  group  of  45,  and  a  matched  group  of  45  normal  controls. 
All  groups  will  be  matched  on  marital  status;  the  depressed  groups 
will  be  matched  on  depression  intensity.  The  sample  will  be  95% 
white.  A  post-treatment  assessment  of  the  children  at  ages  one  and 
two  will  gauge  the  durability  of  the  treatment  effects.  See  also  PIC 
ID  Nos.3027-3027.5,  and  3027.7-3027.9. 

DESCRIPTORS:  Infants,  Maternal  and  Child  Health,  Preventive 
Health  Care,  Mental  Illness,  Social  Research,  Mental  Health,  Low- 
Income  Population,  Women 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027.6  PROJECT  NO: 

FUND  SOURCE:  Research         NTIS  NO:  Not  yet  determined 
MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  ROl  MH41474 

COST    (In  Thousands):  FY  87-$80,  FY  88-$86,  FY  89-$91,  FY 
90-$72 

STATUS:  Study  in  process 

START/END  DATES:  August  '87  through  July  '91 
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AGENCY  SPONSOR:  Public  Health  Service 
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Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  High  Risk  Infant  Research  Projects:  Self-Selected 
Stimulation  as  Preventive  Intervention  for  Prematures 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  University  of  Connecticut,  Department  of 

Behavioral  Sciences,  Storrs  CT  06268 
PROJECT  OFFICER:  Levin,  Victoria;  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 


ABSTRACT:  This  project  entails  rhythmic  stimulation  of  premature 
infants  in  neonatal  intensive  care  units  (NICUs).  The  aim  is  to  prevent 
or  reduce  mental  or  emotional  disability  in  these  high  risk  infants  by 
increasing  their  quiet  sleep,  weight  gain,  and  sleep/wake  state  stabili- 
ty. The  enhanced  neurobehavioral  maturation  is  expected  to  increase 
the  infant's  social  responsiveness,  improve  the  mother/infant  rela- 
tionship, and  facilitate  the  infant's  psychosocial  development.  The 
source  of  stimulation  will  be  a  specifically  constructed  toy  bear  with 
simulated  breathing  patterns  that  is  placed  in  the  crib  with  the  infant. 
A  preliminary  study  demonstrated  that,  at  32  to  35  weeks  conceptual 
age,  premature  infants  were  capable  of  seeking  and  sustaining  a  high 
level  of  contact  with  the  "breathing"  bear.  The  contact  led  to  the 
entrainment  of  biological  rhythms  and  increased  quiet  sleep,  indicat- 
ing facilitation  of  central  nervous  system  maturation.  The  subjects 
will  be  80  premature  infants  and  their  low  to  middle  socioeconomic 
status  mothers.  Two  biological  rhythms,  one  based  on  the  infant's 
heart  rate  during  quiet  sleep  and  the  other  on  the  mother's  heart  rate, 
will  be  compared.  See  also  PIC  ID  Nos.  3027-3027.1,  and  3027.3- 
3027.9. 

DESCRIPTORS:  Infants,  Maternal  and  Child  Health,  Preventive 
Health  Care,  Mental  Health,  Low-Income  Population,  Women,  So- 
cial Research 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027  2  PROJECT  NO: 

FUND  SOURCE:  Research         NTIS  NO:  Not  yet  determined 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1  ROl  MH41244-01 

COST    (In  Thousands):  FY  86-$180,  FY  87-$170,  FY  88-$161 

STATUS:  Study  in  process 

START/END  DATES:  October  '85  through  September  '88  ' 
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AGENCY  SPONSOR:  Public  Health  Service 
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Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Test  of  an  Outcome-Based  Quality  Assurance 
Methodology  in  a  Community  Mental  Health  Center  , 

REPORT  TITLE:  Horizon  Institute's  Test  of  an  Outcome-Based 
Quality  Assurance  Model  at  the  Mental  Health  Center  of 
Boulder  County,  Inc. 

PERFORMER:  The  Horizon  Institute  for  Advanced  Design,  Inc., 
51  Monroe  Street,  Rockville  MD  20850 

PROJECT  OFFICER:  Woy,  J.  Richard,  Ph.D. 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Training 

ABSTRACT:  This  project  developed  and  tested  the  feasibility  of  a 
client  outcome-based  quality  assurance  system  in  a  community  men- 
tal health  center  (CMHC).  The  final  report  describes  the  develop- 
ment, implementation,  and  results  of  such  a  system  as  it  was  carried 
out  at  the  Boulder  County  Mental  Health  Center  in  Colorado.  In 
addition,  the  project  produced  a  manual  ("Quality  Assurance  System 
for  Community-Based  Mental  Health  Programs"),  which  is  intended 
to  assist  CMHCs  in  developing  clinical  quality-assurance  systems. 
(Final  report  45  pages  plus  appendices;  manual  154  pages.) 

DESCRIPTORS:  Feasibility  Study  Feature,  Quality  Assurance,  Re- 
search and  Evaluation  Methods  Feature,  Research  and  Evaluation 
Performance,  Community  Mental  Health  Centers,  Case  or  Site  Study 
Feature 
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STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1880  PROJECT  NO:  ADM  78-059/ 

NIMH  78-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-209363 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-78-0064(OP) 
COST    (In  Thousands):  FY  78-594,  FY  79-530.  FY  80-516 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  "78  through  July  '80 
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AGENCY  SPONSOR:  Public  Health  Service 
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Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Feasibility  Study  for  Developing  Mental  Health 
Service  Criteria  to  Be  Used  by  HSAs  and  SHCCs 

REPORT  TITLE:  Identifying  Measures  of  Mental  Health  Services  for 
HSAs 

PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 
MA  02140 

PROJECT  OFFICER:  Light,  Enid;  Rm  11C03.  PKLN  Bldg: 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 
PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  study  was  conducted  to  determine  the  feasibility  of 
developing  guidelines,  criteria,  and  standards  for  Health  Systems 
Agencies  (HSAs),  State  Health  Planning  and  Development  Agencies 
(SHPDAs)  and  Statewide  Health  Coordinating  Councils  (SHCCs)  to 
use  in  reviewing  mental  health  (MH)  services  under  the  review  func- 
tions mandated  by  Public  Law  93-641  (The  National  Health  Planning 
and  Resources  Development  Act  of  1964),  based  on  the  state  of  the 
art  of  criteria  and  standards  development  in  mental  health,  the  experi- 
ence of  the  health  planning  network  in  planning  and  review  for 
mental  health  services,  and  the  projected  needs  of  the  mental  health 
and  health  planning  networks.  The  study  found  that  the  state  of  the 
art  of  criteria  and  standards  development  in  MH  services  did  not 
differ  significantly  from  that  of  other  health  care  services.  Useful 
criteria  and  methodologies  are  available  within  many  key  review 
considerations,  but  there  needs  to  be  more  information  obtained 
about  costs  and  utilization  of  MH  services.  Because  surveys  have 
shown  that  40%  of  the  HSAs  believed  their  staffs  did  not  possess 
expertise  in  MH,  the  study  suggested  that  a  technical  assistance  manu- 
al for  MH  services  delivery  be  developed  and  disseminated.  (Final 
report  194  pages.) 

DESCRIPTORS:  Feasibility  Study  Feature,  Health  Care  Delivery  Sys- 
tems, Planning,  Needs  and  Needs  Assessment,  Mental  Health 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1332  PROJECT  NO:  NIMH  77-17 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  296-596 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-77-0024  (OP) 
COST    (In  Thousands):  FY  77-546,  FY  78-$17 


STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  August  '78 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Reactions  of  Community  Mental  Health  Centers 
to  a  Handbook  on  Evaluation  of  Consultation  and  Education 
Activities  in  School 

REPORT  TITLE:  Impact  of  an  Evaluation  Methodology  Report: 
Reactions  of  Community  Mental  Health  Centers  to  a 
Handbook  on  Evaluation  of  Consultation  and  Education 

PERFORMER:  National  Institute  of  Mental  Health,  5600  Fishers 
Lane,  Rockville  MD  20857 

PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 
Bldg;  301-443-4233 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  report  documents  the  results  of  a  survey  to  obtain 
the  reactions  of  federally  funded  CMHCs  to  a  handbook  prepared  by 
the  Human  Resources  Research  Organization  entitled  "Preliminary 
Handbook  on  Procedures  for  Evaluating  Mental  Health  Indirect  Ser- 
vice Program  in  Schools."  The  purpose  of  dissemination  to  CMHCs 
of  the  HUMRRO  handbook  was  to  obtain  reactions  from  these  cen- 
ters on  the  value  of  the  handbook's  contents  and  suggestions  for  its 
improvement.  The  survey  relied  entirely  on  a  questionnaire  sent  to 
those  CMHCs  to  which  the  preliminary  handbook  had  been  mailed. 
It  was  clear  from  the  questionnaire  returned  that  barriers  impeded 
full  dissemination  and  utilization  of  the  handbook  and  that  reaction 
to  it  varied,  ranging  from  enthusiasm  to  rejection.  The  sharpest  drop 
in  the  utilization  process  appeared  to  occur  in  the  initial  dissemination 
of  the  handbook  to  the  centers.  (Final  report  75  pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Information  Dis- 
semination, Research  and  Evaluation  Performance,  Research  and 
Evaluation  Planning  and  Administration,  Survey  or  Questionnaire 
Feature,  Evaluation  by  State  and  Local  Governments,  Mental  Health 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0448  PROJECT  NO:  NIMH  73-45 

FUND  SOURCE:  Salaries  and 
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PROJECT  TITLE:  Study  of  the  Impact  of  CMHCs  on  State  Mental 
Hospital  Utilization 

REPORT  TITLE:  Impact  of  Community  Programs  on  State  Hospital 
Utilization 

PERFORMER:  State  of  Texas,  Department  of  Mental  Health  and 

Mental  Retardation,  Austin  TX  78711 
PROJECT  OFFICER:  Windle,  Charles,  Ph.D.;  Rm  18C14,  PKLN 

Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  The  impact  of  community  mental  health  centers  on  state 
hospitals  is  assessed  to  determine  the  relationship  between  operating 
characteristics  of  center  programs  and  relative  differences  in  impact. 
Two  specific  study  objectives  are  to  (1)  determine.the  relative  impact 
on  state  mental  hospitals  of  several  types  of  mental  health  service 
delivery  systems  operating  within  the  state  of  Texas  as  of  FY  1973; 
and  (2)  explore  relationships  that  may  exist  between  a  set  of  measures 
associated  with  community  mental  health  centers  and  measures  of 
state  hospital  utilization.  Texas  counties  contributed  data  for  the 
study.  Study  results  are  presented  in  terms  of  differences  in  state 
hospital  utilization  based  on  four  delivery  systems  (community  cen- 
ters, outreach,  hospitals,  and  multiple  facilities)  and  on  selected  cha- 
racteristics of  community  mental  health  centers.  Extensive  tabular 
data  support  study  results.  Three  appendices  are  included  that  con- 
cern hospital  utilization  measures,  community  center  variables,  and 
statistical  information  on  group  means.  (Final  report  50  pages.) 

DESCRIPTORS:  Mental  Health,  Hospitals,  Health  Care  Delivery  Sys- 
tems, Outreach  and  Referral,  Community  Mental  Health  Centers 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0492  PROJECT  NO:  NIMH  75-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  250-702 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0010 
COST    (In  Thousonds):  FY  75-$8,  FY  76- $0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '75  through  February  '76 
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Bldg;  301-443-4233 
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Program  Grants  and  Contracts  (CONSOLIDATED-See 
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ABSTRACT:  This  study  tested  the  impact  of  establishing  federal  com- 
munity mental  health  centers  (CMHCs)  in  all  types  of  service  areas 
by  using  a  comparative  before/after  design  and  direct  measures  of 
services  and  resources.  Sixty-three  catchment  areas  (CAs)  in  which 
federally  funded  CMHCs  were  established  in  1974-1975  were 
matched  individually  with  CAs  that  had  not  developed  federally 
funded  CMHCs.  Average  increases  from  1973  to  1980  in  amounts  of 
services,  mental  health  staff,  expenditures,  accessibility,  and  availabil- 
ity for  the  entire  CA  were  compared  for  CMHC  and  non-CMHC 
CAs.  The  results  showed  that  the  establishment  of  local  CMHCs  has 
a  clear  effect  on  quantity,  availability,  and  accessibility  of  services  in 
CAs.  This  report  appeared  in  the  July  1987  "Hospital  and  Communi- 
ty Psychiatry."  It  supersedes  the  February  1984  draft  final  report 
("Service  System  Changes  in  Areas  with  and  without  Community 
Mental  Health  Centers"),  which  appears  in  the  fifth  and  sixth  editions 
of  the  "Compendium  of  HHS  Evaluations  and  Relevant  Other  Stu- 
dies." (Final  report  17  pages.) 

DESCRIPTORS:  Mental  Health,  Evaluation  by  State  and  Local  Gov- 
ernments, Community  Mental  Health  Centers,  Health  Care  Delivery 
Systems 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO;  2250  PROJECT  NO:  NIMH  82-15 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-82-0016 
COST    (In  Thousands):  FY  82-$50 
STATUS:  Study  completed. 

Available  from  PIC 
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PERFORMER:  Albert  Einstein  College  of  Medicine  of  Yeshilva 
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Bldg;  301-443-4233 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  The  major  objectives  of  this  study  were  to  identify  and 
measure  the  impact  of  past  oversight  activities  of  the  two  major 
regulatory  offices  on  CMHC  functioning.  It  was  found  that  the  differ- 
ent patterns  of  regional  office  oversight  drawn  from  the  site  visit 
reports  sent  to  NIMH  were  inaccurate,  since  only  half  of  the  regional 
office  site  visit  reports  had  been  available  at  NIMH  and  state  offices 
were  much  more  involved  in  oversight  than  evident  in  NIMH  data. 
Central  office  personnel  often  felt  there  had  been  positive  changes  in 
relation  to  CMHC  program  process  goals  in  all  services,  but  dis- 
criminated in  their  assessments  among  the  processes  for  different 
services.  Efforts  to  validate  reported  changes  were  handicapped  by 
lack  of  adequate  biometric  data  or  certainty  about  how  available  data 
could  be  related  to  process  goals.  Recommendations  for  improving 
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oversight  activities  suggested  by  regional  office  staff  related  mainly 
to  their  relationship  with  NIMH  and  regional  desire  for  increased 
autonomy  in  decision  making.  Central  office  staff  wanted  better  coor- 
dination of  activities  between  state  and  regional  offices,  improved 
visit  content  and  more  timeliness  in  submitting  reports.  State  person- 
nel recommended  turning  oversight  activities  over  to  the  state  with 
regional  offices  providing  funds  and  training,  reviewing  state  plans 
based  on  particular  needs  of  the  state  and  then  monitoring  all  state 
activities,  The  report  recommends  that  oversight  activities  should 
rest  with  the  states. 

DESCRIPTORS:  Cost-Effectiveness  Analysis  Feature,  Quality  Assur- 
ance, Mental  Health,  Community  Mental  Health  Centers,  Federal 
State  and  Local  Relations 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1335  PROJECT  NO:  NIMH  77-21 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-1 15833 
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Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  This  pre/post  analysis  of  the  1970  poverty  amendments 
was  performed  to  determine  what  effect  the  amendments  have  on 
channeling  services  to  the  poor  in  community  mental  health  centers' 
catchment  areas. 

DESCRIPTORS:  Mental  Health,  Community  Mental  Health  Centers, 
Low-Income  Population,  Financial  Management  , 
STUDY  TYPE:  Program  Impact 
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ABSTRACT:  This  systematic  analysis  of  the  NIMH  Most  in  Need 
(MIN)  program  showed  that  each  MIN  project  appeared  to  develop 
its  own  conceptual  approach.  The  conceptual  orientation  determined 
how  the  project  approached  networking  activities  as  well  as  which 
particular  strategies  were  selected.  Differences  in  project  orientation 
were  reflected  mainly  in  the  relative  emphasis  on  systems-building 
tasks  as  compared  with  tasks  involved  in  coordinating  services  for 
individual  clients.  Orientations  were  conceptualized  as  falling  in  a 
continuum  from  a  complete  focus  on  individual  cases  to  a  dual  focus 
to  an  exclusive  focus  on  systems  building.  Strategies  (actions,  tech- 
niques, or  methods)  used  to  promote  system  change  were  selected  in 
accordance  with  project  orientation  and  fell  into  10  broad  areas:  (1) 
communication  and  coordination  strategies;  (2)  planning  strategies; 
(3)  procedures  and  processes  strategies;  (4)  training  and  technical 
assistance  strategies;  (5)  research  materials  strategies;  (6)  program 
development  strategies;  (7)  client  services  strategies;  (8)  community 
organization  strategies;  (9)  public  education  strategies;  and  (10)  ad- 
vocacy strategies. 
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PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support; 
PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  National  Institute  of  Mental  Health's  (NIMH's)  Na- 
tional Reporting  Program  (NRP)  supplies  the  federal  government 
with  data  that  pertain  to  the  mentally  ill  and  the  facilities  that  serve 
them.  The  data  are  used  primarily  for  national  policymaking  such  as 
for  monitoring  changes  in  the  mental  health  service  delivery  system, 
tracking  the  deinstitutionalization  process,  and  determining  system 
impact.  This  study  investigated  the  usefulness  of  applying  the  data 
not  only  to  national  policymaking  but  also  to  state  policymaking.  The 
study  focused  on  data  from  the  Inventory  of  Mental  Health  Organiza- 
tions (IMHO),  a  biennial  survey  of  more  than  3,300  mental  health 
organizations  that  is  the  NRP's  major  component,  addressing  how 
the  data  can  be  used  as  is  or  modified  for  state  needs.  Site  visits  were 
made  to  Georgia,  Nevada,  and  Tennessee.  Based  on  the  site  officials' 
reaction  to  IMHO  data  presented  to  them,  the  following  conclusions 
were  drawn.  For  long-term  planning,  the  IMHO  data  provided  useful 
information  on  emerging  trends.  For  decision  making  on  specific 
state  policy  issues,  the  IMHO  data  suggested  conditions  worthy  of 
further  explorations  and  provided  comparisons  against  which  to 
judge  a  state's  own  policies,  but  could  not  sustain  definitive  analysis 
of  the  given  policy  topic,  for  which  more  timely  and  detailed  infor- 
mation was  needed.  The  study  also  included  a  review  of  other  federal 
statistical  agencies'  efforts  to  improve  states'  use  of  national  data. 
(Final  report  107  pages  plus  appendices.) 
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ABSTRACT:  Persons  who  are  homeless  and  seriously  mentally  ill  often 
have  problems  getting  access  to  safe  and  affordable  housing;  entitle- 
ments or  other  income;  health,  mental  health,  or  substance  abuse 


treatment;  and  rehabilitation/vocational  opportunities.  To  assist  this 
population  in  meeting  these  needs,  a  growing  number  of  programs 
and  providers  have  begun  to  use  case  management  to  connect  clients 
with  needed  services  and  supports.  A  synthesis  was  conducted  of 
information  on  the  National  Institute  of  Mental  Health  (NIMH)  State 
Community  Support  Programs'  case  management  practices  for  the 
homeless  mentally  ill  population.  The  efficacy  of  case  management 
training  programs  operated  by  NIMH  State  Human  Resource  Deve- 
lopment Programs  was  also  assessed.  In-depth  information  on  10  case 
management  initiatives  at  the  state  and  local  levels  was  gathered. 
Special  areas  of  inquiry  included  definitions  of  case  management  used 
by  the  states,  staff/training  patterns,  funding  mechanisms,  and  client 
outcome  evaluations.  The  report  also  summarizes  some  of  the  most 
effective  case  management  used  by  states.  The  three  volumes  of  the 
report  include  (1)  "General  Findings";  (2)  "State  and  Local  Project 
Summaries";  and  (3)  "Annotated  Bibliography."  (Final  reports  86 
pages  plus  appendices,  120  pages  plus  appendices,  and  28  pages, 
respectively;  executive  summary  6  pages.) 
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PROJECT  OFFICER:  Woy,  J.  Richard,  Ph.D. 
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ABSTRACT:  This  sourcebook  presents  an  overview  of  26  concepts 
and  36  measures  used  in  interorganizational  research.  It  was  prepared 
as  a  resource  guide  for  assessing  the  interorganizational  aspects  of 
mental  health  and  related  service  delivery  systems.  Chapter  I  reviews 
the  history  and  key  themes  of  interorganizational  research  and  identi- 
fies and  illustrates  its  application  to  service  initiatives  in  mental 
health.  Chapter  II  presents  an  overview  of  conceptualization  and 
measurement  in  interorganizational  research.  Chapter  III  describes 
the  methods  used  in  the  literature  review  and  the  analytical  frame- 
work developed  to  organize  and  profile  individual  concepts  and 
measures.  The  framework  consists  of  seven  categories:  environmen- 
tal context,  situational  factors,  bases  of  interaction,  resource  flows, 
transaction  processes,  and  outcomes.  Chapters  IV  through  X  profile 
in  detail  the  concepts  and  measures  contained  in  these  seven  catego- 
ries. The  appendices  include  an  index  of  the  concepts  and  measures 
presented,  a  directory  of  leading  researchers  in  interorganizational 
relations,  and  references  to  all  the  literature  cited  in  the  sourcebook. 
(Final  report  178  pages  plus  appendices.) 
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PERFORMER:  Western  Interstate  Commission  for  Higher 

Education,  P.O.  Box  Drawer  P,  Boulder  CO  80301 
PROJECT  OFFICER:  Wurster,  Cecil;  Rm  18C26,  PKLN  Bldg; 

301-443-3685 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  need  for  a  treatment  outcome  assessment  approach 
including  performance  indicators  that  could  provide  comparable  data 
on  a  nationwide  basis  is  as  obvious  as  it  has  been  difficult  to  achieve. 
Technical,  economic,  and  political  obstacles  have  discouraged  at- 
tempts to  develop  a  single  nationwide  set  of  mental  health  perfor- 
mance indicators.  Several  questions  are  associated  with  such  a 
massive  undertaking:  Is  it  methodologically  possible  to  gather  mean- 
ingful outcome  data?  Can  the  outcome  data  be  linked  with  cost  data? 
Can  data  be  gathered  in  a  way  that  will  make  it  comparable  across 
state  boundaries?  This  project  explored  three  topics:  (1)  the  feasibility 
of  transferring  outcome  assessment  technology  from  one  state  to 
another;  (2)  the  applicability  of  a  quality-of-life  approach  to  treatment 
outcome;  (3)  the  comparability  and  compatibility  of  any  data  so  ob- 
tained, especially  cost-effectiveness  data.  The  primary  goal  of  this 
study  was  to  demonstrate  and  test  the  feasibility  of  developing  com- 
parable and  compatible  measures  of  treatment  outcome  data  that  can 
be  used  in  a  variety  of  geographic  locations.  See  also  PIC  ID  Nos. 
1889  and  1889.2. 

DESCRIPTORS:  Statistical  Data  Feature,  Research  and  Evaluation 
Performance,  Information  Processing,  Management  Information  and 
Reporting,  Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1889.1  PROJECT  NO:  ADM  79-359 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0052(OP) 
COST    (In  Thousands):  FY  79-$126,  FY  80-$14 


STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  September  '79  through  April  '81 
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PROJECT  TITLE:  Feasibility  of  Supplementing  the  National  Institute 
of  Mental  Health's  National  Reporting  System 

REPORT  TITLE:  Inventory  of  Mental  Health  Services  in  State 
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PERFORMER:  Professional  Management  Associates,  Inc.,  Rockville 
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ABSTRACT:  This  study,  the  extension  of  a  National  Institute  of  Mental 
Health  (NIMH)  study  of  the  feasibility  of  supplementing  its  National 
Reporting  Program  (NRP)  to  include  comparable  mental  health  ser- 
vice data  from  other  human  service  sectors,  developed  and  tested  a 
survey  of  mental  health  services  in  state  correctional  facilities.  The 
survey  instrument  was  modeled  after  NIMH's  Inventory  of  Mental 
Health  Organizations  (IMHO),  a  part  of  NRP,  to  permit  comparisons 
of  mental  health  services  for  forensic  and  nonforensic  populations. 
The  survey  instrument  was  field-tested  in  nine  state  correctional 
facilities  and  modifications  were  made.  This  report  summarizes  the 
activities  carried  out  in  developing  and  testing  the  instrument.  Ap- 
pendix A  contains  the  final  version  of  the  survey.  Other  appendices 
are  (1)  instrument  for  September  1984  expert  panel  meeting;  (2)  in- 
strument for  pretest  at  nine  sites;  (3)  instrument  for  August  1985 
expert  panel  meeting;  and  (4)  site  visit  reports.  See  also  PIC  ID  No. 
2234.  (Final  report  20  pages  plus  appendices;  executive  summary  8 
pages.) 

DESCRIPTORS:  Mental  Health,  Health  Care  Delivery  Systems,  Infor- 
mation Systems,  Statistical  Data  Feature,  Survey  or  Questionnaire 
Feature,  Case  or  Site  Study  Feature,  Crime 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2234.1  PROJECT  NO:  NIMH  83-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-83  0015  (DB) 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '84  through  December  '85 
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PROJECT  TITLE:  Evaluation  of  the  Administrative  Utility  of  NIMH 
Services  Outcome  Research 

REPORT  TITLE:  Managerial  Use  of  Client  Outcome  Data  in  Mental 

Health  Decision  Making 
PERFORMER:  University  of  Denver,  Denver  CO  80208,  Ciarlo, 

James  A. 

PROJECT  OFFICER:  Leginski,  Walt,  Ph.D.;  Rm  18C04,  PKLN 

Bldg;  301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  Client  outcome  information  is  directly  linked  to  program 
or  treatment  effectiveness.  Most  client  outcome  measurement  proce- 
dures attempt  to  determine  how  well  a  client  is  functioning  in  one  or 
more  areas  (e.g.,  as  an  individual,  within  a  family,  or  within  a  com- 
munity) and  then  contrast  these  levels  of  funtioning  with  the  levels 
observed  at  the  time  of  entry  into  the  program  to  determine  the 
amount  or  degree  of  change.  This  monograph  is  intended  to  assist 
mental  health  program  managers  in  making  greater  use  of  client 
outcome  data  in  program  decision  making.  It  (1)  considers  the  nature 
of  client  outcome  data  and  explains  why  it  is  such  a  unique  and  potent 
management  tool;  (2)  differentiates  outcome  data  from  other  types 
used  in  mental  health  decision  making;  (3)  outlines  the  procedures  for 
using  client  outcome  data  in  managerial  decisions;  and  (4)  points  out 
major  opportunities  for  using  client  outcome  data  for  resource  acqui- 
sition, program  advocacy,  accountability,  program  improvement, 
and  resource  allocation.  The  report  also  explains  how  to  use  the  first 
report  produced  by  this  study  ("A  Decision  Maker's  Handbook  and 
Guide  to  1973-83  Mental  Health  Client  Outcome  Evaluation  and 
Treatment  Effectiveness  Studies").  The  executive  summary  covers 
both  reports  that  were  produced  as  a  result  of  this  study.  See  also  PIC 
ID  No.  2243.  (Final  report  29  pages.) 

DESCRIPTORS:  Mental  Health,  Management  Techniques,  Client  Re- 
cords 

STUDY  TYPE:  Other;  Program  Management  or  Efficiency 

PIC  ID  NO:  2243.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-174423 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  83MO58683701D 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  December  '84 
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ABSTRACT:  A  variety  of  legitimately  concerned  "publics"  have  es- 
calated their  demands  for  accountability.  In  an  effort  to  assist  states 
faced  with  accountability  demands,  NIMH  contracted  the  Western 
Interstate  Commission  for  Higher  Education  (WICHE)  to  study  the 
ways  in  which  existing  evaluation  methods  and  activities  could  be 
used  to  meet  accountability  needs  of  the  western  states.  NIMH  needs, 
however,  to  further  develop  the  accountability  process.  This  study 
expanded  the  processes  already  begun  at  the  state  level  to  the  local 
level;  tested  the  accountability  package  concept  and  approach;  and 
developed  model  processes  of  accountability.  See  also  PIC  ID  No. 
1213.  (Final  report  62  pages;  executive  summary  13  pages.) 

DESCRIPTORS:  Benefit-Cost  Analysis  Feature,  Cost-Effectiveness 
Analysis  Feature,  Evaluation  by  State  and  Local  Governments,  Fed- 
eral State  and  Local  Relations,  Field  Test  Feature,  Health  Planning, 
Needs  and  Needs  Assessment,  Quality  Assurance,  Research  and 
Evaluation  Methods  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1213.1  PROJECT  NO:  NIMH  78-14 

FUND  SOURCE:  Evaluafion        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-78-0035  (OP) 
COST    (In  Thousands):  FY  78-$  169 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC  ' 
START/END  DATES:  June  '78  through  June  '80 
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ABSTRACT:  This  report  investigates  the  relationship  between  the 
mental  health  system  and  the  Hispanic  community.  The  study  indicat- 
ed that  there  are  large  numbers  of  Hispanic  chronically  mentally  ill 
persons  who  are  not  receiving  the  care  afforded  to  other  segments  of 
American  society.  In  order  that  mental  health  services  include  the 
Hispanic  community,  the  report  suggests  (1)  promoting  or  expanding 
local  Hispanic  community  networks  to  include  appropriate  aspects  of 
the  mental  health  system;  (2)  working  toward  the  translation  of  ac- 
cepted mental  health  practices  to  the  Hispanic  experience;  (3)  assist- 
ing other  systems  (i.e.,  the  courts  and  social  services)  to  better  serve 
the  Hispanic  community;  and  (4)  fostering  leadership  development 
within  the  Hispanic  community.  For  this  challenge  to  be  successfully 
confronted,  five  initiatives  must  be  implemented:  (1)  a  major  effort  in 
the  development  of  a  comprehensive  Hispanic  database;  (2)  an  in- 
crease in  Hispanic  mental  health  human  services;  (3)  an  initiative 
designed  to  demonstrate  the  efficacy  of  vocationally  oriented  habili- 
tation  and  rehabilitation  for  mentally  ill  Hispanics;  (4)  the  application 
of  a  mental  health  research  program  to  study  mental  health  systems 
and  their  services  to  Hispanic  populatins;  and  (5)  an  initiative  to 
address  the  problem  of  mentally  ill,  funcitonally  homeless  Hispanic 
mothers  with  young  children.  See  also  PIC  ID  Nos.  2414-2414.4,  and 
2414.6-2414.8.  (Final  report  44  pages;  executive  summary  5  pages.) 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 
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REPORT  TITLE:  Mental  Health  Program  for  High  Risk  Infants  and 
Mothers 
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PROGRAM(S)  EVALUATED: 
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Demonstration; 
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Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  Adolescent  mothers  and  their  infants  appear  to  be  at  a 
higher  risk  than  older  mothers  and  their  infants  for  both  medical  and 
psychosocial  complications  that  can  compromise  the  outcomes  for 
the  infants,  their  mothers,  and  the  mother-infant  relationship.  This 
study  (1)  identified  infants  and  families  at  risk  of  developing  problems 
in  development  and  adaptation,  and  (2)  provided  appropriate  preven- 
tive interventions  and  evaluations  to  decrease  the  incidence  of  such 
problems.  One  hundred  and  forty  adolescent  mothers  (age  17  or 
younger)  and  their  children  were  followed  for  three  years.  The  sub- 
jects were  divided  into  three  groups.  The  first  group  participated  in 
the  Topeka,  Kansas-Shawnee  County  Health  Department's  program 
for  adolescent  mothers  and  the  Menninger  Infant  Project  Home  Visi- 
tor intervention  program.  The  second  group  participated  only  in  the 
health  department  program.  The  third  group  did  not  participate  in 
any  organized  intervention  program.  Developmental  outcomes  and 
effects  of  intervention  on  feeding,  play,  and  the  mother-child  attach- 
ment paradigm  were  evaluated  when  the  children^were  6,  13,  20,  and 
30  months  of  age.  The  home  intervention  group,  the  "takers,"  was 
compared  to  the  "nontakers"  with  the  focus  on  areas  of  infant  compe- 
tence and  maternal  competence.  When  the  children  were  three  years 
old  the  home  environment  between  these  two  groups  appeared  to  be 
very  different.  It  is  likely  that  at  least  some  of  the  differences  were 
related  to  the  intervention.  See  also  PIC  ID  Nos.3027-3027.8. 

DESCRIPTORS:  Infants,  Mental  Health,  Preventive  Health  Care,  Ma- 
ternal and  Child  Health,  Family,  Social  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027.9  PROJECT  NO: 

FUND  SOURCE:  Research         NTIS  NO:  PIC  Only 
MECHANISM;  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  ROl  MH36895 


COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES;  April  '82  through  August  '87 
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ABSTRACT:  The  objective  of  this  project  was  to  provide  clear  an- 
swers to  these  questions:  (1)  What  methods,  existing  and  to  be  deve- 
loped, are  most  appropriately  employed  to  measure  the  performance 
of  mental  health  care  delivery  modes?  (2)  To  what  extent  will  various 
NIMH  and  federal  service  support  or  other  financial  reimbursement 
programs  influence  the  efficiency  of  alternative  mental  health  care 
delivery  institutions?  and  (3)  What  conditions  enhance  the  efficient 
delivery  of  mental  health  care  services  in  various  modes  and  under 
alternative  programs?  Before  each  question  is  addressed  separately, 
the  system  is  studied  in  its  totality.  The  information  is  offered  in  the 
form  of  descriptive  and  schematic  models  of  the  mental  health  care 
system  and  is  specifically  designed  to  facilitate  discussion  of  the  type 
of  intervention,  particularly  government  intervention,  that  could  en- 
hance or  hinder  the  efficient  performance  of  the  system.  In  answering 
the  above  questions,  the  report  includes  findings,  conclusions,  and 
recommendations.  (Final  report  101  pages.) 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Mental  Health,  Cost- 
Effectiveness  Analysis  Feature,  Literature  Review  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 
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Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  March  '75 
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Levy  Place,  New  York  NY  10029 
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ABSTRACT:  This  project  was  the  second  of  three  phases  in  the  deve- 
lopment and  assessment  of  the  effect  of  a  range  of  different  appro- 
aches used  to  train  primary  care  physicians  in  mental  health  skills  and 
knowledge.  In  Phase  II  the  reliability  and  validity  of  the  descriptive 
instrument  were  established.  The  data  from  a  national  survey  of 
primary  care  training  programs  (Traditional  Internal  Medicine,  Pri- 
mary Care  Internal  Medicine,  and  Family  Medicine)  were  analyzed 
specifically  with  regard  to  the  dimension  variables  and  model  types 
described  in  Phase  I.  Finally,  based  on  the  actual  program  content 
used  around  the  country,  a  set  of  measures  of  trainee  clinical  perfor- 
mance was  developed.  See  also  PIC  ID  Nos.  1988  and  1988.2. 

DESCRIPTORS:  Mental  Health,  Medical  Training,  Information  Proc- 
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PIC  ID  NO:  1988  1  PROJECT  NO:  NIMH  82-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-195676 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-82-001 5(OD) 
COST    (In  Thousands):  FY  82-$  100 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '82  through  February  '84 


1378 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Minority  Biomedical  Research  Support  Program 
(MBRS)  1%  Evaluation 

REPORT  TITLE:  Minority  Biomedical  Research  Support  Program 

(MBRS)  1%  Evaluation 
PERFORMER:  State  University  of  New  York,  College  of  Old 

Westbury  Stephano,  George  B.,  Ph.D.,  Old  Westbury  NY 

11568,  516-876-2750 
PROJECT  OFFICER:  Lutterman,  Kenneth  G.,  Ph.D.;  Rm  18C26, 

PKLN  Bldg;  301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  evaluation  of  the  NIMH  Minority  Biomedical  Re- 
search Support  (MBRS)  Program  assessed  its  effectiveness  in  increas- 
ing the  number  of  mental  health  minority  researchers  by  working 
with  faculty  researchers  at  minority-based  institutions.  Program  as- 
sessment included  an  examination  of  the  research  laboratory  settings 
(research  equipment),  the  research  participation  of  MBRS  students, 
joint  publications  of  faculty  and  students,  and  professional  expertise 
gained  by  students.  Ten  selected  NIMH-MBRS  projects  representing 
cross-sectional  geographic  settings  in  the  nation  participated  in  the 
evaluation.  NIMH  initiated  a  reimbursable  agreement  with  the  Divi- 
sion of  Research  Resources,  NIH,  April  1979,  to  fund  MBRS  projects 
having  relevance  to  the  mission  of  NIMH.  Since  the  inception  of  the 
program,  the  institute  supported  five  MBRS  projects  totaling  $279,- 


163  in  FY  1979;  nine  projects  totalmg  $500,000  in  FY  1980;  12  pro- 
jects totaling  $923,000  in  FY  1981;  18  projects  totaling  $900,000  in  FY 
1982;  26  projects  totaling  $1,350,000  in  FY  1983;  26  projects  totaling 
$1,350,000  in  FY  1984;  25  projects  totaling  $1,244,000  in  FY  1985; 
and  25  projects  totaling  $1,250,000  in  FY  1986. 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Minority 
Groups,  Higher  Education,  Biomedical  Research,  Scientific  Man- 
power 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Strategy 

PIC  ID  NO:  3008  PROJECT  NO:  ADM  87-302/ 

NIMH  87-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  87-$10 

STATUS:  Study  completed 

START/END  DATES:  April  '87  through  July  '88 
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Research  Centers  (Two  Reports) 
PERFORMER:  Task  Force  on  Minority  Research  and  Training, 

5600  Fishers  Lane,  Rockville  MD  20857,  and 
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301-443-3724 
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PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  These  reports  were  presented  to  the  NIMH  Advisory 
Council  on  September  15,  1986.  The  first  report  ("Minority  Research 
Training  Programs  at  the  National  Institute  of  Mental  Health")  pro- 
vides an  overview  of  the  major  NIMH  minority  research  training 
programs.  It  identifies  their  strengths  and  weaknesses,  considers  them 
in  the  context  of  the  institute's  overall  research  training  effort,  and 
suggests  options  for  possible  changes.  Implicit  in  the  discussion  of 
specific  programs  and  recommendations  is  the  perspective  that  re- 
search training  requires  systems  and  career  development;  no  single 
short-term  effort  can  be  seen  in  the  context  of  the  prior  training  of 
students  as  well  as  their  ability,  the  strengths  and  limitations  of  the 
institutions  they  have  attended  or  are  attending,  and  the  opportunities 
and  constraints  that  are  present  when  they  are  ready  to  become 
independent  investigators.  The  second  report  ("NIMH  Minority  Re- 
search and  Development  Centers:  Site  Visit  Team  Report")  provides 
an  account  of  the  findings  and  recommendations  of  researchers  who 
assessed  the  effectiveness  of  the  NIMH  Minority  R&D  Center  pro- 
gram in  identifying  research  needs,  providing  research  direction,  and 
conducting  research  in  the  area  of  minority  mental  health.  See  also 
PIC  ID  No.  2430.  (Final  reports  24  pages  plus  tables  and  16  pages, 
respectively.) 

DESCRIPTORS:  Mental  Health,  Minority  Groups,  Research  and 
Evaluation  Performance 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2430  1  PROJECT  NO: 
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COST    (In  Thousands):  Not  available 

STATUS;  Study  completed, 

Available  from  PIC, 
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PROJECT  TITLE:  Evaluation  of  Mental  Health  Training  Program 
for  Health  Care  Personnel  (Three  Phases) 

REPORT  TITLE:  Models  of  Mental  Health  Training  for  Primary 

Care  Physicians  (Phase  I) 
PERFORMER:  Mount  Sinai  School  of  Medicine,  1  Gustave  L. 

Levy  Place,  New  York  NY  10029 
PROJECT  OFFICER:  Pincus,  Harold,  M.D. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Training 

ABSTRACT:  This  study  attempts  to  develop  a  taxonomy  of  various 
models,  their  critical  variables  and  a  plan  to  evaluate  their  effective- 
ness. Four  hundred  and  seventy-eight  articles  from  1966-1981  were 
reviewed  describing  aspects  of  mental  health  training  programs  for 
primary  care  physicians.  The  study  focuses  on  three  specific  special- 
ties: internal  medicine,  general  internal  medicine  and  family  medi- 
cine. These  three  primary  care  disciplines  were  selected,  because  they 
are  programs  impacted  upon  by  both  the  Health  Resources  Adminis- 
tration (HRA)  and  National  Institute  of  Mental  Health  (NIMH)  fund- 
ing programs.  A  set  of  five  program  models  were  described: 
consultation,  liaison,  hybrid,  autonomous,  and  postgraduate  speciali- 
zation. Factors  that  detect  the  choice  of  a  particular  model  for  a  given 
situation  (e.g.,  specialty,  setting)  are  discussed  and  suggestions  for 
further  research  on  the  relative  success  of  various  models  in  meeting 
specified  objectives  are  presented.  See  also  PIC  ID  Nos.  1988.1  and 
1988.2.  (Final  report  70  pages.) 

DESCRIPTORS:  Medical  Training,  Information  Processing,  Research 
and  Evaluation  Methods  Feature,  Long  Term  Care,  Health  Care 
Delivery  Systems,  Medical  Practice,  Preventive  Health  Care,  Feasi- 
bility Study  Feature,  Indices  and  Taxonomies 
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ABSTRACT:  In  response  to  significant  changes  in  the  delivery  of  men- 
tal health  service  to  adults  disabled  by  severe  and  chronic  mental 
illness,  in  1977  the  National  Institute  of  Mental  Health  (NIMH)  deve- 
loped the  Community  Support  Program  (CSP).  This  program  pro- 
vides small  grants  to  states  to  assist  them  in  providing  a  range  of 
community-based  services  and  opportunities  to  the  target  populations 
to  enable  them  to  live  in  the  community.  This  study  reviewed  the 
history  of  the  CSP,  summarized  its  achievements,  and  identified 
emerging  issues  that  will  affect  future  directions  of  the  program.  The 
methodology  used  was  a  program  review,  which  included  review  of 
the  CSP  by  researchers,  evaluators,  consumers,  and  program  ad- 
ministrators. 

DESCRIPTORS;  Mental  Illness,  Handicapping  Conditions  and  Prob- 
lems, Community  Based  Care,  Grants-in-Aid 
STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  The  Child  and  Family  Services  Program,  the  Most  in 
Need  (MIN)  Program,  was  designed  to  assist  states  and  communities 
to  maximize  the  accessibility  and  effectiveness  of  existing  resources 
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for  the  benefit  of  children  and  adolescents  suffering  from  multiple  and 
severe  developmental,  physical  and  mental  health  problems.  The 
program  is  a  demonstration  effort  to  test  various  approaches  and 
strategies  designed  to  effect  change  in  the  human  service  delivery 
system  for  the  benefit  of  children  with  multiple  and  severe  problems. 
The  purpose  of  this  study  was  to  field-test  an  evaluation  instrument 
and  methodology  designed  to  provide  descriptive  information  on 
MIN  project  goals  and  strategies.  The  methodology  used  involved 
site  visits  to  eight  project  sites,  during  which  time  the  questionnaire 
was  administered  to  project  staff  and  key  informants  from  the  com- 
munity. All  interviewers  were  Native  Americans,  who  were  familiar 
with  the  MIN  program  and  had  demonstrated  a  combined  sensitivity 
to  cultural  issues  and  issues  pertaining  to  dually  diagnosed  children. 
As  a  result  of  the  contractor's  assessment,  the  NIMH  children's  ser- 
vices section  did  not  proceed  with  plans  to  utilize  the  MIN  project 
questionnaire  as  an  ongoing  reporting  instrument.  (Final  report  38 
pages.) 

DESCRIPTORS:  Field  Test  Feature,  Information  Processing,  Mental 
Health,  Research  and  Evaluation  Performance,  Management  Infor- 
mation and  Reporting,  Native  Americans,  Children  and  Youth,  Sur- 
vey or  Questionnaire  Feature 

STUDY  TYPE:  Case  Studies;  Program  Performance  Evaluation 

PIC  ID  NO:  1884  PROJECT  NO:  ADM  79-344 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
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CONTRACT/GRANT  NO:  278-80-0027 
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Recommendations  for  a  Program  of  Research 

PERFORMER:  Vanderbilt  University,  Department  of  Psychology, 
Nashville  TN  37203 

PROJECT  OFFICER:  Parloff,  Dr.  Morris 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  study  addressed  the  question  of  whether  psychoa- 
nalysis can  or  does  cause  harm.  The  study  involved  assessment  of 
research  quality  supplemented  by  a  survey  of  experts.  It  concluded 
that  most  1970s  research  purporting  to  show  harm  had  methodologi- 
cal flaws  and  that  more  research  was  needed  to  establish  the  frequen- 
cy of  negative  effects.  The  report  reviews  in  detail  many  types  of 
research  problems  in  this  area,  such  as  defining  and  measuring  nega- 
tive outcomes;  reviews  all  prior  studies  on  the  specific  issue;  and 
presents  the  outlines  of  a  more  valid  study  approach  for  future  re- 
search. (Final  report  110  pages.) 

DESCRIPTORS:  Social  Research,  Mental  Illness,  Survey  or  Question- 
naire Feature,  Literature  Review  Feature 
STUDY  TYPE:  Research  and  Data  Development 
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REPORT  TITLE:  Neuroscience  of  Mental  Health 
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PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  report  describes  modern  approaches  to  studying  the 
neural  basis  of  human  behavior  and  psychopathology.  The  publica- 
tion was  produced  from  a  compilation  of  state-of-the-art  and  evalua- 
tion papers  submitted  by  more  than  100  scientists  who  were  invited 
to  define  the  relationship  between  neuroscience  and  mental  health. 
This  volume  of  original  material  was  organized,  revised,  and  edited 
into  five  substantive  chapters:  (1)  Neural  Development  and  Function- 
al Organization;  (2)  Neurotransmission:  Biological  and  Pharmacolog- 
ical Aspects;  (3)  Hormones  and  Neuropeptides  in  the  Control  of 
Behavior;  (4)  Behavioral  Analysis  of  Psychoactive  Drugs;  and  (5) 
The  Neural  Basis  of  Psychopathology.  Through  this  report  the  Na- 
tional Institute  of  Mental  Health  (NIMH)  hopes  to  increase  interest 
and  activity  in  neuroscience  research  as  it  relates  to  mental  health  and 
mental  illness.  Part  I  of  the  report  ("Report  on  Neuroscience  Re- 
search: Status  and  Potential  for  Mental  Health  and  Mental  Illness") 
is  available  from  PIC.  DHHS  Publication  No.  (ADM)  84-1363.  (Final 
report  77  pages.) 

DESCRIPTORS:  Mental  Health,  Information  Dissemination,  Biomedi- 
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NIMH  Research  Programs  (Two  phases) 

REPORT  TITLE:  NIMH  Bibliometric  Database  and  Analysis  (Phase 
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PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
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PKLN  Bldg;  301-443-3175 
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ABSTRACT:  This  report  covers  Phase  I  of  a  study  to  design,  evaluate, 
and  test  a  bibUometric  analysis  of  the  research  supported  by  the 
National  Institute  of  Mental  Health  (NIMH).  The  bibhometric  data- 
base is  used  to  determine  where  NlMH-supported  research  papers 
are  published,  how  often  the  reports  are  cited  by  other  scientists,  and 
to  what  fields  the  research  is  contributing.  This  phase  of  the  study 
determined  which  databases  should  be  used  in  the  bibliometric  data- 
base on  which  the  research  will  be  based.  The  chosen  databases 
include  the  1980  subset  of  NIMH's  National  Clearinghouse  for  Men- 
tal Health  Information  (NCMHI)  database  and  the  Computer  Hori- 
zons, Inc.,  1980  subset  of  the  BID-MEDLARS  database.  The  report 
(1)  provides  the  rationale  for  selecting  these  databases;  (2)  describes 
the  procedures  used  to  extract  the  data  from  these  databases  and 
incorporate  the  data  into  a  single  database  by  matching  all  informa- 
tion for  each  1980  mental  health  paper;  and  (3)  describes  some  tabular 
data  extracted  from  the  bibliometric  database.  The  report  also  de- 
scribes plans  for  Phase  II  of  the  project,  which  includes  adding  1983 
and  1984  citations  to  the  bibhometric  database  of  NIMH-supported 
papers  published  in  1980.  Phase  II  is  scheduled  to  be  completed  in 
September  1988.  (Final  report  79  pages.) 
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view, Bibliometrics,  Databases  Administrative  Information 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2435  PROJECT  NO:  NIMH  84-14 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-136460 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-1-2109 
COST    (In  Thousands):  FY  84-SlO 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '84  through  September  '88 


1386 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol.  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Development  of  Shortage  Area  Criteria  for 

Psychiatrists,  Psychologists,  Mental  Health  Social  Workers, 
and  Psychiatric  Nurses 

REPORT  TITLE:  NIMH  Clinical  Training  Payback  Program: 

Development  of  Criteria  for  Shortage  Areas  of  Mental 

Health  Professionals 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Jenkins,  Joan,  Ph.D. 
PROGRAM(S)  EVALUATED: 

PHS-AD.AMHA-Mental  Health-Training; 


PHS-ADAMHA-Mental  Health-Research  and 
Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  Hiis  project  explored  alternative  criteria  for  designation 
of  areas  and  facilities  with  a  shortage  of  professionals  in  the  four  core 
mental  health  disciplines  as  an  aid  in  the  development  of  regulations 
to  implement  a  proposed  service  payback  for  federal  support  during 
training.  The  report  is  presented  in  five  chapters:  Chapter  I  gives  a 
general  history  and  description  of  government-sponsored  programs 
supporting  professional  education  in  exchange  for  service  payback, 
and  an  overview  of  five  programs  similar  in  many  respects  to  that 
envisioned  by  NIMH;  Chapter  II  discusses  data  on  the  supply  and 
distribution  of  mental  health  professionals  as  a  prelude  to  considering 
shortage  area  designation;  Chapter  III  gives  a  description  of  the  need 
for  the  core  professionals  as  developed  through  a  literature  search 
and  discussions  with  NIMH  officials,  staff  of  professional  associa- 
tions, and  individuals  engaged  in  service  delivery  programs  in  the 
field;  Chapter  IV  deals  with  shortage  area  criteria  for  mental  health 
professionals.  The  criteria  and  process  developed  by  HRA  to  desig- 
nate areas  with  shortages  of  psychiatrists  are  examined  in  detail;  and 
Chapter  V  presents  recommendations  for  installing  and  monitoring 
the  NIMH  payback  program.  A  brief  review  of  draft  regulations  and 
allowable  activities  for  payback  is  given. 
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ABSTRACT:  This  study  examined  the  non-reporting  of  information 
concerning  clients  admitted  to  community  mental  health  centers 
(CMHCs)  to  determine  if  such  differential  non-reporting  necessitates 
adjustments  in  weighting  for  national  estimates.  A  panel  survey  was 
conducted  of  43  centers  to  examine  how  the  following  four  CMHC 
characteristics  were  associated  with  non-reporting  of  items:  (1)  size 
of  CMHC;  (2)  region  of  country  in  which  CMHC  is  located;  (3) 
whether  CMHC  is  hospital  based  or  affiliated;  and  (4)  year  in  which 
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CMHC  first  received  NIMH  funds.  All  centers  participating  in  the 
survey  fully  reported  patient  age,  sex,  race,  marital  staus,  and  educa- 
tion, although  some  variation  within  categories  existed  (e.g.,  not  all 
centers  accounted  for  all  racial  groups).  Not  all  centers  reported  pay 
source,  prior  care,  prior  inpatient  care,  prior  non-inpatient  care,  diag- 
nosis, legal  status,  emergency-initiated  episode,  and  first  service.  Pa- 
nel results  show  that  although  some  trends  appear  none  of  the  four 
CMHC  characteristics  considered  in  this  study  strongly  relate  to 
non-reporting.  See  also  PIC  ID  Nos.  2414-2414.6  and  2414.8.  (Final 
report  4  pages  plus  attachments.) 

DESCRIPTORS:  Statistical  Data  Feature,  Survey  or  Questionnaire 
Feature,  Management  Information  and  Reporting,  Community  Men- 
tal Health  Centers 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2414.7  PROJECT  NO:  NIMH  83-31 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  83MO58685501D 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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ABSTRACT:  The  aim  of  this  project  was  the  development  of  an 
evaluation  protocol  for  the  assessment  of  community  mental  health 
center  impact  at  the  individual  client,  interorganizational,  and  com- 
munity levels.  Three  task  forces  were  formed  to  deal  with  the  con- 
ceptual and  methodological  issues.  The  Services  Evaluation  Task 
Force  primarily  developed  modes  of  assessing  patterns  of  mental 
health  facility  usage  delineating  the  impacts  of  the  services  upon 
recipients  of  those  services.  The  Population  Assessment  Task  Force 
gauged  the  feasibility  and  desirability  of  epidemiological  analysis  of 
illness  rates  and  service  needs.  Programs  of  consultation  and  educa- 
tion were  also  within  its  scope.  The  Community-Organization  Task 
Force  explored  the  issues  involved  in  studying  the  community  impact 
of  the  center,  especially  its  organization  for  the  performance  of  its 
tasks,  and  its  interorganizational  relationships.  This  force  was  also 
responsible  for  site  selection  and  the  collection  of  relevant  data.  Find- 
ings from  the  completed  work  fall  into  the  catergories  of  overall 
organization,  funding,  use  of  resources,  and  possible  deficiencies  in 
the  state  of  the  art.  See  also  PIC  ID  No.  0451.1.  (Final  report  170 
pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Mental  Health, 
Research  and  Evaluation  Methods  Feature,  Technical  Assistance, 
Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Research  and  Data  Development 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-120 

COST    (In  Thousands):  FY  72-$91,  FY  73-$91 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 
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ABSTRACT:  This  report  reviews  some  of  the  creative,  innovative,  and 
particularly  effective  solutions  used  by  community  mental  health 
centers  (CMHCs)  and  other  mental  health  facilities  to  handle  the 
funding,  administrative,  and  service  delivery  problems  caused  by 
decreased  funding  and  increased  demand  for  mental  health  services 
in  the  early  1980s.  The  report  is  intended  to  facilitate  the  transfer  of 
knowledge  and  expertise  and  to  serve  as  a  technical  assistance  re- 
source for  all  types  of  mental  health  agencies  and  organizations.  The 
four  sections  of  the  report  address  (1)  funding  problems  and  solutions, 
including  strategies  for  increasing  and  diversifying  revenues,  reduc- 
ing costs,  and  raising  funds;  (2)  administrative  problems  and  solutions, 
including  approaches  to  board  structure  and  selection,  planning,  and 
improving  efficiency;  (3)  service  delivery  problems  and  solutions, 
including  strategies  for  serving  the  chronically  mentally  ill  and  im- 
proving substance  abuse  services;  and  (4)  quick  fixes,  which  address 
issues  in  all  three  areas  but  are  described  in  less  detail.  See  also  PIC 
ID  Nos.  2414  and  2414.2-2414.8.  (Final  report  99  pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Management 
Techniques,  Social  Services  Delivery  Systems,  Technical  Assistance, 
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ABSTRACT:  This  study  reviewed  and  highlighted  those  National  In- 
stitute of  Mental  Health  (NIMH)  1%  evaluation  studies  that  are  most 
valuable  to  county  officials  and  program  administrators  for  use  at  the 
county  level.  The  study  found  that  county  mental  health  officials 
placed  primary  emphasis  on  information  about  funding,  intergovern- 
mental relations,  planning,  administration,  and  management.  Second- 
ary emphasis  was  placed  on  the  needs  of  specific  population 
subgroups  and  state-of-the-art  service  delivery  information.  Out  of 
more  than  100  NIMH  1%  evaluation  studies  reviewed,  16  were  se- 
lected as  most  valuable  for  meeting  the  needs  of  county  officials.  This 
paper  includes  information  on  those  16  studies:  title,  author,  date, 
ways  in  which  the  study  could  be  used  by  county-level  administra- 
tors, and  a  summary  of  the  study  findings.  See  also  PIC  ID  Nos. 
2414-2414.2  and  2414.4-2414.8.  (Final  report  30  pages.) 
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ABSTRACT:  Treatment  outcome  data  from  community  mental  health 
centers  (CMHCs)  and  other  mental  health  facilities  potentially  can  be 


used  by  states  to  assess  the  differential  impact  of  diverse  programs 
and  to  monitor  the  quality  at  similar  facilities  and  programs.  Oregon 
and  Washington  have  performed  a  significant  amount  of  develop- 
ment work  in  the  area  of  statewide  CMHC  treatment  outcome  sys- 
tems, but  have  chosen  different  methodological  approaches  to 
securing  information.  This  study  developed  a  methodological  ap- 
proach to  Oregon's  mental  health  program  client  systems.  The  proc- 
ess included  (1)  refining  and  developing  training  packages  and  data 
collection  mechanisms;  and  (2)  testing  materials  developed.  See  also 
PIC  ID  No.  1330. 
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ABSTRACT:  This  study  has  provided  NIMH  with  very  detailed  data 
on  MH  utilization  and  costs  of  hospital  and  physician  services  by 
diagnostic  category  in  a  large  insured  population.  Data  were  present- 
ed by  age,  sex,  salary  status,  and  presence  or  absence  of  a  mental 
disorder.  Data  were  also  presented  on  the  use  of  psychiatric  services 
provided  by  psychiatrists  and  nonpsychiatrists  by  psychiatric  diagno- 
sis. The  data  were  analyzed  and  used  to  assist  in  forecasts  of  the  costs 
and  utilization  expected  under  various  options  for  MH  benefits  under 
National  Health  Insurance  (NHI).  The  data  also  assisted  the  Presi- 
dent's Commission  on  Mental  Health  in  its  deliberation  with  respect 
to  insurance  benefits.  (Final  report  141  pages.) 

DESCRIPTORS:  Mental  Health,  Health  Insurance  and  Financing, 
Health  Care  Delivery  Systems,  Research  and  Evaluation  Methods 
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COST    (In  Thousands):  FY  76-$25 
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ABSTRACT:  This  project  looked  at  three  state  systems  in-depth  that 
use  performance  measurement  to  manage  and  allocate  resources. 
Pennsylvania  uses  local  program  performance  areas  and  three  need 
areas  to  generate  scores  for  each  county.  These  scores  are  then  com- 
pared relatively  among  counties  and  have  been  the  major  basis  for 
allocating  the  state's  annual  budget.  Tennessee  piloted  a  performance 
measurement  system  which  is  used  as  the  basis  for  statewide  stand- 
ards and  the  state  allocation  of  program  funds.  The  basic  framework 
of  this  system  is  a  series  of  indicators  in  three  areas:  administration; 
activities  (cases  management,  crisis  stabilization);  and  program  (out- 
patient, emergency).  The  indicators  are  both  qualitative  and  quantita- 
tive and  are  based  on  data  and  information  collected  through  the 
regular  data  collection  activities  of  centers  and  from  site  visits. 
Colorado,  the  third  state,  uses  performance  measurement  as  a  feature 
of  performance  contracting  with  local  programs. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Mental  Health,  State  or 
Local  Administration,  Evaluation  by  State  and  Local  Governments, 
Research  and  Evaluation  Performance,  Statistical  Analysis  Methods 
Feature,  Management  Information  and  Reporting,  Information  Proc- 
essing, Federal  Role 
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ABSTRACT:  The  research  in  this  report  constitutes  a  pilot  effort  to 
evaluate  the  Small  Grant  Program  of  the  Division  of  Extramural 
Research  Programs  of  the  National  Institute  of  Mental  Health 
(NIMH).  It  is  based  on  a  set  of  reports  and  memoranda  supplied  by 
the  staff  of  the  Small  Grant  Program  to  identify  program  objectives 
by  examining  applications  submitted  from  1965  through  1969.  The 
report  analyzes  the  available  data,  defines  the  limitations  of  the  pilot 
evaluation,  and  outlines  a  set  of  possible  future  undertakings.  Exami- 
nations of  the  data  contained  in  applications  submitted  by  psycholo- 
gists indicated  that  a  model  might  be  constructed  to  predict  the  Small 
Grant  Committee's  action  with  respect  to  the  proposals  it  received. 
The  independent  variables  selected  for  inclusion  in  the  predictive 
models  were  as  follows:  (1)  availability  of  other  research  support;  (2) 
number  of  publications;  (3)  field  of  specialization;  (4)  American 
Council  of  Education  ratings  of  the  graduate  program  from  which 
the  investigator  received  his  or  her  highest  degree;  (5)  chronological 
age  of  the  investigator;  and  (6)  Amercian  Council  of  Education  rat- 
ings of  the  department  employing  the  investigator.  (Final  report  47 
pages.) 
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search and  Evaluation  Performance 
STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  The  Joint  Commission  on  Accreditation  of  Hospitals 
(JCAH)  used  material  developed  in  an  earlier  contract,  NIMH  74-4, 
ADM  42-74-22(OP),  to  develop  specific  criteria/indicators  for  the 
practical  application  of  them  in  the  CMHC  evaluation  process. 
NIMH  has  used  the  criteria  and  the  standards  as  a  basis  for  "The 
National  Standards  for  CMHCs:  A  Report  to  Congress"  which  is 
pursuant  to  Section  304(B),  Title  III  of  the  CMHC  Act  Amendments 
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of  1975,  P.L.  94-63.  These  standards  have  been  integrated  into  pohcy 
development  with  regard  to  renewal  of  the  CMHC  Act.  When  the 
standards  have  been  validated  and  established,  they  could  be  used  to 
certify  CMHCs  for  third-party  reimbursement.  Work  for  this  project 
was  also  performed  under  Contract  No.  42-74-22  (OP).  A  supplemen- 
tal report  ("Indicators  Grouped  by  Source")  and  two  other  JCAH 
reports  on  the  development  of  performance  criteria  for  CMHCs  are 
available  from  PIC. 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Program  Evaluation  of  the  Behavioral  Sciences 
Research  Branch 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Multi-Professional  Services  Contracts 

PROJECT  OFFICER:  Schulterbrandt,  Joy  G.;  Rm  IICIO,  PKLN 

Bldg;  301-443-3566 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 

Demonstration; 

PHS-ADAMHA-Mental  Health-Training 

ABSTRACT:  The  purpose  of  this  evaluation  is  to  assist  the  Behavioral 
Sciences  Research  Branch  (BSRB)  in  developing  a  program  in  re- 
search and  research  training  that  is  more  clearly  defined,  focused, 
synergistic,  and  cohesive  than  the  current  program.  The  BSRB  has 
central  responsibility  with  the  National  Institute  of  Mental  Health 
(NIMH)  for  the  support  of  basic  behavioral  research  that  contributes 
to  the  knowledge  base  of  understanding  mental  health  and  mental 
illness.  There  have  been  major  shifts  and  scientific  advancements  in 
the  behavioral  sciences  over  the  past  several  years  that  require  new 
research  focus,  new  priorities,  and  new  approaches  for  the  training 
of  research  scientists.  The  Overview  Panel  of  outside  experts  is  re- 
viewing all  of  the  BSRB's  programs  as  well  as  new  scientific  develop- 
ments in  the  field.  It  will  make  final  recommendations  to  the  BSRB 
regarding  new  conceptual  frameworks,  cross-cutting  research 
themes,  and  research  areas  to  be  targeted.  (Final  report  will  be  availa- 
ble in  the  Fall  1988.) 

DESCRIPTORS:  Mental  Health,  Mental  Illness,  Scientific  Manpower, 

Research  and  Evaluation  Planning  and  Administration 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Strategy 

PIC  ID  NO:  3009  PROJECT  NO:  ADM  87-304/ 

NIMH  87-4 

FUND  SOURCE:  Evaluation       NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  87-$14 

STATUS:  Study  in  process 

START/END  DATES:  March  '87  through  October  '88 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
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PROJECT  TITLE:  Program  Evaluation  of  the  Neurobiology  Section, 
Neurosciences  Research  Branch 

REPORT  TITLE:  Program  Evaluation  of  the  Neurobiology  Section, 

Neurosciences  Research  Branch 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Zalcman,  Steve,  M.D.;  Rm  11105,  PKLN 

Bldg;  301-443-3948 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  program  evaluation  addressed  the  manner  in  which 
the  National  Institute  of  Mental  Health's  Neurosciences  Research 
Branch  could  best  facilitate  progress  in  the  field  of  neurobiology  as 
it  relates  to  mental  health  and  illness.  The  three-stage  study  sought 
to  (1)  reach  a  consensus  on  the  state  of  the  science  at  the  time  of  the 
study;  (2)  identify  research  areas  that  would  most  likely  benefit  from 
increased  support;  and  (3)  obtain  specific  recommendations  on  how 
best  to  foster  such  research  efforts.  The  following  research  priority 
areas  were  identified:  (1)  molecular  biology  and  neurotransmission; 
(2)  neural  organization;  (3)  development,  plasticity,  and  aging;  and  (4) 
the  neurobiology  of  mental  health  and  mental  illness.  Specific  re- 
search goals  within  each  of  these  areas  are  given.  (Final  report  215 
pages.) 

DESCRIPTORS:  Mental  Health,  Research  and  Evaluation  Perfor- 
mance, Research  and  Evaluation  Planning  and  Administration,  Man- 
agement Information  and  Reporting,  Biomedical  Research,  Planning, 
Mental  Illness 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2233  PROJECT  NO:  NIMH  83-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-195668 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$59 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '83  through  May  '84 
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PROJECT  TITLE:  Program  Evaluation  of  the  Psychopharmacology 
Section,  Neurosciences  Research  Branch 

REPORT  TITLE:  Program  Evaluation  of  the  Psychopharmacology 
Section,  Neurosciences  Research  Branch 


PROJECT  DESCRIPTIONS 
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Accession  No.  1398 
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PERFORMER:  Multi-Professional  Services  Contracts 

PROJECT  OFFICER:  Schoenfeld,  Ronald,  Ph.D.;  Rm  11105,  PKLN 

Bldg;  301-443-3948 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  study  evaluated  the  grant  portfolio  of  the  Psycho- 
pharmacology  Section,  Neurosciences  Research  Branch,  Division  of 
Extramural  Research  Programs,  NIMH,  and  projected  the  future 
needs  and  directions  of  the  field  in  relation  to  the  mission  of  the 
section.  The  Psychopharmacology  Section  provides  support  for  re- 
search in  both  the  clinical  and  preclinical  area  for  studies  on  the 
physiological  sites  and  mechanisms  of  action  of  psychoactive  drugs. 
Special  focus  is  on  the  development  of  psychoactive  drugs  with 
fewer  side  effects.  Emphasis  is  given  to  the  measurement  of  drug 
levels  in  biological  fluids  and  tissues,  synthesis  of  new  compounds  of 
relevance  to  psychopharmacology,  and  development  of  methods  to 
characterize  psychoactive  drugs.  The  specific  aims  of  this  project 
were  to  (1)  identify  those  areas  of  investigation  that  are  adequately 
supported,  those  in  need  of  increased  support,  and  those  that  may  be 
supported  out  of  proportion  to  the  potential  gain  in  knowledge  they 
offer;  (2)  identify  new  directions  and  approaches  that  show  particular 
promise;  (3)  identify  significant  questions  that  were  not  receiving 
attention  in  the  field;  and  (4)  assess  the  state  of  the  field  in  terms  of 
availability  of  trained  personnel,  resources,  and  institutional  support. 
(Final  report  134  pages.) 

DESCRIPTORS:  Mental  Health,  Discretionary  and  Project  Grant  Per- 
formance, Information  Dissemination,  Research  and  Evaluation 
Planning  and  Administration,  Research  and  Evaluation  Methods 
Feature,  Social  Indicators 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2237  PROJECT  NO:  NIMH  83-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$55 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  August  '83  through  June  '84 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Assessment  of  the  Effectiveness  and  Impact  of  the 
Community  Support  Program  on  Targeted  Minority 
Populations  in  the  19  Pilot  States  Receiving  Grant  Awards 

REPORT  TITLE:  Project  to  Review  and  Describe  Mental  Health 

Activities  Directed  at  Chronically  Mentally  111  Minority 

Individuals  in  CSP-Funded  States 
PERFORMER:  Creative  Management  Basics,  Inc.,  1422  Jonquil 

Street  N.W.,  Washington  D.C.  20012 
PROJECT  OFFICER:  Ruiz,  Buddy;  Rm  11C22,  PKLN  Bldg; 

301-443-3653 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  This  project  reviewed  and  described  specific  mental 
health  activities  directed  at  chronically  mentally  ill  minorities  in 
states  receiving  funding  from  the  Community  Support  Program 


(CSP).  Colorado,  New  Jersey,  Washington,  and  Wisconsin  were  se- 
lected for  in-depth  review.  Mental  health  systems  were  evaluated 
with  regard  to  the  policy  commitment,  resources  allocated,  available 
minority  professionals,  and  accessibility  of  the  system  to  minorities. 
Recommendations  are  included  in  the  report.  (Final  report  57  pages 
plus  appendices;  executive  summary  4  pages.) 

DESCRIPTORS:  Minority  Groups,  Mental  Illness,  Mental  Health, 

Block  Grants,  Community  Mental  Health  Centers 

STUDY  TYPE:  Program  Impact;  Program  Performance  Evaluation 

PIC  ID  NO:  2949  PROJECT  NO:  NIMH  85-14 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-149638/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  85M008622201D 
COST    (In  Thousands):  FY  85-$18 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '85  through  October  '85 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  the  Adequacy  of  the  National 
Institute  of  Mental  Health  Database  to  Project  Psychiatric 
Bed  Needs 

REPORT  TITLE:  Psychiatric  Bed  Needs:  Progress  and  Problems  in 
Assessment 

PERFORMER:  Dalhousie  University,  Halifax  Nova  Scotia  Canada 
B3H  4H7 

PROJECT  OFFICER:  Lutterman,  Kenneth  G.,  Ph.D.;  Rm  18C26, 

PKLN  Bldg;  301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  State  mental  health  program  administrators  and  experts 
in  mental  health  service  systems  research  met  in  June  1983  to  evaluate 
the  adequacy  of  the  database  available  and  needed  to  project  psychia- 
tric bed  needs  at  local,  state,  and  national  levels.  This  report,  which 
was  prepared  by  Alex  Richman,  M.D.,  M.P.H.,  assesses  (1)  the  major 
issues  involved  in  projecting  psychiatric  bed  needs;  (2)  the  specific 
kinds  of  problems  states  have  in  projecting  psychiatric  bed  needs;  and 
(3)  the  state  of  the  art  in  assessing  and  projecting  psychiatric  bed 
needs.  The  report  makes  recommendations  for  research  on  technical 
activities. 

DESCRIPTORS:  Mental  Illness,  Trends  and  Forecasts,  State  or  Local 
Administration,  Databases  Administrative  Information,  Planning, 
Health  Care  Delivery  Systems,  Technical  Assistance 
STUDY  TYPE:  Other 

PIC  ID  NO:  2245  PROJECT  NO:  NIMH  83-32 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  83-$  10 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '83  through  February  '85 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE;  Evaluation  of  Public  Educational  Campaign  in 
Alcoholism 

REPORT  TITLE:  Public  Awareness  of  the  NIAAA  Advertising 

Campaign  and  Public  Attitudes  toward  Drinking  and 

Alcohol  Abuse  (Phase  IV) 
PERFORMER:  Louis  Harris  and  Associates,  Inc.,  630  5th  Avenue, 

New  York  NY  10111 
PROJECT  OFFICER:  Denniston,  Bob;  Rm  16C10,  PKLN  Bldg; 

301-443-4733 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Program  Support 

ABSTRACT:  This  project  determined  the  effects  of  the  National  Pub- 
lic Education  Advertising  Campaign  through  changes  in  the  knowl- 
edge level  of  the  target  population.  The  theme,  that  alcoholics  are  not 
just  found  in  the  gutter,  must  be  emphasized  to  the  greatest  extent 
possible.  Ads  should  cover  as  much  of  the  moralism-rationalization 
spectrum  as  possible  without  diluting  the  messages.  They  should 
focus  on  behavior,  not  consequences,  and  while  alerting  the  public  to 
recognize  danger  signs  in  drinking  behavior,  the  seriousness  of  the 
behavior  can  best  be  emphasized  by  showing  that  seemingly  innocent 
behavior  can  lead  to  broken  homes,  lost  jobs,  declining  health,  and 
a  friendless  existence.  The  perfect  ad  covers  the  moralism-rationaliza- 
tion scale;  it  defines  consequences  of  alcohol  abuse  in  a  personally 
meaningful  way,  while  it  describes  the  kinds  of  behaviors  to  which 
drinkers  must  be  alert;  and  it  has  an  appeal  to  the  media  outlets  to 
encourage  them  to  use  the  ad. 

DESCRIPTORS:  Alcohohsm,  Social  Attitudes  and  Public  Opinion, 
Drug  Abuse,  Media 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0666  PROJECT  NO:  NIMH  72-30 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-155 

COST    (In  Thousands):  FY  72-$225 

STATUS:  Study  completed 

START/END  DATES:  June  '72  through  June  '73 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Quality  of  Mental  Health  Services  in  an 
Organized  Primary  Health  Care  Setting 

REPORT  TITLE:  Quality  of  Mental  Health  Services  in  an  Organized 

Primary  Health  Care  Setting 
PERFORMER:  Marshfield  Medical  and  Research  Foundation,  510 

North  St.  Joseph  Avenue,  Marshfield  WI  54449 
PROJECT  OFFICER:  Regier,  Dr.  Darrel  A.;  Rm  10105,  PKLN 

Bldg;  301-443-3648 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 

Area)  (CONSOLIDATED-See  ADAMHSBG); 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 


ABSTRACT:  This  study  provided  an  estimate  of  the  prevalence  of 
specific  mental  disorders  among  patients  in  an  organized  health  care 
setting  (the  Marshfield  Clinic  in  Wisconsin)  using  different  methods 
of  assessment  including  primary  care  physician  (PCP)  diagnoses,  a 
general  health  questionnaire  (GHQ),  and  a  standardized  psychiatric 
interview  (SADS-L)  employing  research  diagnostic  criteria;  assessed 
the  validity  of  the  PCP  diagnoses;  assessed  patient  functional  status; 
and  assessed  the  use  of  services  in  relation  to  presence  or  absence  of 
diagnosed  mental  disorder.  One  of  the  study's  most  striking  findings 
was  the  discrepancy  between  the  point  prevalence  of  mental  disorder 
based  on  the  standardized  psychiatric  interview  (approximately  27%) 
and  the  point  prevalence  of  mental  disorder  based  on  the  PCP  record- 
ed diagnoses  in  conjunction  with  other  information  recorded  in  the 
medical  record  (5%). 

DESCRIPTORS:  Feasibility  Study  Feature,  Health  Care  Delivery  Sys- 
tems, Health  Planning,  Information  Systems,  Mental  Health 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1333  PROJECT  NO:  NIMH  77-18 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-210098 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-77-0071  (DBE) 
COST    (In  Thousands):  FY  77-$93 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  December  '78 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Pilot  Study  of  Mentally  111  Patients  Discharged 
from  Napa  State  Hospital 

REPORT  TITLE:  Reentering  the  Community:  A  Pilot  Study  of 
Mentally  111  Patients  Discharged  from  Napa  State  Hospital 

PERFORMER:  SRI  International,  333  Ravenswood  Avenue,  Menlo 
Park  CA  94025 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  purpose  of  this  study  was  to  gather  data  which 
would  assist  in  the  development  of  a  model  to  evaluate  the  process 
and  outcomes  of  persons  entering  the  network  of  community  mental 
health  services  in  the  state  of  California.  Information  for  this  project 
was  gained  through  two  forms  of  survey:  a  questionnaire  and  in- 
depth  interviews.  Evaluators  concluded  that  their  study  had  shown 
that  the  existing  programs  did  not  provide  successful  intermediation 
with  that  environment.  Findings  also  show  that  the  patients'  major 
problem  was  not  the  effects  of  their  past  mental  disorder,  but  their 
inability  to  structure  their  world  after  leaving  the  hospital.  Recom- 
mendations favor  programs  designed  to  provide  discharged  patients 
with  the  practical  skills  needed  to  function  in  an  ordinary  community. 
Social  models  need  to  be  provided  for  integrating  the  clients  into  the 
community  at  the  highest  level  at  which  they  are  able  to  function. 
(Final  report  56  pages.) 

DESCRIPTORS:  Mental  Health,  Ambulatory  and  Outpatient  Health 
Care,  Survey  or  Questionnaire  Feature,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Case  Studies 
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PIC  ID  NO:  0452  PROJECT  NO:  NIMH  72-33 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  250-529 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  74- $0 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  October  '73  through  June  '74 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Relationship  between  Psychiatric  Utilization 

Patterns  and  Socioeconomic  Characteristics  of  Census  Tracts 
and  Catchment  Areas,  Monroe  County,  New  York 

REPORT  TITLE:  None 

PERFORMER:  University  of  Rochester,  Rochester  NY  14627 
PROJECT  OFFICER:  Goldberg,  Irv 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  project  supported  the  development  of  data  utilized 
by  NIMH  in  developing  a  methodology  for  needs  assessment.  The 
1970  Census  was  linked  to  data  from  the  Mental  Health  Demographic 
Profile  System  for  Monroe  County  Psychiatric  Case  Register  Patient 
Data. 

DESCRIPTORS:  Mental  Illness,  Needs  and  Needs  Assessment 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0710  PROJECT  NO:  NIMH  75-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0027 
COST    (In  Thousands):  FY  75-$ll 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  June  '75  through  June  "76 
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PROJECT  TITLE:  Assessment  of  the  Adequacy  and  Impact  of 
NIMH  Service  Systems  Research  Training  Programs 

REPORT  TITLE:  Report  of  the  Evaluation  Panel  for  Mental  Health 

Services  Research  Training 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Lutterman,  Kenneth  G.,  Ph.D.;  Rm  18C26, 

PKLN  Bldg;  301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Training; 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  A  panel  of  experts  in  mental  health  services  research 
participated  in  a  meeting  at  which  the  individual  trainees  of  nine  of 


the  training  programs  presented  reports  of  their  research.  Each  of  the 
panel  members  subsequently  visited  the  sites  of  several  training  pro- 
grams for  an  in-depth  examination  of  the  training  that  was  occurring 
and  had  occurred.  In  addition  to  talking  with  faculty  and  students, 
they  reviewed  the  formal  data  on  each  of  the  programs  and  wrote 
reports  identifying  the  strengths  and  limitations  of  each  of  the  pro- 
grams. All  of  the  panel  members  met  to  assess  the  overall  program 
and  to  make  recommendations.  Recommendations  suggest  (1)  a  need 
for  training  additional  scientists  to  do  mental  health  services  research 
because  of  the  shortage  of  persons  with  the  necessary  interdiscipli- 
nary training  and  because  university  departments  would  not  other- 
wise provide  the  research  training  that  is  required  for  mental  health 
services  research;  (2)  the  need  for  both  predoctoral  and  postdoctoral 
training;  and  (3)  termination  of  National  Institute  of  Mental  Health 
(NIMH)  support  for  mental  health  services  training  would  be  most 
deleterious.  While  the  overall  quality  of  training  is  high,  additional 
funds  for  teaching  costs  are  urgently  needed  to  provide  the  necessary 
quality  of  multidisciplinary  training.  Support  of  dissertation  research 
expenses  and  research  centers  focusing  on  mental  health  services 
research  is  also  needed.  (Final  report  42  pages;  executive  summary 
4  pages.) 
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search and  Evaluation  Performance 
STUDY  TYPE:  Program  Performance  Evaluation 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-136494 
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PROJECT  TITLE:  Evaluation  of  the  Potential  for  Including 

Community  Residential  Facilities  in  the  National  Reporting 
Program  (NRP) 

REPORT  TITLE:  Report  on  the  Second  NIMH  Expert  Panel 
Meeting 

PERFORMER:  Decision  Information  Systems  Corporation,  1425  K 
Street  N.W.,  Washington  D.C.  20005,  202-898-1234 

PROJECT  OFFICER:  Goldstrom,  Ingrid;  Rm  18C07,  PKLN  Bldg; 
301-443-3343 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services  (Entire  Program 
Area)  (CONSOLIDATED-See  ADAMHSBG) 

ABSTRACT:  The  objectives  of  this  study  were  to  (1)  develop  and  test 
a  classification  system  of  community  residential  facilities  (CRFs)  for 
the  mentally  ill;  (2)  recommend  which  types  of  CRFs  should  be 
considered  a  part  of  the  nation's  mental  health  service  delivery  sys- 
tem; and  (3)  recommend  how  to  modify  the  Inventory  of  Mental 
Health  Organizations  (IMHO)  to  include  CRFs.  This  report  de- 
scribes the  results  of  ths  second  meeting  of  a  National  Institute  of 
Mental  Health  (NIMH)  expert  panel,  which  was  convened  to  review 
the  results  of  site  visits  to  Arizona,  Colorado,  Florida,  Massachusetts, 
Michigan,  New  Jersey,  Ohio,  Oregon,  and  South  Carolina  and  to 
develop  final  recommendations  for  the  study.  The  final  recommenda- 
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tions  include  a  CRF  classification  scheme  based  upon  (1)  personal 
care  services;  (2)  mental  health  services;  (3)  population  characteris- 
tics; and  (4)  relation  to  mental  health  service  providers.  Suggestions 
were  also  made  on  the  priority  of  different  types  of  CRFs  for  inclu- 
sion in  NIMH  data  collections.  (Final  report  19  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Survey  or  Questionnaire  Feature,  Mental  Illness,  Residential 
Facilities,  Community  Based  Care 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2979  PROJECT  NO:  NIMH  85-9 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-116405/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-85-0023 
COST    (In  Thousands):  FY  85-$96 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  December  "85  through  October  '86 
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Program  Grants  and  Contracts  (CONSOLIDATED-See 
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ABSTRACT:  This  contract  extension  was  to  provide  technical  assist- 
ance to  regional  offices  for  providing  self-evaluation  information  to 
states  and  local  mental  health  projects.  The  first  edition  was  prepared 
by  the  Langley  Porter  Institute.  This  revised  and  expanded  edition 
is  issued  to  help  administrators  to  further  strengthen  this  important 
aspect  of  program  management  that  will  increase  public  accountabili- 
ty and  effectiveness  of  service  delivery.  The  major  additions  have 
been  in  the  areas  of  management  information  systems  and  on  the 
utilization  review  procedures  on  the  Mental  Health  Demographic 
Profile  System.  The  bibliography  has  been  extensively  revised  to 
include  many  new  references  that  became  available  between  1973  and 
1975. 

DESCRIPTORS:  Mental  Health,  Research  and  Evaluation  Planning 
and  Administration,  Health  Planning,  Technical  Assistance,  Evalua- 
tion by  State  and  Local  Governments,  Needs  and  Needs  Assessment, 
Management  Information  and  Reporting 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0718  PROJECT  NO:  NIMH  75-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  271-289 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  278-75-0020 
COST    (In  Thousands):  FY  75-$  107 


STATUS:  Study  completed. 

Available  from  PIC, 
Available  from  NTIS 
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PROJECT  TITLE:  Evaluation  of  Interstate  Data  Needs  (Two  Phases) 

REPORT  TITLE:  Responsiveness  of  the  NIMH  National  Reporting 

Program  to  Interstate  Data  Needs  (Phase  I) 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Leginski,  Walt,  Ph.D.;  Rm  18C04,  PKLN 

Bldg;  301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  In  Phase  I  of  this  study  the  National  Institute  of  Mental 
Health  (NIMH)  worked  with  a  task  force  of  individuals  representing 
state  mental  health  commissioners  who  served  on  the  Standing  Com- 
mittee on  Statistics,  Research,  and  Evaluation  of  the  National  As- 
sociation of  State  Mental  Health  Program  Directors  (NASMHPD). 
The  task  force  identified  a  core  set  of  data  items  derived  from  the 
Mental  Health  Statistics  Improvement  Program  that  would  allow 
states  to  compare  their  mental  health  programs  with  those  of  similar 
states.  See  also  PIC  ID  No.  2242.1. 

DESCRIPTORS:  Mental  Health,  Management  Information  and  Report- 
ing, Statistics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2242  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed 

START/END  DATES:  September  '82  through  September  '83 
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REPORT  TITLE:  Responsiveness  of  the  NIMH  National  Reporting 

Program  to  Interstate  Data  Needs  (Phase  II) 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Leginski,  Walt,  Ph.D.;  Rm  18C04,  PKLN 

Bldg;  301-443-3685 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  Phase  II  of  this  project  assessed  the  degree  to  which  the 
NIMH  National  Reporting  Program  recorded  the  appropriate  data  to 
permit  valid  interstate  comparisons  of  mental  health  programs,  and 
how  states  could  be  productively  involved  in  the  process.  The  objec- 
tives of  this  phase  were  (1)  to  review  the  content  of  inventory  forms 
used  by  the  NIMH  for  data  on  mental  health  organizations  and  gener- 
al hospitals  providing  mental  health  services;  (2)  to  recommend 
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mechanisms  by  which  states  could  be  instrumental  in  providing  data 
to  the  NIMH  for  the  production  of  a  report  on  state  mental  health 
program  indicators  for  FY  1983;  (3)  to  introduce  a  set  of  recommen- 
dations to  NIMH  for  revisions  directed  toward  future  inventories; 
and  (4)  to  further  the  state  capacity  building  goals  of  the  Mental 
Health  Statistics  Improvement  Program  (MHSIP)  by  recommending 
a  range  of  participation  options  for  states  in  such  inventories.  This 
study  found  that  use  of  NIMH  inventory  data  proved  adequate  in 
meeting  the  needs  of  states  for  interstate  comparative  data;  however, 
two  exceptions  are  noted:  (1)  the  NIMH  inventory  of  mental  health 
organizations  does  not  collect  staff  activity  data  by  program  element, 
and  (2)  maintaining  the  separation  of  this  inventory  from  the  generic 
inventory  created  unacceptable  problems  in  content  and  comparabili- 
ty. See  also  PIC  ID  No.  2242.  (Final  report  4  pages.) 

DESCRIPTORS:  Mental  Health,  Evaluation  by  State  and  Local  Gov- 
ernments, Statistical  Analysis  Methods  Feature,  State  or  Local  Ad- 
ministration, Federal  Role,  Information  Processing,  Management 
Information  and  Reporting,  Scientific  Manpower,  Statistics 
STUDY  TYPE:  Other 

PIC  ID  NO:  2242.1  PROJECT  NO:  NIMH  83-27 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  83  MO58682701D 
COST    (In  Thousands):  FY  83-$35 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  July  '84 
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REPORT  TITLE:  Risk  Factors  in  Mental  Health  Research:  A 

Scheme  for  Classification  and  Analysis 
PERFORMER:  Herner  and  Company,  1700  North  Moore  Street, 

Arlington  VA  22209 
PROJECT  OFFICER:  Lann,  Irma  S.;  Rm  10104,  PKLN  BIdg; 

301-443-5944 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  report  classifies  risk  factors  relevant  to  NIMH  (or 
any  social  or  clinical)  research  with  human  subjects.  The  product  is 
a  set  of  codes  that  (1)  provides  a  framework  for  examining  risk  in 
research;  and  (2)  can  be  applied  to  describe  and  analyze  the  research 
programs  of  the  NIMH  in  terms  of  risk.  The  report  presents  six 
general  (and  many  specific)  aspects  of  a  study  that  might  involve, 
singly  or  in  combination,  potential  risk  of  harm,  such  as  characteris- 
tics of  subject  such  as  age  or  sex,  characteristics  of  experimenters 
such  as  profession,  research  procedures,  and  interaction  with  subject 
such  as  recruitment.  The  schema  was  calibrated  on  a  series  of  actual 
research  proposals.  The  schema  contains  no  scales  representing  de- 
gree of  risk  and  is  supposed  to  be  useful  for  sensitizing  researchers, 
identifying  potentially  risky  projects  in  review  of  proposals,  and  iden- 
tifying information  to  require  of  prospective  researchers  in  their  ap- 
plications. The  report  also  claims  that  the  schema  can  be  used  in 
original  research  on  protection  of  human  subjects.  (Final  report  97 
pages.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Biomedical  Research,  Social  Research,  Indices  and  Taxonomies 


STUDY  TYPE:  Research  and  Data  Development 
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PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 
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ABSTRACT:  This  study  resulted  in  the  preparation  of  a  five-volume 
final  report  on  self-evaluation.  Volumes  I  and  II  review  general 
evaluation  methodologies  to  discuss  how  they  pertain  to  rape  pro- 
grams; Volume  III  covers  the  evaluation  of  rape  training  programs; 
Volume  IV  presents  the  evaluation  of  rape  victim  counseling;  and 
Volume  V  is  a  bibliography  on  evaluation  and  rape  programs. 
Volumes  I  through  IV  are  available  from  PIC. 
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Research  and  Evaluation  Planning  and  Administration,  Evaluation 
by  State  and  Local  Governments,  Needs  and  Needs  Assessment, 
Management  Information  and  Reporting,  Educational  Techniques 
STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-110206 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  OFFICER:  Wurster,  Cecil;  Rm  18C26.  PKLN  Bldg; 

301-443-3685 
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ABSTRACT:  This  report  presents  the  proceedings  of  the  conference 
on  Setting  and  Monitoring  Standards  in  the  State  Mental  Health 
Agency  held  in  Atlanta,  Georgia,  on  March  10-12,  1975.  The  purpose 
of  the  conference  was  to  bring  together  state-level  program  evalua- 
tors,  representatives  of  state  and  community  drug  abuse  and  alchohol 
programs,  developmental  disabilities  programs,  and  standards  and 
licensing  administrators  and  staff  from  the  Southern  Regional  Educa- 
tion Board.  The  report  is  intended  for  administrators  of  state  mental 
health  agencies  dealing  with  program  evaluation.  (Final  report  58 
pages.) 

DESCRIPTORS:  Mental  Health,  Regulation  and  Standard  Setting, 
Conference  Proceedings  Feature 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-74-90 
COST    (In  Thousands):  FY  74-$72 
STATUS:  Study  completed. 
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ABSTRACT:  This  report  presents  a  number  of  sex-role  attitude  meas- 
ures used  in  sample  surveys  in  the  United  States.  Its  main  purpose  is 
to  aid  researchers  interested  in  sex  roles  or  sex-role  attitudes  in  find- 
ing items  for  their  surveys.  The  compendium  is  not  exhaustive  for  the 
following  reasons:  (1)  it  deliberately  focused  on  measures  of  peoples' 
attitudes  rather  than  on  measures  of  their  behavior;  (2)  little  attempt 
was  made  to  extend  the  search  of  literature  and  data  archives  beyond 
what  was  deemed  necessary  for  the  analytic  goals  of  the  project;  and 
(3)  it  is  descriptive  rather  than  evaluative.  It  was  intended  as  an 
introductory  guide  to  sex-role  attitude  measures  rather  than  as  a  final 
source  of  them.  (Final  report  65  pages.) 
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STATUS:  Study  completed, 
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ABSTRACT:  This  report  is  the  combination  of  findings  from  site  visits 
and  a  series  of  documents  that  have  been  gathered  and  written  specifi- 
cally for  particular  experience  and  expertise  in  the  issues  surrounding 
the  runaway  problem.  The  major  findings  of  the  report  include  (1) 
in  communities  with  no  runaway  center,  no  agency  takes  the  lead  in 
coordinating  and  taking  responsibility  for  services  to  deal  with  and 
help  runaways;  (2)  in  communities  with  no  runaway  center,  the  police 
and  probation  departments  come  closest  to  being  the  primary  focus 
for  handling  runaways;  (3)  the  ADAMHA-funded  service  programs 
are  sometimes  involved  in  offering  runaway  services;  (4)  in  1 1  of  the 
15  sites  visited,  running  away  was  believed  to  be  primarily  a  local 
phenomenon;  and  (5)  police  and  others  in  10  of  the  15  sites  visited 
confirmed  the  impression  that  girls  constitute  the  majority  of  runa- 
ways who  come  to  their  attention.  Attachments  include  "Runaways 
and  Runaway  Programs  in  Massachusetts"  and  "Toward  Compre- 
hensive State  Service  System  for  Runaway  Children."  See  also  PIC 
ID  Nos.  0442  and  0442.2.  (Final  report  32  pages  plus  appendices.) 
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ABSTRACT:  This  report  presents  brief  reviews  of  National  Institute 
of  Mental  Health  (NIMH)  evaluation  study  reports,  provides  specific 
ideas  for  disseminating  the  reports,  and  offers  recommendations  for 
improving  the  usefulness  and  the  usage  of  NIMH  evaluation  study 
results.  The  recommendations  are  that  NIMH  should  (1)  initiate  a 
regular  review  of  all  1%  studies  as  they  are  completed;  (2)  build  a 
more  explicit  concern  for  dissemination  into  all  1  %  contracts;  (3)  plan 
the  resources  needed  to  abstract,  modify,  edit,  and  disseminate  the 
results  of  1%  studies;  and  (4)  collect  information  on  how  1%  study 
results  have  been  disseminated  formally.  See  also  PIC  ID  Nos.  2414, 
2414.1,  and  2414.3-2414.8.  (Final  report  11  pages.) 

DESCRIPTORS:  Mental  Health,  Information  Dissemination,  Research 
and  Evaluation  Planning  and  Administration,  Literature  Review 
Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2414.2  PROJECT  NO:  NIMH  83-31 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  83MO58685701D 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '83  through  January  '84 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  NIMH-Funded  Financial  Studies 
and  Cost  Data  on  Pre-Paid  Group  Health  Insurance 

REPORT  TITLE:  Status  of  the  Financing  of  Mental  Health  Services 

PERFORMER:  Fink,  Dr.  Raymondz,  Leonia  NJ  07605 

PROJECT  OFFICER:  Vischi,  Thomas  R.;  Rm  13C05,  PKLN  Bldg; 

301-443-4564 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG) 

ABSTRACT:  This  report  was  used  to  organize  a  NIMH  work  group 
to  study  mental  health  (MH)  financing  issues  in  relationship  to  NHI. 
It  is  a  compilation  and  analysis  of  cost  data  relating  to  financing  of 
CMHCs.  Data  analysis  stimulated  further  consideration  of  the  major 
issues  in  MH  financing  and  laid  the  groundwork  for  further  activities. 
Copies  of  this  report  are  available  from  NIMH. 

DESCRIPTORS:  Mental  Health,  Cost-Effectiveness  Analysis  Feature, 

Health  Insurance  and  Financing 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0665  PROJECT  NO:  NIMH  72-29 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  72-$30 

STATUS:  Study  completed 

START/END  DATES:  May  '72  through  August  '72 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  North  Carolina  Community  Mental  Health  Center 
Evaluation  Project 

REPORT  TITLE:  Structure  of  Interorganizational  Relations  of 
Community  Mental  Health  Centers:  A  Framework  and 
Methods  of  Data  Collection  and  Analysis 

PERFORMER:  University  of  North  Carolina,  Chapel  Hill  NC  27514 

PROJECT  OFFICER:  Kramer,  M. 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  report  documents  a  one-year  exploratory  study  of 
the  structure  of  interorganizational  relations  between  community 
mental  health  centers  (CMHCs)  and  other  human  service  agencies. 
An  approach  to  the  study  of  interorganizational  relations  is  deve- 
loped that  treats  such  relations  as  interactions  within  a  network  of 
organizations.  The  analytical  focus  of  this  relational  approach  is  on 
properties  of  the  network  of  interagency  relations,  rather  than  on  a 
single  organization.  Methods  of  quantifying  such  interactions  for  the 
overall  CMHC  and  for  subunits  of  the  CMHC  are  presented  and 
applied  to  two  North  Carolina  CMHCs.  The  methods  are  based  on 
graph-theoretic  scaling  techniques  and  multidimensional  scaling 
techniques.  Interaction  data  are  then  used  to  develop  quantitative 
indexes  of  coordination  and  integration  for  the  two  sites.  The  concep- 
tual framework  and  methods  of  data  collection  and  analysis  provide 
a  basis  for  examining  the  determinants  and  consequences  of  integra- 
tion and  coordination  in  the  interorganizational  networks  of  CMHCs. 
Supporting  data  and  documents,  copies  of  study  instruments,  flow 
diagrams,  and  a  selected  bibliography  are  included.  This  report  re- 
sulted from  an  amendment  to  the  original  contract.  See  also  PIC  ID 
No.  0451.  (Final  report  264  pages.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Program  Coordi- 
nation, Statistical  Analysis  Methods  Feature,  Mental  Health 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0451.1  PROJECT  NO:  NIMH  73-lb 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  250-270 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-120 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  >" 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '74  through  July  '76 
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Accession  No.  1421 


PROJECT  TITLE:  Uniform  Mental  Health  Outcome  and 
Performance  Measures  for  Interstate  Accountability 

REPORT  TITLE:  Study  among  the  Fourteen  Southern  States  to  Test 

Uniform  Outcome  Assessment  Measures 
PERFORMER:  Southern  Regional  Education  Board,  592  10th 

Street  N.W„  Atlanta  GA  30318 
PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  This  project  examined  (1)  the  feasibility  of  the  state  of 
Tennessee  replicating  a  client  outcome  data  system  similar  to  the 
system  developed  by  the  state  of  Oregon;  (2)  the  compatibility  and 
comparability  of  client  outcome  measures  within  and  across  southern 
states;  (3)  the  feasibility  of  linking  outcome  data  to  cost  data  to 
measure  the  cost-outcome  and  cost-effectiveness  of  mental  health 
programs;  and  (4)  the  readiness  of  southern  states  to  implement  cost 
and/or  client  outcome  assessment  systems.  The  project  also  looked 
at  the  usefulness  of  the  Oregon/Tennessee  quality  of  life  instrument 
with  minority  (black)  and  chronically  ill  populations.  See  also  PIC  ID 
Nos.  1889  and  1889.1. 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Research  and 
Evaluation  Performance,  Information  Processing,  Management  In- 
formation and  Reporting,  Mental  Health,  Cost-Effectiveness  Anal- 
ysis Feature,  Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1889  2  PROJECT  NO:  ADM  79-358 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-232430 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-79-0051  (OP) 
COST    (In  Thousands):  FY  79-$142,  FY  80-$22,  FY  81-$15 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '79  through  August  '81 
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Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Differential  Development  of  Mental  Health 
Resources 

REPORT  TITLE:  Study  of  Deficiencies  and  Differentials  in  the 
Distribution  of  Mental  Health  Resources  in  Facilities 

PERFORMER:  University  of  Maryland,  College  Park  MD  20742 

PROJECT  OFFICER:  Taube,  Dr.  Carl  A.;  Rm  18C26,  PKLN  Bldg; 
301-443-3683  .    ■■■■^  ... 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  study  had  three  purposes:  (1)  to  develop  a  conceptu- 
al and  methodological  framework  within  which  the  availability  and 
adequacy  of  MH  resources  can  be  assessed;  (2)  to  develop  a  conceptu- 
al and  methodolgical  framework  for  assessing  the  MH  needs  of  the 
catchment  areas;  (3)  to  use  the  frameworks  developed  to  study  the 
relationships  between  needs  and  resources.  The  report  describes  the 
MH  resources  available  in  every  catchment  area  of  the  country.  The 
National  Institute  of  Mental  Health  (NIMH)  used  these  results  to 
develop  the  five-year  plan  requested  by  the  Congress  for  extension 
of  community  mental  health  centers  (CMHCs)  to  the  whole  nation. 


It  provides  a  factual  basis  for  NIMH  attempts  to  deal  with  the  geo- 
graphical maldistribution  of  mental  health  manpower.  (Final  report 
173  pages  plus  appendices.) 

DESCRIPTORS:  Mental  Health,  Urban  or  Rural  Places  or  Problems, 
Health  Planning,  Community  Mental  Health  Centers 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0709  PROJECT  NO:  NIMH  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-75-0028 
COST    (In  Thousands):  FY  75-$108 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '75  through  April  '77 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Study  of  the  Effects  of  Mental  Health  Benefits  in 
a  Pre-Paid  Medical  Care  Program 

REPORT  TITLE:  None 

PERFORMER:  Group  Health  Association,  Inc.,  2121  Pennsylvania 

Avenue  N.W.,  Washington  D.C.  20037 
PROJECT  OFFICER:  Goldberg,  Irv 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support; 
HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  project  purchased  data  analyses  to  determine  the 
quantity  and  quality  of  mental  health  care  provided  by  a  pre-paid 
medical  care  organization  and  the  effect  of  such  care  on  its  subscri- 
bers. 

DESCRIPTORS:  Mental  Health,  Medical  Practice,  Health  Mainte- 
nance Organizations 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0672  PROJECT  NO:  NIMH  72-20 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-134 
COST  (In  Thousands):  FY  72-$26 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  June  '72  through  June  '73 
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PROJECT  TITLE:  Study  of  the  Relationship  between  Community 
Mental  Health  Centers  and  State  Mental  Hospitals 

REPORT  TITLE:  Study  of  the  Relationship  between  Community 
Mental  Health  Centers  and  State  Mental  Hospitals 

PERFORMER:  Socio-Technical  Systems  Associates,  Inc.,  29 
Commonwealth  Avenue,  Boston  MA  02116 


PROJECT  DESCRIPTIONS 
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PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  study  attempted  to  evaluate  the  interaction  and 
cooperative  possibilities  between  the  community  mental  health  cen- 
ters and  the  public  state  mental  hospitals  that  were  statistically 
analyzed  to  derive  those  factors  that  encouraged  or  hindered  shared 
information  and  servicing.  Eight  appendices,  along  with  bibliogra- 
phies, are  included  with  the  breakdown  and  analyses  of  the  data. 
(Final  report  125  pages  plus  appendices.) 

DESCRIPTORS:  Community  Mental  Health  Centers,  Hospitals,  Sur- 
vey or  Questionnaire  Feature,  Handicapping  Conditions  and  Prob- 
lems, Health  Care  Delivery  Systems,  State  or  Local  Administration, 
Services  Integration 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0338  PROJECT  NO:  NIMH  70-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  249-485 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-70-107 
COST  (In  Thousands):  FY  70-$91 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '70  through  August  '72 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  Study  of  the  Ways  in  Which  Community  Mental 
Health  Center  Services  Are  Integrated  into  Other  Health 
Care  Giving  Functions 

REPORT  TITLE:  Study  of  the  Ways  in  Which  Community  Mental 

Health  Center  Services  Are  Integrated  into  Other  Health 

Care  Giving  Functions 
PERFORMER:  Socio-Technical  Systems  Associates,  Inc.,  29 

Commonwealth  Avenue,  Boston  MA  02116 
PROJECT  OFFICER:  Kelty,  Dr.  Edward  J.;  Rm  17C26,  PKLN 

Bldg;  301-443-1828 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 

Program  Grants  and  Contracts  (CONSOLIDATED-See 

ADAMHSBG); 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  This  study  evaluated,  through  12  case  studies,  efforts 
made  to  integrate  mental  health  services  and  other  health  agencies. 
It  pinpointed  factors  that  hinder  integration  and  those  that  aid  inte- 
gration. The  report  presents  tentative  recommendations  for  provid- 
ing effective  integration.  (Final  report  289  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Literature  Review  Fea- 
ture, Services  Integration,  Mental  Health,  Health  Care  Delivery  Sys- 
tems, Community  Mental  Health  Centers,  Program  Coordination, 
State  or  Local  Administration 
STUDY  TYPE:  Case  Studies 


PIC  ID  NO:  0337  PROJECT  NO:  NIMH  71-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  250-766 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-71-88 

COST    (In  Thousands):  FY  71-$82 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  July  '71  through  August  '73 
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National  Institute  of  Mental  Health 

PROJECT  TITLE:  High  Risk  Infant  Research  Projects 

REPORT  TITLE:  Transition  to  Parenthood:  Parent  and  Infant  Risk 

Factor 

PERFORMER:  University  of  Kansas,  Topeka  KS  66601,  Osofsky, 
Howard 

PROJECT  OFFICER:  Koretz,  Dr.  Doreen;  Rm  14C02,  PKLN  Bldg; 

301-443-4283 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and 
Demonstration; 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  The  effects  of  becoming  parents  for  the  first  time  were 
examined  regarding  the  effect  for  the  individual  parents,  the  relation- 
ship between  the  two  parents,  the  parents'  interaction  with  the  infant, 
and  the  infant's  development.  Prospective  investigation  of  couples 
was  initiated  in  early  pregnancy,  with  periodic  assessments  until  the 
infant  was  13  months  old.  Prenatal,  perinatal,  and  postpartum  factors 
were  defined,  evaluated,  and  ultimately  utilized  to  formulate  a  "con- 
tinuum of  risk"  that  takes  into  account  the  interaction  among  vulnera- 
bility of  individual  infants.  Fifty  working-class  couples  were  assigned 
to  each  of  four  groups:  (1)  High  Risk  Group  I  consisted  of  couples 
identified  on  the  basis  of  maternal  medical  complications  diagnosed 
late  in  pregnancy  or  at  delivery;  (2)  High  Risk  Group  II  was  identi- 
fied in  terms  of  the  infant's  risk  status  during  the  pregnancy  and 
perinatal  period;  (3)  High  Risk  Group  III  was  based  on  psychosocial 
factors  relevant  to  the  couple  in  the  absence  of  medical  complica- 
tions; and  (4)  Low  Risk  Group  was  chosen  on  the  basis  of  no  maternal 
and  infant  complications  with  few  psychosocial  risk  factors.  Copies 
of  the  final  report  will  be  available  in  October  1988.  See  also  PIC  Nos. 
3027,  and  3027.2-3027.9. 

DESCRIPTORS:  Family,  Infants,  Mental  Illness,  Maternal  and  Child 
Health,  Social  Research 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3027.1  PROJECT  NO: 

FUND  SOURCE:  Research         NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  IROl  MH39487-01 

COST    (In  Thousands):  FY  87-$  102 

STATUS:  Study  completed 

START/END  DATES:  July  '84  through  June  '88 


522  COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

ALCOHOL,  DRUG  ABUSE,  AND  MENTAL  HEALTH  ADMINISTRATION 


Accession  No.  1426 


1424 
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Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Trends  in  American  Mental  Health  Care 

REPORT  TITLE:  Trends  in  Mental  Health:  1950,  1975 
PERFORMER:  Yale  University,  Institute  for  Social  and  Policy 

Studies,  New  Haven  CT  06520 
PROJECT  OFFICER:  Light,  Enid;  Rm  11  COS,  PKLN  Bldg; 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  This  study  analyzed  data  collected  in  south-central  Con- 
necticut from  1950  to  1975  and  compared  treatment  patterns,  ser- 
vices, utilization,  manpower,  and  equity  to  assess  policy  implications 
of  1950  and  1975.  The  report  focused  on  psychiatric  patients  and 
psychiatric  practitioners.  Each  chapter  includes  extensive  tabulation 
of  the  survey  results.  In  Chapter  I  ("Equity  and  Changing  Patient 
Characteristics,  1950,  1975")  special  emphasis  is  placed  on  describing 
the  treatment  realities  for  the  patient  groups  in  1950  that  were  either 
totally  excluded  from  psychiatric  care  or  were  exclusively  utilizing 
the  state  hospital.  In  addition,  they  were  found  stratified  into  public 
outpatient  units  characterized  by  low-intervention  treatment  and 
staffed  by  semi-  and  non-professional  clinicians.  Other  chapters  in- 
clude "Mental  Health  Practitioners:  Old  Stereotypes  and  New  Reali- 
ties" and  "Equity  and  the  Psychiatric  Care  of  the  Black  Patient;  1950, 
1975."  The  psychiatric  treatment  of  the  black  patient  in  south-central 
Connecticut  in  1975  is  compared  with  the  treatment  patterns  existing 
for  black  patients  in  1950.  The  utilization  of  psychiatric  services  by 
blacks  is  presented  by  the  barriers  that  blacks  experienced  in  acquir- 
ing high-quality  psychiatric  care  in  the  1970s. 

DESCRIPTORS:  Health  Planning,  Statistical  Analysis  Methods  Fea- 
ture, Trends  and  Forecasts,  Mental  Health,  Survey  or  Questionnaire 
Feature,  Black  Americans,  Demography,  Mental  Illness 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1334  PROJECT  NO:  NIMH  77-20 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  80-160807 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-77-0072  (OP) 
COST    (In  Thousands):  FY  77-S71 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  "77  through  May  '79 
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PROJECT  TITLE:  Trends  in  Sources  of  Funds  for  Community 
Mental  Health  Centers 

REPORT  TITLE:  Trends  in  Sources  of  Funds  for  Community 

Mental  Health  Centers 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 


PROJECT  OFFICER:  McTique,  Dr.  James  F.;  Rm  1705,  PKLN 

Bldg;  301-443-6660 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  study  examined  the  financial  trends  and  related 
service  delivery  patterns  for  16  community  mental  health  centers 
(CMHCs)  serving  poverty  designated  areas  to  determine  the  attain- 
ment of  self-sufficiency  reached  by  those  community  mental  health 
centers  following  the  enactment  of  the  CMHCs  Amendments  of 
1970,  which  extended  financial  aid  to  the  16  CMHCs  studied.  (Final 
report  44  pages  plus  appendices.) 
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tion 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0334  PROJECT  NO:  NIMH  72-30 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  240-461 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  110-72-369 
COST  (In  Thousands):  FY  72-$459 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  "72  through  May  '73 


1426 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Two-State  Collaborative  Study  of  Mental  Health 
Treatment  Outcome  Systems 

REPORT  TITLE:  Two-State  Collaborative  Mental  Health  Outcome 

Study:  State  of  Washington  (Two  Volumes) 
PERFORMER:  State  of  Washington,  Department  of  Social  and 

Health  Services,  Olympia  WA  98504 
PROJECT  OFFICER:  Light,  Enid;  Rm  11C03,  PKLN  Bldg; 

301-443-1185 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area); 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  Treatment  outcome  data  from  community  mental  health 
centers  (CMHCs)  and  other  mental  health  (MH)  facilities  potentially 
can  be  used  by  states  to  assess  the  differential  impact  of  diverse 
programs  and  to  monitor  the  quality  at  similar  facilities  and  programs. 
Oregon  and  Washington  have  performed  a  significant  amount  of 
development  work  in  the  area  of  statewide  CMHC  treatment  out- 
come systems,  but  have  chosen  different  methodological  approaches 
to  securing  information.  This  study  developed  a  methodological  ap- 
proach to  Washington  state  CMHC  outcome  systems.  The  process 
included  (1)  refining  and  developing  training  packages  and  data  col- 
lection mechanisms;  (2)  testing  materials  developed  and  establishing 
norms  for  clients  as  admission  in  treatment  and  follow-up;  and  (3) 
finalizing  all  training  materials,  data  collection  procedures,  and 
strategies.  Both  volumes  of  the  final  report  are  also  available  from 
NTIS  (Nos.  PB  82-119140  and  PB  82-119132,  respectively).  See  also 
PIC  ID  No.  1330.1. 
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ABSTRACT:  The  project  was  a  cluster-group  evaluation  of  the  re- 
sources of  NIMH  as  these  potentially  relate  to  the  capacity  of  the 
Division  of  Prevention  and  Special  Mental  Health  Programs  to  pro- 
vide technical  assistance  in  the  area  of  mental  health  services  for  the 
unemployed.  Major  components  of  the  evaluation  were  (1)  assess- 
ment of  the  state  of  research  knowledge  about  unemployment  and 
mental  health;  (2)  the  role  of  NIMH  research  in  that  context;  (3) 
assessment  of  the  state  of  the  art  in  mental  health  services  for  the 
unemployed;  (4)  identification  of  new  research  to  support  the  techni- 
cal assistance  needs  of  service  providers;  and  (5)  identification  of  new 
technical  assistance  activities  that  would  enhance  the  transfer  of 
knowledge  from  existing  and  new  findings  to  service  settings  and 
programs  for  the  unemployed.  The  cluster  group  consisted  of  10 
people,  including  four  researchers,  two  state  mental  health  adminis- 
trators, two  community  mental  health  service  providers,  and  two 
knowledge-transfer  specialists.  The  final  report  was  prepared  by  In- 
ternational Business  Services,  Inc.,  on  the  basis  of  written  materials 
submitted  by  members  of  the  cluster  group.  (Final  report  140  pages.) 
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ABSTRACT:  This  document  represents  an  analysis  of  the  unit  cost  and 
episode  costs  of  mental  health  services  in  hospitals,  CMHCs,  ambula- 
tory mental  health  clinics,  and  within  modalities  in  such  settings.  The 
study  not  only  determines  a  reasonable  approximation  of  costs  per 
unit  of  service  across  a  variety  of  mental  health  treatment  environ- 
ments, but  examines  those  factors  that  may  contribute  to  variability 
in  such  costs,  e.g.,  inpatient  cost  variables  are  attributable  to  labor 
costs  and  staffing  patterns,  while  emergency  and  outpatient  cost  vari- 
ables are  attributable  to  average  time  spent  on  each  unit  of  service— 
the  more  services  delivered,  the  less  the  per  unit  cost.  Due  to  the 
limited  scope  of  the  contract,  this  study  was  not  intended  to  provide 
a  mean  or  median  unit  or  episode  cost  of  mental  health  services  within 
the  total  universe  of  settings.  Nonetheless,  the  provocative  results 
suggest  a  potential  for  impact  on  policy  development  and  program 
management  within  NIMH. 
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ABSTRACT:  This  project  evaluated  social  outcomes  that  were  previ- 
ously developed  to  provide  more  legally  relevant,  efficient,  and  cost- 
effective  means  for  assessing  competency  to  stand  trial  in  the  states 
of  North  Carolina,  Ohio,  Tennessee,  and  West  Virginia.  The  study 
found  that  a  statewide  decentralization  effort  affecting  the  mental 
health  delivery  system  created  the  most  thorough-going  climate  for 
change  by  spreading  the  responsibility  for  competency  determination 
throughout  the  state  system.  Therefore,  a  need  was  thus  created  for 
instructional  programs  to  turn  professionals  and  paraprofessionals 
throughout  the  system  into  examiners  of  competency  capable  of 
meeting  the  standards  of  the  legal  process.  In  places  where  decentral- 
ization had  not  proceeded  very  far,  conditions  for  change  in  a  compe- 
tency instrument  depended  on  the  need  or  enthusiasm  of  particular 
individuals.  More  states  took  steps  to  deinstitutionalize  their  forensic 
services  as  part  of  the  overall  deinstitutionalization  of  the  MH  system. 
Therefore,  this  study  threw  considerable  light  on  implementation 
methods  used.  (Final  report  205  pages.) 
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ABSTRACT:  This  study  was  designed  to  examine  the  utilization  of 
treatment  services  in  the  interface  between  medical  care  and  mental 


health  care  delivery  with  one  particularly  vulnerable  group  in  socie- 
ty, the  chronically  mentally  ill.  It  illustrates  some  of  the  strengths  and 
weaknesses  of  five  HMOs  in  the  treatment  of  the  mentally  ill.  One 
strength  that  was  clearly  demonstrated  was  the  ability  of  the  HMOs 
to  identify  and  treat  patients  of  all  kinds,  including  chronically  men- 
tally ill  patients.  A  major  weakness  within  HMOs  that  was  clearly 
demonstrated  by  this  study  is  the  lack  of  uniform  data  that  would 
allow  for  comparisons  of  various  HMOs.  Therefore,  the  need  exists 
for  HMOs  to  collaborate  on  establishing  standard  definitions  and  a 
uniform  data  system.  As  national  health  insurance  (NHI)  becomes  a 
reality,  important  recommendations  were  made:  (1)  continuation  of 
demonstration  projects  which  promote  care  for  the  chronically  men- 
tally ill;  (2)  projects  that  develop  and  refine  predictive  indices  of 
pathology  and  utilization;  (3)  integration  of  health,  mental  health, 
social  support,  and  income  maintenance  services  to  vulnerable 
groups;  (4)  standards  for  supportive  services;  (5)  coordination  of 
ADAMHA  services;  and  (6)  NIMH  monitoring  of  all  NHI  proposals. 
(Final  report  261  pages;  executive  summary  10  pages.) 
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ABSTRACT:  The  general  public,  the  consumers  of  services,  the  courts, 
governors,  other  officials,  and  various  legislative  bodies  have  begun 
placing  programmatic  and  fiscal  accountability  demands  on  the  men- 
tal health  (MH)  service  delivery  system.  In  most  states,  the  state  MH 
authority  (SMHA)  has  become  the  focal  pressure  point  for  all  issues 
of  accountability  directed  toward  the  total  state  MH  system,  includ- 
ing CMHCs.  In  an  effort  to  assist  states  facing  this  continued  escala- 
tion of  accountability  demands,  NIMH  contracted  with  WICHE,  an 
interstate  compact  organization  of  the  13  western  states,  to  study  the 
ways  in  which  existing  evaluation  methods  and  activities  could  be 
used  to  meet  the  accountability  needs  of  these  states.  This  project 
focused  on  accountability  issues  and  processes  at  the  state  level. 


PROJECT  DESCRIPTIONS 


525 


Accession  No.  1431  Public  Health  Service 

ALCOHOL,  DRUG  ABUSE,  AND  MENTAL  HEALTH  ADMINISTRATION 


These  components  are  also  compatible  with  NIMH's  MH  Statistics 
Improvement  Program.  See  also  PIC  ID  No.  1213.1.  (Final  report  26 
pages.) 

DESCRIPTORS:  Mental  Health,  State  or  Local  Administration,  Con- 
ference Proceedings  Feature,  Technical  Assistance,  Evaluation  by 
State  and  Local  Governments 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1213  PROJECT  NO:  NIMH  76-14 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  280-147 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  278-76-0091 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '76  through  January  '78 


1432 

AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 

PROJECT  TITLE:  Evaluation  of  Services  to  Juvenile  Delinquents 

REPORT  TITLE:  Who  Can  Help?  Proceedings  of  a  Conference  on 
the  Role  of  the  Mental  Health  System  in  Helping  Juvenile 
Offenders 

PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 
MA  02140 

PROJECT  OFFICER:  Ahmed,  Paul;  Rm  160,  FCB2;  301-436-7039 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  volume  is  comprised  of  the  papers  presented  at  the 
conference  on  the  Role  of  the  Mental  Health  System  in  Helping 
Juvenile  Offenders.  The  conference  was  sponsored  by  NIMH,  and  it 
focused  on  one  of  the  primary  alternatives  to  correctional  institutions: 
the  mental  health  system.  The  conference  was  an  outgrowth  of  the 
NIMH  study  entitled  "Evaluation  of  Services  Offered  by  CMHCs 
and  ADAMHA-Funded  Drug  and  Alcohol  Programs  to  Juvenile 
Delinquents"  (performed  under  the  same  contract  as  this  study).  The 
purpose  was  to  highlight  some  of  the  findings  from  sponsored  re- 
search and  to  set  the  stage  more  generally  to  inform  mental  health  and 
criminal  justice  personnel  as  to  the  range  of  diversionary  programs 
and  approaches  that  involve  the  mental  health  system  and  that  re- 
quire collaborative  efforts  between  that  system  and  juvenile  justice. 
The  conference  explored  these  issues  and  described  program  models 
in  the  mental  health  system  that  reach  and  treat  the  juvenile  offender. 
See  also  PIC  ID  Nos.  0442  and  0442.1.  (Final  report  163  pages.) 
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ABSTRACT:  CMHCs  are  expected  to  choose  from  various  available 
evaluation  possibilities  those  most  relevant  to  improving  their  own 
operations.  The  purpose  of  this  manual,  therefore,  is  to  assemble  in 
convenient  form  a  variety  of  techniques  and  approaches  to  program 
evaluation,  useful  to  CMHCs  as  they  extend  their  evaluation  efforts 
under  P.L.  94-63.  The  manual  first  presents  concepts  and  administra- 
tive materials,  then  reviews  several  basic  tools  either  preliminary  or 
ancillary  to  program  evaluation.  It  next  discusses  a  series  of  technical 
topics  in  program  evaluation:  outcome  studies,  cost-effectiveness 
analysis,  evaluation  of  consultation  and  education,  and  quality  assess- 
ment. The  final  section  addresses  citizen  review  of  CMHCs.  The 
organization  of  the  manual  is  meant  to  be  compatible  with  a  variety 
of  developmental  strategies  for  program  evaluation:  opportunism, 
rational  planning  of  the  management  information  system  and  its  uses, 
or  strategy  based  on  program  improvement.  (Final  report  363  pages.) 
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PROJECT  TITLE:  Program  Evaluation  of  the  Psychosocial 
Treatments  Research  Branch 

REPORT  TITLE:  Workshop  on  Methodological  Challenges  in 

Psychodynamic  Psychotherapy 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Docherty,  Dr.  John  P. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  This  evaluation  project  undertook  an  assessment  of  the 
state-of-the-art  research  in  psychodynamic  psychotherapy.  The  cen- 
tral purpose  was  to  clarify  the  impediments  to  psychodynamic  psy- 
chotherapy research  reflected  by  the  imbalance  in  the  field  in  the 
early  1980s,  which  is  characterized  by  far  greater  research  activity  in 
the  behavioral  therapies  than  in  psychodynamic  therapy.  To  accom- 
plish this  evaluation,  distinguished  and  active  investigators  in  the  area 
of  psychodynamic  psychotherapy  research,  as  well  as  key  figures  in 
the  psychoanalytic  establishment  and  academic  psychiatry  and  psy- 
chology, were  convened  to  identify  the  major  impediments  to  re- 
search activity  and  to  make  recommendations  for  the  most  useful 
ways  of  moving  this  field  forward.  The  workshop  was  held  Septem- 
ber 15-16,  1984.  (Final  report  3  pages.) 

DESCRIPTORS:  Mental  Illness,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2434  PROJECT  NO:  ADM  84-325 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-174118/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  84-$  15 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '84  through  November  '84 
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AGENCY  SPONSOR:  Public  Health  Service 

Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration 

National  Institute  of  Mental  Health 
PROJECT  TITLE:  Youth  in  Turmoil 

REPORT  TITLE:  Youth  in  Turmoil:  America's  Changing  Youth 

Cultures  and  Student  Protest  Movements 
PERFORMER:  Douglas,  Jack  D.,  University  of  California  at  San 

Diego,  La  Jolla  CA  92037 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  1970  monograph,  which  is  part  of  the  Crime  and 
Delinquency  Issues  series,  presents  a  general  perspective,  a  system  of 
concepts,  and  several  possible  approaches  for  working  with  student 
protest.  Rationales  for  these  approaches  are  developed,  the  assump- 
tions underlying  them  are  considered,  and  the  possible  impact  of  the 
approaches  is  discussed.  Cross-cultural  and  cross-national  analyses 
are  made.  (Final  report  240  pages.) 

DESCRIPTORS:  Crime,  Children  and  Youth,  College  Students 
STUDY  TYPE:  Other 

PIC  ID  NO:  0290  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  69-1121 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '70  through  December  '70 
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PROJECT  TITLE:  A-76  Management  Study 

REPORT  TITLE:  A-76  Review 

PERFORMER:  T.  Head  and  Company,  Inc.,  1090  Vermont  Avenue 

N.W.,  Washmgton  D.C.  20005,  Head,  Toney,  202-842-8664 
PROJECT  OFFICER:  Caldwell,  Edward  S.;  Rm  6105,  PKLN  Bldg; 

301-443-4543 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 

Management 

ABSTRACT:  The  purpose  of  this  contract  was  to  conduct  management 
studies  to  evaluate  selected  internal  program  management  activities, 
processes,  and  systems  to  control  as  required  by  the  Federal  Manag- 
er's Financial  Integrity  Act  of  1982  (FMFIA)  and  the  Office  of 
Management  and  Budget  (OMB).  These  studies  were  conducted  in 
compliance  with  requirements  set  forth  in  OMB  circulars  and  direc- 
tives as  implemented  by  the  Department  of  Health  and  Human  Ser- 
vices. The  contract  resulted  in  the  accomplishment  of  cost  analyses, 
operations  efficiency  assessments  and  the  identification  of  recommen- 
dations aimed  at  improving  the  operations  within  the  agency. 

DESCRIPTORS:  Information  Systems,  Grant  and  Contract  Manage- 
ment, Management  Information  and  Reporting 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2781  PROJECT  NO:  ADM  85-413 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  283-85-0003 
COST    (in  Thousands):  FY  85-$85 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '85  through  March  '86 
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PERFORMER:  King  County,  Division  of  Human  Services,  King 
County  Courthouse,  3rd  and  James  Streets,  Seattle  WA 
98204 

PROJECT  OFFiCER: 

PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health-Program  Support 

ABSTRACT:  This  report  describes  the  research  and  development  of  a 
consolidated  reporting  system  (CRS)  that  was  initiated  in  1973  to 
evaluate  human  services  reporting  requirements  of  federal,  state,  and 
local  governments;  explore  the  feasibility  of  consolidating  human 
services  delivery  reporting  requirements  into  a  system  that  would 
meet  those  reporting  requirements;  and  provide  information  feedback 
to  services  agencies  that  would  help  them  attain  their  objectives  and 
manage  their  activities.  The  CRS  was  designed  to  be  responsive  to 
local  needs  while  producing  more  timely,  accurate,  and  useful  reports 
for  all  levels  of  management,  evaluation  and  program  planning.  A 
complete  reporting  system  consisting  of  human  services  information 
and  methods  for  processing  it  was  developed.  However,  the  assess- 
ment of  system  parameters  indicated  that  it  would  not  be  feasible  to 
implement  the  CRS  in  King  County.  Throughout  the  project,  barri- 
ers to  the  successful  use  of  a  consolidated  reporting  system  became 
apparent.  The  barriers  were  technical,  political,  and  financial  in  na- 
ture and  they  were  interrelated.  Due  to  budgetary  constraints  the 
county  could  not  support  the  system  at  a  level  that  would  ensure 
effective  system  operation.  (Final  report  1 3 1  pages  plus  appendices; 
executive  summary  26  pages.) 

DESCRIPTORS:  Client  Records,  Management  Information  and  Re- 
porting, Social  Services  Delivery  Systems,  Case  or  Site  Study  Fea- 
ture, Services  Integration 

STUDY  TYPE:  Program  Management  or  Efficiency;Case  Studies 

PIC  ID  NO:  0676  PROJECT  NO: 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-73-167  (op) 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '73  through  January  '76 
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PROJECT  TITLE:  Development  of  Quantitative  Indices  of 

Institutional  Change  with  Regard  to  Racial  Minorities  and 
Women  in  NIMH  External  Programs 

REPORT  TITLE:  Development  of  Quantitative  Indices  of 

Institutional  Change  with  Regard  to  Racial  Minorities  and 

Women  in  NIMH  External  Programs 
PERFORMER:  Human  Sciences  Research  Inc.,  Westgate  Research 

Park,  McLean  VA  22102 
PROJECT  OFFICER:  Shapiro,  Richard;  Rm  1229,  HHS-S  Bldg; 

202-245-7276 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  project  attempted  to  evaluate  patterns  of  discrimina- 
tion with  regard  to  minority  groups  and  women  in  the  external  pro- 
grams of  NIMH.  Since  the  data  was  insufficient  to  accommodate  a 
full-scale  evaluation,  the  study  developed  the  system  of  difference 
indicators  and  a  general  data  collection  system  to  examine  specific 


variables  in  the  research,  training,  and  service  components  of  NIMH 
external  programs.  Examples  of  the  use  of  their  system  on  real  NIMH 
data  are  included  in  the  appendices.  There  were  three  major  products 
of  this  evaluation:  a  recommended  set  of  indicators  for  NIMH  exter- 
nal programs,  calculations  on  the  available  data,  and  description  of 
a  recommended  data  system.  (Final  report  150  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Minority  Groups,  Women,  Civil  Rights  and  Integra- 
tion, Mental  Health,  Literature  Review  Feature,  Statistical  Data  Fea- 
ture 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0440  PROJECT  NO:  ADAMHA  74-20 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  249-672 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-74-044  (CP) 
COST    (In  Thousands):  FY  74-$75 
STATUS:  Study  completed. 

Available  from  NTIS 
START/END  DATES:  June  '74  through  May  '75 
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PROJECT  TITLE:  Update  of  Selected  Measures  of  Economic  Costs 
to  Society  of  Alcohol  and  Drug  Abuse  and  Mental  Illness 

REPORT  TITLE:  Economic  Costs  to  Society  of  Alcohol  and  Drug 

Abuse  and  Mental  Illness:  1980 
PERFORMER:  Research  Triangle  Institute,  Research  Triangle  Park 

NC  27709 

PROJECT  OFFICER:  Segal,  Mel;  Rm  13C15,  PKLN  Bldg; 

301-443-3820 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 
Management 

ABSTRACT:  The  main  objectives  of  this  project  were  to  assess  the 
availability  of  data  for  the  various  cost  components  and  to  update 
alcohol  and  drug  abuse  and  mental  illness  (ADM)  economic  cost 
estimates  from  a  1977  study.  This  report  concludes  that  the  ADM 
economic  costs  were  $190.7  billion  in  1980:  $89.5  billion  for  alcohol 
abuse,  $46.9  billion  for  drug  abuse,  and  $54.2  billion  for  mental  illness. 
Corresponding  figures  for  the  earlier  1977  study  were  $106  billion: 
$49.3  billion  for  alcohol  abuse,  $16.4  billion  for  drug  abuse,  and  $40.3 
billion  for  mental  illness.  The  major  increases  in  costs  between  the 
1977  and  1980  studies  are  due  primarily  to  significant  methodological 
improvements  ($44.8  billion  or  53%),  price  and  wage  inflation  ($32.9 
billion  or  39%),  and  population  growth  factors  ($5.8  billion  or  7%). 
These  account  for  $83.5  of  $84.5  billion  (or  99%)  of  the  cost  incre- 
ments between  1977  and  1980.  The  authors  do  not  attribute  any  of  the 
growth  in  costs  to  changes  in  the  incidence,  prevalence,  or  severity 
of  ADM.  The  improvements  in  methodology  reflect  new  data  and 
analyses  on  drug  abuse  and  alcohol  abuse  affecting  workers'  produc- 
tivity far  more  than  had  been  previously  estimated. 

DESCRIPTORS:   Cost-Effectiveness  Analysis   Feature,  Economic 
Analysis  Feature,  Alcoholism,  Drug  Abuse,  Mental  Illness 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2099  PROJECT  NO:  ADM  83-410 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-110872 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  283-83-0002 
COST    (In  Thousands):  FY  83-$69 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 
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PROJECT  TITLE:  Evaluation  of  ADAMHA  Consultation  and 

Technical  Assistance  in  Response  to  Changed  Federal/State 
Relationships 

REPORT  TITLE:  Evaluation  of  ADAMHA  Consultation  and 

Technical  Assistance  in  Response  to  Changed  Federal/State 
Relationships 

PERFORMER:  Office  of  Planning,  Policy  and  Evaluation,  5600 

Fishers  Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Vischi,  Thomas  R.;  Rm  13C05,  PKLN  Bldg; 

301-443-4564 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 

Management 

ABSTRACT:  This  report  summarizes  major  technical  assistance  activi- 
ties that  were  directed  toward  the  states  in  which  ADAMHA  insti- 
tutes were  involved.  Findings  include  (1)  ADAMHA  has  effectively 
redefined  its  relationship  with  the  states  with  respect  to  the  provision 
of  technical  assistance  and  consultation,  through  a  period  of  a  major 
reduction  in  force  and  major  reorganization;  (2)  the  ADAMHA  mis- 
sion was  formally  oriented  to  the  support  and  utilization  of  biomedi- 
cal and  behavioral  research;  and  (3)  under  the  requirements  of  the 
Stevenson- Wydler  Technology  Innovation  Act  of  1980,  the  agency 
has  effectively  established  a  formal  coordinating  committee  to  assure 
that  the  research  supported  by  ADAMHA  and  its  institutes  was 
thoroughly  assessed  for  potential  usability  by  the  states  and  that 
progress  was  being  made  to  improve  the  sharing  of  such  research 
findings  to  the  states.  See  also  PIC  ID  No.  2011. 

DESCRIPTORS:  Technical  Assistance,  Federal  Role,  Federal  State 
and  Local  Relations,  Program  Coordination,  Biomedical  Research 
STUDY  TYPE:  Other 

PIC  ID  NO:  2011.1  PROJECT  NO:  ADAMHA  83-13 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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REPORT  TITLE:  Evaluation  of  ADAMHA  Information 

Dissemination  Activities 
PERFORMER:  Office  of  Planning,  Policy  Analysis  and  Legislation, 

5600  Fishers  Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Vischi,  Thomas  R.;  Rm  13C05,  PKLN  Bldg; 

301-443-4564 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 

Management 

ABSTRACT:  This  project  evaluated  ADAMHA's  information  dis- 
semination programs,  staff  involvement,  and  dollar  levels  of  support. 
Recommendation  include  that  a  coordinating  committee  be  estab- 
lished at  the  ADAMHA  level,  that  each  institute  review  its  existing 
organizational  structure  to  determine  the  adequacy  of  that  structure 
for  focusing  on  information  dissemination,  that  the  agency  more 
clearly  define  the  terms  in  question  (for  example,  information  dissemi- 
nation, technology  transfer),  that  each  institute  plan  and  execute  its 
information  dissemination  activities  more  systematically,  that  the  in- 
formation needs  of  state  and  local  agencies  be  more  systematically 
and  periodically  ascertained  by  each  institute  and  the  Office  of  the 
Administrator,  and  that  the  information  of  an  OA-level  communica- 
tions coordination  committee  be  considered  to  assure  that  communi- 
cations projects  and  activities  are  organized  and  implemented  in  a 
cost-effective  and  mission-oriented  manner.  Also  available  from  PIC 
is  the  November  1980  "Report  of  the  ADAMHA  Task  Force  on 
Scientific  Information  Dissemination  Activities."  See  also  PIC  ID 
No.  2011.1. 

DESCRIPTORS:  Information  Dissemination,  Information  Systems, 
Planning,  Budgeting,  Federal  State  and  Local  Relations,  State  or 
Local  Administration,  Information  Processing 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2011  PROJECT  NO:  ADAMHA  83-12 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '83  through  April  '84 
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Management 

ABSTRACT:  In  February  1983,  the  ADAMHA  Data  Policy  Commit- 
tee accepted  a  recommendation  of  an  automated  data  processing 
(ADP)  requirements  study  team  to  develop  an  integrated  administra- 
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live  data  system.  This  system  was  developed  to  satisfy  the  administra- 
tive support  requirements  of  the  Office  of  the  Administrators  (OA) 
and  the  institutes.  Activities  relevant  to  the  development  of  a  grants 
subsystem  were  initiated,  including  needs  assessment  studies,  taxono- 
my development,  and  software  and  hardware  package  alternatives. 
The  model  demonstration  activities  were  initiated  in  the  National 
Institute  on  Alcohol  Abuse  and  Alcoholism  (NIAAA).  Contingent 
upon  the  outcome  of  the  NIAAA  demonstration,  a  decision  was 
made  by  the  National  Institute  on  Drug  Abuse  (NIDA)  and  the 
National  Institute  for  Mental  Health  (NIMH)  to  convert  their  grants 
data  system  activities  to  the  NIAAA  model  or  to  refine  existing 
systems.  If  a  single  integrated  system  were  not  considered  feasible, 
the  institutes  would  be  required  at  a  minimum  to  incorporate  the 
standard  taxonomy  and  program  classifications  into  their  systems. 
The  agency  policy  for  use  of  the  information  for  management,  plan- 
ning, analysis,  and  coordination  (IMPAC)  interactive  system  activi- 
ties and  development  of  internal  grant  systems  would  also  be  revised 
and  reinforced. 

DESCRIPTORS:  Information  Processing,  Information  Systems,  Grant 
and  Contract  Management,  Program  Coordination,  Management  In- 
formation and  Reporting 

STUDY  TYPE;  Program  Management  or  Efficiency;Program  Per- 
formance Evaluation 
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FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 
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ABSTRACT:  This  report  assembles  the  assessments  of  more  than  400 
leaders  in  the  biomedical  and  behavioral  sciences  to  consider  the 
linkages  between  health  and  behavior.  It  examines  the  extent  of 
behavior-related  disease  and  disability  and  evaluates  scientific  appro- 
aches to  understanding,  treating,  and  preventing  such  illnesses.  The 
bulk  of  this  report  examines  potential  therapeutic  and  preventive 
interventions.  (Final  report  359  pages.) 

DESCRIPTORS:  Health  Promotion,  Needs  and  Needs  Assessment, 
Chronic  Disease,  Environmental  Health 
STUDY  TYPE:  Other 
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PROJECT  TITLE:  ADM  Impact  Workshop 

REPORT  TITLE:  Impact  of  Alcohol,  Drug  Abuse  and  Mental 

Health  Treatment  on  Medical  Care  Utilization:  Report  of  a 
Conference 

PERFORMER:  Birch  and  Davis  Associates,  Inc.,  8905  Fairview 

Road,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Jones,  Ken 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism-Research  and  Demonstration; 
PHS-ADAMHA-Drug  Abuse-Research  and  Demonstration; 
PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  contractor  prepared,  coordinated,  and  conducted  a 
two-day  workshop  to  evaluate  research  on  the  impact  of  alcohol, 
drug  abuse,  and  mental  health  (ADM)  treatment  on  medical  care 
utilization  and  on  health  status.  Most  importantly,  the  workshop 
advised  ADAMHA  and  its  institutes  regarding  potential  means  and 
opportunities  for  developing  a  second,  more  definitive  generation  of 
such  studies  and  also  regarding  the  most  fruitful  uses  of  future  re- 
search monies  on  this  topic.  The  contractor  prepared  a  written  report 
based  on  the  conference.  That  report  summarizes  the  discussion  and 
recommendations  of  the  workshop  in  six  major  areas:  causality,  re- 
search settings,  patient  variables,  treatment  variables,  health  status, 
and  appropriateness  of  care. 

DESCRIPTORS:  Alcoholism,  Ambulatory  and  Outpatient  Health  Care, 
Benefit-Cost  Analysis  Feature,  Mental  Health,  Drug  Abuse,  Confer- 
ence Proceedings  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1896  PROJECT  NO:  ADM  80-007 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  283-80-0006 
COST    (In  Thousands):  FY  80-$33 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES;  September  '80  through  October  '81 
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REPORT  TITLE:  Prevention  Pipeline 
PERFORMER: 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcoholism  (Entire  Program  Area); 
PHS-ADAMHA-Drug  Abuse  (Entire  Program  Area) 

ABSTRACT:  The  "Prevention  Pipeline"  is  a  bimonthly  publication 
intended  to  stimulate  an  exchange  of  information  and  experiences 
among  national,  state,  and  local  specialists  working  to  prevent  al- 
cohol and  other  drug  problems.  It  contains  news  items  from  the 
Office  for  Substance  Abuse  and  Prevention  (ADAMHA)  and  from 
the  field,  responses  to  questions  mailed  to  the  publication,  news  re- 
prints, highlights  of  new  research,  abstracts  of  journal  articles  and 
books,  descriptions  of  resources  available  from  NCADI  and  other 
health-related  organizations,  and  a  list  of  upcoming  conferences  and 
meetings.  The  publication  was  initiated  as  a  result  of  the  creation  of 
the  National  Clearinghouse  for  Alcohol  and  Drug  Information 
(NCADI),  which  was  formed  by  a  merger  of  the  National  Clearing- 
house for  Alcohol  Information  and  the  National  Clearinghouse  for 
Drug  Abuse  Information. 

DESCRIPTORS:  Alcoholism,  Drug  Abuse,  Consumer  Education,  In- 
formation Dissemination,  Social  Research,  Research  and  Evaluation 
Performance 
STUDY  TYPE:  Other 

PIC  ID  NO:  2872  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  On-going 

Available  from  PIC 
START/END  DATES:  April  '88  through  December  '99 
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PROJECT  TITLE:  Evaluation  Study  of  New  Careers  Training 
Programs 

REPORT  TITLE:  Program  Development:  A  Manual  for 

Organizational  Self-Study 
PERFORMER:  Social  Action  Research  Center,  Berkeley  CA 
PROJECT  OFFICER:  Kelly,  Tom 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 

Management; 

X-Many  HHS  Programs-Social  Services 

ABSTRACT:  A  program  development  model  is  described  that  outlines 
sequential  systems  which  can  be  applied  to  improve  the  efficiency 
and  effectiveness  of  a  variety  of  human  services  programs.  The  key 
to  the  program  development  cyclical  process  is  considered  to  be 
self-study,  wherein  staff  and  other  relevant  groups  are  involved  in  all 
phases  of  program  development.  Phases  of  program  development 
include  determining  needs,  setting  goals,  planning  program  activities, 
and  assessing  progress.  The  creation  of  a  climate  conducive  to  pro- 
gram development  is  examined.  The  goal  and  objective  formulating 
process  of  program  development  are  investigated,  and  the  formula- 
tion of  strategies  to  meet  goals  and  objectives  is  addressed.  Guidelines 
for  the  resolution  of  organizational  problems  are  presented,  with 
emphasis  on  methods  used  to  assess  community  "needs"  (social  and 


health  indicators  analysis,  community  survey  approaches,  and  non- 
survey  techniques).  The  "force  field"  concept  in  program  develop- 
ment is  analyzed,  with  the  force  field  being  defined  as  the  life  space 
of  a  program  or  project,  including  physical,  social,  and  psychological 
forces.  Strategies  for  accomplishing  and  evaluating  goals  and  objec- 
tives are  outlined,  and  the  role  of  feedback  in  program  development 
is  assessed.  The  report  also  discusses  the  program  development  model 
in  terms  of  its  application  to  planning  for  and  assessing  a  client's 
progress.  A  list  of  references  is  provided. 

DESCRIPTORS:  Management  Techniques,  Planning,  Needs  and  Needs 
Assessment,  Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Other 

PIC  ID  NO:  0582  PROJECT  NO:  ADAMHA  72-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-72-143 
COST  (In  Thousands):  FY  74-$60 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '74  through  August  '75 
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PROJECT  TITLE:  Public  Program  Management:  The  Case  of  Child 
Abuse 

REPORT  TITLE:  Public  Program  Management:  The  Case  of  Child 
Abuse 

PERFORMER:  The  Lazar  Institute,  6720  Lucy  Lane,  McLean  VA 
22101 

PROJECT  OFFICER:  Magnas,  H. 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 
Management; 

HD-FSS-Child  Welfare  Services-State  Grants 

ABSTRACT:  This  study  attempted  to  assess  the  effectiveness  of 
HEW's  intradepartmental  committee  on  child  abuse  and  to  generalize 
from  that  particular  case.  In  the  course  of  studying  the  committee's 
progress,  the  need  for  a  coherent  methodological  framework  with 
which  to  evaluate  public  program  development  became  apparent. 
Accordingly,  Chapter  I  of  this  paper  is  devoted  to  a  discussion  of  the 
general  issues  involved.  In  Chapter  II  the  case  of  child  abuse  is 
discussed  in  some  detail,  and  in  Chapter  III  the  conclusions  and 
recommendations  that  this  study  produced  are  presented.  The  study 
recognized  the  need  for  the  intradepartmental  committee  strategy  for 
addressing  problems  that  cut  across  agency  lines  to  operate  as  effi- 
ciently as  possible  by  emphasizing  accountability  and  by  taking  steps 
to  assure  adequate  access  to  the  knowledge  and  viewpoints  of  outside 
experts  and  constituencies.  The  study  recommended  a  formal  mech- 
anism of  communication  between  the  experts  and  the  policymakers 
and  an  institutionalized  method  of  evaluation  of  the  policymaking 
process.  (Final  report  40  pages.) 

DESCRIPTORS:  Child  Welfare,  Management  Techniques,  Abused  and 
Neglected 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0433  PROJECT  NO:  ADAMHA  74-18 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  247-816 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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Program  Effectiveness  (Two  Volumes) 
PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 

Street  N.W.,  Washington  D.C.  20004 
PROJECT  OFFICER:  Wolverton,  Sidney 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-ADAMHA  Program  Direction  and 

Management 

ABSTRACT:  The  main  objective  of  the  review  was  to  inform  ADAM- 
HA policymakers  as  to  how  much  confidence  can  be  placed  in  report- 
ed findings  of  ADAMHA-funded  primary  prevention  programs,  i.e., 
a  review,  according  to  agreed-upon  methodological  standards,  of  the 
quality  of  documentation  efforts.  It  is  also  to  provide  the  agency  with 
an  overview  of  the  degree  of  documentation  existing  for  prevention 
program  effectiveness  so  that  policymakers  know  how  much  confi- 
dence to  place  in  stated  program  results:  How  much  have  projects/ 
programs  been  evaluated?  What  do  the  evaluations  show  regarding 
efficacy?  Which  projects/programs  have  sufficient  support  and  docu- 
mentation to  disseminate  on  a  large  scale?  Another  purpose  was  to 
indicate  the  degree  to  which  evaluations  of  minority-oriented  pro- 
grams provide  culturally  valid  measures  of  project  and  program  ef- 
fectiveness. Addressing  these  objectives  may  lead  to  identification  of 
gaps  in  the  documentation  and  evaluation  of  ADM  primary  preven- 
tion projects  and  programs.  (Final  report:  Volume  I,  62  pages; 
Volume  II,  appendices.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Preventive  Health  Care,  Alcoholism,  Drug  Abuse,  Mental 
Health 

STUDY  TYPE:  Other 

PIC  ID  NO:  1897  PROJECT  NO:  ADM  80-019 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  283-80-0003 
COST    (In  Thousands):  FY  80-$91 
STATUS:  Study  completed. 

Available  from  PIC 
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REPORT  TITLE:  State  Program  Development  in  Concept  and 
Practice 

PERFORMER:  Kimmel,  Wayne  A.,  Washington  D.C.  20004 
PROJECT  OFFICER:  Vischi,  Thomas  R.;  Rm  13C05,  PKLN  Bldg; 

301-443-4564 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Mental  Health  (Entire  Program  Area) 

ABSTRACT:  This  study  had  two  primary  purposes:  (1)  to  monitor  the 
progress  of  state  program  development  (SPD)  activities  in  Virginia 
and  Arkansas,  and  to  make  recommendations  on  how  progress  to- 
ward SPD  objectives  could  be  improved;  and  (2)  to  assist  in  the 
elaboration  of  the  model  of  SPD  by  comparing  it  briefly  with  several 
other  attempts  at  federal  technical  assistance  to  states  and  localities. 
The  major  findings  and  recommendations  relate  to  improving  the 
general  conduct  of  SPD  activities  in  any  state  but  are  based  primarily 
on  SPD  experience  in  Virginia  and  Arkansas.  (Final  report  77  pages 
plus  appendices.) 

DESCRIPTORS:  Mental  Health,  Federal  State  and  Local  Relations, 
State  or  Local  Administration,  Program  Coordination,  Case  or  Site 
Study  Feature,  Survey  or  Questionnaire  Feature 
STUDY  TYPE;  Program  Management  or  Efficiency 

PIC  ID  NO:  0443  PROJECT  NO:  ADAMHA  74-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  249-524 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  42-74-125  (OP) 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 
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Bldg;  FTS-236-3895 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention- Venereal  Diseases 

ABSTRACT:  The  objectives  of  this  study  were  to  analyze  Venereal 
Disease  Control  Division's  (VDCD)  data  sets,  identify  problems  with 
the  data  sets,  identify  the  uses  of  the  data  sets,  and  develop  alternative 
strategies  for  improved  collection  and  use  of  data.  VDCD  informa- 
tion needs  were  identified  by  analyzing  the  objectives  of  VDCD  and 
conducting  extensive  discussion  with  key  members  of  VDCD  staff. 
The  information  needs  were  identified  and  grouped  into  four  basic 
information  categories:  incidence,  trends  and  effects  of  sexually  trans- 
mitted diseases  (STDs)  on  the  population;  planning  and  technical 
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assistance;  monitoring  and  evaluating  the  effectiveness  of  program 
activities;  and  research  and  development.  Data  necessary  to  estimate 
the  incidence  of  disease  from  cases  reported  were  the  number  of  cases 
diagnosed;  the  number  of  people  in  the  service  area;  the  number  of 
diagnosticians  from  which  the  sample  was  obtained;  and  the  number 
of  cases  diagnosed  per  diagnostician.  Alternatives  for  VDCD  have 
been  recommended  to  improve  the  effectiveness  of  the  information 
system  to  meet  VDCD's  information  needs.  The  feasibility  and  pilot 
studies  recommended  allowed  VDCD  management  to  determine  the 
level  of  confidence  and  resources  required  to  maintain  an  information 
system  which  allowed  VDCD  and  project  areas  to  effectively  man- 
age STD  control  programs. 

DESCRIPTORS:  Statistical  Data  Feature,  Venereal  Disease,  Informa- 
tion Processing,  Research  and  Evaluation  Methods  Feature,  Demog- 
raphy 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1649  PROJECT  NO:  CDC  78-004 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-78-0847 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '78  through  July  '79 
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Related  to  the  NIOSH  Dissemination/Communication 
Process 

PERFORMER:  Triton  Corporation,  1255  23rd  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Turenne,  Roger  W. 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Research 

ABSTRACT:  This  evaluation  analyzed  how  NIOSH  disseminates  the 
results  of  its  research  efforts  and  how  well  that  information  is  com- 
municated to  the  users.  Some  issues  addressed  in  this  study  included 
ways  to  improve  the  dissemination  of  research  results,  identification 
of  the  appropriate  audience(s)  to  whom  research  results  should  be 
targeted,  and  how  to  improve  the  various  communication  mech- 
anisms. The  study  was  intended  to  explore  two  different  processes: 
dissemination  and  communication.  The  dissemination  process  en- 
tailed product  initiation,  development,  review,  clearance,  and  dis- 
semination and  was  evaluated  using  three  product  case  studies.  Each 
product  represented  a  distinct  model  of  development  and  dissemina- 
tion used  by  NIOSH.  The  evaluation  of  NIOSH's  communication 
process  was  accomplished  through  a  survey  of  NIOSH  product  users 
selected  from  each  of  the  three  model  populations.  Based  on  study 
findings,  recommendations  were  made  for  improvement  of  the  infor- 
mation dissemination  process.  (Final  report  82  pages.) 

DESCRIPTORS:  Information  Dissemination,  Environmental  Health, 
Preventive  Health  Care,  Public  Health  Services,  Survey  or  Question- 
naire Feature,  Research  and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2398  PROJECT  NO:  CDC  83E-100 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  200-84-2750 
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STATUS:  Study  completed, 
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PERFORMER:  Systems  Research  and  Development  Corporation, 

Research  Triangle  Park  NC  27709 
PROJECT  OFFICER:  Axnick,  Norman 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Chronic  Conditions-Environmental 
Hazards-Urban  Rat  Control  (CONSOLIDATED-See 
PHHSBG) 

ABSTRACT:  The  study  was  designed  to  determine  the  impact  and 
effectiveness  of  the  program  and  to  develop  and  analyze  alternatives 
for  program  improvements.  Program  performance  was  evaluated  in 
terms  of  output  production,  factors  affecting  performance,  and  em- 
ployment of  target  area  residents.  Data  from  local  project  reports, 
headquarters  data,  as  well  as  independent  observations  were  utilized 
for  evaluation  purposes.  Site  visits  were  made  to  a  national  sample  of 
local  sites.  The  evaluation  concluded  that  (1)  the  "seed  money"  con- 
cept employed  by  the  program  was  successful  in  generating  local 
support;  (2)  data  collection  and  handling  systems  needed  to  be  auto- 
mated; (3)  budgetary  project  data  needed  to  be  collected  for  program 
monitoring  at  the  national  level;  (4)  local  survey  staff  needed  better 
training  and/or  retraining;  and  (5)  program  evaluation  methodology 
needed  to  be  reviewed  and/or  revised.  (Final  report  142  pages.) 

DESCRIPTORS:  Statistical  Data  Feature,  Research  and  Evaluation 
Performance,  Preventive  Health  Care,  Urban  or  Rural  Places  or 
Problems 
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PERFORMER:  Emory  University,  Preventive  Medicine  and 
Community  Health  Program,  Atlanta  GA  30322  and 
Communicable  Disease  Center 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Chronic  Conditions-Environmental  Hazards-Lead 
Based  Paint  Poisoning  Prevention  (CONSOLIDATED-See 
PHHSBG) 

ABSTRACT:  Childhood  lead  poisoning  prevention  programs  are  eva- 
luated in  relation  to  intentions  specified  in  Title  I  of  the  Lead-Based 
Paint  Poisoning  Prevention  Act.  Sources  for  evaluation  data  were 
legislative  directives  in  Title  I  of  the  Lead-Based  Paint  Poisoning 
Prevention  Act,  guidelines  and  statements  distributed  by  the  Centers 
for  Disease  Control  to  assist  in  setting  operational  objectives  for 
federally  assisted  childhood  lead-poisoning  prevention  programs,  a 
survey  of  16  programs  to  determine  program  activity  levels  and 
changes  in  the  health  status  of  children  identified  as  having  lead 
poisoning  or  undue  lead  absorption,  quarterly  activity  reports  submit- 
ted to  the  Centers  for  Disease  Control  by  the  16  programs,  and  a 
survey  of  funded  programs  to  determine  the  use  of  federal  funding 
sources.  A  study  by  the  National  Bureau  of  Standards  in  the  late 
1960s  indicated  that  the  number  of  deaths  due  to  lead  poisoning  was 
200  per  year.  During  1967  and  1977,  some  15  local  communities  in 
conjunction  with  the  Centers  for  Disease  Control  screened  2,735 
children  living  in  high-risk  areas  (old  deteriorating  neighborhoods). 
A  total  of  182  were  found  with  undue  lead  absorption.  Legislative 
directives  of  the  Lead-Based  Paint  Poisoning  Prevention  Act,  as 
amended  in  1976,  stipulate  that  local  programs  include  education 
intensive  community  testing  programs,  intensive  follow-up  pro- 
grams, and  opportunities  for  employing  residents  of  communities 
affected  by  lead-based  paint  poisoning. 

DESCRIPTORS:  Maternal  and  Child  Health,  Morbidity  and  Mortality, 
Environmental  Health,  Preventive  Health  Care,  Children  and  Youth 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0703  PROJECT  NO:  CDC  78-008 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0003096 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '77  through  August  '78 
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PROJECT  TITLE:  Comprehensive  Health  Education  Programs  for 
the  Parents  of  Deaf  Children 

REPORT  TITLE:  Comprehensive  Health  Education  Programs  for  the 

Parents  of  Deaf  Children 
PERFORMER:  Gallaudet  College,  Washington  D.C.  20002, 

Updegraff  David  R. 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  (Entire  Program  Area) 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  The  principal  activities  of  this  project  were  to  establish 
an  advisory  panel,  conduct  a  literature  search,  and  develop  measura- 
ble outcome  objectives  for  the  curriculum  to  be  developed.  The 
literature  search  was  broken  down  into  several  components:  health 


educational  needs  of  deaf  children  and  their  parents,  existing  pro- 
grams in  health  education  for  deaf  children  and  their  parents,  parent 
education  programs,  sign  language  communication  programs,  and 
program  evaluation.  In  conducting  the  search,  three  databases  were 
utilized:  ERIC,  ECERS,  and  MEDLARS.  The  purpose  of  the  deve- 
lopment of  measurable  outcomes  process  was  to  specify,  develop,  and 
validate  the  behavioral  outcomes,  knowledge,  attitude,  and  skill  ob- 
jectives for  the  curriculum  and  the  evaluation.  (Final  report  186 
pages.) 

DESCRIPTORS:  Consumer  Education,  Handicapping  Conditions  and 
Problems,  Communicative  Disability,  Literature  Review  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2067  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-81-0633 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  August  '81  through  June  '83 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Performance-Based  Management  System  (PBMS) 
Evaluation 

REPORT  TITLE:  Computerized  Performance  Review  System  for 
Reduction  of  Prematurity  and  Low  Birth  Weight  in  Local 
Health  Departments 

PERFORMER:  University  of  North  Carolina  (Chapel  Hill),  State  of 
North  Carolina,  and  Centers  for  Disease  Control  (Atlanta) 

PROJECT  OFFICER:  Bacon,  Charles  F.;  Rm  521,  BKHD  Bldg; 
FTS-236-6661 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Risk  Reduction  and  Health 
Education  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  This  project  developed  a  computer  software  package  to 
allow  local  health  departments  to  identify  expectant  mothers  at  risk 
and  thus  prevent  prematurity  and  low  birth  weight.  The  computer- 
ized system  provides  a  vehicle  for  collecting  data  on  risk  scores  and 
referral  dates  as  well  as  derived  information  on  the  process  and 
outcome  of  health  department  prenatal  care.  At  the  time  of  the  study 
the  performance  system  was  at  various  stages  of  implementation  in 
four  North  Carolina  counties.  The  report  concludes  that  the  system 
(1)  has  greatly  improved  collection  and  analysis  for  monitoring 
prenatal  clients  in  relation  to  prematurity  and  low  birth  weight;  (2) 
has  made  available  prompt,  regular,  and  direct  feedback  to  care  prov- 
iders on  the  quality  of  care  and  the  condition  of  clients;  and  (3)  has 
lessened  the  work  involved  in  data  entry  and  has  made  possible  access 
to  important  data  on  prenatal  care  processes  and  outcomes.  "Docu- 
mentation for  Low  Birth  Weight  Performance  System"  is  also  availa- 
ble from  PIC.  (Final  report  12  pages;  documentation  8  pages.) 

DESCRIPTORS:  Information  Processing,  Information  Systems,  Mor- 
bidity and  Mortality,  Health  Care  Delivery  Systems,  Family  Plan- 
ning, Maternal  and  Child  Health,  Consumer  Education,  Infants 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2557  PROJECT  NO:  CDC  84E-100 
FUND  SOURCE:  Evaluation  NTIS  NO:  PIC  Only 
MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  U36/CCU300430 
COST    (In  Thousands):  FY  84-$38 

STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  February  "85  through  June  '86 
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AGENCY  SPONSOR:  PubHc  Health  Service 
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PROJECT  TITLE:  Evaluation  of  Surveillance  Systems  in  Several 
Provider  Settings 

REPORT  TITLE;  Controlled  Trial  of  Disease  Surveillance  Strategies 
PERFORMER:  Monroe  County  Health  Department,  Rochester  NY 

14692,  and  Vermont  Department  of  Health,  Burlington  VT 

05401 

PROJECT  OFFICER:  Thacker,  Dr.  Stephen  B. 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Infectious  Diseases 

ABSTRACT:  This  project  compared  methodologies  that  were  used  at 
the  time  of  the  study  and  alternate  methodologies  for  disease  surveil- 
lance to  ascertain  their  effectiveness  and  efficiency  for  improving 
disease  reporting,  and  thus  improving  local,  state,  and  national  dis- 
ease control  and  prevention  efforts.  The  study  was  conducted  in  two 
parts:  as  a  statewide  study  in  Vermont  and  as  a  countywide  study  in 
Monroe  County,  New  York.  The  Monroe  County  study  concluded 
that  the  increased  disease  reporting  encouraged  by  the  active  surveil- 
lance system  that  was  implemented  during  this  study  resulted  in  (1) 
more  accurate  assessment  of  disease  trends  and  distributions,  which 
facilitated  improved  public  health  planning;  (2)  earlier  detection  of 
disease  outbreaks,  which  enabled  faster  public  health  intervention;  (3) 
an  increase  in  reporting  of  other  conditions  of  public  health  concern; 
and  (4)  improved  interaction  and  communication  between  public 
health  agencies  and  health  care  providers,  which  led  to  improved 
health  within  the  community.  See  also  PIC  ID  No.  1851.1.  (Final 
report  15  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Communicable  Disease, 
Evaluation  by  State  and  Local  Governments,  Information  Systems, 
Morbidity  and  Mortality,  Public  Health  Services,  State  or  Local 
Government 

STUDY  TYPE:  Case  Studies;  Program  Management  or  Efficiency 

PIC  ID  NO:  1851  PROJECT  NO:  CDC  78-006 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  83-198184 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-79-0939 
COST    (In  Thousands):  FY  79-$183 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '79  through  June  '81 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  Monitoring  the  Use  of  Infection  Control 
Guidelines  in  U.S.  Hospitals 

REPORT  TITLE:  Design  and  Implementation  of  Surveys  to  Assess 
Effect  of  CDC  Guidelines  for  Prevention  of  Nosocomial 
Infections 


PERFORMER:  Association  of  Schools  of  Public  Health,  1015  15th 

Street  N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Emori,  T.  Grace,  R.N.;  Rm  5071,  Bldg  1; 

FTS-236-3504 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Infectious  Diseases 

ABSTRACT:  The  purpose  of  this  project  was  to  assess  the  effects  of 
the  CDC  guidelines  activity  for  the  prevention  of  nosocomial  infec- 
tions. A  cross-sectional  survey  was  conducted  of  the  nation's  acute- 
care  hospitals.  A  total  of  346  (78%  of  those  surveyed)  responded  to 
this  survey.  This  evaluation  consisted  of  an  assessment  of  the  guide- 
lines development  process;  degree  of  awareness  of  the  guidelines  by 
infection  control  practitioners  and  the  dissemination  process  within 
hospitals;  the  extent  to  which  the  guidelines  have  been  adopted  and 
the  formulation  of  hospital  policy  in  accord  with  the  recommenda- 
tions; and  the  perceptions  of  the  guidelines  activities  as  performed  by 
CDC.  There  were  clear  indications  that  the  respondents  believed  the 
guidelines  activity  was  fulfilling  its  defined  role-to  provide  a  timely, 
scientifically  valid  set  of  recommended  practices  that  over  time 
should  lead  to  a  decrease  in  the  rate  of  nosocomial  infection.  (Final 
report  115  pages.) 

DESCRIPTORS:  Hospitals,  Communicable  Disease,  Preventive  Health 
Care,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2256  PROJECT  NO:  CDC  83E-104 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
CONTRACT/GRANT  NO:  U36/CCU300430 
COST    (In  Thousands):  FY  83-$80 
STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  December  '85 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  Design  of  Methodologies  to  Measure  the  Effects 
of  Gonorrhea  Control  Strategies 

REPORT  TITLE:  Design  of  Methodologies  to  Measure  the  Effects  of 

Gonorrhea  Control  Strategies 
PERFORMER:  ANSER,  1215  Jefferson  Davis  Highway.  Arlington 

VA  22202 

PROJECT  OFFICER:  Johnson,  Robert  E.;  Rm  183,  FWPK  Bldg; 

FTS-236-2536 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention- Venereal  Diseases 

ABSTRACT:  In  developing  methodologies,  the  project  sought  to  (1) 
maximize  internal  validity;  (2)  assure  that  methodologies  are  feasible; 
and  (3)  develop  alternative  designs  that  provide  different  information 
and/or  satisfy  different  resource  constraints.  The  contractor  recom- 
mended that  the  community  study  unit  used  to  evaluate  gonorrhea- 
control  programs  should  be  county  health  agencies.  Three  categories 
of  variables  were  defined  for  purposes  of  statistical  analyses:  (1) 
demographic  variables,  which  describe  environments  in  which  the 
program  operates;  (2)  program  variables,  which  describe  activities  of 
the  gonorrhea-control  efforts;  and  (3)  outcome  variables,  which  de- 
scribe the  effects  of  the  programs.  Three  quasi-experimental  and  one 
nonexperimental  designs  were  developed.  However,  a  number  of 
variations  to  those  basic  designs  were  also  developed.  These  designs 
(and  variations)  allow  for  numerous  alternatives  that  could  provide 
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different  information  and/or  satisfy  different  resources  constraints. 
The  time  required  for  the  various  evaluation  methodologies  de- 
scribed in  the  study  ranges  from  8.5  to  19  years.  The  length  of  time 
was  a  major  issue  in  determining  a  feasibility  of  such  an  evaluation. 
Whether  it  was  worthwhile  to  conduct  an  evaluation  that  would  not 
produce  results  until  8.5  to  19  years  from  the  time  it  is  initiated  was 
a  major  question. 

DESCRIPTORS:  Communicable  Disease,  Cost-Effectiveness  Analysis 
Feature,  Federal  Administration,  Health  Care  Delivery  Systems, 
Public  Health  Services,  Research  and  Evaluation  Methods  Feature, 
Statistical  Analysis  Methods  Feature,  Survey  or  Questionnaire  Fea- 
ture, Venereal  Disease 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1929  PROJECT  NO:  CDC  80-105 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-197905 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-81-0607 
COST    (In  Thousands):  FY  81-$278 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  December  '80  through  September  '82 
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PROJECT  TITLE:  Evaluation  of  Alternative  Methods  of  Delivering 
Venereal  Disease  Education 

REPORT  TITLE:  Development  of  a  Methodology  to  Evaluate  VD 

Education  in  the  Nation's  Schools 
PERFORMER:  Automated  Services,  Inc.,  5313  Connecticut  Avenue 

N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER:  Kerr,  Mike 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Epidemic  Services 

ABSTRACT:  The  intent  of  this  study  was  to  develop  a  methodology 
for  evaluating  alternative  methods  of  delivering  venereal  disease  edu- 
cation in  the  nation's  schools.  The  methodology  consisted  of  a  ques- 
tionnaire that  tested  the  students'  knowledge,  attitudes,  and  behavior 
toward  the  prevention,  detection,  and  treatment  of  VD.  A  pilot  test 
of  the  methodology  was  conducted  in  nine  schools  in  six  states.  The 
results  of  this  study  indicate  that  nationwide  implementation  of  the 
methodology  would  be  inadvisable  due  to  difficulties  in  obtaining  a 
representative  sample  of  schools  and  students  and  measuring  behav- 
ior while  preserving  individual  privacy.  (Final  report  73  pages;  ex- 
ecutive summary  5  pages.) 

DESCRIPTORS:  Preventive  Health  Care,  Venereal  Disease,  Privacy 
and  Confidentiality,  Consumer  Education,  Secondary  Education, 
Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0514  PROJECT  NO:  CDC  74-8 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001361 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  21-74-532 
COST    (In  Thousands):  FY  76-$9 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Development  and  Implementation  of  an 

Evaluation  of  the  VDCD  STD  Prevention/Training  Clinics 
Program 

REPORT  TITLE:  Development  of  an  Evaluation  of  the  Centers  for 

Disease  Control  STD  Prevention/Training  Clinics  Program 
PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rockville  MD  20850 
PROJECT  OFFICER:  Jenkins,  William  C;  Rm  185,  FWPK  Bldg; 

FTS-236-2536 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention-Venereal  Diseases 

ABSTRACT:  Nine  regional  sexually  transmitted  disease  (STD)  train- 
ing clinics  were  established  in  1978  as  a  joint  partnership  among 
Centers  for  Disease  Control  (CDC),  state  and  local  public  health 
agencies,  and  medical  schools  to  provide  continuing  education  in 
STD  preventive  and  clinical  care.  From  1978  to  1982,  the  program 
trained  45  clinicians:  physicians,  nurses,  and  physician  assistants.  The 
purpose  of  this  evaluation  was  to  develop  evaluation  methods  and  test 
the  methods  for  use  in  the  nine  regional  clinics.  With  small  modifica- 
tions, the  evaluation  methods  are  usable.  The  instruments  can  be  used 
to  measure  changes  in  clinical  knowledge,  attitudes,  and  practices 
and  the  quality  of  care  delivered.  There  was  a  significant  increase 
between  the  pre-test  and  post-test  knowledge  scores.  In  addition,  the 
study  provided  information  to  improve  the  curricula  and  identified 
areas  to  improve  the  management  of  the  overall  programs. 

DESCRIPTORS:  Clinics,  Educational  Techniques,  Health  Care  Tech- 
niques, Health  Manpower  Training,  Medical  Training,  Preventive 
Health  Care,  Venereal  Disease 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1654  PROJECT  NO:  CDC  81-103 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-231 166 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-82-0517 
COST    (In  Thousands):  FY  82-$209,  FY  83-$36 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  May  '82  through  May  '84 


1461 

AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Development  of  Appropriate  Measures  to 
Determine  the  Impact  of  Efforts  to  Decrease  Smokeless 
Tobacco  Use 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Ohio  State  University  Research  Foundation,  1314 

Kinnean  Road,  Columbus  OH  43212,  614-292-6116 
PROJECT  OFFICER:  Furman,  Dr.  Lawrence;  Rm  424,  FWPK  Bldg; 

FTS-236-1830 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  (Entire  Program  Area) 

(CONSOLIDATED-See  PHHSBG) 
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ABSTRACT;  The  purpose  of  this  study  is  to  determine  the  measures 
that  are  relevant,  valid,  reliable,  and  appropriate  for  measuring  the 
impact  of  the  anti-smokeless  tobacco  activities  conducted  under  the 
Comprehensive  Smokeless  Tobacco  Health  Education  Act  of  1986, 
and  to  develop  an  evaluation  plan  using  those  impact  measures. 

DESCRIPTORS:  Dental  Health  Care,  Drug  Abuse,  Health  Promotion, 
Consumer  Education,  Children  and  Youth,  Cancer 
STUDY  TYPE;  Program  Performance  Evaluation 

PIC  ID  NO;  2987  PROJECT  NO;  CDC  87E-103 

FUND  SOURCE;  Evaluation        NTIS  NO;  Not  yet  determined 
MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  200-87-0544 
COST    (In  Thousands):  FY  87-$87 
STATUS;  Study  in  process 

START/END  DATES;  September  '87  through  September  '88 
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AGENCY  SPONSOR;  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE;  Development  of  Evaluation  Plan  for  National 
AIDS  Information/Education  Program 

REPORT  TITLE;  Development  of  Evaluation  Plan  for  National 

AIDS  Information/Education 
PERFORMER;  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910,  301-588-5484 
PROJECT  OFFICER;  Williams,  Kenneth  R.;  Rm  B72,  Bldg  1; 

FTS-236-2384 
PROGRAM(S)  EVALUATED; 

PHS-CDC-Disease  Prevention-Acquired  Immune  Deficiency 

Syndrome  (AIDS)  Activity 

ABSTRACT;  This  project  developed  an  evaluation  plan  for  the  Na- 
tional AIDS  Information/Education  Program,  measured  the  impact 
of  the  program,  and  assessed  the  process  of  the  campaign.  In  develop- 
ment of  the  plan,  program's  established  goals  and  objectives,  availa- 
ble data  sources,  and  other  potential  data  sources  were  considered. 
(A  10-12  page  report  will  be  available  in  September  1988.) 

DESCRIPTORS;  Acquired  Immune  Deficiency  Syndrome,  Informa- 
tion Dissemination,  Broadcast  Technology,  Educational  Technolo- 
gy, Research  and  Evaluation  Performance 
STUDY  TYPE;  Program  Impact 

PIC  ID  NO;  2989  PROJECT  NO;  CDC  87E-107 

FUND  SOURCE;  Evaluation        NTIS  NO;  PIC  Only 

MECHANISM;  Contract  ERIC  NO;  Not  applicable 
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STATUS;  Study  completed 
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PROJECT  TITLE;  Development  of  Injury  Epidemiology  and 
Control  Program  Evaluation 

REPORT  TITLE;  Not  yet  determined 


PERFORMER;  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910,  301-588-5484 
PROJECT  OFFICER:  Schletty,  Arthur;  Rm  1076,  KOGER  Center; 

FTS-236-4690 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  (Entire  Program  Area) 

(CONSOLIDATED-See  PHHSBG); 

PHS-CDC-Epidemic  Services 

ABSTRACT;  The  Division  of  Injury  Epidemiology  and  Control  (lEC) 
was  formed  within  the  Center  for  Environmental  Health  (CEH)  in 
early  1985  in  response  to  increasing  national  interest  in  injury  control. 
"Injury  in  America"  stressed  the  importance  of  this  health  issue  and 
urged  greater  attention  to  the  injury  problem.  Congress  responded 
promptly  to  this  report  in  late  1985  by  providing  funds  to  the  Centers 
for  Disease  Control  (CDC)  through  the  Department  of  Transporta- 
tion for  a  three-year  pilot  project  implementing  the  report's  recom- 
mendations. In  November  1986  the  president  signed  new  legislation 
(P.L.  99-649)  authorizing  $10  million  per  year  for  FYs  1988,  1989,  and 
1990  to  support  injury  control  research  and  to  assist  state  and  local 
governments  in  injury  prevention  activities.  The  purpose  of  this  pro- 
ject is  to  evaluate  lEC's  established  goals  and  objectives,  progress 
indicators,  and  organizational  structure  to  determine  their  consisten- 
cy with  its  new  and  expanding  leadership  role  in  injury  prevention 
and  control,  and  their  suitability  for  use  in  future  program  evalua- 
tions. 

DESCRIPTORS:  Preventive  Health  Care,  Safety,  Alcoholism,  Morbid- 
ity and  Mortality,  Children  and  Youth,  Environmental  Health 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO;  2988  PROJECT  NO;  CDC  87E-106 

FUND  SOURCE;  Evaluation        NTIS  NO:  Not  yet  determined 
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REPORT  TITLE:  Effectiveness  of  Cytologic  Screening  on  Reducing 

Cervical  Cancer  Morbidity  and  Mortality 
PERFORMER;  University  of  California,  School  of  Public  Health, 

Los  Angeles  CA  90089 
PROJECT  OFFICER;  Rochat,  Roger 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Program  Direction  and  Management; 

PHS-CDC-Disease  Prevention  (Entire  Program  Area) 

ABSTRACT:  The  impact  of  cervical  cytologic  screening  on  cancer 
morbidity  and  mortality  is  assessed.  Emphasis  is  placed  on  methods 
for  carrying  out  a  screening  program  and  for  evaluating  the  impact 
of  screening  and  on  a  plan  for  implementation  in  which  operational 
aspects  of  a  screening  program  are  defined  in  relation  to  identified 
high-risk  target  communities.  Study  results  suggest  that,  with  careful 
planning,  a  cervical  cancer  screening  program  is  feasible.  References 
on  cervical  cancer  were  assembled  and  utilized  in  developing  the 
proposed  screening  program  methodology  and  are  included  in  a  bibli- 
ography. Appendices  contain  forms  used  in  the  household  survey  and 
feasibility  study  and  information  on  feasibility  study  units.  Part  II,  the 
appendix  notebook,  is  available  from  PIC.  (Appendices  71  pages.) 
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Bibliography  Feature 
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FUND  SOURCE:  Evaluation       NTiS  NO:  PB  256-298 
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REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 
Spring  MD  20910,  Ross,  James  G.,  301-588-5484 

PROJECT  OFFICER:  Kolbe,  Lloyd  J.;  Rm  B15,  Bldg  3; 
FTS-236-2829 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Risk  Reduction  and  Health 
Education  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  During  the  last  decade,  considerable  staff  and  fiscal  re- 
sources have  been  invested  by  the  federal  government  to  continually 
update  and  disseminate  the  teenage  health  teaching  modules 
(THTMs)  to  schools  throughout  the  nation.  Federal  agency  adminis- 
trators in  the  U.S.  Public  Health  Service  and  Department  of  Educa- 
tion consequently  require  two  types  of  information  that  currently  are 
unavailable.  First,  they  need  to  know  whether  the  THTMs  actually 
improve  important  student  health  knowledge,  attitudes,  skills,  and 
practices.  Second,  they  need  to  know  whether  training  teachers  to 
use  these  modules,  which  significantly  increases  the  expense  of  imple- 
menting them,  improves  student  outcomes  more  than  when  teachers 
use  the  modules  without  being  trained. 

DESCRIPTORS:  Curriculum  Development,  Educational  Techniques, 
Elementary  and  Secondary  Students,  Learning  Processes,  Research 
and  Evaluation  Methods  Feature,  Statistical  Analysis  Methods  Fea- 
ture, Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 
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REPORT  TITLE:  Effects  of  Discontinuing  Categorical  Project 

Grants  for  Tuberculosis  Control  (A  Pilot  Study) 
PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 

Germantown  MD  20874 
PROJECT  OFFICER:  Kerr,  Mike 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Infectious  Diseases; 

PHS-CDC-Program  Direction  and  Management 

ABSTRACT:  This  study  evaluates  the  effect  of  discontinuing  categori- 
cal grants  for  state  and  local  tuberculosis  control  programs.  This 
discontinuation  was  a  result  of  the  Partnership  for  Health  Act  of 
1966,  which  supplants  block  grants  for  categoricals.  The  pilot  study 
focused  on  nine  selected  sites  and  addressed  the  feasibihty  of  relating 
measures  of  the  changing  federal  fiscal  role  to  measures  of  change  in 
other  funding  roles  as  well  as  change  in  the  provisions  of  tuberculosis 
services  during  the  study  years  (1965,  1969,  1973).  The  study  found 
that  state  plans  required  for  submission  under  the  Partnership  for 
Health  Act  are  not  representative  of  the  commitment  to  tuberculosis 
control  and  that  the  change  in  funding  mechanism  did  not  affect  total 
expenditures  for  tuberculosis  control  or  decrease  performance  at  the 
nine  sites.  The  study  recommended  annual  quality  and  outcome  ori- 
ented reporting  of  state  and/or  local  health  services  to  CDC.  It  also 
recommended  that  the  CDC  maintain  its  central  and  HEW  regional 
office  staff  responsible  for  tuberculosis  control  and  that  CDC  develop 
impact  measures  for  tuberculosis  control.  (Final  report  157  pages.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Communicable 
Disease,  State  or  Local  Administration,  Grants-in-Aid,  Preventive 
Health  Care 
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CONTRACT/GRANT  NO:  21  74-539 
COST    (In  Thousands):  FY  74-$51 
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Available  from  PIC, 
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PROJECT  OFFICER:  Axnick,  Norman 
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(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  In  a  retrospective  sample  of  U.S.  general  hospitals,  the 
establishment  of  intensive  infection  surveillance  and  control  pro- 
grams was  strongly  associated  with  reductions  in  rates  of  nosocomial 
urinary  tract  infection,  surgical  wound  infection,  pneumonia,  and 
bacteremia  between  1970  and  1976,  after  controlling  for  other  charac- 
teristics of  the  hospitals  and  their  patients.  Essential  components  of 
effective  programs  included  conducting  organized  surveillance  and 
control  activities  and  having  a  trained,  effectual  infectioncontrol 
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physician,  an  infection-control  nurse  per  250  beds,  and  a  system  for 
reporting  infection  rates  to  practicing  surgeons.  Programs  with  these 
components  reduced  their  infection  rates  by  32%.  Since  relatively 
few  hospitals  had  very  effective  programs,  however,  only  6%  of  the 
nation's  approximately  2  million  nosocomial  infections  were  being 
prevented  in  the  mid-1970s,  leaving  another  26%  to  be  prevented  by 
universal  adoption  of  these  programs.  Among  hospitals  without  ef- 
fective programs,  the  overall  infection  rate  increased  by  18%  from 
1970  to  1976.  (This  study  combines  Project  Nos.  CDC  78-100  and 
CDC  78-101.)  The  report  was  published  in  the  "American  Journal  of 
Epidemiology"  (Volume  121,  No.  2.  1985;  pp.  182-205). 

DESCRIPTORS:  Hospitals,  Research  and  Evaluation  Performance, 
Communicable  Disease 
STUDY  TYPE:  Program  Impact 
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PHS-CDC-Epidemic  Services 

ABSTRACT:  The  Epidemiology  Program  Office  of  the  Centers  for 
Disease  Control  (CDC)  is  responsible  for  the  evaluation  of  surveil- 
lance activities  at  the  local,  state,  and  federal  levels,  the  development 
of  new  methods  of  surveillance  of  infectious  and  noninfectious  dis- 
eases, and  the  application  of  computer  technology  to  surveillance 
activities.  In  April  1984,  an  epidemiologic  surveillance  project  (ESP) 
was  initiated  to  demonstrate  the  feasibility  of  transmitting  disease 
surveillance  data,  via  computers,  from  state  health  departments  to 
CDC.  This  study  primarily  evaluated  whether  data  collected  in  this 
method  for  the  "Morbidity  or  Mortality  Weekly  Report"  (MMWR) 
and  the  annual  summary  of  reported  morbidity  and  mortality  in  the 
U.S.  were  as  timely,  effective,  accurate,  and  cost  beneficial  as  com- 
pared to  data  in  reports  received  through  the  mail  and  telephonic 
systems.  In  all  aspects  of  this  evaluation,  computer  technology  re- 
peatedly appeared  as  a  successful  means  to  reduce  redundancy  and 
strengthen  the  national  morbidity  reporting  system.  Specific  recom- 
mendations are  given  for  the  expansion  of  ESP  to  additional  states 
with  the  goal  of  full  national  participation  in  computer-based  morbid- 
ity reporting.  (Final  report  101  pages.) 

DESCRIPTORS:  Epidemiologic  Research,  Information  Dissemination, 
Information  Processing,  Preventive  Health  Care,  Technology  As- 
sessment or  Transfer 
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ABSTRACT:  The  purpose  of  this  project  was  to  determine  the  eco- 
nomic and  financial  implications  of  AIDS,  particularly  the  impact  of 
recommendations  for  the  prevention  and  control  of  AIDS.  The  esti- 
mates are  based  on  prevalence  estimates  provided  by  CDC.  At  the 
contractor's  request,  CDC  classified  by  age  and  sex  all  AIDS  cases 
alive  any  time  in  1984  into  three  patient  groups:  (1)  those  diagnosed 
in  a  prior  year  who  lived  all  12  months;  (2)  those  who  died  in  the  year; 
and  (3)  those  who  were  newly  diagnosed  and  did  not  die.  The  es- 
timated number  of  cases  for  years  1985,  1986,  and  1990  are  given  with 
the  assumption  that  the  distribution  by  age  and  sex  between  the 
patient  groups  and  diagnostic  groups  will  remain  the  same  over  time. 
No  attempt  was  made  to  estimate  the  psychological  costs  due  to 
AIDS  and  all  estimates  are  in  1984  constant  dollars  unless  noted. 
Based  on  alternative  assumptions  of  medical  care  and  two  discount 
rates  (4%  and  6%)  for  mortality  costs,  total  economic  costs  range 
from  $3.3  billion  to  $4.5  billion  in  1985.  These  cost  estimates  assume 
there  were  1 5,400  cases  in  that  year.  This  information  will  assist  the 
Secretary  for  Health  to  direct  the  HHS  and  PHS  response  to  AIDS. 
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tems, Health  Care  Techniques,  Preventive  Health  Care,  Public 
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PROJECT  OFFICER:  Axnick,  Norman 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention-Immunization 

ABSTRACT:  The  study  assessed  the  accuracy  of  the  United  States 
Immunization  Survey  (USIS)  to  determine  the  reliability  of  results. 
USIS  is  sponsored  by  the  Centers  for  Disease  Control  (CDC)  and  is 
conducted  each  September  as  a  supplement  to  the  Current  Popula- 
tion Survey  of  the  U.S.  Census  Bureau.  Approximately  30,000  ran- 
domly selected  households  are  surveyed  and  data  are  collected  on 
immunization  status  and  history  of  infection  for  each  person  under  14. 
Methods  of  procedure  for  assessment  included  literature  review  and 
personal  contact  for  independent  immunization  surveys  to  compare 
to  the  USIS;  USIS  design  and  methodology  examination;  review  of 
biological  and  social  factors  pertinent  to  vaccination  history;  and 
statistical  analysis  of  national  reporting.  The  reviewing  group  con- 
cluded that  the  single  most  crucial  element  with  respect  to  the  max- 
imum utilization  of  USIS  and  to  fulfillment  of  its  specific 
recommendations  was  the  active  participation  of  CDC  personnel 
with  expertise  in  statistics.  (Final  report  93  pages  plus  appendices.) 

DESCRIPTORS:  Communicable  Disease,  Preventive  Health  Care,  Lit- 
erature Review  Feature,  Statistical  Analysis  Methods  Feature,  Statis- 
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ABSTRACT:  The  objective  of  this  project  was  to  assess  the  extent  to 
which  the  Diabetes  Control  Program  (DCP)  was  ready  for  useful 
evaluation,  that  is,  having  ready  (1)  a  set  of  realistic,  measurable 
objectives;  (2)  explicitly  stated  causal  assumptions;  (3)  specific  indica- 
tors of  program  accomplishment;  and  (4)  clearly  defined  uses  of 
evaluation  information  by  managers  and  policymakers.  The  study 


produced  the  following  major  conclusions:  (1)  realistic  process  and 
outcome  objectives  do  exist  for  the  program;  (2)  explicitly  stated 
causal  assumptions  were  developed;  (3)  actual  and  potential  indica- 
tors of  program  accomplishment  were  delineated;  and  (4)  uses  of 
evaluation  information  were  identified.  The  ultimate  goal  of  the  DCP 
is  to  reduce  morbidity  and  mortality  and  cost  burden  among  U.S. 
diabetics.  The  more  immediate  objectives  are  that  these  factors  be 
reduced  among  the  diabetic  populations  involved  in  the  demonstra- 
tion interventions  and  that  effective  diabetes  control  strategies  and 
interventions  be  expanded  and  replicated.  Eight  potential  obstacles  to 
effective  program  performance  were  identified  in  the  study,  and  man- 
agement and  policy  options  for  overcoming  those  barriers  were  sug- 
gested. Several  of  these  options  have  been  adopted  by  the  Diabetes 
Control  Activity. 
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ABSTRACT:  The  Environmental  Emergency  Response  Program  is 
designed  to  work  with  state  and  local  health  departments  to  ascertain 
whether  there  are  public  health  problems  related  to  environmental 
emergency  situations  and  to  alleviate  the  threat,  thereby  avoiding/ 
reducing  related  injury,  illness,  and  death.  The  purpose  of  the  study 
was  to  develop  a  program  description  and  assess  the  program's  readi- 
ness for  evaluation.  In  addition,  several  issue  areas  emerged  as  the 
study  was  conducted  that  were  discussed  with  the  Center  for  Envi- 
ronmental Emergency  Response  health  policymakers.  The  evaluabil- 
ity assessment  process  provided  the  opportunity  to  give  rapid 
feedback  to  program  managers  and  policymakers,  formulate  explicit 
statements  of  the  issues,  and  discuss  options  for  resolution.  Changes 
were  initiated  to  modify  and  enhance  particular  areas.  The  willing- 
ness of  program  managers,  staff,  and  policymakers  who  participated 
in  this  study  to  deal  with  difficult  and  sensitive  areas  in  an  open  and 
forthright  manner  facilitated  the  study  process  and  enhanced  the 
utility  of  the  study  outcomes.  A  suggested  information  system  was 
devised  consisting  of  two  components:  an  outline  for  a  narrative 
report  on  emergency  response  efforts  and  an  information  card  to  be 
completed  on  all  requests  for  response. 
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PROJECT  TITLE:  Evaluation  of  Refugee  Health  Screening,  Referral, 
and  Assessment  Program  Procedures 

REPORT  TITLE:  Evaluability  Assessment  of  the  Centers  for  Disease 

Control  Refugee  Health  Program 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  purpose  of  this  evaluability  assessment  was  (1)  to 
develop  an  evaluable  description  of  the  program;  (2)  to  identify  issues 
that  may  impede  or  preclude  the  program's  attaining  its  goals;  and  (3) 
to  consider  the  capability  of  CDC  to  respond  to  a  sudden  influx  of 
refugees  in  the  future.  The  study  identified  two  broad  issues  of  such 
significance  that  they  had  a  bearing  on  almost  all  program  operations 
with  the  potential  for  negative  impact  on  the  program.  The  first  of 
these  issues  relates  to  the  fact  that  the  program  evolved  considerably 
since  its  inception  and  has  moved  into  areas  beyond  its  original  man- 
date. The  second  issue  relates  to  CDC's  role  in  refugee  health  activi- 
ties and  the  existence  of  unmet  needs  in  the  refugee  health  arena  that 
exert  inexorable  pressure  on  the  program  to  broaden  its  scope.  It  also 
identified  other,  far-reaching  issues  of  consequence  for  the  program. 
In  addition,  specific  policy  and  managerial-related  options  were  iden- 
tified and  submitted  for  implementation  and  a  framework  was  deve- 
loped for  advanced  planning  in  the  event  of  a  sudden  unanticipated 
influx  of  refugees. 

DESCRIPTORS:  Federal  State  and  Local  Relations,  International  Is- 
sues, Preventive  Health  Care,  Immigrants  Refugees  and  Aliens 
STUDY  TYPE:  Program  Performance  Evaluation 
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PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138,  617-492-7100 
PROJECT  OFFICER:  Klaucke,  Douglas,  M.D.;  Rm  5127,  Bldg  1; 

FTS-236-3048 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Technology  Development-Technology  Transfer 

ABSTRACT:  The  Centers  for  Disease  Control  (CDC)  routinely  con- 
duct surveillance  of  notifiable  diseases  and  conditions  for  which  spe- 
cific programs  have  been  developed.  However,  changing  conditions 
and  health  priorities  have  required  CDC  to  extend  surveillance  into 
areas  beyond  the  traditional  infectious  disease  arena.  The  need  to 
evaluate  and  improve  CDC's  existing  surveillance  systems  and  to 
develop  or  adapt  systems  for  surveillance  of  additional  diseases  and 
conditions  necessitates  the  work  proposed  for  this  project.  The  main 
objectives  for  this  project  include  (1)  comparing  NAMCS  and  NDTI 
with  each  other  and  with  CDC's  notifiable  diseases  and  program- 
specific  surveillance  data  in  an  effort  to  assess  the  utility  of  NAMCS/ 
NDTI  as  supplemental  sources  of  information  for  monitoring  the 
incidence  and  trends  of  these  diseases;  and  (2)  evaluating  NAMCS 
and  NDTI  as  sources  of  information  for  health  events  not  currently 
under  surveillance  at  CDC. 

DESCRIPTORS:  Epidemiologic  Research,  Ambulatory  and  Outpatient 
Health  Care,  Health  Care  Delivery  Systems,  Chronic  Disease,  Tech- 
nology Assessment  or  Transfer 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2985  PROJECT  NO:  CDC  87E-100 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-85-0064,  TA 
COST    (In  Thousands):  FY  87-$75 
STATUS:  Study  in  process 

START/END  DATES:  September  '87  through  September  '88 
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PHS-CDC-Disease  Prevention  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  project  was  to  evaluate  the  Centers 
for  Disease  Control  (CDC)  guidelines  for  maintaining  tuberculosis 
patients  on  adequate  chemotherapeutic  regimens  with  respect  to  their 
impact  on  preventing  recurrent  tuberculosis  disease.  Information  was 
received  from  23  state  and  local  health  agencies  from  May  1983  to 
May  1984.  This  information  was  received  for  a  total  of  1,605  tuber- 
culosis cases,  including  800  recurrent  cases,  reported  during  1981  and 
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1982.  A  review  of  the  800  recurrent  cases  revealed  that  199  (24.9%) 
were  not  eligible  for  analysis  as  recurrent  cases.  Seventy-one  (1 1.8%) 
of  the  601  cases  judged  to  be  truly  recurrent  could  not  be  assigned 
to  any  of  the  four  categories  described  in  the  protocol.  Of  the  remain- 
ing 530  recurrent  cases,  (1)  no  chemotherapy  had  been  prescribed  for 

120  patients;  (2)  inappropriate  drug  regimens  had  been  prescribed  for 

121  patients;  (3)  198  patients  had  been  noncompliant;  and  (4)  91 
patients  developed  the  disease  again  for  no  known  reason.  The  1984 
CDC  chemotherapy  guidelines  appear  adequate  to  preclude  develop- 
ment of  recurrent  disease.  However,  practitioners  must  be  made 
aware  of  these  guidelines  and  must  follow  them.  Similarly,  patients 
must  take  all  their  prescribed  medication;  their  compliance  should  be 
carefully  monitored.  The  Tuberculosis  Control  Division  of  CDC 
should  encourage  the  states  to  monitor  prescribing  habits  of  all  physi- 
cians who  treat  tuberculosis  to  insure  conformity.  (Final  report  3 
pages.) 

DESCRIPTORS:  Preventive  Health  Care,  Communicable  Disease,  Sta- 
tistical Analysis  Methods  Feature,  Morbidity  and  Mortality,  State  or 
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PHS-CDC-Occupational  Safety  and  Health-Scientific  and 
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ABSTRACT:  The  National  Institute  for  Occupational  Safety  and 
Health  (NIOSH)  maintains  an  extensive  database  system  for  collect- 
ing and  organizing  the  data  needed  to  serve  the  information  require- 
ments of  its  researchers,  policymakers,  and  the  occupational  safety 
and  health  community  at  large.  This  evaluation  provides  information 
about  database  users'  perceptions  of  the  effectiveness  of  the  NIOSH 
database  system.  The  selected  databases  for  the  evaluation  included 
NIOSHTIC,  RTECS,  NEISS,  NOHS/NOES,  and  the  CRF.  The 
target  population  for  the  study  was  NIOSH  researchers  and  manag- 
ers. The  survey  instrument  assessed  respondents'  perceptions  regard- 
ing timeliness,  accuracy,  relevance,  frequency  of  use,  ease  of  access 
and  use,  duplication,  and  recommendations  for  improving  NIOSH's 
information  system.  Based  on  the  study  findings,  NIOSH  extracted 
recommendations  for  improving  the  use  and  quality  of  these  data- 
bases. (Final  report  16  pages  plus  appendices.) 
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ABSTRACT:  This  project  was  to  have  determined  the  percentage  of 
water  systems  nationwide  fluoridating  at  optimal  levels  and  the  cost 
of  those  fluoridation  systems.  The  Dental  Disease  Prevention  Activi- 
ty of  the  Centers  for  Disease  Control  (CDC)  as  well  as  other  federal 
and  state  agencies  would  have  used  this  study's  results  to  provide 
information  with  which  to  accurately  report  costs  and  quality  of 
water  fluoridation.  This  information  would  have  enhanced  CDC's 
technical  assistance  to  locales  interested  in  implementing  fluorida- 
tion. The  project  was  cancelled  when  the  related  data  collection  was 
disapproved  by  the  Office  of  Management  and  Budget. 
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PROGRAM(S)  EVALUATED: 

PHS-CDC-Infectious  Diseases 

ABSTRACT:  The  purpose  of  this  contract  was  to  administer  a  ques- 
tionnaire and  analyze  data  to  determine  how  hospitals  actually  use 
National  Nosocomial  Infection  Surveillance  System  (NNIS)  Data 
Summaries  in  their  control  programs.  Nosocomial  infections  are 
those  that  are  neither  present  nor  incubating  at  the  time  a  patient  is 
admitted  to  the  hospital.  Onset  of  symptoms  and/or  signs  of  infection 
may  occur  during  hospitalization  or  following  discharge.  Nosocomi- 
al infections  cause  approximately  20,000  deaths  a  year.  Since  the 
Centers  for  Disease  Control  (CDC)  are  planning  an  expansion  of  the 
NNIS  network  to  obtain  a  more  representative  sample  of  acute  care 
hospital  data,  this  evaluation  provides  useful  information  and  recom- 
mendations in  implementing  this  expansion  and  enabling  CDC  to 
provide  hospitals  with  more  useful  surveillance  reports. 

DESCRIPTORS:  Hospitals,  Communicable  Disease,  Preventive  Health 
Care,  Survey  or  Questionnaire  Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2565  PROJECT  NO:  CDC  85E-107 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-85-0846 

COST    (In  Thousands):  FY  85-$80,  FY  86-$14 

STATUS:  Study  completed, 

Available  from  PIC, 
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PROJECT  TITLE:  Evaluation  of  the  Costs  and  Outcomes  of  Various 
Strategies  for  the  Treatment  of  Tuberculosis  Patients 

REPORT  TITLE: 
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PERFORMER:  University  of  California,  San  Francisco  CA  94143, 
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PROJECT  OFFICER:  Salinas,  Louis;  Rm  119,  FWPK  Bldg; 

FTS-236-2508 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Program  Direction  and  Management 

ABSTRACT:  The  Centers  for  Disease  Control  (CDC)  is  the  federal 
agency  primarily  responsible  for  providing  the  national  leadership 
and  expertise  necessary  to  promote  the  control  and  prevention  of 
tuberculosis.  More  than  20,000  new  cases  continue  to  be  reported 
each  year  in  this  country,  with  increases  in  the  harder  to  reach  popu- 
lation groups  such  as  the  homeless,  migrants,  the  foreign  born,  and 
drug/alcohol  abusers.  Program  management  information  indicates 
that  one  major  obstacle  to  the  effective  control  of  tuberculosis  in  this 
country  is  patient  noncompliance  with  therapy.  Currently,  three 
main  strategies  are  being  used  alone  or  in  combination  for  the  treat- 
ment of  tuberculosis.  Also,  in  recent  years,  many  areas  of  the  country 
have  implemented  directly  observed  therapy,  in  which  a  health  care 
worker  observes  the  patient  taking  each  dose  of  therapy.  The  purpose 
of  this  project  is  to  evaluate  the  costs  and  outcomes  of  each  of  the 
three  strategies.  A  major  product  will  be  recommendations  for  the 
best  strategy  or  mix  of  strategies,  considering  both  treatment  out- 
comes and  costs. 

DESCRIPTORS:  Lung  Disease,  Chronic  Disease,  Morbidity  and  Mor- 
tality, Cost-Effectiveness  Analysis  Feature,  Health  Care  Delivery 
Systems,  Preventive  Health  Care 


STUDY  TYPE:  Program  Strategy 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  Evaluation  of  the  Effectiveness  of  the  NIOSH 
Health  Hazard  Evaluation  Program 

REPORT  TITLE:  Evaluation  of  the  Effectiveness  of  NIOSH's  Health 

Hazard  Evaluation  Program 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Kolsky.  Kenneth 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Research 

ABSTRACT:  This  report  was  designed  to  evaluate  the  Health  Hazard 
Evaluation  program,  and  to  develop  some  techniques  for  an  ongoing 
program  evaluation.  Program  evaluations,  such  as  the  one  undertak- 
en in  this  project,  must  begin  with  a  review  of  the  program's  goals. 
The  Health  Hazard  Evaluation  program  has  a  number  of  explicit 
objectives  including  (1)  providing  a  service  or  technical  assistance  to 
employer  and  employee  requestors  in  determining  the  existence  of 
toxic  hazards  in  the  workplace;  (2)  generating  information  to  support 
the  standard-setting  process  and  the  research  community  concerned 
with  health  effects;  and  (3)  improving  conditions  in  the  workplace 
through  recommendations  for  the  reduction  and  elimination  of  toxic 
hazards.  The  study,  in  general,  found  that  the  Health  Hazard  Evalua- 
tion (HHE)  program,  as  conducted  by  the  NIOSH,  has  provided 
satisfactory  technical  assistance  in  evaluating  toxic  conditions  in  the 
workplace.  The  majority  of  the  respondents  reported  improvements 
in  working  conditions,  achieved  through  compliance  with  NIOSH 
recommendations.  For  approximately  half  of  the  HHEs  reviewed, 
the  requests  came  from  large  plants,  which  indicated  that  the  pro- 
gram was  not  reaching  the  small  establishments  that  represent  the 
majority  of  American  workplaces.  Further,  employee  requestors  in 
the  small  plants  report  dissatisfaction  with  the  program  more  fre- 
quently than  their  counterparts  in  large  plants.  (Final  report  98  pages 
plus  appendices.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Technical  Assist- 
ance, Research  and  Evaluation  Performance,  Safety 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1657  PROJECT  NO:  CDC  78-010 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  210-78-0013 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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PROJECT  TITLE:  Evaluation  of  the  Extent  to  Which  Potential 
Vaccine  Recipients  Comprehend  "Important  Information" 
Forms 

REPORT  TITLE:  Evaluation  of  the  Extent  to  Which  Potential 

Vaccine  Recipients  Comprehend  "Important  Information" 
Forms 

PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Kirby,  Cecil  D. 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention-Immunization 

ABSTRACT:  The  objectives  of  this  project  were  to  dvivelop  and  pilot- 
test  a  study  design  to  evaluate  the  extent  to  which  potential  recipients 
of  vaccines  or  their  parents/legal  guardians  comprehend  "important 
information"  forms  which  describe  the  risks  and  benefits  of  various 
vaccines.  During  the  study,  various  instruments  for  measuring  reader 
comprehension  were  developed  and  tested  and  a  national  study  was 
designed  and  pilot-tested.  The  pilot  study  produced  the  following 
major  conclusions  and  suggestions:  (1)  a  national  field  study  to  evalu- 
ate "important  information"  forms  by  testing  client  comprehension 
and  weighing  client  and  clinic  characteristics  is  feasible;  (2)  with  a 
few  modifications,  the  basic  study  design  is  sound;  (3)  more  planning 
of  the  study  logistics  important  for  implementation  is  required  and 
recommended;  (4)  more  data  are  needed  to  analyze,  with  accuracy, 
the  client  comprehension  of  the  forms  and  the  effects  of  client  and 
clinic  characteristics  on  such  comprehension;  (5)  the  actual  and  per- 
ceived reading  comprehension  instruments  require  refinement;  and 
(6)  the  reading  level  of  the  forms  is  too  high  for  the  clinic  population 
served,  thereby  necessitating  form  revision. 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Client  Records, 
Communicable  Disease,  Preventive  Health  Care,  Demonstration 
Projects 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1853  PROJECT  NO:  CDC  79-001 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-79-0943 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
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PROJECT  TITLE:  Impact  of  Explicit  Performance  Systems  (EPS)  on 
the  Surveillance  and  Control  of  Acute  Disease 

REPORT  TITLE:  Evaluation  of  the  Impact  of  Explicit  Performance 
Systems  on  the  Surveillance  and  Control  of  Acute  Disease 

PERFORMER:  ANSER,  1215  Jefferson  Davis  Highway,  Arlington 
VA  22202 

PROJECT  OFFICER:  Peavy,  Virgil;  Rm  506,  BKHD  Bldg; 

FTS-236-6671 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Technology  Development-Technology  Transfer 


ABSTRACT:  The  purpose  of  this  project  was  to  evaluate  the  im- 
plementation of  an  explicit  performance  system  (EPS)  for  the  surveil- 
lance and  control  of  acute  illness  on  reducing  unnecessary  (i.e., 
preventable)  morbidity  and  mortality  and  to  measure  the  disease- 
control  impact.  The  system  specifies  what  is  to  be  done  and  by  whom, 
establishes  performance  standards,  and  includes  a  mechanism  for 
regular  assessment  and  feedback.  The  system  was  implemented  on  a 
pilot  basis  in  two  Pennsylvania  health  districts  in  1978.  Two  appro- 
aches were  used:  (1)  a  quasi-experimental  study  employing  retrospec- 
tive multiple  time  series  design  to  assess  morbidity  data  and  data  from 
case  records;  and  (2)  three  limited  surveys  of  groups  involved  in  the 
EPS  pilot  implementation  and  operation.  The  survey  shows  that  the 
personnel  involved  generally  regarded  the  system  favorably  and  most 
of  them  believed  it  was  beneficial.  The  quantitative  analysis  of  im- 
pacts indicates  no  effect  of  the  EPS  in  the  area  studied  (e.g.,  rate  of 
disease  reporting,  completeness  of  investigations).  Studies  of  perfor- 
mance (e.g.,  timeliness  of  specified  investigation  steps)  in  the  EPS 
areas  indicate  good  performance  overall  to  the  extent  that  assessment 
was  possible.  These  studies  were  severely  limited  by  the  failure  of 
personnel  involved  to  record  information  as  required.  The  major 
finding  of  the  formative  evaluation  component  was  that  the  EPS  was 
not  fully  used  in  Pennsylvania  according  to  the  intended  system 
design. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Communicable  Disease, 
Federal  Role,  Productivity,  Public  Health  Services,  State  or  Local 
Administration,  Technology  Assessment  or  Transfer 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2022  PROJECT  NO:  CDC  80-106 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-197871 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-81-0621 
COST    (In  Thousands):  FY  81 -$185 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '81  through  September  '82 
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PROJECT  TITLE:  Impact  of  Personnel,  Quality  Control  and 
Proficiency  Testing  Regulations  on  Quality  of  Clinical 
Laboratory  Performance 

REPORT  TITLE:  Evaluation  of  the  Impact  of  Mandatory 

Regulations  on  Clinical  Laboratory  Performance 
PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Essien,  Dr.  Joyce;  Rm  24,  EXPK  Bldg; 

FTS-236-1900 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Technology  Development-Laboratory 

Improvement 

ABSTRACT:  This  study  was  intended  to  obtain  information  on  (1)  the 
nature  and  degree  of  actual  subjection  of  clinical  laboratories  to  the 
provision  of  the  Clinical  Laboratories  Improvement  Act  (CLIA), 
Medicare  and  state  mandatory  regulations  with  regard  to  clinical 
laboratory  personnel,  quality  control  and  proficiency  testing;  (2)  the 
nature  and  degree  of  changes  pursuant  to  such  subjection;  and  (3) 
changes  in  actual  quality  of  performance  to  such  laboratories  pursu- 
ant to  such  subjection.  Because  complete  data  could  not  be  obtained, 
it  was  impossible  to  conclude  whether  regulations  did  or  did  not  have 
an  impact  on  clinical  laboratory  performance.  Several  recommenda- 
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tions  were  made  by  the  contractor.  Major  recommendations  include 
(1)  undertake  a  feasibility  study  to  develop  a  nationally  representative 
database  of  all  laboratories;  (2)  explore  the  utility  of  laboratory  daily 
quality  assurance  data  for  evaluation  purposes;  and  (3)  review  the 
contents  of  various  proficiency  testing  (PT)  programs  to  determine 
if  a  "core  set"  of  common  specimens  could  be  identified. 

DESCRIPTORS:  Benefit-Cost  Analysis  Feature,  Cost-Effectiveness 
Analysis  Feature,  Federal  Administration,  Laboratories,  Research 
and  Evaluation  Methods  Feature,  Productivity,  Quality  Assurance, 
Regulation  and  Standard  Setting,  Technology  Assessment  or  Trans- 
fer 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO  1855  PROJECT  NO:  80-120 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-227173 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-80-0520 
COST    (In  Thousands):  FY  80-$527 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '80  through  February  '83 
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PROJECT  TITLE:  Evaluation  of  the  NIOSH  Query  and  Answer 
Technical  Information  Service 

REPORT  TITLE:  Evaluation  of  the  National  Institute  for 

Occupational  Safety  and  Health  Query  and  Answer 

Technical  Information  Service 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 
PROJECT  OFFICER:  Oser,  James 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Scientific  and 

Technical  Services 

ABSTRACT:  The  Query  and  Answer  Technical  Information  Service 
handles  mail  inquiries  for  the  NIOSH  Technical  Information  Service 
Branch.  This  study  was  designed  to  meet  the  following  objectives: 
improve  understanding  of  the  market,  the  people  who  request  assist- 
ance from  the  Technical  Information  Service  Branch  (TISB);  evalu- 
ate the  requestor  satisfaction;  evaluate  the  effectiveness  of  the 
information;  evaluate  different  methods  of  answering  a  request;  and 
recommend  ways  TISB  can  improve  its  services.  In  order  to  accom- 
plish these  objectives,  several  phases  of  data  collection  were  done 
concurrently.  The  primary  emphasis  was  devoted  to  the  design  and 
development  of  a  telephone  survey  of  people  who  had  made  requests 
of  TISB.  The  survey  design  was  preceded  by  examination  of  TISB 
and  of  other  information  services,  derivation  of  the  sample  from 
TISB  log  and  letter  files,  and  the  generation  of  hypotheses  to  be 
tested.  The  study  found  that  people  who  ask  for  TISB  information 
are  writing  in  connection  with  their  jobs,  are  college-educated,  and 
are  defined  by  TISB  as  either  industrial  managers  or  private  citizens 
seeking  information  about  health  hazards  in  regard  to  chemicals. 
Those  who  have  contacted  TISB  are  satisfied  with  the  services.  They 
are  most  satisfied  when  they  receive  a  pamphlet  or  a  report  (as 
compared  to  a  letter  or  bibliography).  Increased  use  of  pamphlets 
should  decrease  TISB  reply  time.  NIOSH  should  increase  the  amount 
of  publicity  given  to  TISB.  (Final  report  115  pages.) 

DESCRIPTORS:  Information  Dissemination,  Information  Processing, 
Technical  Assistance,  Consumer  Evaluation  Feature,  Safety,  Statisti- 
cal Data  Feature 


STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0331  PROJECT  NO:  NIOSH  72-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  240-650 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  99-72-113 

COST    (In  Thousands):  FY  72-$35 

STATUS:  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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PROJECT  TITLE:  NIOSH  Training  Grant  Program  Evaluation 

REPORT  TITLE:  Evaluation  of  the  National  Institute  for 

Occupational  Safety  and  Health  Training  Grant  Program 
(Two  Volumes) 

PERFORMER:  General  Research  Corporation,  7655  Old 
Springhouse  Road,  McLean  VA  22102 

PROJECT  OFFICER:  Thelen,  David  S.;  Rm  144,  TAFT  Bldg; 
FTS-684-8250 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Risk  Reduction  and  Health 
Education  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  An  evaluation  of  the  National  Institute  for  Occupational 
Safety  and  Health  (NIOSH)  training  grant  program  is  provided.  The 
evaluation  is  concerned  with  the  extent  to  which  NIOSH-assisted 
students  have  chosen  the  occupational  safety  and  health  (OSH)  field 
for  employment,  the  activities  in  which  they  are  engaged,  and  the 
impact  of  these  activities  in  contributing  to  the  prevention  of  occupa- 
tional injury  and  disease.  Data  were  obtained  from  a  questionnaire 
sent  to  all  trainees  who  had  received  grant  assistance  from  1969  to 
1974  and  from  a  questionnaire  sent  to  employers  of  all  former 
trainees.  In  addition,  site  visits  were  made  to  nine  grantee  institutions 
where  program  directors  provided  summarized  information  about 
the  grant  program.  Survey  responses  indicated  that  78%  of  the 
trainees  were  employed.  In  terms  of  the  effect  of  grant  assistance  on 
OSH,  it  was  found  that  approximately  80%  of  former  trainees  were 
in  OSH.  It  was  concluded  that  without  NIOSH  grant  funds  to  stimu- 
late interest  and  strengthen  training,  the  number  of  OSH  professional 
personnel  employed  in  this  field  would  be  smaller.  Volume  II,  which 
is  the  body  of  the  report  plus  appendices,  is  available  from  PIC.  (Final 
report  147  pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Survey  or  Ques- 
tionnaire Feature,  Health  Manpower  Training,  Labor  Markets  and 
Problems 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0478  PROJECT  NO:  CDC  74-10 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  NIOSH  Pulmonary  Function  Course  Approval 
Program 

REPORT  TITLE:  Evaluation  of  the  NIOSH-Approved  Pulmonary 

Function  Testing  Courses 
PERFORMER:  University  of  Cincinnati  Medical  Center,  Cincinnati 

OH  45267 
PROJECT  OFFICER:  Turenne,  Roger  W. 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health  (Entire  Program 

Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  selected  pul- 
monary function  testing  (PFT)  courses  approved  by  the  National 
Insitute  for  Occupational  Safety  and  Health  (NIOSH)  to  determine 
whether  minimum  requirements  established  by  the  Cotton  Dust 
Standard  were  being  met.  The  Cotton  Dust  Standard  gives  NIOSH 
the  responsibility  for  approving  courses  in  spirometry  for  the  instruc- 
tion of  those  persons  who  administer  PFT  to  employees  exposed  to 
cotton  dust.  PFT  courses  were  evaluated  on  the  basis  of  course 
design  and  content,  equipment,  approved  faculty,  lecture  and  hand- 
out materials,  certification,  measurement  and  calculation  of  results, 
predicted  values,  calibration,  interpretation  of  lung  function  tests, 
optional  lectures,  and  student  evaluations  (i.e.,  tests).  Evaluation  re- 
sults are  discussed  for  each  of  these  course  components.  For  example, 
although  NIOSH  approval  of  an  instructor  is  based  on  training  and 
education,  this  study  shows  that  the  faculty's  training  and  education 
do  no  correlate  with  the  ability  to  teach  PFT.  The  best  instuctors 
were  found  to  be  experienced  teachers,  followed  by  experienced 
pulmonary-function  technicians.  (Final  report  41  pages  plus  appen- 
dices.) 

DESCRIPTORS:  Environmental  Health,  Information  Dissemination, 
Federal  State  and  Local  Relations,  Public  Health  Services 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2400  PROJECT  NO:  CDC  84E-113 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  PO-84-3141 
COST    (In  Thousands):  FY  84-$25 
STATUS:  Study  completed, 

Available  from  PIC 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  Evaluation  of  the  National  Institute  for 
Occupational  Safety  and  Health  (NIOSH)  Criteria 
Documentation  Program 

REPORT  TITLE:  Evaluation  of  the  NIOSH  Criteria  Documentation 
Program 

PERFORMER:  Policy  Research  Incorporated,  5740  Trotter  Road, 

Clarksville  MD  21029 
PROJECT  OFFICER:  Pezaro,  Alan 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Research 

ABSTRACT:  The  purpose  of  this  study  was  to  identify  the  problems 
and  factors  of  affected  parties  associated  with  the  development  of 
NIOSH  criteria  documents  and  to  identify  improvements  which 


would  enhance  acceptability,  timeliness,  and  effectiveness  of  criteria 
documents.  The  final  report  recommended  that  in  order  to  enhance 
the  criteria  documentation  process,  NIOSH  should  (1)  emphasize 
criteria  documents  that  would  be  used  for  standard  setting;  (2)  in- 
volve OSHA/MSHA  in  all  parts  of  the  program  to  a  greater  extent; 
(3)  restructure  the  program  by  dividing  it  into  two  parts:  developing 
criteria  documents  for  use  in  standard  setting,  and  producing  infor- 
mation documents;  and  (4)  rearrange  the  program  to  minimize 
elapsed  time  between  the  perception  of  need  for  and  development  of 
criteria  documents.  (Final  report  309  pages  plus  appendices.) 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Regulation 
and  Standard  Setting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1656  PROJECT  NO:  CDC  78-009 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  210-78-0048 
COST    (In  Thousands):  FY  78-$  180 
STATUS:  Study  completed. 

Available  from  PIC 
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AGENCY  SPONSOR:  Public  Health  Service  :  ' 

Centers  for  Disease  Control 

PROJECT  TITLE:  Evaluation  of  the  NIOSH  Surveillance  Systems 

REPORT  TITLE:  Evaluation  of  the  NIOSH  Surveillance  System 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Baker,  Edward  L.;  Rm  3210,  Bldg  1; 

FTS-236-3901 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Scientific  and 

Technical  Services 

ABSTRACT:  The  NIOSH  surveillance  activities  include  a  broad  spec- 
trum of  efforts  in  mining  and  general  industry.  There  are  three  pri- 
mary areas  of  emphasis:  (1)  development  of  an  adequate  national 
surveillance  of  occupational  hazards  and  occupationally  related  dis- 
eases and  deaths;  (2)  mining  health  surveillance;  and  (3)  gathering  and 
analyzing  occupational  injury  data.  Major  activities  in  surveillance 
have  included  identifying  occupational  hazards  in  general  industry 
and  mining,  developing  a  trade-name  ingredient  database,  coordinat- 
ing cooperative  agreements  between  states  to  develop  monitoring 
systems  based  on  morbidity  and  mortality  data  gathered  by  states,  and 
analyzing  relevant  data  from  other  data  systems.  The  results  of  the 
evaluation  of  the  NIOSH  surveillance  program  stress  the  program's 
adequacy  for  hazard  identification  and  priority  setting,  and  its  effi- 
ciency and  cost-effectiveness  by  which  it  accomplishes  its  mission. 
(The  study  was  conducted  by  eight  experts  under  separate  small 
contracts  with  CDS.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Information  Systems,  Technology  Assessment  or  Transfer, 
Management  Information  and  Reporting 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2761  PROJECT  NO:  CDC  86E-105 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
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PROJECT  TITLE:  Evaluation  Study  of  the  CDC  Diabetes  Control 
Program 

REPORT  TITLE:  Evaluation  Summary  Report:  Diabetes  Control 
Program,  Centers  for  Disease  Control,  1977-1982 

PERFORMER:  University  of  Texas,  Houston  TX  77225,  and 

Association  of  Schools  of  Public  Health,  Washington  D.C. 
20005 

PROJECT  OFFICER:  Brimberry,  Jerry  L.;  Bldg  14;  FTS-236-3111 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Chronic  Conditions-Chronic  Diseases 

ABSTRACT:  This  report  reviews  and  summarizes  the  activities  and 
accomplishments  of  the  Centers  for  Disease  Control  (CDC)  Diabetes 
Control  Program  from  1977  to  1982  and  identifies  some  of  the  pro- 
gram's continuing  needs  and  problems.  The  most  critical  need  identi- 
fied was  valid,  reliable,  and  timely  data  for  program  management  and 
evaluation.  The  report  also  (1)  addresses  the  problems  and  issues  that 
arise  when  translating  proven  intervention  methods  into  community 
practice;  (2)  summarizes  the  efforts  of  the  project  states  in  improving 
the  quality  of  life  for  diabetics  by  reducing  morbidity,  mortality,  and 
the  economic  cost  of  diabetes  and  its  complications;  and  (3)  provides 
some  recommendations  for  program  direction,  activities,  and  poli- 
cies. The  recommendations  emphasize  the  establishment  of  reporting 
systems  and  the  improvement  of  data  collection.  (Final  report  96 
pages.) 

DESCRIPTORS:  Diabetes,  Preventive  Health  Care,  Morbidity  and 
Mortality,  Evaluation  by  State  and  Local  Governments,  Federal 
State  and  Local  Relations 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2255  PROJECT  NO:  CDC  82-103 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
CONTRACT/GRANT  NO:  U36/CCU300430 
COST    (In  Thousands):  FY  82-$55 
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Available  from  PIC 
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ABSTRACT:  This  paper  is  a  summary  of  work  performed  on  the 
national  venereal  disease  morbidity  data.  On  a  quarterly  basis  from 
July  1966  to  March  1973,  the  morbidity  data  collected  by  the  Public 
Health  Service  and  by  the  Centers  for  Disease  Control  were  exam- 
ined, analyzed,  and  compared  to  data  obtained  from  independent 
research  institutions.  Details  of  the  analyses  performed  are  followed 
by  graphs  comparing  the  two  data  sets.  (Executive  summary  49 
pages.) 

DESCRIPTORS:  Venereal  Disease,  Morbidity  and  Mortality,  Com- 
municable Disease,  Public  Health  Services 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0353  PROJECT  NO:  CDC  74-1 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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Diagnostic  Services 

REPORT  TITLE:  Final  Summary  of  Activities  Relating  to 

Evaluation  of  CDC  Reference  Diagnostic  Services 
PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Colvin,  Henry  M.;  Rm  6118,  Bldg  1; 

FTS-236-1904 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Technology  Development-Laboratory 

Improvement 

ABSTRACT:  This  project  intended  to  evaluate  the  clinical,  epidemi- 
ologic, and  quality  control  usefulness  of  CDC  reference  diagnostic 
services.  During  performance  of  the  project,  the  contractor  ex- 
perienced significant  cost  overruns  which  led  to  early  termination  of 
the  project.  Therefore,  the  project  did  not  meet  its  objectives.  The 
final  report  presents  only  the  work  that  was  completed.  The  report 
includes  (1)  data  on  the  volume,  nature,  and  demand  for  the  Centers 
for  Disease  Control  (CDC)  reference  diagnostic  services  in  FY  1979; 
(2)  descriptions  and  summaries  of  site  visits  made  to  six  state  health 
laboratories  to  develop  information  on  why  they  submit  reference 
diagnostic  specimens  to  CDC;  and  (3)  a  draft  questionnaire  for  sur- 
veying users  of  the  reference  diagnostic  services  on  the  test  usefulness 
for  clinical  management,  quality  control,  and  epidemiology  purposes. 
(Final  report  81  pages.) 

DESCRIPTORS:  Laboratories,  Federal  Administration,  Management 
Techniques,  Public  Health  Services,  State  or  Local  Administration, 
Technical  Assistance,  Testing  and  Tests 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1854  PROJECT  NO:  CDC  80-107 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-80-0516 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  Health  Risk  Appraisal  Community  Evaluation 
Study 

REPORT  TITLE:  Health  Risk  Appraisal  Community  Evaluation 
Study 

PERFORMER:  Regional  Health  Resource  Center,  1408  West 

University  Avenue,  Urbana  IL  61801 
PROJECT  OFFICER:  Moriarty,  David  G.;  Rm  108,  CLFT  Bldg; 

FTS-236-3452 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention  (Entire  Program  Area) 

ABSTRACT:  This  study  identified  and  evaluated  (1)  the  effects  of 
health  risk  appraisal  (HRA)  intervention  on  the  adoption  and  mainte- 
nance of  comprehensive  risk  reduction  programs  in  the  community 
and  (2)  those  factors  that  contribute  to  successful  program  interven- 
tion by  community-based  organizations.  Comprehensive  risk-reduc- 
tion programs  offer  a  smoking  cessation  program,  an  exercise  or 
weight-reduction  program,  and  at  least  one  other  health-promotion 
program.  The  findings  show  that  an  active  HRA  program  is  clearly 
and  consistently  associated  with  the  presence  of  a  comprehensive 
risk-reduction  program.  Seventy-five  percent  of  the  36  state  health 
departments  using  HRA  software  offer  comprehensive  risk-reduc- 
tion programs  compared  to  only  31%  of  states  not  using  HRA;  92% 
of  large  local  health  departments  (those  serving  cities  or  counties 
with  a  population  of  at  least  200,000)  using  HRA  have  comprehensive 
risk-reduction  programs  compared  to  29%  of  non-users.  Successful 
HRA  programs  were  more  likely  to  process  appraisals  on  in-house 
computers,  provide  counseling  sessions  and  referrals  to  particular 
risk-reduction  programs,  charge  clients  a  small  fee,  and  have  worksite 
target  groups.  (Final  report  72  pages  plus  appendices.) 

DESCRIPTORS:  Preventive  Health  Care,  Evaluation  by  State  and  Lo- 
cal Governments,  Public  Health  Services,  Health  Promotion,  Survey 
or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2399  PROJECT  NO:  CDC  84E-101 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-84-0764 
COST    (In  Thousands):  FY  84-$71 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '84  through  May  '86 
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PROJECT  TITLE:  Evaluation  of  Program  Outcome  Indicators  for 
Diabetes  (TWO  Parts) 

REPORT  TITLE:  Implementation  of  Indicators  in  Diabetes  Control 
Program  (Part  I) 


PERFORMER:  University  of  California,  Institute  for  Health  Policy 
Studies,  San  Francisco  CA  94143,  Showstack,  Jonathan, 
415-476-1836 

PROJECT  OFFICER:  Moran,  Robert  D.;  Rm  323,  FWPK  Bldg; 

FTS-236-1844 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Cooperative  Agreement-State  Based  Diabetes 
Control  Programs; 

PHS-CDC-Chronic  Conditions-Chronic  Diseases 

ABSTRACT:  The  first  year  of  this  two-year  project  provided  training 
and  technical  assistance  to  state  health  personnel  to  implement 
evaluation  schemes  for  the  management  of  diabetes  control  pro- 
grams. The  Centers  for  Disease  Control,  working  with  state  health 
agencies  at  the  community  level,  address  risk  factors  and  patient-care 
factors  that  contribute  to  the  excessive  morbidity  and  mortality  ex- 
perienced by  persons  with  diabetes.  Diabetes-related  outcome  indica- 
tors have  been  developed  for  visual  loss,  adverse  outcomes  of 
pregnancy,  amputations,  and  hypertension.  The  model  evaluation 
schemes  consist  of  the  rationale  for  choosing  each  indicator,  proto- 
cols, and  suggested  data  collection  forms.  The  second  year  of  this 
project  will  be  devoted  to  determining  the  feasibility  of  the  evalua- 
tion system  developed  in  the  first  year  of  this  phase;  the  second-year 
report  will  be  available  in  December  1988. 

DESCRIPTORS:  Diabetes,  Preventive  Health  Care,  Morbidity  and 
Mortality,  Federal  State  and  Local  Relations,  Field  Test  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2759  PROJECT  NO;  CDC  86E-103 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-85-0061 
COST    (In  Thousands):  FY  86-$  123 
STATUS:  Study  completed 

START/END  DATES:  September  '86  through  December  '87 
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PROJECT  OFFICER:  Axnick,  Norman 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  and  Health  Services  Block 

Grant  (PHHSBG) 

ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  feasibility 
and  success  of  negotiating  measurable  performance  objectives  be- 
tween states  and  community  public  health  agencies  responsible  for 
the  types  of  services  covered  in  the  document  "Model  Standards  for 
Preventive  Health  Services."  The  study  assessed  the  negotiation 
process  itself,  from  a  standpoint  of  barriers  to  success,  costs,  and  other 
variables.  It  subsequently  assessed  the  actual  attainment  levels  of 
negotiated  commitments.  The  study  found  that  overall,  the  potential 
benefits  clearly  exceeded  the  problems  identified.  The  major  problem 
identified  by  the  study  was  a  lack  of  adequate  baseline  data.  The  study 
identified  other  factors  which  impede  successful  negotiations,  and 
recommended  several  activities  to  ameliorate  these  impediments. 
Also  available  from  PIC  are  an  address  ("Maine  Model  Standards 
Project"),  which  was  presented  at  the  1981  annual  meeting  of  the 
U.S.  Conference  of  City  Health  Officers,  and  a  reprint  from  the 
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"American  Journal  of  Public  Health"  (November  1982,  Volume  72, 
No.  11;  pp.  1230-1237)  entitled  "The  Implementation  of  Model  Stand- 
ards in  Local  Health  Departments."  (Final  report  68  pages  plus  ap- 
pendices.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Decentralization,  Evalua- 
tion by  State  and  Local  Governments,  Feasibility  Study  Feature, 
Federal  State  and  Local  Relations,  State  or  Local  Administration, 
Preventive  Health  Care,  Health  Promotion,  Regulation  and  Standard 
Setting 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1852  PROJECT  NO:  CDC  80-111 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-80-0562 
COST    (In  Thousands):  FY  0-$363 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '80  through  March  '83 
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FTS-236-1844 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Chronic  Conditions-Chronic  Diseases; 

PHS-CDC-Cooperative  Agreement-State  Based  Diabetes 

Control  Programs 

ABSTRACT:  The  purpose  of  this  task  assignment  was  to  determine  if 
there  are  indicators  of  outcome  for  Diabetes  Control  Programs 
(DCP)  that  can  be  collected  over  time  and,  if  so,  to  determine  if  these 
measures  are  useful  for  program  planning,  monitoring,  and/or  mak- 
ing inferences  about  morbidity  changes.  Because  there  was  a  paucity 
of  information  available  at  the  time  of  the  study  to  aid  in  monitoring 
the  impact  of  programs  that  are  designed  to  improve  outcomes  for 
persons  with  diabetes,  CDC  contracted  with  the  Institute  for  Health 
Policy,  University  of  California,  San  Francisco,  to  develop  indicators 
to  monitor  the  impact  of  state  diabetes  control  programs.  Four  ad- 
verse outcomes  and  conditions  associated  with  diabetes  were  studied: 
(1)  proliferative  retinopathy  and  other  diabetic  eye  diseases;  (2)  am- 
putations in  persons  with  diabetes;  (3)  hypertension  in  persons  with 
diabetes;  and  (4)  adverse  outcomes  associated  with  pregnancy  in 
women  with  diabetes.  Based  on  clinical  and  epidemiological  litera- 
ture, on  principles  of  statistical  inference,  and  on  determination  of  the 
feasibility  and  efficiency  of  collecting  certain  types  of  data,  indicators 
of  outcome  and  recommendations  to  measure  the  impact  of  public 
health  programs  were  proposed  for  these  four  areas  of  diabetic  com- 
plications. Data  collection  processes  and  sources  are  thoroughly  dis- 
cussed for  each  condition,  and  model  data  collection  forms  are 
included. 

DESCRIPTORS:  Diabetes,  Federal  State  and  Local  Relations,  Morbidi- 
ty and  Mortality,  Preventive  Health  Care 
STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  This  study  developed  and  tested  a  methodology  to  assess 
the  medical  needs  for  laboratory  precision.  The  approach  was  to  send 
questionnaires  to  physicians  who  use  laboratory  results  in  their  medi- 
cal practices.  These  questionnaires  presented  vignettes  of  medical 
situations  with  laboratory  test  results  known.  The  physicians  were 
asked  to  indicate  what  new  laboratory  test  values  would  prompt  a 
change  in  their  treatment  of  the  patient.  Because  of  inadequate  re- 
sponse (18%),  the  methodology  could  not  be  validated.  However,  the 
questionnaire  (with  minor  revisions)  does  appear  capable  of  establish- 
ing the  medical  needs  for  laboratory  precision,  if  adequate  representa- 
tive response  were  to  be  obtained. 

DESCRIPTORS:  Certification  and  Licensing,  Federal  Role,  Laborato- 
ries, Quality  Assurance,  Regulation  and  Standard  Setting,  Testing 
and  Tests 

STUDY  TYPE:  Program  Strategy 
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PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention  (Entire  Program  Area) 

ABSTRACT:  The  study  was  conducted  to  define  the  importance  of 
day-care  centers  in  the  spread  of  hepatitis  A  in  the  U.S.  The  study 
was  conducted  by  surveys  in  a  geographically  representative  random 
sample  of  21  counties  having  populations  greater  than  200,000  and 
hepatitis  A  rates  greater  than  10  cases/ 100,000/year.  Three  surveys 
were  conducted  by  medical-record  technicians  in  each  county.  One 
survey  was  of  persons  reported  as  having  hepatitis  type  A  or  unspeci- 
fied over  the  previous  12  months  to  identify  all  cases  occurring  in 
day-care  children,  employees,  or  their  household  contacts;  another 
survey  was  made  of  all  county  day-care  centers  (with  enrollment  of 
more  than  12  children)  to  define  characteristics  of  in-center  day  care 
in  different  areas  and  to  identify  unreported  hepatitis  cases.  The  final 
survey  was  of  all  families  at  centers  where  hepatitis  cases  occurred 
to  ascertain  whether  outbreaks  had  occurred.  The  study  found  that 
day-care  centers  which  enroll  diapered  children  under  age  2  serve  to 
amplify  existing  hepatitis  problems  occurring  in  the  community. 
When  introduced  into  such  centers,  hepatitis  is  very  likely  to  spread 
(50%)  and  result  in  additional  cases  within  the  center,  the  home,  and 
the  surrounding  community.  The  chance  of  introduction  into  a  center 
is  proportional  to  the  prevailing  hepatitis  rate  in  the  community. 
(Final  report  1 1  pages.) 

DESCRIPTORS:  Child  Care,  Children  and  Youth,  Communicable  Dis- 
ease, Epidemiologic  Research,  Infants,  Survey  or  Questionnaire  Fea- 
ture, Preventive  Health  Care 
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REPORT  TITLE:  National  Public  Health  Program  Reporting  System 
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PERFORMER:  Public  Health  Foundation  (ASTHO),  1220  L  Street 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Spyke,  Jerry;  Rm  140,  MORG  Bldg; 

FTS-236-1804 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Health  Incentive  Grants 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  The  National  Public  Health  Program  Reporting  System 
(NPHPRS),  initiated  by  the  Association  of  State  and  Territorial 
Health  Officials  (now  called  the  Public  Health  Foundation),  is  desig- 
nated as  the  uniform,  national  health  program  reporting  system  speci- 
fied in  Section  314(d)  of  the  Public  Health  Service  Act.  This  system 
provides  comprehensive  data  concerning  public  health  programs  and 
expenditures  of  state  and  territorial  health  agencies  on  a  national 
basis.  Available  from  PIC  are  the  following  FY  1980  reports:  "Public 
Health  Programs  1980:  An  Inventory  of  State  Programs  and  Uses  of 
Health  Incentive  Grants";  "Public  Health  Agencies  1980:  A  Report 
on  Their  Expenditures  and  Activities";  "Selected  Title  V  Maternal 
and  Child  Health  Services  1980";  "Selected  Title  V  Crippled  Chil- 


dren's Services  1980";  and  "Hypertension  1980:  A  Report  on  State 
Health  Agencies'  Expenditures  and  Activities."  See  also  PIC  ID  Nos. 
2021.1-2021.5.  (Reports  137,  135,  66,  16,  and  17  pages,  respectively.) 

DESCRIPTORS:  Comprehensive  Health  Care,  Maternal  and  Child 
Health,  Preventive  Health  Care,  Grants-in-Aid,  State  or  Local  Ad- 
ministration, Health  Care  Expenditures,  Information  Systems,  Feder- 
al Administration,  Public  Health  Services,  Federal  State  and  Local 
Relations 

STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 
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STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  National  Public  Health  Program  Reporting 
System 

REPORT  TITLE:  National  Public  Health  Program  Reporting  System 

(1981  Selected  Reports) 
PERFORMER:  Public  Health  Foundation  (ASTHO),  1220  L  Street 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Spyke,  Jerry;  Rm  140,  MORG  Bldg; 

FTS-236-1804 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Health  Incentive  Grants 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  The  National  Public  Health  Program  Reporting  System 
(NPHPRS),  initiated  by  the  Association  of  State  and  Territorial 
Health  Officials  (ASTHO)  (now  called  the  Public  Health  Founda- 
tion), is  designated  as  the  uniform,  national  health  program  reporting 
system  specified  in  Section  314(d)  of  the  Public  Health  Service  Act. 
This  system  provides  comprehensive  data  concerning  public  health 
programs  and  expenditures  of  state  and  territorial  health  agencies  on 
a  national  basis.  Available  from  PIC  are  the  following  FY  1981  re- 
ports: "Public  Health  Programs  1981:  An  Inventory  of  State  Pro- 
grams and  Uses  of  Health  Incentive  Grants";  "Public  Health 
Agencies  1981:  A  Report  on  Their  Expenditures  and  Activities"; 
"Selected  Title  V  Maternal  and  Child  Health  Services  1981";  "Se- 
lected Title  V  Crippled  Children's  Services  1981";  "Final  Report  on 
Five- Year  Trends  in  State  Health  Agency  Expenditures  and  Services 
and  Use  of  ASTHO/RS  Data  for  Measuring  Progress  Toward  the 
1990  National  Prevention  Objectives";  and  "Local  Health  Depart- 
ment Reporting  of  Services  and  Expenditures."  See  also  PIC  ID  Nos. 
2021  and  2021.2-2021.5.  (Reports  135,  159,  75,  17,  39,  and  31  pages, 
respectively.) 

DESCRIPTORS:  Comprehensive  Health  Care,  Information  Systems, 
Grants-in-Aid,  Preventive  Health  Care,  Public  Health  Services,  State 
or  Local  Administration,  Federal  State  and  Local  Relations,  Health 
Care  Expenditures,  Federal  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2021  1  PROJECT  NO: 
FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 
MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  National  Public  Health  Program  Reporting 
System 

REPORT  TITLE:  National  Public  Health  Program  Reporting  System 

(1982  Selected  Reports) 
PERFORMER:  Public  Health  Foundation  (ASTHO),  1220  L  Street 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Spyke,  Jerry;  Rm  140,  MORG  Bldg; 

FTS-236-1804 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  and  Health  Services  Block 

Grant  (PHHSBG); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  The  National  Public  Health  Program  Reporting  System 
(NPHPRS),  initiated  by  the  Association  of  State  and  Territorial 
Health  Officials  (ASTHO)  (now  called  the  Public  Health  Founda- 
tion), is  designated  as  the  uniform,  national  health  program  reporting 
system  specified  in  Section  314(d)  of  the  Public  Health  Service  Act. 
This  system  provides  comprehensive  data  concerning  public  health 
programs  and  expenditures  of  state  and  territorial  health  agencies  on 
a  national  basis.  Available  from  PIC  are  the  following  volumes  com- 
prising the  "Public  Health  Agencies  1982"  series:  "Expenditures  and 
Sources  of  Funds";  "Services  and  Activities";  "Services  for  Mothers 
and  Children";  and  "An  Inventory  of  Programs  and  Block  Grant 
Expenditures."  Work  for  this  project  was  also  performed  under 
Cooperative  Agreement  No.  U38/CCU300-482-01.  See  also  PIC  ID 
Nos.  2021,  2021.1,  and  2021.3-2021.5.  (Reports  98,  88,  46,  and  108 
pages,  respectively.) 

DESCRIPTORS:  Block  Grants,  Health  Care  Expenditures,  Information 
Systems,  State  or  Local  Administration,  Federal  Administration, 
Public  Health  Services,  Grants-in-Aid,  Federal  State  and  Local  Rela- 
tions 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2021  2  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  MCJ-510477-01-0 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '83  through  July  '84  . 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  National  Public  Health  Program  Reporting 
System 


REPORT  TITLE:  National  Public  Health  Program  Reporting  System 

(1983  Selected  Reports) 
PERFORMER:  Public  Health  Foundation  (ASTHO),  1220  L  Street 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Spyke,  Jerry;  Rm  140,  MORG  Bldg; 

FTS-236-1804 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  and  Health  Services  Block 

Grant  (PHHSBG); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  The  National  Public  Health  Program  Reporting  System 
(NPHPRS),  initiated  by  the  Association  of  State  and  Territorial 
Health  Officials  (ASTHO)  (now  called  the  Public  Health  Founda- 
tion), is  designated  as  the  uniform,  national  health  program  reporting 
system  specified  in  Section  314(d)  of  the  Public  Health  Service  Act. 
This  system  provides  comprehensive  data  concerning  public  health 
programs  and  expenditures  of  state  and  territorial  health  agencies  on 
a  national  basis.  Available  from  PIC  are  the  following  volumes  com- 
prising the  "Public  Health  Agencies  1983"  series:  "Expenditures  and 
Sources  of  Funds";  "Services  and  Activities";  "Services  for  Mothers 
and  Children";  "An  Inventory  of  Programs  and  Block  Grant  Expen- 
ditures"; and  "Special  Report:  State  Health  Agency  Use  of  the  Ma- 
ternal and  Child  Health  Services  Block  Grants,  1981-1983."  Work  for 
this  project  was  also  performed  under  Cooperative  Agreement  No. 
U38/CCU300-482-03.  See  also  PIC  ID  Nos.  2021-2021.2,  2021.4,  and 
2021.5.  (Reports  74,  50,  72,  106,  and  64  pages,  respectively.) 

DESCRIPTORS:  State  or  Local  Administration,  Health  Care  Expendi- 
tures, Public  Health  Services,  Maternal  and  Child  Health,  Informa- 
tion Systems,  Grants-in-Aid,  Federal  Administration,  Federal  State 
and  Local  Relations,  Block  Grants 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2021  3  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  MCJ-5 10477-02-0 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '84  through  January  '86 


1502 

AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  National  Public  Health  Program  Reporting 
System 

REPORT  TITLE:  National  Public  Health  Program  Reporting  System 

(1984  Selected  Reports) 
PERFORMER:  Public  Health  Foundation  (ASTHO),  1220  L  Street 

N.W.,  Washongton  D.C.  20005 
PROJECT  OFFICER:  Spyke,  Jerry;  Rm  140,  MORG  Bldg; 

FTS-236-1804 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  and  Health  Services  Block 

Grant  (PHHSBG); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  The  National  Public  Health  Program  Reporting  System 
(NPHPRS),  initiated  by  the  Association  of  State  and  Territorial 


PROJECT  DESCRIPTIONS 


551 


Accession  No.  1502 


Public  Health  Service 
CENTERS  FOR  DISEASE  CONTROL 


Health  Officials  (ASTHO)  (now  called  the  Public  Health  Founda- 
tion), is  designated  as  the  uniform,  national  health  program  reporting 
system  specified  in  Section  314(d)  of  the  Public  Health  Service  Act. 
This  system  provides  comprehensive  data  concerning  public  health 
programs  and  expenditures  of  state  and  territorial  health  agencies  on 
a  national  basis.  Available  from  PIC  are  the  following  volumes  com- 
prising the  "Public  Health  Agencies  1984"  series:  "Expenditures  and 
Sources  of  Funds";  "Services  and  Activities";  "Services  for  Mothers 
and  Children";  "An  Inventory  of  Programs  and  Block  Grant  Expen- 
ditures"; "1984  Public  Health  Chartbook";  and  "1990  Objectives  for 
the  Nation:  Profile  of  State  Health  Agency  Progress."  Work  for  this 
project  was  also  performed  under  Cooperative  Agreement  No.  U38/ 
CCU300-482-04.  See  also  PIC  ID  Nos.  2021-2021.3  and  2021.5.  (Re- 
ports 67,  48,  76,  97,  38,  and  86  pages,  respectively.) 

DESCRIPTORS:  Grants-in-Aid,  State  or  Local  Administration,  Feder- 
al Administration,  State  or  Local  Administration,  Health  Care  Ex- 
penditures,  Public   Health   Services,   Federal   State  and  Local 
Relations,  Block  Grants,  Information  Systems,  Health  Promotion 
STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO:  2021.4  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  MCJ-5 10477-03-0 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
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REPORT  TITLE:  National  Public  Health  Program  Reporting  System 
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PERFORMER:  Public  Health  Foundation  (ASTHO),  1220  L  Street 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Spyke,  Jerry;  Rm  140,  MORG  Bldg; 

FTS-236-1804 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  and  Health  Services  Block 

Grant  (PHHSBG); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  The  National  Public  Health  Program  Reporting  System 
(NPHPRS),  initiated  by  the  Association  of  State  and  Territorial 
Health  Officials  (ASTHO)  (now  called  the  Public  Health  Founda- 
tion), is  designated  as  the  uniform,  national  health  program  reporting 
system  specified  in  Section  314(d)  of  the  Public  Health  Servic  Act. 
This  system  provides  comprehensive  data  concerning  public  health 
programs  and  expenditures  of  state  and  territorial  health  agencies  on 
a  national  basis.  Available  from  PIC  are  the  two  volumes  comprising 
the  "Public  Health  Agencies  1987"  series,  which  presents  FY  1985 
data:  "Expenditures  and  Sources  of  Funds"  and  "An  Inventory  of 
Programs  and  Block  Grant  Expenditures."  Also  available  is  "Blue- 
print for  Progress:  Recommendations  for  the  Public  Health  Founda- 
tion's ASTHO  Reporting  System."  See  also  PIC  ID  Nos. 
2021-2021.4.  (Reports  74,  107,  and  12  pages,  respectively.) 

DESCRIPTORS:  Block  Grants,  Grants-in-Aid,  Health  Care  Expendi- 
tures, Information  Systems,  State  or  Local  Administration,  Federal 
Administration,  Federal  State  and  Local  Relations,  Public  Health 
Services 


STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2021.5  PROJECT  NO; 

FUND  SOURCE:  Research  NTIS  NO;  PIC  Only 

MECHANISM;  Coop  Agree- 
ment ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  U/38CCU300-482-04 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  January  '86  through  September  '87 
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PROJECT  TITLE:  National  Vaccination  Status  of  Preschool 
Children 

REPORT  TITLE:  National  Vaccination  Status  of  Preschool  Children, 
1985 

PERFORMER:  Bureau  of  the  Census,  Statistical  Methods  Division, 

Washington  D.C.  20333 
PROJECT  OFFICER;  Eddins,  Donald  L.;  Rm  347,  FWPK  Bldg; 

FTS-236-1875 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention-Immunization 

ABSTRACT;  The  purpose  of  this  project  was  to  obtain  a  more  accurate 
estimate  of  the  vaccination  status  of  each  state's  preschool  population 
against  measles,  mumps,  rubella,  polio,  diphtheria,  pertussis,  and  teta- 
nus. Using  data  from  the  United  States  Immunization  Survey,  esti- 
mates were  based  only  on  responses  from  individuals  who  referred 
to  an  immunization  record.  Because  the  sampling  design  required  at 
least  a  denominator  estimate  of  75,000  immunization  records  for 
which  attribute  estimates  could  be  calculated,  only  16  states  had  large 
enough  data  cells  for  statistical  presentation.  However,  these  states 
represented  two-thirds  of  the  total  U.S.  population  in  the  2-  to  4- 
years-old  group.  The  range  of  immunization  levels  for  these  16  states 
was  considerable.  The  preschool  population  continues  to  be  the  most 
difficult  for  which  to  obtain  a  complete  and  accurate  estimate  relative 
to  immunization  status.  These  data,  along  with  data  that  are  available 
from  selective  state  assessment  schemes,  suggest  that  preschool  im- 
munization levels  range  most  frequently  between  75%  and  85%. 
These  data  indicate  substantial  progress  toward  the  objective  of  at 
least  90%  of  preschool  children  being  adequately  vaccinated  by  1990. 
(Final  report  4  pages.) 

DESCRIPTORS:  Preventive  Health  Care,  Communicable  Disease, 

Children  and  Youth 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO;  2556  PROJECT  NO:  CDC  85E-100 

FUND  SOURCE;  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM;  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  85-$50  ^ 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '85  through  October  '86 


552 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

CENTERS  FOR  DISEASE  CONTROL 


Accession  No.  1507 


1505 

AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Information  Dissemination  Strategy  for  NIOSH 

REPORT  TITLE:  NIOSH  Information  Dissemination  Strategy 
PERFORMER:  John  Short  and  Associates,  Inc.,  1100  Ashwood 

Parkway,  Parkway  Street,  Atlanta  GA  30338 
PROJECT  OFFICER:  Kolsky.  Kenneth 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Research; 

PHS-CDC-Program  Direction  and  Management 

ABSTRACT:  The  development  of  a  National  Institute  of  Occupational 
Safety  and  Health  (NIOSH)  information  dissemination  model  is  de- 
scribed. The  model  was  developed  by  NIOSH's  Division  of  Techni- 
cal Services  (DTS)  to  relay  appropriate  occupational  safety  and 
health  information  to  the  proper  audience.  The  results  of  a  survey  of 
NIOSH's  membership  to  determine  the  audience  to  be  reached  are 
reported.  Analogous  dissemination  models  in  use  in  the  public  and 
private  sectors  are  evaluated.  The  proposed  model  includes  the  fol- 
lowing clusters  of  activities:  dissemination  planning  process,  DTS 
work  plan,  review  of  publication,  implementation,  and  evaluation  of 
the  system.  Each  of  these  activities  is  described  in  detail  and  illustrat- 
ed by  sample  forms.  An  overview  of  the  maintenance  and  data  retrie- 
val functions  for  the  NIOSH  Master  Readership  File  is  provided.  It 
is  recommended  that  the  proposed  dissemination  system  be  imple- 
mented. Recommendations  were  made  to  strengthen  DTS's  review- 
ing function,  its  interaction  with  GPO  and  NTIS,  and  its  role  as  a 
dissemination  consultant  with  NIOSH.  Also,  it  was  recommended 
that  DTS  continue  to  monitor  and  evaluate  its  dissemination  effec- 
tiveness by  updating  and  expanding  dissemination. 

DESCRIPTORS:  Information  Dissemination,  Survey  or  Questionnaire 

Feature,  Information  Systems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0477  PROJECT  NO:  CDC  74-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  99-74-82 
COST    (In  Thousands):  FY  74-S43 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  "74  through  January  '76 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Occupational  Characteristics  of  Disabled 
Workers:  Analysis  of  Social  Security  Disability  Benefit 
Awards  to  Workers  during  1969-1972 

REPORT  TITLE:  Occupational  Characteristics  of  Disabled  Workers: 

Analysis  of  Social  Security  Disability  Benefit  Awards  to 

Workers  during  1969-1972 
PERFORMER:  National  Institute  for  Occupational  Safety  and 

Health,  Cincinnati  OH  45226 
PROJECT  OFFICER:  Kennedy,  Jacqueline 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance-Benefit  Payments; 

PHS-CDC-Occupational  Safety  and  Health-Research 

ABSTRACT:  This  report  presents  data  on  the  Social  Security  Adminis- 
tration's (SSA's)  disability  awards  for  the  years  1969  through  1972  to 


establish  associations  between  disabling  conditions  and  occupations 
among  workers  covered  by  the  Social  Security  Disability  Insurance 
program.  The  report  presents  race--  and  sex-specific,  age-adjusted, 
proportional  morbidity  ratios  (PMRs)  by  disabling  condition  and 
occupation.  It  also  provides  estimates  of  numbers  of  disabled  workers 
by  disabling  condition,  occupation,  age,  sex,  and  race.  The  objective 
is  to  provide  a  reference  for  epidemiological  investigations  of  occupa- 
tional morbidity.  The  source  of  data  for  this  report  was  the  Continu- 
ous Disability  History  Sample  file.  Work  for  this  project  was  also 
performed  by  the  Social  Security  Administration.  HHS  (NIOSH) 
Publication  No.  80-145,  (Final  report  29  pages.) 

DESCRIPTORS:  Social  Security,  Disability  Insurance,  Statistical  Data 
Feature,  Handicapping  Conditions  and  Problems,  Labor  Markets  and 
Problems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1483  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  July  '79  through  July  '80 
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PROJECT  TITLE:  Occupational  Health  Content  in  Baccalaureate 
Nursing  Education 

REPORT  TITLE:  Occupational  Health  Content  in  Baccalaureate 

Nursing  Education 
PERFORMER:  University  of  Tennessee,  College  of  Nursing  and 

College  of  Medicine,  Knoxville  TN  37996 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health-Training 

ABSTRACT:  This  manual  presents  a  methodology  for  identifying  spe- 
cific content  in  a  baccalaureate  nursing  curriculum.  It  presents  the 
utilization  of  this  methodology  in  delineating  the  occupational  health 
nursing  content  in  baccalaureate  nursing  education  and  suggests  its 
application  to  graduate  education.  In  each  chapter  the  processes  in- 
volved are  clearly  described,  and  the  relation  between  process  and 
content  is  delineated.  A  theoretical  framework  is  presented  utilizing 
an  integration  of  a  theory  from  public  health  and  a  theory  from 
psychology.  Pertinent  literature  is  reviewed,  competencies  and  con- 
tent for  occupational  health  nursing  are  identified,  and  realistic  im- 
mediate and  long-term  recommendations  for  leaders  in  nursing 
education  and  for  practicing  occupational  health  nurses  are  made. 
(Final  report  126  pages.) 

DESCRIPTORS:  Health  Manpower  Training,  Public  Health  Services 
STUDY  TYPE:  Other 

PIC  ID  NO:  0281  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  86-66-179 
COST    (In  Thousands):  Not  available 
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STATUS:  Study  completed. 

Available  from  PIC 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Plan  for  the  Evaluation  of  the  School  Health 
Curriculum  Project 

REPORT  TITLE:  Plan  for  the  Evaluation  of  the  School  Health 

Curriculum  Project  (Two  Volumes) 
PERFORMER:  Development  and  Evaluation  Associates,  4836 

Westfield  Drive,  Manlius  NY  13104 
PROJECT  OFFICER:  Sumner,  Andrew,  Sc.D.;  Rm  3033,  CLFT 

Bldg;  FTS-236-3895 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Risk  Reduction  and  Health 

Education  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  The  School  Health  Curriculum  Project  (SHCP)  is  an 
approach  to  health  education  developed  to  facilitate  understanding  of 
and  responsibility  for  personal  health  in  elementary  school  age  chil- 
dren. Six  curriculum  units  (grades  2-7)  were  available  at  the  time  of 
the  study.  Each  unit's  content  theme  was  a  particular  body  system: 
the  ear  and  hearing  (grade  2),  the  eye  and  seeing  (grade  3),  the 
digestive  system  (grade  4),  the  respiratory  system  (grade  5),  the  cir- 
culatory system  (grade  6)  and  the  nervous  system  (grade  7).  Each  unit 
was  intended  as  a  10-week  continual  instructional  sequence,  averag- 
ing 45-60  minutes  per  day,  5  days  per  week.  Data  available  at  the  time 
of  the  study  indicated  that  at  least  230  school  districts  in  33  states  had 
adopted  and  implemented  the  SHCP  in  the  instructional  program. 
Volume  I  contains  a  descriptive  overview  of  the  recommended 
evaluation  plan:  a  macro-level  presentation.  Volume  II  presents  the 
micro-level,  and  details  specific  evaluation  implementation  proce- 
dures and  guidelines  in  operational  terms.  (Final  report  volumes  69 
pages  plus  appendices  and  144  pages  plus  appendices,  respectively.) 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Feasibili- 
ty Study  Feature,  Field  Test  Feature,  Educational  Techniques,  Con- 
sumer Education,  Elementary  and  Secondary  Students 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1650  PROJECT  NO:  CDC  78-002 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-78-0812 
COST    (In  Thousands):  FY  78-$77 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '78  through  September  '79 
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PROJECT  TITLE:  CEH  Computerized  Planning,  Management,  and 
Evaluation  Information  System  (Three  Phases) 

REPORT  TITLE:  Planning  and  Reporting  Information  System  for 

Management  (PRISM)  (Phase  I) 
PERFORMER:  Automated  Sciences  Group,  700  Roeder  Road, 

Silver  Spring  MD  20910 


PROJECT  OFFICER:  Ross,  David  A.;  Rm  9,  CHAM  Bldg; 

FTS-236-1720 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Program  Direction  and  Management 

ABSTRACT:  This  project  developed  a  comprehensive  project-plan- 
ning, reporting,  and  financial  management  system  for  the  Center  for 
Environmental  Health  and  Injury  Control  (CEHIC),  the  Planning 
and  Reporting  Information  System  for  Management  (PRISM). 
PRISM  consists  of  (1)  the  project  description  and  milestones  (i.e., 
indicators  of  progress)  module  and  (2)  the  financial  tracking  and 
budget  development  module.  The  system  design  and  the  project  de- 
scriptions were  completed  in  Phase  I.  A  users'  manual  was  also  deve- 
loped. Phase  II  of  the  system  development,  which  is  scheduled  for 
completion  by  October  1,  1989,  will  complete  the  system  so  that 
financial  expenditures  are  fully  linked  with  program  outcomes.  Phase 
III  will  assess  the  impact  of  PRISM  on  management  practices  and 
resource  allocation  by  FY  1990.  (Executive  summary  4  pages.) 

DESCRIPTORS:  Management  Information  and  Reporting,  Research 
and  Evaluation  Planning  and  Administration,  Information  Systems, 
Budgeting,  Planning 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2757  PROJECT  NO:  CDC  86E-100 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  DTNH22-86-X- 17422 
COST    (In  Thousands):  FY  86-$  103  ^ 
STATUS:  On-going 

Executive  summary  at  PIC 
START/END  DATES:  September  "86  through  December  '99 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Planning  for  Delivery  of  Occupational  Health 
Services  under  Public  Law  93-641  in  Rhode  Island 

REPORT  TITLE:  Planning  for  Delivery  of  Occupational  Health 
Services  under  Public  Law  93-641  in  Rhode  Island  (Three 
Volumes) 

PERFORMER:  State  of  Rhode  Island,  Department  of  Health, 

Providence  RI  02908 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health  (Entire  Program 
Area) 

ABSTRACT:  This  three-part  project  included  (1)  an  assessment  of 
statewide  planning  of  occupational  safety  and  health  services  under 
the  auspices  of  P.L.  93-641  in  Rhode  Island;  (2)  an  analysis  of  occupa- 
tional mortality  in  Rhode  Island;  and  (3)  an  evaluation  of  the  feasibili- 
ty of  providing  occupational  safety  and  health  services  to  small-  and 
medium-size  industry  by  a  health  maintenance  organization.  The  as- 
sessment of  statewide  planning  found  that  the  capacity  of  occupation- 
al safety  and  health  services  and  manpower  is  far  from  commensurate 
with  the  magnitude  of  occupational  injury  and  illness  in  Rhode  Is- 
land. The  occupational  mortality  study  determined  whether  analysis 
of  occupational  data  files  is  an  effective  and  efficient  method  of 
screening  for  occupational  risk.  The  results  show  that  of  527  possible 
combinations  of  sex,  occupation,  and  cause  of  death,  statistically  sig- 
nificant associations  were  found  in  48  comparisons.  The  occupational 
health  feasibility  study  determined  the  feasibility  with  which  the 
Rhode  Island  Group  Health  Association  (RIGHA)  could  provide 
occupational  health  services  to  industry.  It  was  concluded  that 
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enough  of  a  market  appears  to  exist  within  manufacturing  alone  to 
support  an  occupational  health  program,  and  that  the  program  may 
become  self-sufficient  within  three  years.  "Volume  I:  Statewide  Plan- 
ning for  Occupational  Health  in  Rhode  Island"  is  available  from  PIC. 
(Final  report  228  pages.) 

DESCRIPTORS:  Safety,  State  or  Local  Administration,  Public  Health 

Services,  Feasibility  Study  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO;  0276  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  210-78-0121 
COST    (In  Thousands):  E 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  "78  through  April  "80 
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AGENCY  SPONSOR:  PubHc  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Evaluation  of  Effects  of  Applied  Epidemiology 
Course  on  Actual  Job  Performance  and  Quality  of  Work 

REPORT  TITLE:  Project  to  Develop  a  Protocol  for  Evaluating  the 
Effectiveness  of  the  CDC  Applied  Epidemiology  Course  in 
Improving  Epidemiologic  Performance 

PERFORMER:  Boston  University,  School  of  Public  Health,  Boston 
MA  02118 

PROJECT  OFFICER:  Brown,  Wayne  G.;  Rm  521,  BKHD  Bldg; 

FTS-236-6669 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Technology  Development-Technology  Transfer 

ABSTRACT:  This  study  developed  and  validated  a  protocol  for  assess- 
ing the  impact  of  participating  in  the  Center  for  Professional  Deve- 
lopment and  Training  (CPTD)  applied  epidemiology  course  on 
participants'  subsequent  job  performance.  The  protocol  developed 
essentially  asked  individuals  to  report  the  frequency  with  which  they 
performed  a  variety  of  specific  epidemiologic  tasks,  all  drawn  from 
tasks  listed  on  the  training  flow  chart  of  epidemiologic  activities  and 
taught  in  the  epidemiology  course.  Two  course  populations  studied 
among  participants  did  not  meet  the  eligibility  criteria  set  for  the 
applied  epidemiology  course.  Most  course  participants  engaged  in 
epidemiologic  tasks  25%  of  their  time  or  less  and  performed  the 
assessed  epidemiologic  tasks,  by  and  large,  less  frequently  than  ex- 
pected. Since  many  of  the  participants  were  primarily  supervisors, 
the  strategy  for  assessing  the  reliability  of  self-reports  on  frequency 
of  performance  and  for  assessing  the  quality  of  performance  by  com- 
paring ratings  of  pre-  and  post-work  products  was  difficult.  The  final 
protocol  developed  permitted  an  assessment  of  whether  participants 
found  the  course  useful  in  epidemiologic  performance  and,  if  not,  it 
provided  an  itemized  list  of  reasons.  It  also  included  sociodemo- 
graphic  data  relevant  to  job  performance  and  questioned  participants' 
interest  in  taking  the  course  and  their  reasons  for  using  it  in  their  job 
activities.  (Final  report  136  pages.) 

DESCRIPTORS:  Epidemiologic  Research,  Communicable  Disease, 
Federal  State  and  Local  Relations 

STUDY  TYPE:  Program  Performance  Evaluation;  Research  and 
Data  Development 

PIC  ID  NO:  2419  PROJECT  NO:  CDC  82E-102 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  2-$100 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  September  '82  through  November  '84 
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AGENCY  SPONSOR:  Public  Health  Service" 

Centers  for  Disease  Control 

PROJECT  TITLE:  Development  of  a  Database  for  Assessing  Impact 
of  Newly  Established  Veneral  Disease  Control  Program 

REPORT  TITLE:  Review  and  Analysis  of  Gonorrhea  Data  Systems 
for  Evaluation  of  Control  Programs,  Columbus,  Ohio 

PERFORMER:  Columbus  Department  of  Health,  Columbus  OH 
43215 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention- Venereal  Diseases 

ABSTRACT:  Gonorrhea  control  programs  in  Columbus,  Ohio,  were 
evaluated  on  the  basis  of  data  generated  by  each  control  measure  and 
of  the  efficiency  with  which  control  measures  were  applied.  The 
report  also  discusses  the  data,  data  collection,  and  reporting  systems 
that  relate  trends  in  cases  treated  in  the  public  and  private  sector, 
trends  in  selected  complications  associated  with  gonorrhea,  indices 
for  determining  trends  in  the  infection  rate,  and  recommendations 
regarding  standardized  data  reporting  systems.  (Final  report  30 
pages.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Health  Care 
Delivery  Systems,  Venereal  Disease,  Morbidity  and  Mortality,  Pre- 
ventive Health  Care,  State  or  Local  Administration,  Management 
Information  and  Reporting 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0359  PROJECT  NO:  CDC  72-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  21-72-585 
COST  (In  Thousands):  FY  72-$65 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '72  through  September  '74 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  School  Health  Education  Evaluation 

REPORT  TITLE:  School  Health  Education  Evaluation 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Christensen,  Gregory,  Ph.D.;  Rm  117,  Bldg  3; 

FTS-236-3158 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health-Risk  Reduction  and  Health 
Education  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  This  project  evaluated  the  effectiveness  in  grades  four 
through  seven  of  the  School  Health  Curriculum  Project  (SHCP)  and 
three  alternative  health  education  approaches  and  curricula.  The 
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three  other  heahh  programs  that  participated  in  the  evaluation  were 
the  Health  Education  Curriculum  Guide  (HECG),  3R's  and  High 
Blood  Pressure  (3R's  and  HBP),  and  Project  Prevention.  More  than 
1,000  classrooms  and  30,000  children  participated  in  the  School 
Health  Education  Evaluation  during  the  1982-1983  and  1983-1984 
school  years.  The  study  concludes  that  school  health  programs  for 
primary  grade  students  have  important  impacts  upon  students'  self- 
reported  health  behavior,  attitudes,  and  knowledge,  and  that  pro- 
gram effectiveness  was  related  to  the  degree  to  which  the  program 
was  implemented  as  intended.  In  turn,  the  costs  of  health  instruction 
were  closely  related  to  program  implementation.  Results  of  the  study 
were  published  in  the  October  1985  issue  of  the  "Journal  of  School 
Health"  (Volume  55,  No.  8). 

DESCRIPTORS:  Curriculum  Development,  Educational  Techniques, 
Elementary  and  Secondary  Students,  Field  Test  Feature,  Learning 
Processes,  Research  and  Evaluation  Methods  Feature,  Statistical 
Analysis  Methods  Feature,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1928  PROJECT  NO:  CDC  78-002 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-81-0600 

COST    (In  Thousands):  FY  81-$700,  FY  82-$319,  FY  84-$36 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '81  through  October  '85 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  SENIC  Project:  Study  on  the  Efficacy  of 
Nosocomial  Infection  Control 

REPORT  TITLE:  SENIC  Project:  Study  of  the  Efficacy  of 

Nosocomial  Infection  Control 
PERFORMER:  National  Center  for  Health  Statistics,  Hyattsville 

MD  20782 

PROJECT  OFFICER:  Haley,  Robert  W.,  M  D. 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention  (Entire  Program  Area); 
PHS-CDC-Preventive  Health-Risk  Reduction  and  Health 
Education  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  A  preliminary  screening  questionnaire  was  developed 
and  tested  by  the  Centers  for  Disease  Control  (CDC)  for  use  by 
hospitals  in  infection  surveillance  and  control  programs  (ISCPs).  Ac- 
tivities comprising  the  CDC  program  to  encourage  infection  control 
are  outbreak  investigations,  consultations,  methodological  develop- 
ment, scientific  conferences,  scientific  publications,  training,  and  es- 
tablishment of  guidelines  in  cooperation  with  other  organizations. 
The  design  of  the  preliminary  screening  questionnaire  began  in  1974, 
and  the  questionnaire  was  mailed  to  hospitals  in  1976.  Major  designs 
in  the  process  include  the  following:  the  formulation  of  nomencla- 
ture, hypotheses,  models,  and  indexes  of  infection  control  activities; 
the  development  of  stratification  parameters  for  use  in  the  sampling 
of  hospitals;  the  completion  of  a  comprehensive  literature  review;  the 
definition  of  a  target  universe  for  the  questionnaire;  the  design,  pret- 
esting, and  redesign  of  the  questionnaire;  and  the  derivation  of  strate- 
gies to  maximize  the  response  rate.  ISCP  activities  and  characteristics 
were  categorized  into  the  content  areas  of  surveillance,  control,  per- 
sonnel, and  preventive  patient  care  practices.  Most  specific  items 
contained  in  CDC  recommendations  and  measured  by  the  question- 
naire were  implemented  by  several  hospitals.  The  May  1980  issue  of 
the  "American  Journal  of  Epidemiology"  is  devoted  to  the  SENIC 
project  and  is  available  from  PIC.  (Final  report  158  pages.) 


DESCRIPTORS:  Hospitals,  Communicable  Disease,  Regulation  and 
Standard  Setting,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0702  PROJECT  NO:  CDC  75-1,2,3,4,5,6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  287-955 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-75-0510 

COST    (In  Thousands):  FY  75-$105,  FY  76-$83 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '75  through  October  '78 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  State  and  Local  Health  Agency  Implementation 
of  Model  Standards  for  Community  Preventive  Health 
Services 

REPORT  TITLE:  State  and  Local  Implementation  of  Model 

Standards  for  Community  Preventive  Health  Services:  An 
Evaluation  of  Impact  on  Local  Health  Agency  Performance 

PERFORMER:  State  of  California,  Department  of  Health  Services, 
Sacramento  CA  95814,  916-443-9076 

PROJECT  OFFICER:  Katz,  Martha;  Rm  2050,  CLFT  Bldg; 
FTS-236-3243 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  (Entire  Program  Area) 
(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  The  purposes  of  this  evaluation  were  to  determine  (1)  if 
a  state/local  negotiation  process  to  establish  local  model  standards 
had  a  measurable  impact  on  local  programs  and  (2)  if  the  use  of  model 
standards  in  seven  selected  programs  improved  local  program  perfor- 
mance over  a  two-year  period.  A  set  of  model  standards,  specific  to 
the  delivery  of  public  health  services  in  California,  were  established 
for  seven  programs  and  tested  in  18  counties  (nine  test  and  nine 
control  counties).  The  results  indicated  that  the  state/local  negotia- 
tion process  had  measurable  impact  on  local  program  performance. 
Test  counties  set  more  objectives,  achieved  higher  levels  of  perfor- 
mance, and  rated  negotiations  as  the  single  most  beneficial  aspect  of 
this  project.  Both  test  and  control  counties  reported  increases  in 
program  performance  and  achievement  in  both  years.  However,  the 
actual  number  of  objectives  set  at  higher  performance  levels  and 
achieved  by  test  counties  was  much  greater  than  control  counties. 
The  process  also  had  a  measurable  impact  on  the  use  of  outcome 
objectives  and  improvement  in  data  collection.  Programs  in  test 
counties  reported  increases  in  program  performance,  staff,  and  fund- 
ing more  frequently  during  both  years  than  control  counties.  See  also 
PIC  ID  No.  2253.1. 

DESCRIPTORS:  State  or  Local  Government,  Evaluation  by  State  and 
Local  Governments,  Survey  or  Questionnaire  Feature,  Preventive 
Health  Care,  Public  Health  Services 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2253  PROJECT  NO:  CDC  83E-101b 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200  83-0606 

COST    (In  Thousands):  FY  83-$  114,  FY  84-$80,  FY  85-$45 
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STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '83  through  April  '87 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Study  for  the  Evaluation  of  Dissemination  of 
Surveillance  Data 

REPORT  TITLE:  Surveillance  Data:  Quality,  Use  and  Effect  on 

Public  Health  Divisions  in  Local  and  State  Health 

Departments  (Two  Volumes) 
PERFORMER:  University  of  Washington,  School  of  Public  Health 

and  Community  Medicine,  Seattle  WA  98195 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Epidemic  Services; 

PHS-CDC-Infectious  Diseases 

ABSTRACT:  This  study  developed  and  pretested  an  evaluation  me- 
thodology for  a  national  study  of  the  dissemination  and  use  of  surveil- 
lance information  in  state  disease  control  programs.  Disease-specific 
survey  instruments  for  hepatitis,  measles,  gonorrhea,  and  salmonello- 
sis were  sent  to  all  state  health  departments  and  to  a  probability 
sample  of  local  health  departments  to  (1)  document  their  activities 
with  respect  to  the  collection,  analysis,  and  dissemination  of  surveil- 
lance data;  (2)  estimate  the  quality  of  these  data;  and  (3)  document 
the  effect  of  these  data  on  public  health  and  disease  control  activities. 
One  interesting  finding  was  that  national  surveillance  information 
contributes  to  federal  disease  control  policy  decisions,  but  available 
resources  exert  a  stronger  influence  on  control  policy  decisions  at  the 
state  and  local  levels.  The  investigators  also  found  that  interest  in 
increased  reporting  of  particular  diseases  would  only  occur  if  tangi- 
ble benefits  (e.g.,  vaccination  for  those  in  contact  with  reported 
measles  cases)  could  be  offered  as  a  result  of  that  reporting.  The 
report  and  its  appendices  include  the  survey  instruments  as  well  as  a 
content  analysis  of  each  question.  See  also  PIC  ID  No.  0707.  (Final 
report  237  pages.) 

DESCRIPTORS:  Communicable  Disease,  State  or  Local  Administra- 
tion, Information  Dissemination,  Management  Information  and  Re- 
porting, Feasibility  Study  Feature,  Venereal  Disease,  Survey  or 
Questionnaire  Feature,  Preventive  Health  Care 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0707.1  PROJECT  NO:  CDC  75-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-76-0671  P 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '74  through  June  '77 
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PROJECT  TITLE:  Study  for  the  Evaluation  of  Dissemination  of 
Surveillance  Data 


REPORT  TITLE:  Surveillance  Information:  Quality  and  Use,  A 

Study  in  State  and  Local  Health  Departments 
PERFORMER:  University  of  Washington,  School  of  Public  Health 

and  Community  Medicine,  Seattle  WA  98195 
PROJECT  OFFICER:  Brachman,  Philip  S. 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Epidemic  Services; 

PHS-CDC-Infectious  Diseases 

ABSTRACT:  The  objective  of  this  study  was  to  determine  the  feasibili- 
ty of  collecting  reliable  data  for  evaluating  the  dissemination  and  use 
of  surveillance  information.  State  and  local  health  departments  were 
surveyed  to  identify  the  collection,  analysis,  dissemination,  and  uses 
of  surveillance  information.  The  study  indicated  that  it  is  feasible  to 
evaluate  the  use  of  surveillance  information,  but  it  is  difficult  to 
evaluate  the  impact  of  surveillance  information  on  disease  control 
given  the  number  of  confounding  factors.  See  also  PIC  ID  No. 
0707,1. 

DESCRIPTORS:  Information  Dissemination,  Management  Information 
and  Reporting,  Communicable  Disease,  Preventive  Health  Care, 
State  or  Local  Administration,  Feasibility  Study  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0707  PROJECT  NO:  CDC  75-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-75-0567  P 
COST    (In  Thousands):  FY  75-$62,  FY  76-$28 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '74  through  March  '77 
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PROJECT  TITLE:  State  and  Local  Health  Agency  Implementation 
of  Model  Standards  for  Community  Preventive  Health 
Services 

REPORT  TITLE:  Survey  of  City/County  Public  Health  Agencies  to 

Determine  the  Development,  Use,  and  Effect  of  Program 

Performance  Standards 
PERFORMER:  Office  of  Program  Planning  and  Evaluation,  Atlanta 

GA  30333 
PROJECT  OFFICER:  Axnick,  Norman 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Preventive  Health  (Entire  Program  Area) 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  This  project  consisted  of  a  survey  of  local  health  agencies 
to  evaluate  the  development,  use,  and  effects  of  program  perfor- 
mance standards.  It  was  also  designed  to  measure  the  local  use  of 
model  standards  for  community  preventive  health  services.  Although 
the  model  standards  are  not  as  widely  used  in  their  original  form  as 
had  been  anticipated,  the  survey  revealed  that  the  standards  have  had 
an  influence,  with  a  high  proportion  of  the  local  health  agencies  in 
the  survey  reporting  that  they  are  involved  in  the  application  of 
program  standards  of  some  kind.  For  more  than  80%  of  the  agencies, 
minimum  program  standards  are  specified  either  by  law,  by  rule  or 
regulation,  or  by  some  other  method.  The  performance  standards  that 
are  used  are  a  mixture  of  state  and  local  standards,  with  one-third  of 
the  agencies  reporting  that  the  model  standards  were  used  in  develop- 
ing their  own  standards.  More  than  40%  of  the  local  agencies  report- 
ed that  distribution  of  state  funds  is  tied  to  performance,  atlthough 
only  a  small  proportion  participate  in  a  state/local  negotiation  proc- 
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ess.  The  survey  also  found  that  most  of  the  reporting  agencies  indicat- 
ed that  program  standards  are  useful,  both  for  internal  and  external 
purposes,  in  dealing  with  agencies  on  other  governmental  levels  and 
with  legislative  bodies.  The  chief  positive  effect  was  improved  pro- 
gram accountability,  while  the  chief  negative  effect  reported  was  the 
increase  in  paperwork.  See  also  PIC  ID  No.  2253.  (Final  report  4 
pages  plus  appendices.) 

DESCRIPTORS:  State  or  Local  Government,  Evaluation  by  State  and 
Local  Governments,  Survey  or  Questionnaire  Feature,  Public  Health 
Services,  Preventive  Health  Care 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2253  1  PROJECT  NO:  CDC  83E-101a 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '83  through  June  '84 
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PROJECT  TITLE:  Extent  and  Characteristics  of  Venereal  Disease 
Education  in  School  Systems 

REPORT  TITLE:  Survey  of  Venereal  Disease  Education  in  the 
Nation's  Schools 

PERFORMER:  Automated  Services,  Inc.,  5313  Connecticut  Avenue 

N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER:  Dyal,  William  W.;  Rm  419,  BKHD  Bldg; 

FTS-236-6871 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education; 

PHS-CDC-Disease  Prevention-Venereal  Diseases 

ABSTRACT:  The  report  examines  the  programs  that  attack  the  igno- 
rance and  confusion  surrounding  venereal  disease.  A  survey  was  sent 
to  all  50  states  to  determine  units  of  instruction  and  noncurricular 
activities  that  educate  students  about  VD.  Approximately  42%  of  the 
nation's  schools  provide  some  VD  instruction  in  both  curricular  and 
noncurricular  activities,  20%  only  in  instruction  units,  and  30%  only 
in  noncurricular  activities.  The  final  report  and  Appendix  B  are  avail- 
able from  PIC  and  from  NTIS  (Nos.  PB  246-706/AS  and  PB  246- 
707/AS,  respectively). 

DESCRIPTORS:  Curriculum  Development,  Elementary  Education, 
Secondary  Education,  Preventive  Health  Care,  Venereal  Disease, 
Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0421  PROJECT  NO:  CDC  73-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  21-73-542 
COST  (In  Thousands):  FY  73-$43 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '73  through  January  '74 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Ten-State  Nutrition  Survey:  1968-1970 

REPORT  TITLE:  Ten-State  Nutrition  Survey:  1968-1970  (Five 
Volumes) 

PERFORMER:  Nutrition  Program,  1600  Clifton  Road,  Atlanta  GA 

30333 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 
X-Non-HHS  Programs-Health; 
X-Non-HHS  Programs-Other; 

PHS-CDC-Preventive  Health  and  Health  Services  Block 
Grant  (PHHSBG) 

ABSTRACT:  In  1967,  Congress  directed  the  department  to  survey  and 
identify  the  prevalence,  magnitude,  and  distribution  of  malnutrition 
and  related  health  problems  within  the  United  States.  Ten  states  plus 
New  York  City  were  selected  as  representative  of  major  areas  of  the 
country,  the  broad  diversity  of  economic,  ethnic,  and  sociocultural 
composition,  and  availability  of  trained  manpower  to  conduct  the 
survey.  Five  types  of  data  were  collected:  general  demographic, 
dietary  intake,  clinical  and  anthropometric,  dental,  and  biochemical. 
This  five-part  report  presents  detailed  information  on  the  nutrition 
survey  and  its  results. 

DESCRIPTORS:  Food  and  Nutrition,  Statistical  Data  Feature,  Low- 
Income  Population 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0296  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '68  through  September  '72 
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PROJECT  TITLE:  Evaluation  of  the  University  of  North 
Carolina/Centers  for  Disease  Control  (UNC/CDC) 
Laboratory  Practice  Training  Program 

REPORT  TITLE:  UNC/CDC  Graduate  Program  in  Public  Health 

Laboratory  Practice:  An  Evaluation 
PERFORMER:  Kennedy,  Fredric  D.,  Ph.D.,  Stone  Mountain  GA 

30083 

PROJECT  OFFICER:  Martin,  Ronald  E.;  Rm  B52,  CLFT  Bldg; 

FTS-236-3315 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Technology  Development-Laboratory 
Improvement 

ABSTRACT:  The  purpose  of  this  project  was  to  assess  whether  the 
program  met  its  objectives  of  training  persons  for  positions  in  the 
management  of  public  health  laboratories,  and  to  assess  the  adequacy 
of  the  curriculum  to  provide  necessary  training.  The  study  found  that 
the  program  had  been  successful  in  meeting  its  objectives  of  training 
persons  to  serve  as  directors  and  assistant  directors  of  public  health 
laboratories.  Program  graduates  felt  that  more  emphasis  should  be 
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placed  on  management  science.  The  contractor  recommended  in- 
creased federal  support  for  the  program,  and  use  of  the  program  to 
fulfill  international  public  health  needs. 

DESCRIPTORS:  Health  Manpower  Training,  Higher  Education, 
Laboratories,  Scientific  Manpower,  Public  Health  Services,  State  or 
Local  Administration,  Educational  Technology 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1626  PROJECT  NO:  CDC  81-114 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  82053 
COST    (In  Thousands):  FY  81-SlO 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '81  through  March  '82 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 

PROJECT  TITLE:  Evaluation  of  Surveillance  Systems  in  Several 
Provider  Settings 

REPORT  TITLE:  Vermont  Comparison  of  an  Active  and  Passive 
Surveillance  System  of  Primary  Care  Providers 

PERFORMER:  State  of  Vermont,  Department  of  Health, 
Burlington  VT  05401 

PROJECT  OFFICER:  Thacker,  Dr.  Stephen  B. 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Infectious  Diseases 

ABSTRACT:  This  project  compared  methodologies  that  were  used  at 
the  time  of  the  study  and  alternate  methodologies  for  disease  surveil- 
lance to  ascertain  their  effectiveness  and  efficiency  for  improving 
disease  reporting  and  thus  improving  local,  state,  and  national  disease 
control  and  prevention  efforts.  The  study  was  conducted  in  two 
parts:  as  a  statewide  study  in  Vermont  and  as  a  countywide  study  in 
Monroe  County,  New  York.  The  Vermont  study  concluded  that 
although  the  active  surveillance  system  implemented  during  the 
study  enhanced  the  number  and  completeness  of  records  of  disease 
cases,  the  system  was  not  cost-beneficial  in  improving  disease  surveil- 
lance in  the  state.  The  study  also  concluded  that  surveillance  could 
be  significantly  improved  through  the  development  of  improved 
laboratory  reporting.  See  also  PIC  ID  No.  1851.  (Final  report  13 
pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Communicable  Disease, 
Public  Health  Services,  Evaluation  by  State  and  Local  Governments, 
Information  Systems,  Morbidity  and  Mortality,  State  or  Local  Gov- 
ernment 

STUDY  TYPE:  Case  Studies;  Program  Management  or  Efficiency 

PIC  ID  NO:  1851.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-79-0982 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 
-  Executive  summary  at  PIC 
START/END  DATES:  January  '80  through  June  '82 
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PROJECT  TITLE:  Youth  Suicide  in  the  United  States,  1970-1980 

-    REPORT  TITLE:  Youth  Suicide  in  the  Unhed  States,  1970-1980 
PERFORMER:  Center  for  Environmental  Health,  Division  of 

Injury  Epidemiology  and  Control,  1600  Clifton  Road, 

Atlanta  GA  30333 
PROJECT  OFFICER:  Schletty,  Arthur;  Rm  1076,  KOGER  Center; 

FTS-236-4690 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  In  the  30  years  prior  to  this  report,  suicide  has  increased 
steadily  and  substantially  among  American  youth  (aged  15-24  years 
old),  especially  among  white  males.  This  report  provides  numerous 
statistics  on  the  number  of  suicides  and  the  rates  of  increase,  broken 
down  by  race,  sex,  age,  year  in  which  suicide  was  committed,  demo- 
graphic region  and  state,  and  method  of  suicide.  The  report  discusses 
the  data  collection  methodology,  validity  and  limitations  of  suicide 
statistics,  suicide  patterns  as  they  relate  to  risk  factors,  and  preven- 
tion. The  report  also  provides  some  statistics  for  1970-1980,  interna- 
tional classification  of  disease  (ICD)  codes  for  suicide,  and  definitions 
of  variables.  (Final  report  71  pages.) 

DESCRIPTORS:  Children  and  Youth,  Morbidity  and  Mortality,  Statis- 
tics, Mental  Illness 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2615  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  aoplicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  November  '85  through  November  '86 
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PROJECT  TITLE:  1985  Fluoridation  Census  Evaluation 

REPORT  TITLE:  1985  Fluoridation  Census  Evaluation 
PERFORMER:  Alliance  Technology,  213  Burlington  Road,  Bedford 

MA  01730,  Rehm,  Richard  M.,  617-275-5444 
PROJECT  OFFICER:  Sanders,  Darrell  H.;  Rm  345,  FWPK  Bldg; 

FTS-236-1833 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Disease  Prevention-Fluoridation 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  This  evaluation  examined  the  extent  to  which  fluorida- 
tion has  gained  acceptance  in  this  country.  At  the  time  of  this  study, 
the  1980  Flouridation  Census  was  the  last  accurate  count  of  people 
receiving  the  benefits  of  community  water  flouridation.  These  updat- 
ed census  data  are  essential  for  the  Dental  Disease  Activity  to  be  able 
to  evaluate  progress  towards  meeting  program  goals  and  1990  objec- 
tives, and  to  respond  to  inquiries  from  Congress.  These  data  provide 
the  dental  program  with  complete  and  up-to-date  information  on 
community  water  fluoridation  and  also  provide  for  the  first  time,  data 
concerning  consecutive  water  systems  and  the  type  of  fluoride 
chemical  fed  into  each  fluoridation  system.  (Final  report  will  be 
available  in  the  Fall  1988.) 
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DESCRIPTORS:  Dental  Health  Care,  Preventive  Health  Care,  State  or 
Local  Government,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2760  PROJECT  NO:  CDC  86E-104 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  200-86-0940 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  completed 

START/END  DATES:  September  '86  through  July  '88 
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PROJECT  TITLE:  Evaluation  of  Alternative  Sources  for  Producing 
National  Statistics  on  Hospital  Utilization 

REPORT  TITLE:  Alternative  Sources  for  Producing  National 

Statistics  on  Hospital  Utilization 
PERFORMER:  JRB  Associates,  8400  Westpark  Drive,  McLean  VA 

22102 

PROJECT  OFFICER:  Lewis,  W.  Frank;  Rm  243,  FCB2; 

301-436-8522 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  This  study  was  designed  to  provide  the  National  Center 
for  Health  Statistics  (NCHS)  with  information  concerning  each  of 
the  following  issues  so  that  decisions  could  be  made  for  use  of  dis- 
charge abstract  source  data:  (1)  suitability  of  discharge  abstract  ser- 
vice information;  (2)  feasibility  of  using  designated  state  agencies  to 
obtain  data;  (3)  potential  impact  on  the  National  Hospital  Discharge 
Survey;  and  (4)  methodology  necessary  to  implement  the  use  of 
alternative  data  sources.  An  inventory  of  existing  group  discharge 
abstract  services  was  developed,  a  sample  of  discharge  data  from 
abstract  services  was  purchased  and  compared  with  NHDS  data,  and 
a  methodology  for  use  of  purchased  abstract  service  data  in  the 
NHDS  was  developed.  It  was  recommended  that  NCHS  gradually 
phase  in  data  purchased  from  the  major  discharge  abstract  services 
in  order  to  minimize  data  collection  costs  while  preserving  the  ac- 
curacy of  national  estimates.  The  study  findings  were  published  in  the 
March  1983  issue  of  the  "Journal  of  the  American  Medical  Records 
Association."  (Final  report  155  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Statistical 
Data  Feature,  Technology  Assessment  or  Transfer,  Hospitals 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2277  PROJECT  NO:  NCHS  81-005 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-151406 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  233-81-2057 
COST    (In  Thousands):  FY  81-$271 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '81  through  April  '83 
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PROJECT  TITLE:  Review  of  State  Laws  Regulating  Confidentiality 
of  Health  Data  Systems 

REPORT  TITLE:  Analysis  of  State  Practices  Regarding 

Confidentiality  of  CHSS  Data  Collection  and  Principles  for 

Model  State  Legislation 
PERFORMER:  Moshman  Associates,  Inc.,  6400  Goldsboro  Road, 

Bethesda  MD  20817 
PROJECT  OFFICER:  Robey,  James;  Rm  14A40,  PKLN  Bldg; 

301-443-2865 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  success  of  the  Cooperative  Health  Statistics  System 
(CHSS)  depends  in  part  upon  the  resolution  of  the  conflict  between 
the  need  for  health-related  information  for  planning  and  management 
purposes  and  the  need  to  protect  such  information  from  unauthorized 
use  and  disclosure.  This  study  dealt  with  the  identification  of  facts 
pertaining  to  this  conflict  and  developed  principles  for  a  model  state 
law  that  can  resolve  the  conflict.  Seven  states  selected  for  investiga- 
tion were  Massachusetts,  New  York,  New  Jersey,  Florida,  Illinois, 
Texas,  and  California.  An  in-depth  legal  analysis  was  performed  of 
the  statutes,  regulations,  attorney  general  opinions,  guidelines  and 
formal  policies  of  each  state  to  determine  the  extent  to  which  confi- 
dentiality protection  for  health  data,  health  data  systems,  and  related 
provisions  are  relevant  to  CHSS.  The  final  report  contains  a  com- 
parative analysis  and  summary  of  seven  state  laws,  principles  for 
development  of  a  model  state  law,  and  a  discussion  of  the  status  of 
individual  states  investigated.  This  study  extends  a  previous  report 
covering  five  other  states.  See  also  PIC  ID  No.  0459.  (Final  report 
131  pages.) 

DESCRIPTORS:  Privacy  and  Confidentiality,  Client  Records,  State  or 
Local  Administration,  Technical  Assistance,  Law  and  Legislation 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0459  1  PROJECT  NO:  NCHS  76-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  262-445 
MECHANISM:  Contract  ERIC  NO:  Not  applicable  -r 

CONTRACT/GRANT  NO:  230-75-0082 
COST    (In  Thousands):  FY  76-$73 
STATUS:  Study  completed. 

Available  from  PIC,  ' 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '76  through  April  '76 
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ABSTRACT:  This  study,  a  retrospective,  secondary  data  analysis  of 
four  data  years  (1977.  1979.  1980,  and  1984)  of  the  National  Health 
Interview  Sur\ey  (NHIS),  is  designed  to  supply  information  about 
the  potential  for  using  composite  measures  of  health  status  in  assess- 
ing the  nation's  level  of  health.  The  analysis  consists  of  substantive 
comparisons  between  the  data  collected  in  the  specific  NHIS  data 
years  and  each  of  the  following  research  instruments:  the  Health 
Utility  Index  (HLT):  the  Quality  of  Well-Being  (QWB)  Scale:  and  the 
Rand  Health  Insurance  E.xperiment-Functional  Limitation  Battery 
(RHIE-FL).  The  research  is  expected  to  produce  a  data  tape  to  allow 
for  thorough,  systematic  assessment  of  the  relative  advantages  and 
disadvantages  of  using  composite  health  measures  such  as  the  HUI. 
QWB,  and  RHIE-FL.  A  second  product  of  this  research  project  will 
be  a  report  comparing  the  three  research  methods  with  currently 
used  indicators;  current  plans  are  to  pubhsh  this  report  in  "Vital  and 
Health  Statistics  Series  2." 

DESCRIPTORS:  Sur\'ey  or  Questionnaire  Feature.  Statistical  Data 
Feature,  Statistical  Analysis  Methods  Feature.  Research  and  Evalua- 
tion Methods  Feature,  Mobility  Impairment 
STUDY  r^PE:  Research  and  Data  De\  elopment 

PIC  ID  tiO:  2793  PROJECT  NO:  NCHS  86-003 

FUND  50URCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECH  \NISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0104 
COST    (In  Thousands):  FY  87-S70 
STATUS:  Study  in  process 

START/END  DATES:  October  '86  through  September  '88 


1528 

AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Hospital  Ambulatory  Care  Evaluation  Study 

REPORT  TITLE:  Comparison  Report  on  the  Hospital  .A.mbulatory 

Medical  Care  Evaluation  Study 
PERFORMER:  National  Opinion  Research  Center  (NORC).  1155 

East  60th  Street,  Chicago  IL  60637 
PROJECT  OFFICER:  Delozier,  James;  Rm  243,  FCB2;  301-436-7132 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  This  report  is  the  second  on  a  study  to  evaluate  the 
feasibility  of  applying  the  procedures  used  in  the  National  Ambulato- 
ry Medical  Care  Survey  (NAMCS)  to  hospital  outpatient  depart- 
ments. It  focuses  on  a  comparison  of  the  hospital  populations  served 
and  the  kinds  of  ambulatory  care  dispensed  by  hospital-based  facili- 
ties and  by  office-based  physicians.  For  this  comparison,  the  data 
collected  from  hospital-based  facilities  in  the  study  were  weighted  to 
reflect  all  such  ambulatory  visits  in  the  four  standard  metropolitan 
statistical  areas  (Atlanta.  Chicago,  Los  Angeles,  and  Washington)  in 
which  the  survey  was  conducted.  The  weighted  data  are  compared 
with  the  1981  NAMCS  data,  which  are  based  on  a  national  probabili- 
ty sample  of  visits  to  private,  office-based  physicians.  The  compari- 
son shows  that  (1)  marked  differences  e.xist  in  the  specialties  of 
physicians  providing  ambulatory  care  in  office  practice  versus  hospi- 
tal outpatient  departments;  (2)  large  differences  exist  in  the  character- 
istics of  patients  served  by  office-based  practitioners,  outpatient 
departments,  and  hospital  emergency  departments;  and  (3)  the  pro- 
portion of  nonwhites  seen  in  hospital  settings  is  more  than  three  times 
the  proponion  seen  in  office-based  practice.  Major  differences  were 
also  found  in  the  types  of  health  problems  for  which  individuals 
sought  care  and  in  the  treatment  and  services  provided  by  hospital- 
and  office-based  ambulatory  practice.  See  also  PIC  ID  No.  2871. 
(Final  report  32  pages  plus  appendices.) 
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ABSTRACT:  Environmental  factors  that  affect  human  health  and  well- 
being  have  attracted  growing  attention,  with  much  illness  and  disease 
now  believed  to  be  associated  with  environmental  factors.  This  re- 
port presents  a  plan  for  a  study  of  costs  of  environment-related  health 
effects.  It  includes  a  framework  for  an  ongoing  study  that  would 
improve  the  data  and  methodologies  available  to  relate  environmen- 
tal hazards  to  health  problems  and  the  costs  of  these  health  problems. 
(Final  report  167  pages  plus  appendices.) 
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ABSTRACT:  This  report  provides  a  compilation  of  the  forms  used  for 
the  Hispanic  Health  and  Nutrition  Examination  Survey  (HANES)  in 
1984.  Among  the  items  included  in  the  report  are  questionnaires  on 
household,  family,  and  diet  and  the  forms  for  physician's  examination, 
body  measurements,  dental  examination,  and  vision  test.  The  ques- 
tionnaires are  in  both  English  and  Spanish.  (Final  report  335  pages.) 
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ABSTRACT:  The  U.S.  has  had  a  higher  infant  mortality  rate  than  other 
developed  countries.  It  is  believed  that  this  may  be  partially  due  to 
differing  interpretation  of  World  Health  Organization  (WHO)  defini- 
tions of  live  birth,  fetal  death,  and  infant  death.  This  project  evaluated 
the  degree  of  conformity  of  reporting  practice  with  WHO  definitions 
in  countries  with  low  infant  mortality  rates.  The  results  indicate 
whether  international  comparisons  of  infant  mortality  rates  are  valid 
or  if  they  reflect  the  failure  of  some  countries  to  count  infant  deaths 
in  accordance  with  WHO  definitions.  Results  for  Denmark  show  that 
erroneous  records  and  other  causes  led  to  an  understatement  of  the 
Danish  infant  mortality  rate  by  approximately  .5  per  1,000. 
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ABSTRACT:  This  study  investigated  the  premise  underlying  the  no- 
tion of  capital  expenditure  planning  (i.e.,  the  relationship  between 
capital  and  operating  cost).  Econometric  analysis  found  that  the  equi- 
librium annual  cost  increase  associated  with  a  dollar  increase  in  capi- 
tal stock  was  $.22  for  all  hospitals.  Increases  in  operating  costs  were 
greatest  for  for-profit  corporations  ($.33)  and  below  average  for  gov- 
ernment and  voluntary  hospitals.  Based  on  five  state  case  studies, 
CON  and  Section  1122  review  were  found  to  be  effective  in  limiting 
the  amount  of  capital  expenditures  undertaken.  Nonteaching  hospi- 
tals were  found  to  have  a  higher  rate  of  approval  than  teaching 
hospitals.  Findings  are  also  presented  of  three  engineering  case  stu- 
dies that  examine  the  relationship  between  capital  investments  and 
operating  costs  for  cardiac  care  units,  ultrasound  units,  and  energy 
management  systems.  Another  portion  of  the  report  provides  a  ver- 
sion of  Donald  Schneider's  "Capital  Expenditure  Taxonomy"  (which 
was  modified  to  reflect  national  rather  than  New  York  state  charac- 
teristics). 
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ABSTRACT:  The  Panel  to  Evaluate  the  Cooperative  Health  Statistics 
System  commenced  its  work  by  attempting  to  clarify  the  concept  of 
the  cooperative  system  as  it  was  implemented  by  the  National  Center 
for  Health  Statistics.  The  conceptual  emphasis,  as  articulated  by  the 
program's  advocates  orally  and  in  writing,  presented  two  objectives: 
(1)  to  support  collection  of  national  data  through  a  "bottom  up" 
cooperative  arrangement,  a  system  requiring  that  data  be  collected 
once,  processed  initially  at  the  state  level,  and  submitted  to  the  federal 
level  in  machine-readable  form  to  provide  national  data;  and  (2)  to 
promote  development  of  both  a  strong  statistical  capacity  in  each 
state  and  a  network  of  cooperative  relationships  among  the  states.  In 
addition  to  the  final  report,  the  following  documents  were  also  pro- 
duced under  the  contract:  "Minimum  Data  Sets  of  the  CHSS"; 
"Health  Manpower  Statistics  Component  of  the  CHSS";  "Health 
Statistics  Activities  in  the  States  and  Their  Relationship  to  the 
CHSS";  "Health  Facilities  Statistics  Component  of  the  CHSS";  "Ser- 
vices to  States  and  Users";  "Vital  Statistics";  "Budgetary  History  of 
the  CHSS";  "Organization  and  Management  of  the  CHSS";  "Legisla- 
tive History  of  the  CHSS";  "History  of  the  Concept  of  the  CHSS"; 
and  "Contracting  Procedures."  Overall,  the  evaluation  clearly  states 
that  the  CHSS  has  not  worked  well  and  is  not  a  useful  data  source. 
However,  the  evaluation  did  clarify  CHSS's  purpose,  lay  out  a  set  of 
reasonable  goals,  and  develop  the  strategy  for  achieving  them. 
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ABSTRACT:  This  project  evaluated  the  quality  of  mortality  data  for 
the  elderly  population  with  respect  to  the  reporting  of  age.  Death 
rates  for  the  elderly  population  are  extremely  important;  therefore, 
the  study  evaluated  the  sources  of  error  in  these  data  and  identified 
procedures  for  addressing  these  problems.  This  study  was  expected 
to  produce  (1)  a  National  Center  for  Health  Statistics  (NCHS)  series 
report  describing  estimation  and  adjustment  methods  for  mortality 
data  of  the  elderly;  (2)  qualifying  text  in  NCHS  annual  volumes 
regarding  the  quality  of  mortality  statistics  for  the  elderly  population; 
(3)  possible  modification  in  computation  methods  for  annual  and 
decennial  life  tables;  and  (4)  additional  detail  for  the  elderly  popula- 
tion in  routine  vital  statistics  publications.  Tasks  included  in  this 


investigation  were  a  review  and  evaluation  of  data  on  age  distribu- 
tions in  the  developed  world  using  a  variety  of  demographic  tech- 
niques, and  development  of  a  methodology  and  procedures  for 
obtaining  alternative  estimates  of  mortality  and  life  expectancy  for 
the  elderly  using  Medicare  data.  The  final  report  is  being  reviewed 
as  of  July  1988. 
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ABSTRACT:  This  project  was  originally  intended  to  examine  the  use- 
fulness at  the  local  health  systems  agency  (HSA)  level  of  the  content 
and  methodology  of  four  national  surveys  conducted  by  the  National 
Center  for  Health  Statistics  (NCHS):  ( 1 )  the  Health  Interview  Survey 
(HIS);  (2)  the  Health  and  Nutrition  Exmination  Survey  (HANES); 

(3)  the  National  Ambulatory  Medical  Care  Survey  (NAMCS);  and 

(4)  the  Hospital  Discharge  Survey  (HDS).  The  Florida  Gulf  Health 
Systems  Agency  (FGHSA),  which  serves  a  four-county  area  around 
Tampa  and  St.  Petersburg,  Florida,  was  chosen  to  participate  in  the 
study.  In  September  1980  NCHS  changed  the  study's  focus;  instead 
of  studying  the  benefits  of  using  data  from  these  types  of  surveys  for 
local  planning,  the  study  would  have  to  address  benefits  for  the 
NCHS  national  designs.  This  report,  the  first  of  three,  covers  Phase 
I  of  the  study.  It  presents  the  modified  designs  of  the  HIS,  the  HDS, 
the  NAMCS,  and  the  HANES  for  use  by  the  FGHSA.  The  Phase  I 
final  report  also  includes  an  executive  summary  and  18  volumes 
documenting  interviewer  manuals,  procedural  manuals,  forms,  and 
questionnaires  designed  for  the  FGHSA  surveys;  contact  the  agency 
for  these  additional  volumes.  See  also  PIC  ID  Nos.  2279. 1  and  2279.2. 
(Final  report  276  pages  plus  appendix.) 
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ABSTRACT:  The  original  goal  of  this  project  was  to  examine  the 
usefulness  at  the  local  health  systems  agency  (HSA)  level  of  the 
content  and  methodology  of  four  national  surveys  conducted  by  the 
National  Center  for  Health  Statistics  (NCHS):  (1)  the  Health  Inter- 
view Survey  (HIS);  (2)  the  Health  and  Nutrition  Examination  Survey 
(HANES);  (3)  the  National  Ambulatory  Medical  Care  Survey 
(NAMCS);  and  (4)  the  Hospital  Discharge  Survey  (HDS).  The  study 
was  later  modified  to  focus  on  the  utility  of  data  from  local  versions 
of  these  surveys  for  the  design  of  the  NCHS  national  surveys  rather 
than  on  the  data's  usefulness  to  local  HSA  planners.  The  specially 
designed  surveys  were  conducted  during  Phase  II  of  the  study  in  the 
four-county  area  served  by  the  Florida  Gulf  Health  Systems  Agency 
(FGHSA).  The  four  surveys  included  (1)  a  modified  version  of  the 
HIS;  (2)  an  Ambulatory  Care  Survey  (ACS);  (3)  a  Household  Fol- 
low-Up  Survey  (HFUS);  and  (4)  a  modified  version  of  the  HDS.  A 
version  of  the  HANES  was  deleted  from  Phase  II  because  of  cost. 
This  report,  the  second  of  three,  details  the  study's  sample  designs, 
data-collection  activities,  quality  control  and  data  preparation,  and 
data  processing.  See  also  PIC  ID  Nos.  2279  and  2279.2. 
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ABSTRACT:  This  project  was  originally  intended  to  examine  the  use- 
fulness at  the  local  health  systems  agency  (HSA)  level  of  the  content 
and  methodology  of  four  national  surveys  conducted  by  the  National 
Center  for  Health  Statistics  (NCHS):  ( 1 )  the  Health  Interview  Survey 
(HIS);  (2)  the  Health  and  Nutrition  Examination  Survey  (HANES); 
(2)  the  National  Ambulatory  Medical  Care  Survey  (NAMCS);  and 
(4)  the  Hospital  Discharge  Survey  (HDS).  The  study  was  later  modi- 
fied to  focus  on  the  use  of  data  from  local  versions  of  these  surveys 
for  the  design  of  the  NCHS  national  surveys  rather  than  on  the  data's 
usefulness  to  local  HSA  planners.  The  four  specially  designed  sur- 
veys conducted  in  the  four-county  area  served  by  the  Florida  Gulf 
Health  Systems  Agency  (FGHSA)  were  (1)  a  version  of  the  HIS;  (2) 
an  Ambulatory  Care  Survey  (ACS);  (3)  a  Household  Follow-Up 
Survey  (HFUS);  and  (4)  a  version  of  the  HDS.  This  report,  which 
covers  Phase  III  of  the  study,  provides  an  overview  of  Phases  I  and 
II,  summarizes  the  policy  analysis  for  the  FGHSA  health  planners, 
discusses  the  usefulness  of  national  surveys  to  local  health-planning 
needs,  presents  for  consideration  improvements  in  national  survey 
design,  provides  the  results  of  the  survey  methodology  studies,  and 
makes  recommendations  for  improving  the  general  methodological 
approach  used  in  the  study.  See  also  PIC  ID  Nos.  2279  and  2279.1. 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Statistics,  Manage- 
ment Information  and  Reporting,  Information  Processing,  Health 
Planning,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2279.2  PROJECT  NO;  NCHS  81-006 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-153170 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  233-81-2052 
COST    (In  Thousands):  FY  81 -$227 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '81  through  January  '83  -  ' 
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REPORT  TITLE:  Evaluation  of  Community  Funds  Flow:  Report  G 
PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Anderson,  Arne;  Rm  2306,  OAKM  Bldg; 

301-597-1822 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT:  A  major  product  of  the  overall  project  was  a  study  that 
examined  the  implementation  and  utilization  of  the  community  funds 
flow  (CFF)  methodology.  CFF  is  an  accounting  technique  that  traces 
the  monies  expended  for  health  care  by  the  public  and  private  sectors 
of  the  economy  and  identifies  both  the  sources  of  health  care  dollars 
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and  their  uses.  Site  visits  and  telephone  interviews  were  employed  to 
obtain  data  concerning  CFF  implementation  and  utilization.  It  was 
found  that  local  EHSDS  agencies  were  able  to  implement  funds  flow 
with  varying  degrees  of  success,  and  experiences  indicate  that  there 
is  no  best  approach  to  data  collection.  Technical  problems  most 
frequently  encountered  in  CFF  implementation  include  unavailabili- 
ty of  data,  deficiencies  in  expenditures  or  source  categories,  inade- 
quate accounting  for  import  or  export  of  services,  and  unsatisfactory 
geographic  characteristics.  No  agency  was  able  to  implement  their 
approach  fully  or  validly.  See  also  PIC  ID  Nos.  0472,  0472.1,  and 
0472.3.  (Final  report  156  pages.) 

DESCRIPTORS:  Health  Planning,  Auditing  and  Accounting,  Manage- 
ment Techniques,  Survey  or  Questionnaire  Feature 
STUDY  TYPE;  Case  Studies 

PIC  ID  NO:  0472.2  PROJECT  NO:  BHSR  74-24F 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  225-311 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  106-74-133 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  September  '75 
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PROJECT  TITLE:  Evaluation  of  Comparability  of  Diagnostic  Data 
of  National  Health  Care  Surveys 

REPORT  TITLE:  Evaluation  of  Comparability  of  Diagnostic  Data  of 

National  Health  Care  Surveys 
PERFORMER:  JRB  Associates,  8400  Westpark  Drive,  McLean  VA 

22102 

PROJECT  OFFICER:  Green,  Delray;  Rm  2-19,  FCB2;  301-436-7019 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  The  study  evaluated  changes  in  statistics  in  the  National 
Hospital  Discharge  Survey  (NHDS),  the  National  Ambulatory 
Medical  Care  Survey  (NAMCS)  and  the  National  Health  Interview 
Survey  (NHIS).  These  possible  changes  in  statistics  are  the  result  of 
the  revision  of  the  International  Classification  of  Diseases  (ICD).  All 
three  surveys  use  the  ICD  for  classification  of  their  data.  The  ICD 
is  revised  approximately  every  10  years.  One  of  the  valuable  aspects 
of  long-term  health  care  surveys  is  the  ability  to  show  trend  data.  The 
analysis  of  disease  incidence/prevalence  over  time  shows  health 
needs  and  gives  directions  for  allocation  of  health  resources.  To 
establish  trends,  comparable  data  must  be  evaluated.  It  is  necessary 
to  study  the  changes  introduced  by  the  revision  of  the  basic  classifica- 
tion used  for  the  data  and  see  what  effects  they  have  had.  The  study 
consisted  of  taking  a  large  sample  of  records  for  each  of  the  surveys 
and  coding  the  data,  using  both  the  old  and  the  new  revisions  of  the 
ICD.  The  results  were  then  compared  and  comparability  ratios  were 
derived.  These  ratios,  rather  than  a  particular  set  of  findings,  are  the 
end  product  of  this  project.  These  ratios  are  tools  to  be  used  in 
evaluation  of  trends  between  revisions  of  the  ICD  for  any  year  for 
the  data  of  the  survey  listed. 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Statistical 
Analysis  Methods  Feature,  Indices  and  Taxonomies 
STUDY  TYPE:  Research  and  Data  Development 


PIC  ID  NO:  2869  PROJECT  NO:  NCHS  81-004 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  87-155040/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-82-2122 

COST    (In  Thousands):  FY  82-$277 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  September  '82  through  November  '84 
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PROJECT  TITLE:  Evaluation  of  Epidemiologic  Uses  of  NCHS 
Chronic  Pain-Related  Data 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Temple  University,  Philadelphia  PA  19122 
PROJECT  OFFICER:  Greenberg,  Marjorie;  Rm  212,  FCB2; 

301-436-7142 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  Products  of  this  evaluation  project  will  include  an  inven- 
tory and  assessment  of  National  Center  for  Health  Statistics  (NCHS) 
chronic  pain-related  data,  that  are  currently  available,  that  are  being 
collected,  and  that  are  pertinent  to  the  following  epidemiologic  uses: 
(1)  estimating  the  magnitude,  scope,  structure  and  impact  of  the 
current  problem  of  chronic  pain  in  the  United  States;  (2)  identifying 
the  structure  of  various  chronic  pain  syndromes;  (3)  providing  a 
description  of  untreated  chronic  pain  problems;  (4)  identifying  in- 
dividual chances  and  risks  of  the  occurrence  of  chronic  pain;  (5) 
identifying  the  determinants  of  chronic  pain  problems;  (6)  clarifying 
the  impact  of  the  problem  on  health  care  utilization,  health  ca'-e 
expenditures,  and  quality  of  life;  and  (7)  describing  and  evaluating 
changes  in  these  aspects  of  the  chronic  pain  problem. 

DESCRIPTORS:  Statistics,  Health  Care  Expenditures,  Chronic  Dis- 
ease, Epidemiologic  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2808  PROJECT  NO:  NCHS  86-002 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0059 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  August  '86  through  December  '88 
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PROJECT  OFFICER:  Murphy,  Robert;  Rm  13C118,  Bldg  10; 

301-496-1756 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  objectives  of  this  study  were  to  (1)  determine  if 
health  examinations  comparable  in  content  to  those  of  the  Health 
Examination  Survey  (HES)  could  be  conducted  under  a  contractual 
arrangement  with  existing  medical  clinics;  (2)  evaluate  the  cost-effec- 
tiveness of  utilizing  existing  medical  clinics  as  an  alternative  to  mobile 
examination  centers  (MECs)  in  the  conduct  of  the  HES;  and  (3) 
evaluate  the  possible  reduction  in  logistical  limitations  approach  and 
response  rate.  The  study  found  that  (1)  fixed  sites  cost  as  much  as  or 
more  than  MECs  and  required  a  greater  investment  of  scarce  staff 
time;  (2)  response  rates  at  fixed  sites  were  lower  than  those  ex- 
perienced in  comparable  MECs;  and  (3)  the  quality  of  performance 
of  the  fixed  sites  in  conducting  examination  procedures  studies  was 
usually  less  adequate  than  for  the  MECs.  (Final  report  57  pages.) 

DESCRIPTORS:  Morbidity  and  Mortality,  Research  and  Evaluation 
Methods  Feature,  Cost-Effectiveness  Analysis  Feature,  Survey  or 
Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0780  PROJECT  NO:  NCHS  74-3 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-75-0095  &  96 
COST    (In  Thousands):  FY  75-$77 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '75  through  April  '76 
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Certificate 

REPORT  TITLE:  Evaluation  of  Medical  Certification  on  the  Death 

Certificate  (Three  Reports) 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  The  first  report  ("Rationale  and  Guidelines  for  Imple- 
menting a  National  Program")  proposes  a  plan  for  evaluation  of  the 
quality  of  the  medical  certification  on  the  death  certificate  and  makes 
a  number  of  suggestions  for  improvement  of  the  reporting  of  causes 
of  death.  The  second  report  ("Review  and  Critique  of  Alternative 
Approaches  for  a  National  Program")  examines  the  evaluations  of 
the  reliability  and  quality  of  medical  certification  of  causes  of  death, 
especially  the  underlying  causes  of  death.  A  number  of  recommenda- 
tions are  made  for  the  evaluation  of  the  quality  of  medical  certifica- 
tion and  for  the  improvement  of  the  quality  of  diagnostic  information 
reported  on  death  certificates.  The  third  report  ("A  Study  Design  for 
Alternative  Approaches")  presents  methodological  alternatives  for  a 
national  study  design  to  evaluate  medical  certification  data.  Underly- 
ing cause  of  death  is  considered  the  primary  focus  of  the  study.  The 
alternatives  focus  on  sampling,  data  collection,  and  statistical  aspects. 
At  the  time  of  the  study,  there  was  no  up-to-date  national  quality 
measurement  of  death  certificate  information.  Work  for  this  project 
was  also  done  under  Contract  Nos.  233-79-2103  and  233-79-2102. 
(Final  reports  42  pages,  26  pages  plus  references,  and  61  pages,  re- 
spectively.) 


DESCRIPTORS:  Statistical  Data  Feature,  Morbidity  and  Mortality 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1786  PROJECT  NO:  ASH  79-064 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  233-79-2101 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed,  "  ' 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '79  through  December  '80 
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REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Moshman  Associates,  Inc.,  6400  Goldsboro  Road, 
Bethesda  MD  20817,  Kokiko,  Elaine,  301-229-3000 

PROJECT  OFFICER:  Chamblee,  Ronald  F.;  Rm  149,  Bldg  A; 
FTS-629-0985 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  This  evaluation  objective  is  to  define  and  evaluate  the 
complex  coding  rules  used  in  classifying  causes  of  death,  to  test  rules 
that  are  applied  and  the  many  assumptions  that  are  made  during 
coding  of  this  data,  and  to  assess  the  veracity  of  the  entire  set  of 
cause-of-death  classification  rules.  Any  necessary  changes  to  the  cod- 
ing scheme  will  be  made  and  tested.  Physicians  and  nosologists  will 
be  used  in  this  in-depth  review.  As  a  finished  product,  quality  data 
will  be  furnished  to  physicians,  researchers,  and  users  of  this  data. 

DESCRIPTORS:  Statistics,  Morbidity  and  Mortality 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2863  PROJECT  NO:  NCHS  86-001 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0101 
COST    (In  Thousands):  FY  86-$60 
STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  September  '88 
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ABSTRACT:  This  project  evaluated  the  feasibihty  of  using  multiplicity 
techniques  for  estimating  components  of  population  change.  The 
project  was  conducted  in  the  Philippines.  Success  in  measuring  the 
rates  of  birth,  death,  and  migration  will  aid  the  Philippines  and  other 
developing  nations  in  finding  ways  to  estimate  their  rates  of  popula- 
tion growth.  The  results  should  also  be  applicable  for  the  estimation 
of  "rare  events"  through  household  surveys  in  the  United  States.  The 
multiphcity  techniques  differ  from  conventional  household  surveys 
in  that  it  permits  the  household  respondent  to  report  events  that 
occurred  in  other  dwelling  units.  Each  sample  household,  in  addition 
to  reporting  events  among  its  own  residents,  reports  events  that  oc- 
curred to  specific  relatives  who  live  elsewhere.  The  household  pro- 
vides information  to  calibrate  the  multiplicity  of  each  event  reported 
(i.e.,  the  number  of  households  containing  relatives  that  would  report 
them  according  to  the  multiplicity  rule  adopted  in  the  survey).  A 
follow-up  sample  of  households  containing  relatives  was  also  con- 
ducted to  obtain  estimates  of  measurement  error  associated  with  the 
information  collected  about  the  relatives  in  the  household  survey. 
The  volume  titles  are  "Population  Movements  in  Metropolitan  Cebu 
in  1978"  and  "Conventional  and  Multiplicity  Estimates  of  1980  Vital 
Events  and  Migratory  Movements  in  Urban  and  Rural  Cebu."  (Final 
reports  147  and  197  pages,  respectively.) 

DESCRIPTORS:  Statistical  Data  Feature,  Morbidity  and  Mortality, 
Research  and  Evaluation  Methods  Feature,  Survey  or  Questionnaire 
Feature,  Demography,  Non-English  Speaking 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1691  PROJECT  NO:  OASH/NCHS  78- 

025 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-141332 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  233-78-2100 

COST    (In  Thousands):  FY  79-$25,  FY  80-$5,  FY  81-$35,  FY 

82-$35,  FY  83-S14 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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PERFORMER:  Research  Triangle  Institute,  Research  Triangle  Park 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  Mortality  statistics  produced  by  NCHS  are  used  for 
monitoring  trends  in  death  from  specific  causes,  for  measuring  pro- 
gress under  specific  causes,  for  measuring  progress  under  specific 
health  promotion  objectives,  for  analyzing  geographic  and  socioeco- 
nomic differentials  in  mortality,  and  for  many  other  applications.  To 
try  to  assess  the  quality  of  these  statistics,  a  study  is  being  planned  to 
evaluate  the  quality  of  the  cause-of-death  statements  entered  on  death 
certificates.  In  preparation  for  the  national  study,  a  pilot  study  is 
being  conducted  to  develop  and  test  methodologies.  The  approach 
proposed  for  the  national  study  consists  of  comparing  the  original 
medical  certification  of  death  with  a  newly  created  certification 
completed  by  a  panel  of  experts  and  based  on  the  most  complete 


medical  information  available.  The  information  will  include  hospital 
records,  physician  records,  and  autopsy  results.  The  pilot  study  is 
being  conducted  in  three  states  (Michigan,  Pennsylvania,  and  Wis- 
consin), and  is  based  on  a  probability  sample  of  700  deaths.  Deaths 
due  to  chronic  obstructive  and  pulmonary  diseases  and  diabetes  mel- 
litus  were  oversampled.  The  pilot  study  is  expected  to  provide  infor- 
mation on  the  feasibility  of  the  proposed  approach  and  estimates  of 
sampling  errors  needed  to  determine  the  sample  size  needed  for  the 
national  study.  A  final  contract  report  should  be  available  late  in 
1987. 

DESCRIPTORS:  Statistics,  Demonstration  Projects,  Case  or  Site  Study 
Feature,  Morbidity  and  Mortality,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  In  the  area  of  hospital  care  data,  the  National  Center  for 
Health  Statistics  (NCHS)  has  funded  12  cooperative  health  statistics 
systems  (CHSS)  projects  to  plan  and  develop  statewide  hospital  dis- 
charge data  systems.  The  hospital  care  statistics  component  of  CHSS 
consists  of  50  statewide  hospital  discharge  data  systems  that  provide 
hospital  utilization  data  that  are  uniform  and  comparable  across 
states.  The  purpose  of  this  study  was  to  identify  the  data  quality 
requirements  of  users  of  hospital  discharge  data,  review  and  evaluate 
actual  or  planned  data  quality  programs  of  the  hospital  care  compo- 
nents of  the  CHSS,  measure  the  accuracy  of  statistics  generated  by 
state  systems,  and  review  and  evaluate  alternative  quality  control 
procedures  that  might  be  more  economical,  effective,  and/or  effi- 
cient. A  quality  control  program  that  meets  users'  requirements  was 
developed.  (Final  report  67  pages  plus  appendices.) 

DESCRIPTORS:  Information  Processing,  Quality  Assurance,  Hospi- 
tals. Statistical  Data  Feature,  Research  and  Evaluation  Performance. 
Demography 

STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO:  1060  PROJECT  NO:  NCHS  77-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-77-0113 
COST    (In  Thousands):  FY  77-5232 
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Accession  No.  1546 


Public  Health  Service 
CENTERS  FOR  DISEASE  CONTROL 


STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '77  through  October  '80 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  State  Law  Regulating 
Confidentiality  of  Health  Data  Systems 

REPORT  TITLE:  Evaluation  of  State  Law  Regulating 

Confidentiality  of  Health  Data  Systems 
PERFORMER:  Moshman  Associates,  Inc.,  6400  Goldsboro  Road, 

Bethesda  MD  20817 
PROJECT  OFFICER:  Robey,  James;  Rm  14A40,  PKLN  Bldg; 

301-443-2865 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  Potential  legal  barriers  to  the  operation  of  an  effective 
Cooperative  Health  Statistics  System  (CHSS)  are  identified  from  the 
body  of  law  in  five  representative  states.  Each  selected  state  is  an 
active  participant  in  CHSS,  has  an  implementation  contract  for  at 
least  one  more  component  than  the  vital  statistics  component  of 
CHSS,  and  is  representative  in  both  size  and  geographic  diversity. 
The  five  states  selected  were  Missouri,  Virginia,  Wisconsin,  Nebras- 
ka, and  Rhode  Island.  An  in-depth  legal  analysis  was  performed  of 
the  statutes,  regulations,  attorney  general  opinions,  guidelines,  and 
formal  policies  of  each  state  to  determine  the  extent  to  which  confi- 
dentiality protection  for  health  data,  health  data  systems,  and  related 
provisions  are  relevant  to  CHSS.  See  also  PIC  ID  No.  0459.1.  (Final 
report  58  pages  plus  exhibits.) 

DESCRIPTORS:  Privacy  and  Confidentiality,  Law  and  Legislation, 
Survey  or  Questionnaire  Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0459  PROJECT  NO:  NCHS  75-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-75-0082 
COST    (In  Thousands):  FY  75-$54 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  '75  through  November  '75 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE;  Evaluation  of  the  Analytical  Policies  of  the 
Division  of  Health  Care  Statistics  (DHCS) 

REPORT  TITLE:  Evaluation  of  the  Analytical  Practices  and  Policies 

of  the  Division  of  Health  Care  Statistics 
PERFORMER:  Center  for  Health  Policy  Studies,  6310  Steven's 

Forest  Road,  Columbia  MD  21046,  Miller,  Henry, 

301-596-7775 

PROJECT  OFFICER:  Bacon,  Dr.  Edward;  Rm  263,  FCB2; 
301-436-8522 


PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  project  evaluated  the  analytical  practices  and  poli- 
cies underlying  the  Division  of  Health  Care  Statistics  (DHCS)  re- 
ports to  determine  how  effectively  questions  regarding  health  care 
utilization  are  being  answered.  Specifically,  the  project  evaluated 
current  DHCS  analytical  policies  in  terms  of  timeliness,  problem 
orientation,  analysis,  and  presentation.  For  the  study,  requests  re- 
ceived by  the  DHCS  from  1980-1985  were  analyzed,  health  policy 
analysts  were  interviewed,  and  a  consultant  panel  was  used  to  deter- 
mine user  needs  and  policy  issues  to  be  addressed.  The  study  resulted 
in  a  final  report  and  four  technical  reports  on  (1)  analyzing  user 
requests;  (2)  reviewing  alternative  sources  of  health  care  data;  (3) 
evaluating  coverage  of  major  health  care  issues;  and  (4)  evaluating 
analytical  potential  of  DHCS  data.  The  first  technical  report  ("Anal- 
ysis of  User  Requests  for  Division  of  Health  Care  Statistics  Data  and 
Publications,  1980-1985")  is  available  from  PIC  and  NTIS  (No.  PB 
87-234324);  the  final  report  and  the  other  three  technical  reports  are 
available  from  the  agency.  (Executive  summary  13  pages;  technical 
report  55  pages.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Research  and 
Evaluation  Performance 

STUDY  TYPE:  Program  Performance  Evaluation  < 

PIC  ID  NO:  2862  PROJECT  NO:  NCHS  85-18 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  87-234316 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-85-2105 
COST    (In  Thousands):  FY  85-$  159 

STATUS:  Study  completed,  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '85  through  December  '86 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  Applicability  of  NHANES  II 
Data  and  Other  Health  Data  for  Planning  and  Local  Areas 

REPORT  TITLE:  Evaluation  of  the  Applicability  of  NHANES  II 
Data  and  Other  Health  Data  for  Planning  and  Local  Areas 

PERFORMER:  University  of  Hawaii,  School  of  Public  Health, 
Honolulu  HI  96822 

PROJECT  OFFICER:  Williams,  Paul;  Rm  263,  FCB2;  301-436-7104 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  study  objective  was  to  develop  an  algorithm  for 
matching  health  utilization  data,  interview  survey  data,  examination 
survey  data,  and  vital  statistics  for  individuals  while  preserving  confi- 
dentiality. The  study  further  attempted  to  explore  the  degree  of  con- 
cordance among  the  matched  records  to  ascertain  the  reliability  of 
estimates  from  each  source  and  resultant  usefulness  for  local  health 
policy  application. 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Survey  or 
Questionnaire  Feature,  Client  Records  ' 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2362  PROJECT  NO:  OASH  80-023 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  233-80-2056 
COST    (In  Thousands):  FY  80-$362 
STATUS:  Study  completed 

START/END  DATES:  June  '80  through  April  '84 
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AGENCY  SPONSOR:  Pubhc  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  Coverage  of  Health  Facilities  of 
the  NMFI 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 

Pike,  Rockville  MD  20852 
PROJECT  OFFICER:  Greenberg,  Marjorie;  Rm  212,  FCB2; 

301-436-7142 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  The  National  Master  Facility  Inventory  (NMFI)  is  a 
comprehensive  listing  of  health  facilities,  which  provides  (1)  basic 
statistics  on  the  number,  type,  and  distribution  of  facilities  in  the  U.S.; 
and  (2)  sampling  frames  for  the  health  care  surveys  of  the  National 
Center  for  Health  Statistics  (NCHS).  The  purpose  of  this  project  is 
to  evaluate  the  current  coverage  of  the  NMFI  and  to  assess  its  poten- 
tial to  include  ambulatory-care  facilities  and  community-based  prov- 
iders of  long-term  care. 

DESCRIPTORS:  Facilities,  Statistics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2799  PROJECT  NO; 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0103 

COST    (In  Thousands):  FY  86-$0,  FY  87-$0 

STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  September  '88 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  Coverage  of  the  National 
Master  Facilities  Inventory 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 

Pike,  Rockville  MD  20852 
PROJECT  OFFICER:  Lewis,  W.  Frank;  Rm  243,  FCB2; 

301-436-8522 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  In  Phase  I  of  the  study,  directories  or  listings  of  ambula- 
tory-care facilities  and  providers  of  community-based  long-term  care 
will  be  requested  from  approximately  300  different  state,  federal,  and 
national  organizations.  This  is  an  extension  of  the  center's  ongoing 
activities  to  update  the  National  Master  Facilities  Inventory  (NMFI). 
A  Facilities  Inventory  of  Long-Term  Care  Providers  will  then  be 
developed  and  merged  with  the  current  NMFI  file.  In  Phase  II  of  the 
study,  all  freestanding  ambulatory-surgical  centers  or  surgicenters  in 
four  geographical  areas  will  be  identified  from  the  listings  obtained 


in  Phase  I  of  the  study.  The  geographical  areas  will  be  metropolitan 
statistical  areas  (MSAs)  of  1/2  to  2  million  people  located  in  different 
census  regions  of  the  country.  At  a  maximum,  no  more  than  100 
surgicenters  should  be  selected  from  the  listings  for  the  four  MSAs. 
In  addition,  a  sample  of  approximately  20  surgeons  in  different  group 
practices  and  a  sample  of  20  surgeons  in  solo  practices  will  be  selected 
from  within  or  near  each  MSA,  using  the  AMA  Masterfile  of  Physi- 
cians (if  available)  or  the  yellow  pages  of  the  telephone  directories. 
Site  visits  will  be  conducted  in  30  states  to  obtain  information  from 
community-based  long-term  care  facilities  identified  in  Phase  I  and  a 
mail  survey,  with  telephone  and  possible  site-visit  follow-up,  will  be 
conducted  on  the  ambulatory-care  facilities  identified  in  Phase  II. 

DESCRIPTORS:  Databases  Administrative  Information,  Research  and 
Evaluation  Performance,  Ambulatory  Surgical  Centers,  Case  or  Site 
Study  Feature,  Planning 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2867  PROJECT  NO:  NCHS  86-008 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0103 

COST    (in  Thousands):  FY  86-$250,  FY  87-$  150 

STATUS:  Study  in  process 

START/END  DATES:  October  "86  through  September  '88 
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AGENCY  SPONSOR;  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE;  Evaluation  of  Data  Dissemination  and  Data  Use 

REPORT  TITLE:  Evaluation  of  the  Data  Dissemination  Program  of 

the  National  Center  for  Health  Statistics 
PERFORMER:  HCR,  1133  15th  Street  N.W.,  Washington  D.C. 

20005,  202-955-6073 
PROJECT  OFFICER:  Smith,  Sandra;  Rm  157,  FCB2;  301-436-8500 
PROGRAM(S)  EVALUATED; 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  This  report  describes  the  data  dissemination  practices 
and  policies,  measures  user  interests,  and  develops  recommendations 
to  improve  the  effectiveness  and  efficiency  of  data  dissemination 
programs  in  the  National  Center  for  Health  Statistics  (NCHS).  The 
study  included  a  synthesis  of  existing  information  on  data  dissemina- 
tion and  data  users  and  a  staff  survey  to  document  practices  and 
policies.  Survey  responses  and  rankings  were  compared  with  availa- 
ble statistics  on  distribution  and  dissemination  patterns.  The  purpose 
of  the  study  was  to  maximize  the  benefits  of  the  finite  resources 
available  for  data  dissemination  and  information  processing.  Findings 
show  that  policies  and  procedures  have  not  been  clearly  established 
for  the  data  dissemination  program;  this  lack  of  uniformly  followed 
policies  suggests  NCHS's  users  may  be  served  inconsistently  and  that 
personnel  and  resources  are  not  being  used  as  efficiently  as  possible. 
(Final  report  49  pages.) 

DESCRIPTORS:  Information  Dissemination,  Research  and  Evaluation 
Performance 

STUDY  TYPE;  Program  Management  or  Efficiency 

PIC  ID  NO;  2950  PROJECT  NO:  NCHS  84-005 

FUND  SOURCE;  Evaluation        NTIS  NO;  PB  87-23486/AS 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  282-84-2115 
COST    (In  Thousands):  FY  84-$124,  FY  85-$122 
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STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  January  '85  through  March  '87 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  Effectiveness  of  the  Applied 

Statistics  Training  Institute  in  Meeting  the  Training  Needs  of 
the  Cooperative  Health  Statistics  System 

REPORT  TITLE:  Evaluation  of  the  Effectiveness  of  the  Applied 

Statistics  Training  Institute  in  Meeting  the  Training  Needs  of 

the  CHSS  (Three  Volumes) 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 

2067  Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER:  Fisher,  Dr.  Gail;  Rm  228,  FCB2;  301-436-7050 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  Applied  Statistics  Training  Institute  (ASTI)  was 
established  by  NCHS  in  1967  to  provide  short-term  statistics  training 
to  individuals  who  require  capabilities  in  data-related  methods.  This 
study  focused  on  using  an  evaluation  strategy  to  detect  areas  of 
possible  improvement  and  to  make  recommendations  for  increasing 
ASTI  effectiveness.  To  assess  the  training  needs  of  potential  students, 
on-site  meetings  were  held  with  46  organizations  including  CHSS 
contractors,  departments  of  public  and  mental  health,  state  and  area- 
wide  plannmg  agencies,  and  PSROs.  To  gain  insight  into  the  effec- 
tiveness of  the  teaching  techniques  and  teaching  approach,  a  course 
evaluation  framework  was  developed  and  four  ASTI  courses  were 
analyzed.  A  workshop  was  held  to  gather  feedback  on  preliminary 
conclusions  and  to  gain  an  additional  source  of  information.  Study 
results  include  an  assessment  of  training  needs,  a  summarization  and 
display  of  subjects  ASTI  teaches,  a  merger  of  the  two,  information 
on  the  general  training  approach,  and  input  regarding  operational 
polices  and  procedures.  Recommendations  are  grouped  into  five 
areas:  market,  curriculum  modifications,  alternative  training  modali- 
ties and  presentation,  operational  improvements,  and  selection  of 
instructors  and  relationship  to  the  academic  community.  The  three 
volumes  of  the  report  are  also  available  from  NTIS  (Nos.  PB  254- 
962/AS,  PB  254-963/AS,  and  PB  254-964/AS,  respectively). 

DESCRIPTORS:  Scientific  Manpower,  Curriculum  Development, 
Educational  Techniques,  Research  and  Evaluation  Performance,  Sta- 
tistical Data  Feature,  Survey  or  Questionnaire  Feature,  Technical 
Assistance,  Statistics 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0793  PROJECT  NO:  NCHS  75-9 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0061 
COST    (In  Thousands):  FY  76-$83 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '75  through  March  '76 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  Multiple  Cause-of-Death 
Classification  System 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Moshman  Associates,  Inc.,  6400  Goldsboro  Road, 

Bethesda  MD  20817 
PROJECT  OFFICER:  Greenberg,  Marjorie;  Rm  212,  FCB2; 

301-436-7142 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  This  project  will  review  the  rules  used  to  classify  cause- 
of-death  data  in  an  attempt  to  revise  these  rules  so  multiple  causes  of 
death  may  be  noted. 

DESCRIPTORS:  Morbidity  and  Mortality,  Statistical  Analysis  Meth- 
ods Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2796  PROJECT  NO:  NCHS  86-001 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-86-0101 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  September  '88 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  National  Health  Interview 
Survey  Supplement  Development  Process 

REPORT  TITLE:  Evaluation  of  the  National  Health  Interview 

Survey  Supplement  Development  Process 
PERFORMER:  National  Opinion  Research  Center  (NORC),  1155 

East  60th  Street,  Chicago  IL  60637,  Tourangeau,  Roger, 

312-505-8000 

PROJECT  OFFICER:  Bercini,  Deborah;  Rm  129,  FCB2; 

301-436-7111 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  This  study  evaluated  the  process  that  is  used  to  develop 
and  pretest  the  questionnaires  that  are  used  in  the  annual  supplements 
to  the  National  Health  Interview  Survey  (NHIS).  The  study  was 
designed  to  answer  the  question  "How  do  the  current  development 
and  pretesting  procedures  used  by  the  NHIS  compare  in  terms  of 
cost,  timing,  and  knowledge  gained  to  potential  alternative  proce- 
dures that  might  employ  a  combination  of  laboratory  testing,  applica- 
tion of  cognitive  science  techniques,  and  field-testing?"  An 
experimental  version  of  a  dental  questionnaire,  developed  in  the 
laboratory,  was  compared  to  a  version  that  had  been  developed  using 
the  standard  procedure  for  NHIS  supplements.  Two  split-ballot  ex- 
periments were  conducted,  one  in  a  field  test  and  the  other  in  a 
laboratory  experiment.  The  laboratory  experiment  included  the  col- 
lection of  data  from  dental  records  to  check  the  accuracy  of  inter- 
view reports  regarding  the  number  of  dental  visits.  The  authors 
concluded  that  laboratory  testing  and  the  cognitive  sciences  can  play 
an  important  role  in  the  design  and  testing  of  questionnaires. 
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DESCRIPTORS:  Dental  Health  Care,  Research  and  Evaluation  Meth- 
ods Feature,  Survey  or  Questionnaire  Feature,  Demonstration  Pro- 
jects, Client  Records,  Research  and  Evaluation  Performance, 
Statistics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2861  PROJECT  NO:  NCHS  85-001 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-84-2123 
COST    (In  Thousands):  FY  85-$105 
STATUS:  Study  completed 

START/END  DATES:  September '84  through  June '86 
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AGENCY  SPONSOR:  Public  Health  Service 

Centers  for  Disease  Control 
National  Center  for  Health  Statistics 

PROJECT  TITLE:  Evaluation  of  the  Quality  and  Utility  of  the 
National  Master  Facility  Inventory  (NMFI) 

REPORT  TITLE:  Evaluation  of  the  Quality  and  Utility  of  the 

National  Master  Facility  Inventory  (NMFI) 
PERFORMER:  Sciences  Applications  International  Corporation, 

8400  Westpark  Drive,  McLean  VA  22102 
PROJECT  OFFICER:  Lewis,  W.  Frank;  Rm  243,  FCB2; 

301-436-8522 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  This  project  evaluated  information  obtained  from  the 
states  in  terms  of  uniformity,  accessibility,  cost  and  utility  to  deter- 
mine whether  it  meets  the  statistical  needs  of  the  users  of  the  NMFI. 
An  advisory  group  representing  federal,  state  and  private  users  of 
NMFI  data  provided  input  into  the  project.  Visits  were  made  to  the 
state  agencies  that  collect  facility  data  to  facilitate  the  evaluation. 
Based  on  input  from  the  advisory  group  and  state  agencies,  the  pro- 
ject assessed  the  NMFI  in  terms  of  (1)  the  extent  to  which  the  infor- 
mation collected  has  proven  useful  for  the  programs  and  users  at  the 
national,  state  and  local  levels;  (2)  the  extent  to  which  information  is 
uniformly  collected  by  all  of  the  states  (classifying  and  licensing 
practices,  definitions  and  procedures)  and  the  extent  to  which  a  more 
uniform  facilities  classification  system  could  be  developed;  (3)  the 
availability  of  data  on  inpatient  health  facilities,  and  the  procedures 
and  time  required  to  obtain  data;  and  (4)  the  cost  of  maintaining  a 
facilities  inventory  relative  to  other  methodologies.  See  also  PIC  ID 
No.  2868. 

DESCRIPTORS:  Information  Systems,  Statistical  Data  Feature,  Tech- 
nology Assessment  or  Transfer,  Nursing  Homes,  Residential  Facili- 
ties, Databases  Administrative  Information,  State  or  Local 
Administration 

STUDY  TYPE:  Program  Performance  Evaluation 
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ABSTRACT:  These  two  reports  resulted  from  an  evaluation  of  the 
quality  of  the  National  Master  Facility  Inventory  (NMFI)  to  deter- 
mine whether  the  NMFI  is  meeting  its  users'  needs.  "Profile  of  State 
Regulation  of  Long-Term  Care  Health  Facilities"  summarizes  licen- 
sure and  regulatory  activities  of  state  agencies.  The  report  addresses 
the  coverage  of  long-term  care  facilities  by  regulatory  agencies,  the 
comparability  of  state  regulatory  activity,  the  uniformity  in  the  defi- 
nitions of  long-term  care  facilities  across  the  states,  and  the  implica- 
tions of  these  findings  for  NMFI  data  collection.  The  report  also 
provides  state-by-state  profiles  of  health  facilities  regulatory  activi- 
ties. "Summary  Findings  from  Site  Visits  to  State  Regulatory  Data 
Collection  Agencies"  presents  an  overview  of  the  site  visits  conduct- 
ed to  22  states.  The  report  analyzes  the  findings  related  to  (1)  state 
health  facilities  regulation;  (2)  state  health  facilities  data  collection; 
and  (3)  the  usefulness  of  the  NMFI  to  state  agencies.  See  also  PIC  ID 
No.  2868.1. 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area); 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  A  study  to  review  the  need  for  health  planning  informa- 
tion at  state  and  community  levels  and  the  states'  ability  to  provide 
needed  information  is  reported.  The  following  questions  were  ad- 
dressed: Who  are  the  users  of  state  health  data?  What  information  is 
used  from  state  surveys  and  for  what  purposes?  And  how  does  the 
product  of  state  surveys  reach  the  users?  The  major  finding  emerging 
from  the  study  was  that  without  some  central  direction,  state  health 
surveys  are  unlikely  to  achieve  their  full  potential  of  data  use.  These 
surveys  are  currently  encouraged  and  assisted  by  NCHS,  whose  own 
Health  Interview  Survey  does  not  provide  state-specific  data.  Anoth- 
er major  fact  that  emerged  from  the  study  investigation  was  that 
states  do  not  have  the  resources  to  adequately  pursue  state  health 
surveys.  Simply  providing  federal  financial  assistance  is  not  enough- 
states  will  use  the  money  to  continue  to  pursue  different  and  hence 
noncomparable,  often  invalid,  and  inherently  more  expensive  state- 
unique  surveys.  (Final  report  50  pages.) 

DESCRIPTORS:  Health  Planning,  Information  Dissemination,  State  or 
Local  Administration,  Needs  and  Needs  Assessment,  Evaluation  by 
State  and  Local  Governments,  Technical  Assistance,  Research  and 
Evaluation  Planning  and  Administration 
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ABSTRACT:  Four  manuals  were  produced  under  this  contract.  "Fed- 
eral Processing  and  Quality  Control  Manual  for  the  Facilities  Com- 
ponent of  the  Cooperative  Health  Statistics  System  (CHSS)"  is  for 
use  by  federal  personnel  involved  in  the  design  and  operation  of  the 
facilities  component  of  CHSS.  It  describes  recommended  procedures 
and  specifications  for  data  quality  and  control  mechanisms  to  be 
followed  in  handling  and  verification  of  health  facilities  tapes  submit- 
ted by  states.  "Federal  Processing  and  Quality  Control  Manual  for 
the  Manpower  Component  of  the  CHSS"  describes  recommended 
procedures  and  specifications  for  data  quality  and  control  mech- 
anisms to  be  followed  in  handling  and  verification  of  health  manpow- 
er data  submitted  by  states  as  well  as  providing  national  standards  for 


data  collection  and  reporting  for  guidance  to  both  state  and  federal 
personnel.  "State  Processing  and  Quality  Control  Manual  for  the 
Facilities  Component  of  the  CHSS"  describes  recommended  proce- 
dures and  NCHS  specifications  for  data  quality  and  control  mech- 
anisms to  be  followed  by  states  involved  in  the  operation  of  the  health 
facilities  component  of  CHSS.  "State  Processing  and  Quality  Control 
Manual  for  the  Manpower  Component  of  the  CHSS"  describes 
recommended  procedures  and  NCHS  specifications  for  data  quality 
and  control  mechanisms  to  be  followed  by  states  involved  in  the 
operation  of  the  health  manpower  component  of  CHSS.  These  manu- 
als are  available  from  the  sponsoring  agency. 
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ABSTRACT:  Surveys  were  conducted  during  1968-71  in  11  urban 
neighborhood  health  center  (NHC)  service  areas  prior  to  the  estab- 
lishment of  these  facilities  to  obtain  baseline  measures  of  demograph- 
ic and  socioeconomic  characteristics,  health  behavior,  and  health 
status  of  these  populations.  Follow-up  surveys  were  conducted  in 
five  of  the  1 1  areas  to  determine  what  changes  had  occurred  in  the 
sources  of  care  and  care-seeking  behavior  and  to  see  if  any  changes 
could  be  detected  in  health  status.  A  standard  area  probability  sam- 
pling technique  was  used  and  1,500  household  interviews  were  col- 
lected for  approximately  4,500  individuals  in  each  area.  The  purpose 
of  this  contract  was  data  collection  only;  no  analysis  was  required. 
(Final  report  35  pages.) 
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ABSTRACT:  This  project  evaluated  the  Hospital  Discharge  Survey 
(HDS)  in  terms  of  the  use  of  data,  ability  to  detect  changes  over  time, 
and  cost-effectiveness  and  efficiency  of  the  sample  design.  The  HDS 
data  files  were  analyzed  and  personal  interviews  were  conducted 
with  users.  The  lack  of  timely  data  and  detailed  statistical  analyses 
were  the  most  frequently  mentioned  shortcomings.  Trend  analyses 
indicated  that  an  annual  survey  was  not  necessary  to  provide  the 
current  level  of  precision.  However,  a  pilot  test  of  a  periodic  survey 
was  recommended  to  assess  the  impact  on  hospital  participation  and 
on  whether  resources  can  be  continually  reallocated  from  collection 
to  analysis  to  collection.  The  study  recommended  that  the  Uniform 
HDS  Data  Set  be  adopted  with  the  exception  of  physician  identifier. 
(This  was  implemented  in  January  1977.)  The  results  indicated  that 
the  design  was  not  cost-efficient,  particularly  for  large  domains.  In- 
stead the  study  recommended  a  multiple-frame  approach  that  would 
use  secondary  sources  of  data,  with  a  new  sample  of  hospitals  to  be 
selected  and  optimized  according  to  cost  and  expected  quality  of 
data.  Interviews  at  state  CHSS  and  HDS  hospitals  indicated  the 
multiple-frame  approach  was  feasible.  Procedures  for  carrying  out 
quality  control  were  outlined,  based  on  a  census  model,  to  be  carried 
out  in  each  state. 
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ABSTRACT:  The  National  Center  for  Health  Statistics  (NCHS)  is  a 
complex  organization  with  responsibility  for  at  least  10  different  na- 
tional data  systems.  This  study  evaluated  the  extent  to  which  NCHS 
programs,  including  the  individual  data  systems,  are  integrated  to 
achieve  goals  and  objectives  in  the  most  timely,  efficient,  and  effec- 
tive manner.  The  nature  of  the  NCHS  organization  requires  consider- 
able internal  interaction  and  synchronization  among  programs  to 
assure  that  objectives  are  met  and  centerwide  priorities  are  achieved. 
The  need  for  a  high  level  of  external  collaboration  also  exists,  both 
for  the  identification  and  support  of  specific  data  collection  activities 
and  for  collection  of  the  data.  This  study  assessed  work  flow  planning 
and  management  in  NCHS  programs  and  developed  approaches  for 
improving  this  planning  and  project  tracking;  identified  and  assessed 
the  quality  of  formal  and  informal  systems  and  procedures  used  to 
facilitate  internal  integration  of  NCHS  program  activites  and  integra- 
tion of  relations  with  key  outside  organizations;  and  made  recommen- 
dation for  improving  the  internal  and  external  integration  of  NCHS 
programs.  The  recommendations  address  NCHS  strategic  and  opera- 
tional planning,  coordination  with  outside  agencies  and  data  users  for 
conducting  collaborative  work,  and  internal  coordination  of  NCHS 
data  collection  activities.  (Final  report  29  pages.) 
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ABSTRACT:  The  value  of  assurances  of  confidentiality  from  leading 
statistical  agencies,  the  Freedom  of  Information  Act,  the  economy  of 
utilizing  the  same  data  by  more  than  one  agency  for  more  than  one 
purpose,  and  the  conflict  between  "need-to-know"  and  "right-to- 
privacy"  constituted  the  central  problem  for  this  study.  The  study 
also  identified  the  nature  and  character  of  major  issues  having  an 
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impact  on  confidentiality  in  the  Cooperative  Health  Statistics  Sys- 
tem; delineated  programs  that  could  be  directed  toward  resolution  of 
the  major  issues;  and  techniques  for  processing  and  reformatting 
health  data  in  order  to  yield  maximum  information  while  avoiding 
confidentiality  issues.  The  report  also  contains  recommendations  for 
NCHS  on  developing  a  model  state  law  on  CHSS  confidentiality, 
maintaining  promises  of  confidential  treatment,  developing  a  system 
which  contains  elements  of  flexibility  that  permit  customized  varia- 
tions of  procedures,  training  CHSS  staff  concerning  confidentiality 
issues,  and  maintaining  a  public  relations  program  to  promote  wide 
understanding  of  the  essence  of  statistical  purposes.  (Final  report  115 
pages.) 
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ABSTRACT:  The  purpose  of  this  project  was  to  study  methodologies 
for  assessing  quality  medical  care  in  office  practices  of  internists, 
specifically  problems  associated  with  selection  of  criteria,  observa- 
tion and  recordation,  evaluation  and  feedback,  and  corrective  action. 
This  study  demonstrated  that  physicians  of  similar  backgrounds  and 
experiences  can  construct  theoretical  criteria  for  quality  care  of  com- 
mon disease  categories  with  minimum  interaction  among  the  physi- 
cians resulting  in  a  high  degree  of  agreement.  This  study  also 
demonstrated  that  a  structured  form  is  required  for  data  collection 
and  quality  evaluation.  An  overly  structured  data  collection  form  is 
too  rigid  for  proper  evaluation  of  care.  There  is  a  relatively  high 
correlation  between  theoretical  criteria  set  by  groups  of  physicians  in 
various  regions  and  also  between  the  physicians'  actual  practice  and 
their  theoretical  approach  to  an  abstract,  ideal  problem. 
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ABSTRACT:  The  National  Ambulatory  Medical  Care  Survey 
(NAMCS),  which  was  carried  out  continuously  from  1973  through 
1981  and  at  the  time  of  the  study  was  scheduled  to  resume  in  1985, 
reported  key  information  on  a  sample  of  the  700  million  visits  made 
annually  to  physicians  in  office-based  practices.  It  did  not  cover, 
however,  the  approximately  135  million  patient  visits  to  hospital- 
based  ambulatory  care  facilities.  This  study  evaluated  the  feasibility 
of  extending  the  NAMCS  procedures  to  hospital  outpatient  depart- 
ments. This  report,  the  first  of  two  on  the  study,  describes  the  study's 
design,  the  procedures  employed,  the  response  rates  obtained,  and  the 
results  of  two  experiments  that  compared  two  methods  of  data  collec- 
tion (prospective  and  retrospective)  and  two  lengths  of  data  collec- 
tion (two  weeks  and  four  weeks).  The  report  also  includes  data  on 
field  costs  and  some  preliminary  recommendations  for  the  design  of 
a  national  survey  of  hospital-based  ambulatory  care.  See  also  PIC  ID 
No.  2871.1.  (Final  report  35  pages  plus  appendices.) 
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PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  The  purpose  of  this  project  was  to  recommend  and  im- 
plement improvements  in  the  national  mortality  data  system  with 
primary  emphasis  on  eliminating  a  two-year  lag  in  tabulating  and 
publishing  mortality  data  in  "Vital  Statistics  of  the  United  States."  In 
Phase  I  of  the  contract,  the  contractor  developed  an  automated  sys- 
tem for  tabulating  mortality  data  in  a  form  that  the  Government 
Printing  Office  (GPO)  can  use  to  directly  produce  this  annual  report. 
The  system  was  developed  using  the  TPL/PCL  languages  written  by 
the  Bureau  of  Labor  Statistics  and  custom  programs  written  by  the 
contractor  in  PLl  programming  language.  The  system  was  designed 
with  flexibility  and  ease  of  use  as  a  primary  criteria.  A  user  can  sit 
at  a  terminal  and  instruct  the  system  to  tabulate  and  create  a  GPO 
hang  tape  for  any  annual  volume  table.  The  tape  is  then  used  by  GPO 
to  automatically  prepare  a  camera  copy  version  of  the  tables  for 
proofing  and  printing.  The  tabulation/publication  system  is  designed 
to  produce  the  annual  volume  within  six  months  of  receipt  of  the  final 
master  tape,  which  is  added  to  the  publication  system.  With  the  new 
system,  this  can  be  created  within  nine  months  of  the  end  of  the 
calendar  year.  This  is  in  contrast  to  the  average  of  18  months  required 
when  using  the  old  procedure.  Special  effort  was  directed  toward 
consolidating,  simplifying,  and  automating  procedures  to  minimize 
manual  record  keeping  and  thereby  accrue  substantial  manpower 
savings. 

DESCRIPTORS:  Morbidity  and  Mortality,  Information  Processing, 
Research  and  Evaluation  Methods  Feature,  Research  and  Evaluation 
Performance 

STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  This  project  continued  the  annual  National  Ambulatory 
Medical  Care  Survey,  which  began  in  FY  1973.  The  NAMCS  used 
a  probability  sample  of  approximately  3,000  physicians  to  collect  data 
on  the  diagnosis  and  problem/symptom/complaint  of  an  estimated 
60,000  ambulatory  care  episodes.  These  data  collectively  represent 
the  pattern  of  ambulatory  medical  care  services  in  the  United  States. 
(Final  product  is  a  data  tape.) 

DESCRIPTORS:  Emergency  Medical  Care,  Ambulatory  and  Outpa- 
tient Health  Care,  Health  Care  Delivery  Systems,  Client  Records, 
Statistical  Data  Feature,  Survey  or  Questionnaire  Feature 
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ABSTRACT:  In  response  to  the  need  for  more  complete  and  better 
quality  national  information  on  epidemiologic  aspects  of  pain.  Na- 
tional Center  for  Health  Statistics  (NCHS)  staff  have  been  evaluating 
the  efforts  that  have  been  made  thus  far  in  NCHS  data  systems  to 
measure  pain  and  pain-related  phenomena.  This  study  is  designed  (1) 
to  extend  the  evaluation  of  efforts  now  underway  to  include  an 
evaluation  of  the  methodological  quality,  substantive  adequacy,  and 
epidemiologic  uses  of  available  NCHS  pain  data;  and  (2)  based  on  this 
evaluation,  to  develop  recommendations  for  both  the  analysis  of  ex- 
isting data  and  the  collection  of  new  data.  The  results  of  the  project, 
which  is  designed  as  a  collaborative  undertaking  by  NCHS  and  Tem- 
ple University  staff  as  well  as  national  and  international  experts  in 
epidemiology  and  the  scientific  study  of  pain,  will  be  prepared  for 
publication  in  NCHS's  "Vital  and  Health  Statistics  Series." 
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PROJECT  OFFICER:  Lane,  Madelyn;  Rm  227,  FCB2;  301-436-5975 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics-Data  Collection 

ABSTRACT:  The  first  National  Health  and  Nutrition  Examination 
Survey  (NHANES  I)  collected  data  on  a  national  sample  of  the 
population  between  the  ages  of  1  and  74  during  1971-1975.  This 
follow-up  study,  the  NHANES  I  Epidemiologic  Follow-up  Study 
(NHEFS),  traces  and  collects  data  on  14,407  participants  who  were 
25-74  years  old  when  first  examined  in  NHANES  I.  The  primary 
purpose  of  NHEFS  is  to  investigate  the  relationships  between  clini- 
cal, nutritional,  and  behavioral  factors  assessed  at  baseline 
(NHANES  I)  and  subsequent  morbidity  and  mortality.  NHEFS  con- 
sists of  several  data  collection  waves  in  which  information  on  mor- 
bidity, hospital  and  nursing  home  utilization,  and  mortality  is 
updated.  The  initial  follow-up  was  conducted  from  1982-1984.  Con- 
tinued follow-ups  were  conducted  in  1986,  when  participants  aged  55 
or  older  at  baseline  were  recontacted,  and  in  1987,  when  cohort 
members  not  known  to  be  deceased  were  recontacted.  Tracing  of 
subjects  and  death  certificate  data  collection  are  expected  to  continue 
in  1988  and  1989.  Another  cycle  of  interviewing  participants  and 
proxies  for  incapacitated  or  deceased  participants  may  be  continued 
in  1990. 

DESCRIPTORS:  Statistics,  Health  Care  Utilization,  Morbidity  and 
Mortality,  Survey  or  Questionnaire  Feature,  Information  Processing 
STUDY  TYPE:  Research  and  Data  Development;  Other 
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ABSTRACT:  The  NHANES  I  Follow-up  Study  is  a  longitudinal  study 
building  on  baseline  data  collected  in  NHANES  I.  This  evaluation 
will  generate  the  following  information  about  the  follow-up  study:  (1) 
completeness  of  reports  of  hospital  stays  in  the  follow-up  household 
interview  file  compared  to  the  completeness  of  utilization  reports  in 
the  follow-up  hospital  file;  (2)  identification  of  specific  diagnoses  that 
are  reported  accurately  during  the  interview  process  and  those  diag- 
noses that  need  the  hospital  file  documentation;  and  (3)  advantages 
and  disadvantages  of  the  current  method  of  hospital  data  collection 
with  the  alternative  approach  of  using  the  HCFA  MADRS  file.  The 
contractor  will  produce  and  document  data  tapes  for  the  required 
match  of  the  NHANES  interview  record  to  the  hospital  reports  and 


for  the  subsequent  match  of  the  combined  interview-hospital  file  to 
the  MADRS  file.  The  final  report  will  describe  the  procedures  used 
to  perform  both  matches  and  discuss  response  patterns  of  the 
NHANES  interview  process.  The  advantages  and  disadvantages  of 
using  the  MADRS  file  will  be  included.  The  follow-up  study  is 
described  in  the  following  article:  "10  Years  after  NHANES  I:  Re- 
port of  the  Initial  Follow-up,  1982-84"  by  J.  Madans,  et  al.,  "Public 
Health  Reports"  (101,  No.  5:465-473,  September-October  1986). 
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ABSTRACT:  This  report  documents  research  on  integrating  the  de- 
signs of  the  National  Health  Interview  Survey  (NHIS)  and  the  Na- 
tional Survey  of  Family  Growth  (NSFG).  The  NHIS  is  a  continual 
survey  that  samples  the  entire  civilian,  noninstitutionalized  popula- 
tion. The  NSFG  is  a  periodic  survey  that  provides  a  wide  range  of 
information  on  factors  influencing  trends  and  differentials  in  fertility, 
family-size  expectations  and  preferences,  family-planning  practices, 
sources  from  which  family-planning  services  are  received,  and  those 
aspects  of  maternal  and  child  health  closely  related  to  childbearing 
and  family  planning.  A  major  disadvantage  of  the  NSFG,  however, 
has  been  the  amount  of  screening  needed  to  identify  eligible  respond- 
ents (i.e.,  women  between  15  and  44  years  old)  for  the  survey;  as 
many  as  10  households  must  be  screened  for  each  one  selected.  By 
using  the  NHIS  to  identify  eligible  respondents,  the  number  of 
screening  interviews  could  be  significantly  reduced  or  even  eliminat- 
ed. Volume  1  of  the  report  ("NHIS-NSFG  Linkage  Experiment: 
Final  Report  on  Field  Trial  Procedures")  describes  the  data-collec- 
tion procedures  and  other  operational  aspects  of  the  field  trials  that 
tested  and  evaluated  alternative  strategies  for  linking  the  NSFG  to 
the  NHIS.  Volume  2  ("Analysis  of  Field  Trials  to  Test  and  Evaluate 
Alternative  Strategies  for  Linking  the  NSFG  to  the  NHIS")  presents 
the  study's  methodological  findings  and  their  implications. 
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ABSTRACT:  Through  an  interagency  agreement  with  the  Human  Nu- 
trition Service  of  the  U.S.  Department  of  Agriculture,  the  National 
Center  for  Health  Statistics  (NCHS)  co-sponsored  a  USDA  grant  to 
the  National  Research  Council  (NRC)  to  evaluate  the  effectiveness 
of  the  USDA's  Nationwide  Food  Consumption  Survey  (NFCS)  and 
the  dietary  component  of  the  National  Health  and  Nutrition  Exami- 
nation Survey  (HANES)  of  NCHS.  The  primary  purpose  of  the  grant 
was  to  obtain  input  from  survey  data  users.  A  committee  formed 
under  the  auspices  of  the  Food  and  Nutrition  Board,  NRC,  reviewed 
uses  of  USDA's  NFCS  and  HHS's  HANES.  A  workshop  and  sym- 
posium were  held  to  obtain  user  input.  Principal  recommendations, 
published  in  an  NRC  report,  include  the  two  national  surveys  should 
continue  separately;  both  surveys  should  collect  dietary  intake  data 
with  an  identical  methodologic  core;  surveys  should  be  better  linked 
through  compatible  sampling  and  common  population  descriptors; 
HANES  should  be  redesigned  as  a  continual  survey;  NFCS  should 
continue  to  collect  replicated  data;  and  a  continual  evaluation  process 
for  the  updating  of  design  and  methods  for  the  surveys  should  be 
implemented. 
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ABSTRACT:  The  Health  Data  Inventory  for  the  New  England  region 
was  a  preliminary  attempt  to  identify  health  data  sources  in  six  states 
(Connecticut,  Maine,  Massachusetts,  New  Hampshire,  Rhode  Island, 
and  Vermont).  Published  in  December  1974,  the  inventory  was  part 
of  a  broader  concern  with  the  utilization  of  data  for  decision-making 
activities  related  to  the  allocation  of  health  resources.  Issues  in  data 
utilization  that  were  identified  include  (1)  what  data  were  necessary 
to  make  decisions;  (2)  whether  required  data  were  collected;  and  (3) 
gaps  between  collected  and  required  data.  Data  collected  for  the  six 
states  consisted  of  listing  potential  data  sources  based  on  previous 
knowledge  of  data  collectors;  state  contacts  through  the  health  de- 
partment, generally  through  the  vital  statistics  or  research  office;  data 
based  upon  prepared  modules  including  health  status  indicators,  soci- 
oeconomic indicators,  and  demographic  indicators.  The  inventory  of 
state  data  sources  was  based  on  data  elements  that  encompass  morbid- 
ity-related information.  Tables  provide  a  comprehensive  summary  of 
available  national  data  sources  relevant  to  health  planning.  (Final 
report  578  pages.) 
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ABSTRACT:  The  first  National  Health  and  Nutrition  Examination 
Survey  (NHANES  I)  collected  data  on  a  national  sample  of  the 
population  between  the  ages  of  1  and  74  during  1971-1975.  A  follow- 
up  study,  the  National  Health  Epidemiologic  Follow-up  Study 
(NHEFS),  was  implemented  to  investigate  the  relationships  of  clini- 
cal, nutritional,  and  behavioral  factors  assessed  in  NHANES  I  to 
subsequent  morbidity  and  mortality.  The  major  objective  of  NHEFS 
is  to  gather  information  on  (1)  morbidity  and  mortality  associated 
with  suspected  risk  factors;  (2)  changes  in  participants'  characteris- 
tics; and  (3)  natural  history  of  chronic  disease  and  functional  impair- 
ments. This  report  covers  the  1982-1984  data  collection  wave  of  the 
NHEFS,  in  which  adult  respondents  were  traced  and  interviewed, 
hospital  and  nursing  home  records  were  collected  to  identify  any 
changes  in  health  status  that  occurred  since  the  respondents' 
NHANES  I  examination,  and  death  certificates  were  collected  for 
those  who  had  died.  Subsequent  data  collection  waves  of  this  sample 
will  continue  to  obtain  death  certificates  for  those  who  have  died 
since  their  follow-up  interviews.  (Final  report  142  pages.) 
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ABSTRACT:  This  report  is  the  major  product  of  the  project,  designed 
specifically  to  be  of  use  to  state  and  local  health  planning  staff  These 
six  volumes  present  summaries  of  51  of  the  best  local  area  studies 
conducted  by  18  health  planning  agencies  in  10  states.  Each  volume 
contains  a  preface  and  a  discussion  of  the  studies,  together  with  short 
summaries  (5  to  15  pages)  of  each,  including  title,  sponsor,  me- 
thodology, cost,  findings,  and  claimed  utilization.  In  most  cases  actu- 
al survey  instruments  are  appended.  The  summaries  contain 
discussions  of  reliability  and  validity  of  the  studies,  which  were  re- 
viewed by  methodologists.  The  studies  are  grouped  by  topic  in 
volumes  on  hospital  care  and  utilization,  long-term  care,  health  care 
financing  and  community  funds  flow,  consumer  health  status  and 
need,  ambulatory  care,  and  medical  specialty  needs.  Methodologies 
involved  included  analysis  of  secondary  data,  literature  review,  re- 
cord review,  site  visits,  and  surveys.  The  six  volumes  are  also  availa- 
ble from  NTIS  (Nos.  HRP-0005990,  HRP-0005991,  HRP-0005992, 
HRP-0005993,  HRP-0005994,  and  HRP-0005995,  respectively).  See 
also  PIC  ID  Nos.  0472-0472.2.  (Final  report  volumes  165  pages  plus 


appendices,  96  pages,  115  pages  plus  appendices,  174  pages  plus  ap- 
pendices, 88  pages  plus  appendices,  and  167  pages  plus  appendices, 
respectively.) 
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ABSTRACT:  The  purpose  of  the  Health  and  Nutrition  Examination 
Survey  (HANES)  program  in  NCHS  is  to  establish  a  continuing 
national  nutrition  surveillance  system  for  measuring  the  nutritional 
status  of  the  U.S.  populations  and  monitoring  changes  in  this  status 
over  time.  Preliminary  dietary  intake  and  biochemical  test  findings 
among  individuals  1-74  years  of  age  in  the  noninstitutionalized  popu- 
lation of  the  U.S.  are  presented  and  analyzed  in  this  report.  Analysis 
of  data  for  certain  groups  at  high  risk  of  malnutrition-the  poor, 
preschool  children,  women  of  childbearing  age,  and  the  elderly-is 
included.  These  preliminary  data  permit  only  limited  general  conclu- 
sions concerning  the  nutritional  status  of  the  U.S.  population.  This 
report  provides  needed  basic  data  on  the  distributions  of  the  total  U.S. 
population  with  respect  to  various  biochemical  test  values  and  nutri- 
ent intakes;  for  example,  biochemical  iron  deficiency  is  more  preva- 
lent in  the  younger  age  groups,  particularly  in  children  1-5  years  old. 
(Final  report  169  pages  plus  appendices.) 
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ABSTRACT:  This  project  evaluated  the  data  provided  for  the  national 
vital  statistics  program.  The  U.S.  Standard  Certificates  and  Reports 
of  live  birth,  death,  fetal  death,  induced  termination  of  pregnancy, 
marriage,  and  divorce  serve  as  the  basis  for  the  collection  of  data  for 
the  national  vital  statistics  program.  A  panel  of  experts  was  appointed 
to  evaluate  the  content  and  format  of  the  existing  standards  and  to 
make  recommendations  for  change.  Based  on  their  own  knowledge 
and  input  from  users  and  providers  of  vital  statistics  data  throughout 
the  country,  the  panel  made  recommendations  for  the  content  and 
format  of  the  new  standard  certificates  and  reports  and  justified  their 
recommendations.  The  report  includes  an  appendix  of  the  1978  U.S. 
Standard  Certificates  and  Reports.  (Final  report  203  pages.) 
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ABSTRACT:  This  study  was  undertaken  to  determine  whether  it 
would  be  feasible  from  a  technical,  organizational,  and  economic 
standpoint  to  provide  data  processing  and  related  services  to  HEW 
users  of  hospital  discharge  data  by  assigning  such  responsibility  to  a 
single  existing  HEW  organization.  At  the  time  of  the  study,  there 
were  four  existing  data  systems  independently  collecting  hospital 
discharge  data,  i.e.,  two  systems  in  the  National  Center  for  Health 
Statistics  (NCHS),  one  in  the  Social  Security  Administration  (SSA), 
and  one  in  the  Bureau  of  Quality  Assurance  (the  latter  two  are  now 
in  HCFA).  The  report  suggests  that  NCHS  and  SSA  (HCFA)  are  the 
only  HEW  agencies  with  the  experience,  staffing,  equipment,  and 
program  involvement  necessary  to  provide  such  a  service.  The  report 
further  recommends  that  there  be  a  single  processor  for  hospital 
discharge  data  in  the  public  health  service  and  that  this  processor 
should  be  the  National  Center  for  Health  Statistics. 
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ABSTRACT:  Project  IDEA  35  was  designed  to  determined  if  in-com- 
pliance  firms  can  be  separated  from  out-of-compliance  firms  by 
means  of  an  abbreviated  inspection,  where  only  critical  points  in  the 
plants  are  checked.  The  results  of  the  study  indicate  that  abbreviated 
inspections  can  be  substituted  for  normal  inspections  with  a  high 
degree  of  confidence.  This  report  recommends  that  abbreviated  in- 
spections be  continued  for  the  six  commodities  covered  in  the  study 
(bottling  plants,  bakeries,  specialty  products,  mills,  candy  manufac- 
turers, warehouses);  it  further  recommends  that  abbreviated  inspec- 
tions be  extended  to  other  food  commodities.  Based  on  the  results  of 
Project  IDEA  35,  the  Division  of  Field  Operations  has  modified  29 
inspection  programs  to  include  abbreviated  inspection  and  reporting 
techniques.  (Final  report  56  pages.) 


PROJECT  DESCRIPTIONS 


579 


Accession  No.  1579  Public  Health  Service 

FOOD  AND  DRUG  ADMINISTRATION 


DESCRIPTORS:  Food  and  Nutrition,  Regulation  and  Standard  Setting, 
Management  Techniques,  Consumer  Products  or  Protection,  Federal 
Administration 

STUDY  TYPE;  Program  Management  or  Efficiency 

PIC  ID  NO:  0729  PROJECT  NO:  FDA  73-1 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  274-371 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '72  through  March  '74 


1580 

AGENCY  SPONSOR:  Public  Health  Service 

Food  and  Drug  Administration 

PROJECT  TITLE:  Agency  Impact  Analysis:  Fruit  Juice,  the 
Perceptions  of  Ten  Firms 

REPORT  TITLE:  Agency  Impact  Analysis:  Fruit  Juice,  the 

Perceptions  of  Ten  Firms 
PERFORMER:  Office  of  Planning  and  Evaluation,  5600  Fishers 

Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Prunella,  Priscila;  Rm  1574,  PKLN  Bldg; 

301-443-6250 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug-Foods  (Entire  Program  Area) 

ABSTRACT:  This  agency  impact  analysis  (AIA)  examines  the  aggre- 
gate effects  of  FDA  activities  on  the  fruit  juice  industry.  The  analysis 
is  based  on  the  perceptions,  opinions,  and  experiences  as  reported  in 
face-to-face  meetings  with  agency  representatives  by  executives  from 
10  firms  in  the  industry.  The  executives  cite  examples  of  vulnerability 
to  agency  action  or  inaction  that  unfairly  places  them  at  a  competitive 
disadvantage.  Executives  see  themselves  as  resourceful,  knowledgea- 
ble, and  trustworthy.  The  executives  compliment  selected  agency 
personnel,  policies,  and  programs.  For  example,  they  praise  the  ac- 
curacy and  fairness  of  FDA  inspectors.  However,  they  express  con- 
cern over  agency  excesses  such  as  perfectionism  and  unpredictability. 
Inspections  drew  more  comments  than  any  other  topic.  Among  the 
more  frequently  mentioned  inspection  impacts  are  disruption  of  the 
work  routine  and  gaps  in  inspectional  coverage.  The  executives  ap- 
pear to  accept  and  comply  willingly  with  labeling  regulations,  but 
they  note  that  frequent  changes  in  regulations  and  different  require- 
ments from  federal  and  state  authorities  cause  problems.  They  gener- 
ally commend  the  useful  procedures  of  GMPs,  which  they  believe  are 
an  excellent  approach  to  food  sanitation.  Several  remarks  from  the 
executives  suggest  that  FDA  should  be  more  circumspect  and  rea- 
sonable. Other  recommendations  seek  review  of  existing  food  stand- 
ards, reduction  of  interagency  duplication,  and  increased 
enforcement  of  rules  to  prevent  economic  deception.  OPE  Study 
No.70. 
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ABSTRACT:  This  report  presented  the  results  of  basic  research  of  the 
perceptions,  attitudes,  and  experiences  of  FDA  industry  constituents 
regarding  agency  impact.  FDA  representatives  met  separately  with 
executives  of  each  of  10  firms  in  the  salad  dressings  industry.  Analysis 
of  the  265  discrete  comments  of  the  executives  yielded  findings  on 
perception  of  self,  perception  of  FDA,  and  five  major  topic  areas. 
The  report  also  identified  direct  and  implied  industry  recommenda- 
tions for  FDA  and  industry  activities.  In  general,  companies  see 
themselves  as  responsible,  trustworthy,  and  knowledgeable.  They 
also  feel  vulnerable  to  agency  action  or  inaction  that  inappropriately 
favors  their  competitors.  Companies  perceive  FDA  as  competent. 
Inspections  were  the  most  frequently  raised  topic.  Executives  noted 
that  inspections  have  an  impact  at  three  stages-before,  during,  and 
after  inspections.  The  actual  inspection,  for  example,  affects  plant 
productivity.  Good  Manufacturing  Practices  regulations,  labeling, 
food  standards,  and  food  additives  were  other  topics  discussed  by  a 
large  number  of  firms.  Industry  recommendations  included  continua- 
tion of  FDA's  review  of  existing  regulations,  increased  efforts  to 
prevent  economic  deception,  and  greater  industry-agency  coopera- 
tion. OPE  Study  No.64.  (Final  report  35  pages  plus  appendices.) 

DESCRIPTORS:  Food  and  Nutrition,  Information  Dissemination 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2423  PROJECT  NO:  FDA  84-64 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  83-207357 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC,  0 
Available  from  NTIS 
START/END  DATES:  May  '82  through  May  "83        .      ;>  . 


1582 

AGENCY  SPONSOR:  Public  Health  Service 

Food  and  Drug  Administration 

PROJECT  TITLE:  Alternatives  for  Planning  Field  Resources 


580 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

FOOD  AND  DRUG  ADMINISTRATION 


Accession  No.  1585 


REPORT  TITLE:  None 

PERFORMER:  On  Line  Decisions,  Inc.,  666  5th  Avenue,  New 

York  NY  10019 
PROJECT  OFFICER:  Rosenthal,  B. 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug-Program  Direction  and 
Management 

ABSTRACT:  The  objective  of  this  evaluation  was  to  develop  and  test 
a  computer  model  as  an  alternative  for  planning  field  resources.  The 
product  of  this  project  is  a  set  of  computer  programs  that  are  used 
to  plan  and  redirect  FDA's  field  resources. 
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ABSTRACT:  This  report  presents  the  results  of  an  analysis  of  nine  of 
the  bilateral  agreements  that  FDA  has  with  foreign  governments. 
The  nine  agreements  cover  dried  milk,  shellfish,  and  frog  legs.  The 
measure  of  product  quality  used  in  the  study  is  detention  rates,  de- 
fined as  the  ratio  of  detentions  to  sample  examinations  from  which 
they  originate.  Six  of  the  nine  agreements  give  indications  that  they 
are  a  benefit  to  FDA.  The  five  agreements  on  dried  milk  appear  to 
have  conserved  resources  without  adversely  affecting  quality  during 
a  time  of  increased  imports.  The  agreement  on  frog  legs  appears  to 
have  improved  product  quality.  The  three  agreements  on  shellfish 
appear  equivocal  because  of  small  sampling  data,  although  the  data 
do  indicate  a  quality  product.  (Final  report  28  pages  plus  appendix.) 
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ABSTRACT:  This  study  analyzes  the  relationship  between  drug  recall 
rates  that  are  proposed  as  a  measure  of  drug  product  quality  and  other 
product  or  manufacturer  characteristics.  Recall  rates,  although  not  a 
perfect  predictor  of  product  quality,  have  fewer  flaws  than  other 
feasible  predictors  studied.  (Final  report  85  pages.) 
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ABSTRACT:  This  study  analyzed  approval  rates,  approval  times,  and 
deficiencies  in  applications  for  drugs  requiring  full  new  drug  applica- 
tions (NDA)  from  1970  through  1979.  The  study  reviewed  alterna- 
tive explanations  for  rate  variation  and  compiled  an  analysis  of  the 
NDA  process  presenting  the  most  problems  to  applicants.  (Final 
report  36  pages.) 
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ABSTRACT:  This  report  profiles  objectionable  manufacturing  prac- 
tices recorded  on  the  last  inspectional  form  (FDA  483)  given  to  tablet 
and  capsule  manufacturers.  Establishments  included  in  this  study  are 
those  that  were  inspected  for  a  tablet  or  capsule  dosage  form  between 
October  1981  and  April  1984,  and  were  issued  at  least  one  FDA  483 
form.  Observations  about  objectionable  practices  are  profiled  by  (1) 
the  10  major  subparts  of  the  regulations  on  Current  Good  Manufac- 
turing Practices  (CPR  Part  211);  and  (2)  problem  areas  commonly 
discussed  by  FDA  and  industry  personnel. 
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ABSTRACT:  This  report  presents  an  evaluation  of  plasmapheresis  cen- 
ters and  blood  banks.  It  assesses  change  in  these  establishments  from 
1972,  when  FDA  was  given  responsibility  for  their  regulation,  to  the 
time  of  the  study.  Overall,  the  data  show  that  plasma  centers  made 
a  considerable  improvement  between  1974  and  1977.  (Final  report  32 
pages.) 
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combinations.  The  report  discusses  the  advantages  of  each.  (Final 
report  13  pages.) 
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ABSTRACT:  This  report  presents  the  results  of  an  analysis  of  imported 
food  and  FDA  import  regulation  resources.  It  emphasizes  identifying 
field-resource  intensive  commodities  and  linking  these  commodities 
with  their  leading  countries  of  export.  This  link  identifies  targets  of 
opportunity  for  bilateral  agreements  in  terms  of  countries  exporting 
large  volumes  of  resource-intensive  commodities  to  the  U.S.  The 
report  recommends  where  FDA,  both  nationally  and  regionally, 
should  invest  its  food  import  regulation  resources.  Some  of  the  pro- 
ject's principal  findings  are  that  (1)  more  than  90%  of  the  total  field 
import  resources  are  expended  on  food  programs;  (2)  four  commodi- 
ty codes  account  for  more  than  half  of  the  FDA's  field  resources 
expended  on  food  imports;  (3)  more  than  three-quarters  of  the  food 
import  resources  are  consumed  by  the  10  most  resource-intensive 
commodities;  and  (4)  the  resource-intensive  commodities  are  not  the 
commodities  leading  in  import  levels.  (Final  report  57  pages  plus 
appendices.) 
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gate 11-country  market  (Australia,  Canada,  France,  the  Federal 
Republic  of  Germany,  Italy,  Japan,  Norway,  Sweden,  Switzerland, 
the  United  Kingdom,  and  the  United  States).  It  is  intended  for  use  as 
a  reference  by  regulatory  officials,  industry,  and  academia.  The  com- 
pendium lists  official  dates  of  approval  for  marketing  in  each  country, 
if  applicable.  Each  NCE  is  listed  alphabetically  by  a  non-proprietary 
name  and  is  cross-referenced  by  known  synonyms.  An  appendix  to 
the  compendium  lists  post- 1970  approval  dates  for  367  NCEs  first 
approved  before  1970  on  the  aggregate  1 1 -country  market  by  at  least 
one  country.  The  compendium  also  includes  a  section  that  illustrates 
uses  of  the  data  and  their  versatility. 
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ABSTRACT:  The  report  explores  the  drug  industry's  compliance  with 
the  Food  and  Drug  Administration's  (FDA's)  Current  Good  Manu- 
facturing Practices  (CGMPs).  The  study  used  data  from  FDA's  in- 
spections of  1,917  manufacturing  establishments  from  FY  1978  to  FY 
1982.  Each  establishment  was  treated  as  one  or  more  units  ("establish- 
ment-dosage forms"),  depending  on  the  number  of  dosage  forms  (e.g., 
capsules  or  tablets)  it  manufactures.  Each  dosage  form's  CGMP  com- 
pliance, as  measured  by  its  violation  rate,  was  determined  separately. 
These  data  were  used  to  establish  relationships  between  a  manufac- 
turer's compliance  and  (1)  dosage  form;  (2)  establishment  size  as 
measured  by  annual  sales  in  dollars;  (3)  inspection  history;  and  (4) 
corporate  affiliation  status,  i.e.,  whether  a  company  is  affiliated  with 
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another  and,  if  affiliated,  whether  the  holding  company  is  primarily 
a  pharmaceutical  manufacturer  or  a  diversified  manufacturer.  Find- 
ings show  that  (1)  compliance  varies  widely  by  dosage  form,  with 
capsule  manufacturers  having  the  highest  violation  rate;  (2)  with  the 
exception  of  establishments  with  less  than  $100,000  in  annual  sales, 
violation  rates  tend  to  decrease  with  size;  (3)  there  is  a  greater  tenden- 
cy for  an  inspection  to  be  violative  if  the  immediately  preceding 
inspection  was  violative  than  if  it  was  not;  and  (4)  corporate  affiliation 
does  not  appear  to  be  a  factor  in  compliance.  The  overall  violation 
rate  for  the  3,400  establishment-dosage  forms  was  11.1%  at  the  end 
of  FY  1982.  (Final  report  17  pages.) 
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ABSTRACT:  The  study  evaluated  consumer  understanding  of  over- 
the-counter  (OTC)  labeling  and  determined  how  information  on  la- 
bels might  be  presented  more  effectively.  The  major  findings  of  this 
study  are  concerned  with  readership  of  OTC  labels  in  general  and 
factors  relative  to  the  warning  statement.  (Final  report  113  pages.) 
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ABSTRACT:  The  Food  and  Drug  Administration  (FDA)  proposed 
establishing  a  requirement  that  a  quantitative  declaration  of  the  sodi- 
um and  potassium  content  of  food  products  be  included  as  a  part  of 
the  nutrition  label.  The  objective  of  this  study  was  to  provide  esti- 
mates of  the  cost  of  compliance  and  economic  impact  of  such  regula- 
tory action.  For  the  27  industry  segments  that  potentially  would  be 
affected  by  the  proposed  sodium/potassium  regulation,  an  estimated 
13%  of  the  products  would  be  affected.  Of  the  companies  that  would 
be  affected,  16%  were  considered  large,  30%  were  considered  small, 
and  54%  were  considered  very  small.  Furthermore,  large  companies 
that  would  be  affected  by  the  regulation  were  at  least  10  times  as  large 
as  the  small  companies  affected.  (Final  report  345  pages.) 
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ABSTRACT:  This  study  was  conducted  in  1985  and  1986  to  determine 
the  developments  in  veterinary  biotechnology,  which  encompasses 
animal  drugs,  diagnostic  devices,  biologies,  feed,  and  feed  additives, 
that  are  most  likely  to  be  commercially  developed  in  the  late  1980s 
and  early  1990s.  At  the  time  of  the  study,  92  U.S.  firms  were  engaged 
in  some  type  of  veterinary  biotechnology  research;  171  separate  pro- 
jects were  underway  in  the  industry.  Vaccines,  growth  hormones, 
and  a  wide  assortments  of  probes  and  vectors  to  diagnose  and  treat 
animal  diseases  were  among  the  leading  project  topics.  One  hundred 
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fifty-seven  experts  from  industry,  government,  and  academia  predict- 
ed the  emergence  of  212  distinct  products  and  processes  made  possi- 
ble by  biotechnology  breakthroughs.  According  to  the  experts, 
two-thirds  of  these  advances  will  be  commercially  available  between 
two  and  one-half  years  and  five  years  from  January  1986.  Most  pro- 
ducts can  be  classified  as  relating  to  (1)  disease  diagnosis,  prevention, 
and  treatment;  (2)  nutrition,  growth,  and  reproduction;  (3)  genetic 
improvement  of  animal  breeds;  or  (4)  large-scale  production  of 
genetically  engineered  products.  Vaccines  produces  by  recombinant 
DNA,  the  use  of  monoclonal  antibodies  for  disease  diagnosis,  and 
bovine  and  porcine  growth  hormones  were  among  the  advances  cited 
most  often  by  the  experts.  (Final  report  42  pages  plus  appendices.) 
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ABSTRACT:  This  study  identified  how  well  FDA  has  met  its  commit- 
ments to  assure  the  quality  of  drugs,  biologies,  and  in  vitro  diagnostic 
products  purchased  by  the  Department  of  Defense,  Health  Services 
Administration,  and  Veterans  Administration.  (Final  report  77 
pages.) 
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ABSTRACT:  This  study  was  undertaken  primarily  to  determine  if 
laboratory  specialists  pay  adequate  attention  to  product  labeling  as 
measured  by  the  specialists'  ability  to  recall  salient  pieces  of  informa- 
tion found  in  the  package  inserts  of  products  they  use  regularly.  A 
random  sample  of  clinical  laboratories  was  drawn  from  the  Clinical 
and  Public  Health  Laboratory  List,  1975,  published  by  the  Centers 
for  Disease  Control.  Interviews  with  400,  406,  and  401  users  of  cyan- 
methemoglobin,  4c  hematology,  and  RPR  card  test  in  vitro  diagnos- 
tic products  were  accomplished.  Results  of  the  study  suggest  that  the 
laboratory  specialists  did  not  pay  adequate  attention  to  the  labeling 
of  these  products.  The  study  recommended  consideration  of  some 
type  of  educational  program  directed  at  clinical  laboratory  special- 
ists. 
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ABSTRACT:  This  report  presents  an  evaluation  of  the  Drug  QuaHty 
Assurance  (DQA)  project  of  February  1978.  The  evaluators  studied 
both  the  project's  sample  collection  and  analysis  activities  and  its 
inspection  activities.  The  evaluation  of  the  sample  collection  and 
analysis  activities  was  made  by  using  the  Quality  Assurance  of  Select- 
ed Marketed  Drugs  (QASMD)  program.  The  researchers  examined 
means  of  selecting  drug  products  for  sampling  and  use  of  the  results 
of  analysis.  The  evaluation  of  inspection  activities  was  made  by  deter- 
mining how  establishments  were  selected  for  inspection;  what  activi- 
ties were  inspected;  and  what  relationship  existed  between 
inspections  and  sample  findings.  The  evaluators  made  five  recom- 
mendations: ( 1 )  that  project  managers  be  given  the  resources  and  time 
to  make  objective  evaluations  of  project  operations;  (2)  that  further 
use  be  made  of  the  data  collected  by  the  project;  (3)  that  a  bureau  plan 
for  a  major  reallocation  of  district  sampling  resources  be  carefully 
considered;  (4)  that  improvements  be  made  in  the  product  selection 
process  for  continuing  surveys;  and  (5)  that  decisions  to  increase  or 
decrease  the  size  of  the  project  be  examined.  (Final  report  35  pages.) 
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ABSTRACT:  This  study  attempted  to  determine  the  feasibility  of  an 
FDA-Youth  Group  Cooperative  Program  and  to  test  the  effective- 
ness of  youth  groups  in  designing  and  conducting  consumer  informa- 
tion projects  in  their  neighborhoods.  The  contractor  was  unable  to 
determine  the  consumer  behavioral  change  that  may  have  come 
about  as  a  result  of  the  project's  efforts  because  no  pre-  or  post- 
assessments  to  specific  project  objectives  were  possible  under  the 
study  constraints.  There  were  substantially  increased  awareness  and 
understanding  of  FDA  and  of  selected  consumer  problems  by  the 
teenagers  involved. 
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ABSTRACT:  This  project  assessed  the  effectiveness  of  working  with 
consumer  volunteers  through  FDA's  pilot  Consumer  Deputy  Pro- 
gram to  determine  whether  the  overall  program  and  each  of  its 
individual  programs  achieved  the  designed  objectives  and  to  deter- 
mine those  factors  that  have  the  greatest  influence  on  the  program's 
degree  pf  success.  The  findings  are  that  the  basic  management  objec- 
tives of  the  program  have  been  achieved.  The  program  has  demon- 
strated that  consumers  can  work  effectively  with  FDA  in  the 
consumer-protection  process;  that  FDA  can  support  this  type  of 
program;  that  FDA's  image  was  improved;  that  consumer  education 
and  awareness  were  increased;  that  there  was  a  small  impact  on 
supplementing  FDA's  field-surveillance  capabilities;  and  that  the 
consumer  deputies  succeeded  in  getting  a  considerable  number  of 
banned  toys  removed  from  the  stores  they  surveyed.  Another  report 
("Analysis  of  Pre-Release  Clearance  Batch  Testing  as  an  Approach 
to  Drug  Quality  Sampling  and  Testing")  was  produced  under  the 
same  contract  and  is  also  available  from  PIC.  (Final  reports  44  pages 
plus  appendices  and  65  pages  plus  appendices,  respectively.) 
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ABSTRACT:  This  study  presents  the  results  of  the  diagnostic  ul- 
trasound activities  of  the  Sonic  Radiation  Project.  The  purpose  of  the 
evaluation  was  to  identify  and  clarify  the  relationship  among  the 
project's  activities,  strategy,  goals,  and  public  health  issues  associated 
with  sonic  radiation.  The  project's  goals  were  (1)  to  improve  the 
measurement  of  ultrasound  radiation  emissions  to  assess  risks  and 
benefits  of  diagnostic  ultrasound,  and  (2)  to  develop  and  implement 
an  exposure  policy.  These  project  goals  were  achieved  through  a 
five-part  strategy.  The  strategy  was  to  evaluate  bioeffects;  evaluate 
data  on  device  characteristics;  limit  unnecessary  exposure;  optimize 
image  quality;  and  educate  operators  and  consumers. 
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ABSTRACT:  The  report  describes  the  results  of  a  cost-benefit  evalua- 
tion analysis  of  the  antibiotic  certification  program,  and  specifies 
recommendations  that  could  result  in  manpower  savings  and  could 
produce  improvements  in  effectiveness  of  quality  control  monitoring 
efforts.  Under  this  project,  Messer  Associates,  Inc.,  studied  statistical 
sampling  protocols  and  related  decision  rules  that  were  used  in  the 
batch-by-batch  pre-clearance  testing  program.  KOBA  Associates, 


Inc.,  conducted  a  study  of  technical  and  administrative  flow  process 
in  the  certification  program  including  alternatives  to  the  sampling 
and  testing  approaches,  and  a  description  of  cost  implications  of 
alternative  approaches.  The  analysis  of  the  pre-release  batch  certifi- 
cation was  separated  into  three  major  areas:  medical  significance, 
quality  assurance,  and  cost  distribution.  The  Assistant  Director  for 
Planning  and  Analysis,  Bureau  of  Drugs,  concluded  that  the  two 
studies,  unfortunately,  proved  to  be  superficial  and  not  extensive 
enough  to  produce  significant  conclusions.  However,  they  were  use- 
ful in  analyzing  the  technical  aspects  of  the  certification  process. 
Work  for  this  project  was  also  performed  under  Contract  No.  73-118. 
(Final  report  97  pages.) 
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ABSTRACT:  This  report  discusses  the  way  in  which  biotechnology  is 
applied  to  enhance  the  nation's  food  supply  and  presents  information 
drawn  from  published  directories  on  the  industry's  research  and 
development  activities.  In  1986-1987  there  were  at  least  155  firms 
applying  biotechnology  to  the  improvement  of  food  or  food  sources. 
These  firms  were  engaged  in  more  than  400  projects.  Predictions  of 
more  than  800  food  biotechnology  advances  were  identified  by  ap- 
proximately 100  biotechnology  experts  from  non-FDA  government 
agencies,  industry,  and  academia.  Forty-three  percent  of  these  ad- 
vances related  to  food  processing,  39%  to  agriculture,  and  15%  to 
new  developments  in  food  safety  diagnostics.  Virtually  all  of  these 
advances  were  predicted  to  become  technically  feasible  by  1990;  half 
of  these  advances  were  predicted  to  become  commercialized  by  then. 
Experts  cited  130  methods  and  58  disciplines  that  would  be  necessary 
to  assess  the  safety  of  these  developments.  Prominent  among  the 
methods  were  sequencing  genetic  material  and  manipulating  the  vec- 
tors through  which  genetic  change  is  realized.  The  most  frequently 
mentioned  disciplines  were  biochemistry,  microbiology,  and  tox- 
icology. Volume  I  presents  an  overview  of  food  biotechnology; 
Volume  II,  the  appendices,  contains  more  details  on  the  technologies 
themselves  and  the  state  of  the  industry.  Both  volumes  are  available 
from  NTIS:  PB  88-177993  and  PB  88-178009,  respectively.  (Final 
report  volumes  39  and  144  pages,  respectively.) 
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ABSTRACT:  This  study,  initiated  in  fall  1980,  identified  technologies 
that  may  emerge  in  the  1980s  or  1990s  and  that  may  affect  or  be 
affected  by  the  agency.  Experts  from  both  inside  and  outside  the 
agency  helped  to  identify  scientific  advances  covered  in  the  report; 
the  comparison  of  their  views  enabled  FDA  to  determine  if  its  mech- 
anisms (e.g.,  scientific  meetings  and  publications)  for  keeping  ap- 
prised of  technologies  were  working  adequately.  Genetic 
engineering  and  computer  technology  were  most  frequently  identi- 
fied as  the  types  of  advances  FDA  would  most  probably  have  to  deal 
with  in  the  future.  Each  technology  identified  by  the  experts  has 
relevance  for  one  or  more  of  the  FDA  program  areas. 
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ABSTRACT:  This  study  compared  the  time  that  the  United  States  has 
taken  to  introduce  new  drugs  with  that  taken  by  four  European 
countries  over  a  20-year  period.  It  focused  on  two  indexes  of  perfor- 
mance: the  percentage  of  new  drugs  that  were  marketed  in  each  of 
the  five  western  countries  during  those  years,  and  the  time  between 
the  first  introduction  of  a  drug  in  one  of  the  five  countries  and  its 
introduction  in  any  of  the  other  four.  The  term  "drug  lag"  was  used 
to  describe  this  time  period.  The  four  European  countries  used  in  the 
study  were  France,  Germany,  Italy,  and  the  United  Kingdom.  Ana- 
lyses of  material  presented  in  the  study  revealed  the  following:  (1)  an 
average  of  50  original  molecules  were  introduced  annually  in  the  five 
countries;  (2)  the  United  States  eventually  introduced  approximately 
32%  of  all  original  molecules  that  had  been  introduced  in  any  of  the 
other  four  countries;  (3)  the  countries  with  the  shortest  "drug  lags" 
averaged  about  two  years  in  introducing  new  drugs;  (4)  the  average 
"drug  lag"  in  the  United  States  varied  between  1.7  years  in  1960  and 
four  years  in  1969.  (Final  report  24  pages.) 
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ABSTRACT:  This  study  was  undertaken  to  obtain  reasons  from  per- 
sons 65  years  of  age  or  over  for  their  low  demand  for  the  influenza 
vaccine.  A  sample  population  was  surveyed  to  determine  the  propor- 
tion that  received  the  vaccine  during  1974  and  where  it  was  obtained; 
the  attitude  and  knowledge  about  the  safety  and  effectiveness  of  the 
vaccine;  the  perceptions  of  the  danger  of  catching  the  flu;  the  opin- 
ions of  the  optimal  period  during  which  the  vaccine  should  be  ob- 
tained for  maximum  protection;  and  the  awareness  of  federal  policy 
encouraging  the  annual  vaccination  of  certain  high-risk  groups.  The 
study  found  that  only  slightly  more  than  25%  of  the  65-or-over  age 
group  received  the  vaccine  during  1974;  that  among  that  small  per- 
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centage,  the  private  physician  was  the  main  source  for  obtaining  the 
vaccine;  and  that  the  low  percentage  suggests  that  either  the  physi- 
cians are  not  recommending  the  shots  to  their  patients,  or  that  many 
in  the  65-or-over  age  group  do  not  visit  a  private  physician.  Another 
possible  explanation  is  that  approximately  40%  of  the  sample  popula- 
tion did  not  feel  that  a  flu  shot  was  necessary.  (Final  report  34  pages.) 
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ABSTRACT:  This  report  describes  the  results  of  an  evaluation  of  the 
compliance  of  202  plasmapheresis  centers  with  Food  and  Drug  Ad- 
ministration (FDA)  requirements  in  1982.  Plasmapheresis  centers  are 
establishments  that  draw  blood  from  donors,  extract  the  plasma,  and 
return  the  remaining  blood  elements  to  the  donor.  They  are  the 
responsiblity  of  FDA's  Blood  and  Blood  Products  Project.  The  study 
was  undertaken  to  provide  a  picture  of  the  compliance  of  plasma- 
pheresis centers  with  FDA  requirements,  and  identify  specific  opera- 
tions of  the  centers  that  are  the  least  in  compliance.  This  evaluation 
could  be  used  to  (1)  consider  options  for  addressing  noncompliance 
with  FDA  regulations  in  various  operating  areas;  (2)  re-examine 
regulations  to  see  if  any  were  subject  to  ambiguous  interpretation;  (3) 
revise  the  checklist  questions  if  necessary;  and  (4)  educate  industry 
in  compliance  procedures  on  arm  preparation  and  venipuncture.  (Fi- 
nal report  16  pages  plus  appendices.) 
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ABSTRACT:  This  continuation  study  of  consumers'  perceptions  of 
adverse  reactions  to  cosmetic  products  completed  the  analysis  of  the 
data  collected  in  the  original  study,  in  which  10,000  households  in  the 
U.S.  kept  diaries  of  cosmetic  usage  for  three  months  and  reported 
perceived  injuries.  The  existing  data  on  consumers'  use  of  and  reac- 
tion to  cosmetic  products  were  further  broken  down  by  brand  and 
the  data  were  reanalyzed.  This  report  describes  (1)  the  manual  coding 
and  editing  procedures;  (2)  the  computer  editing  tasks;  (3)  the  merg- 
ing of  the  continuation  data  with  the  existing  database;  and  (4)  the 
data  analysis.  See  also  PIC  ID  No.  0423. 
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ABSTRACT:  This  study  investigated  consumers'  perceptions  of  ad- 
verse reactions  to  cosmetic  products.  Phase  I,  a  one-month  pretest 
survey  of  250  families  in  Chicago,  examined  and  evaluated  alternative 
methodologies  and  procedures  in  the  overall  data  collection  system. 
Phase  II,  a  three-month  pilot  study  of  10,000  families  throughout  the 
U.S.,  included  data  collection  and  tested  the  feasibility  of  satisfying 
some  survey  specifications.  Volume  1  of  this  report  (1)  presents  an 
overview  of  the  research  design;  (2)  describes  the  pretest  study, 
focusing  on  the  study's  methodological  goals;  (3)  describes  the  Phase 
II  (pilot  study)  methodology;  and  (4)  summarizes  the  data  and  find- 
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ings  from  the  plot  study.  Volume  2,  the  appendices,  contains  docu- 
mentation of  the  consumer  panel;  survey  instruments;  interviewer 
training  materials;  and  data  tape  documentation.  Both  volumes  are 
available  from  PIC  and  from  NTIS  (Nos.  PB  242-480  and  PB  242-481, 
respectively).  See  also  PIC  ID  No.  0423.1. 
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ABSTRACT:  This  study  was  designed  to  assist  in  implementing  in 
FDA  the  HEW  Manpower  Management  Program.  The  major  pur- 
pose of  the  study  was  to  validate  the  existing  FDA  Program  Oriented 
Data  System  (PODS)  data  and  demonstrate  the  capability  of  the 
Executive  Director  Region  Operations  (EDRO)  system  for  provid- 
ing manpower  management  program  coverage  for  all  FDA  field 
activities.  Such  a  system  could  be  used  to  determine  manpower  need- 
ed to  meet  forecasted  workloads,  to  review  manpower  utilization, 
and  to  support  budgeting  for  manpower.  Through  modified  work 
measurement  studies  and  verification  studies  conducted  in  six  district 
offices,  the  study  team  determined  the  existence  of  an  acceptable 
level  of  accuracy  in  the  PODS  database.  The  report  recommends  that 
a  performance  productivity  index  for  inspectors  and  analysts  be  cal- 
culated for  each  district  on  a  yearly  basis  and  that  a  performance/ 
productivity  index  be  forecasted  for  use  in  the  coming  year.  The 
report  suggests  that  steps  be  taken  to  expand  this  manpower  system 
to  the  remainder  of  the  field;  that  computer  systems  support  be  ob- 
tained to  provide  PODS  data  in  such  a  form  that  it  can  easily  be 
analyzed;  and  that  PODS  data  be  reviewed  and  revalidated  every 
two  years  in  accordance  with  the  regular  cyclical  studies.  (Final 
report  140  pages  plus  attachments.) 
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ABSTRACT:  This  study  analyzed  the  use  of  the  Quality  Audit  Work- 
sheet in  844  Good  Manufacturing  Practice  (GMP)  inspections  of 
medical  device  establishments  during  1979.  The  primary  purpose  of 
the  study  was  to  determine  if  the  136  specific  requirements  on  the 
worksheet  could  be  developed  into  a  set  of  independent  require- 
ments, and  if  the  worksheet  could  be  condensed.  It  was  hoped  that 
by  identifying  redundant  requirements  and  combining  similar  re- 
quirements, it  might  be  possible  to  shorten  and  simplify  the  work- 
sheet. A  condensed  worksheet  might  take  less  time  for  the  FDA 
investigator  to  complete;  might  be  possible  to  complete  with  greater 
accuracy;  and  might  enhance  the  reliability  of  the  inspection  results. 
The  analysis  produced  the  following  findings:  (1)  the  136  interrelated 
requirements  in  the  Quality  Audit  Worksheet  could  be  condensed 
into  56  relatively  independent  requirements;  (2)  of  these  56  items,  16 
were  failed  by  less  than  2%  of  the  firms  inspected  and  elimination  of 
these  would  leave  just  40  items  for  the  investigator  to  rate;  and  (3) 
nearly  all  of  the  requirements  failed  by  a  number  of  firms  had  signifi- 
cantly higher  failure  rates  for  small  firms  than  for  large  firms.  (Final 
report  20  pages.) 
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ABSTRACT:  The  National  Conference  on  Women's  Health  (June 
1986),  sponsored  by  the  FDA  and  the  PHS  Coordinating  Committee 
on  Women's  Health  Issues,  focused  attention  on  aspects  of  women's 
health  that  involve  active  prevention  measures  that  can  be  taken  by 
women  to  improve  their  health.  Some  of  the  topics  discussed  include 
(1)  disorders  that  are  unique  to  or  more  prevalent  in  women,  such  as 
breast  and  lung  cancer,  gallstones,  diabetes,  systemic  lupus  ery- 
thematosus, and  arthritis;  (2)  age  considerations  in  women's  health 
care  and  special  needs  of  the  elderly;  (3)  mental  health  factors  that 
produce  depression,  phobia,  schizophrenia,  senility,  and  alzheimer's 
disease  as  they  relate  to  women's  health;  (4)  relationship  between  diet 
and  disease;  (5)  communicating  with  health-care  providers;  (6)  drug 
abuse  and  alcoholism;  and  (7)  pregnancy,  vaccines  during  pregnancy, 
maternal  nutrition,  psychological  preparation  for  pregnancy,  and  low 
birth  weight  and  mental  retardation  in  babies.  (Executive  summary 
15  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  obtain  estimates  of  the 
nature  of  drug  information  received  by  patients.  A  national  telephone 
survey  of  1,000  adults  who  had  recently  obtained  a  new  prescription 
drug  for  themselves  or  persons  in  their  household  was  undertaken. 
This  is  an  update  of  a  1982  study.  Seventy  percent  of  the  subjects  said 
they  were  spontaneously  counseled  about  the  medicine  at  the  doc- 
tor's office  and/or  at  the  pharmacy.  The  majority  of  subjects  (85%) 
did  not  ask  questions  about  the  medication,  either  at  the  doctor's 
office  or  at  the  pharmacy.  In  addition  to  professional  sources,  18% 
said  they  consulted  friends  and  relatives  about  the  medication;  14% 
said  they  used  reference  books  and  a  small  percentage  (1%  to  3%) 
said  they  used  magazines,  TV,  or  newspapers.  Elderly  subjects  were 


less  likely  to  receive  direction-for-use  counseling  from  the  doctor  or 
the  pharmacist.  Half  of  those  over  age  60  stated  the  trust  in  the 
physician  made  asking  questions  unnecessary  whereas  only  18%  of 
those  aged  60  or  younger  believed  trust  negated  question-asking.  A 
cluster  analysis  indicated  that  a  four-group  typology  could  be  used 
to  describe  different  types  of  information  communication  strategies. 
The  largest  group  of  subjects  (40%)  received  information  spontane- 
ously from  the  doctor,  19%  received  information  spontaneously  from 
the  pharmacist,  and  7%  received  information  from  questioning  the 
doctor  and  pharmacist.  (Final  report  109  pages.) 
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ABSTRACT:  The  report  calculated  approval  rates  and  approval  times 
for  original  New  Animal  Drug  Applications  (NADAs)  submitted  to 
the  agency  during  the  1972  to  1981  period.  It  compared  the  approval 
rates  for  (1)  combination  versus  single  NADAs  and  (2)  food  versus 
non-food  NADAs.  In  general,  approval  rates  for  single  and  non-food 
NADAs  were  higher  than  for  combination  and  food  NADAs,  re- 
spectively. Median  approval  time  measures  indicate  that  the  original 
NADAs  submitted  from  1975  through  1978  took  longer  to  approve 
than  those  submitted  from  1972  through  1974.  The  report  also  pre- 
sented an  analysis  of  deficiencies  reported  to  firms  submitting 
NADAs  in  1978  and  1979.  The  evaluation  was  undertaken  at  the 
request  of  the  program  manager,  who  was  interested  in  (1)  aiding  the 
Bureau  of  Veterinary  Medicine  and  sponsors  of  NADAs  in  under- 
standing and  overcoming  some  of  the  factors  that  delay  approvals, 
and  (2)  developing  benchmarks  for  gauging  the  appropriateness  and 
potential  effectiveness  of  any  other  proposals  for  improving  the 
NADA  review  process. 
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ABSTRACT:  This  report  compares  rates  of  rates  of  discontinued  new 
chemical  entities  (NCEs)  in  the  United  States  with  the  rates  in  the 
United  Kingdom  from  1960  to  1982.  During  this  23-year  period  614 
NCEs  were  introduced  on  the  two-country  market:  514  in  the  U.K. 
and  367  in  the  U.S.  By  the  end  of  1982.  93  of  the  U.K.  introductions 
and  40  of  the  U.S.  introductions  had  been  discontinued.  Ten  of  the 
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concluded  that  the  culmination  of  drug  developing,  regulating,  mar- 
keting, and  prescribing  in  the  U.K.  allows  more  NCEs  on  the  market 
quicker,  but  results  in  significantly  more  discontinued  NCEs  within 
a  fixed  time  period.  The  process  in  the  U.S.  accounts  for  relatively 
fewer  NCEs  on  the  market  until  a  later  time,  but  the  NCEs  have 
lower  probability  of  discontinuation,  resulting  in  longer  product 
lives.  The  report's  appendix  contains  the  entire  database  used  for  the 
analyses.  (Final  report  17  pages  plus  appendix.) 
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problems,  and  new  drug  applications  (NDAs)  had  been  submitted  for 
27%  of  the  NMEs.  A  model  based  on  historic  FDA  approval  data 
projected  that  35  of  the  174  NMEs  would  eventually  be  approved  for 
marketing.  The  study  also  showed  that  NDA  approval  rate  varies 
considerably  by  therapeutic  group;  cardiovascular  NMEs  exhibited 
the  lowest  discontinuation  rate.  NMEs  that  were  synthesized  abroad 
showed  a  lower  discontinuation  rate  (63%)  than  domestic  NMEs 
(79%).  (Final  report  17  pages  plus  appendices.) 
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ABSTRACT:  This  report  presents  a  model  of  the  FDA  inspection 
process  to  estimate  the  compliance  rates  of  the  industries;  to  relate 
these  rates  to  FDA's  inspection  resources;  and  to  identify  time  inter- 
vals for  inspections  that  maximize  the  number  of  firms  in  compliance. 
A  model  of  the  inspection  process  was  developed  to  relate  resources 
to  compliance  rate.  The  study  concluded  that  FDA  had  a  resource 
allocation  tool  that  appeared  to  relate  resources  to  compliance  rates; 
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that  significant  increases  in  compliance  status  could  be  effected  with 
a  reasonable  increase  in  the  resource  levels;  that  the  most  cost-effec- 
tive inspectional  tactic  was  to  reduce  the  time  between  inspection  of 
out-of-compliance  firms  to  a  practical  minimum  before  reducing  the 
reinspection  time  for  in-compliance  firms;  and  that  FDA  could  im- 
prove its  reporting  of  compliance  rates  by  the  use  of  the  mathematical 
relationships  derived  to  equate  the  various  measures  of  compliance. 
The  study  recommended  that  several  steps  be  taken  in  conjunction 
with  any  extensions  or  applications  of  the  model;  (1)  obtain  independ- 
ent review  of  its  mathematics;  (2)  initiate  the  necessarily  long-term 
investigation  of  the  decay  phenomenon;  and  (3)  utilize  any  rando- 
mized surveys  of  the  establishment  inventory.  (Final  report  98  pages.) 
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well  investigators  followed  the  practices  outlined  by  the  proposed 
regulation  in  their  research;  and  the  extent  to  which  the  test  data 
submitted  by  investigators  to  FDA  substantiated  clinical  records. 
(Final  report  25  pages.) 
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ABSTRACT:  This  report  is  the  first  in  a  series  of  evaluations  of  the 
Bioresearch  Monitoring  Program.  It  presents  the  results  of  the  pilot 
compliance  program  to  inspect  nonclinical  toxicology  laboratories. 
The  report  addresses  one  major  aspect  of  the  pilot  program:  How 
well  do  nonclinical  toxicology  laboratories  adhere  to  the  proposed 
Good  Laboratory  Practice  (GLP)  regulations?  Overall  findings  are 
that  sponsor  laboratories  met  more  of  the  GLP  requirements  than 
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High  areas  of  adherence  to  GLPs  were  facihties,  animal  care,  and 
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ABSTRACT:  This  report  presents  the  results  of  a  study  of  the  econom- 
ic impact  of  restricting  the  subtherapeutic  use  of  tetracycline  in  feed. 
The  analysis  shows  that  (1)  the  ban  would  affect  the  feedlot  industry 
and  consumers  in  opposite  ways;  (2)  the  use  of  an  equivalent  feed 
additive  for  growth  promotion  reduces  the  magnitude  of  the  impact 
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on  both  sectors  of  the  economy;  and  (3)  the  overall  impact  is  reduced 
if  feedlot  procedures  maintain  pre-ban  levels  of  beef  and  swine  pro- 
duction. (Final  report  45  pages.) 
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ject to  the  Food,  Drug  and  Cosmetic  Act.  The  first  alternative,  which 
was  the  approach  FDA  was  using  at  the  time  of  the  study,  was  to 
maintain  an  inventory  through  information  obtained  from  inspections 
and  periodic  efforts  by  FDA  district  offices  to  identify  new  establish- 
ments. The  second  alternative  was  to  maintain  the  then-current  in- 
ventory, but  add  a  statutory  requirement  that  each  new  food 
establishment  register  one  time  with  the  agency.  The  third  alternative 
included  the  features  of  the  first  two  alternatives,  but  added  the 
requirement  for  annual  registration  of  all  active  food  establishments. 
The  study  concluded  that  (1)  the  existing  inventory  maintenance 
system  was  the  least  costly;  (2)  one-time  registration  would  not  pro- 
duce tangible  savings,  but  would  produce  intangible  benefits;  and  (3) 
annual  registration  was  not  cost-effective  relative  to  a  system  of 
one-time  registration.  (Final  report  28  pages  plus  appendices.) 
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ABSTRACT:  This  project  attempted  to  assess  the  possible  effects  on 
drug  development  and  R&D  investment  of  making  public  the  clinical 
data  in  new  drug  applications.  It  identified  many  factors  that  affect 
research  and  development  programs  in  the  pharmaceutical  industry. 
The  results,  while  inconclusive,  indicated  that  release  of  what  was 
considered  at  the  time  of  the  study  proprietary  data  by  industry  and 
FDA  would  decrease  the  amount  of  funds  committed  to  these  activi- 
ties. (Executive  summary  7  pages.) 
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ABSTRACT:  This  study  is  a  continuation  of  the  analysis  of  Contract 
FDA  73-53,  which  collected  112,000  reports  of  adverse  reactions  to 
contrast  media.  Contrast  media  is  material  injected  in  the  process  of 
a  radiological  examination  for  the  purpose  of  visualizing  a  specific 
organ  or  organ  system.  The  report  is  based  on  data  derived  from  a 
study  of  146,368  case  reports.  Findings  were  that  there  was  a  5% 
incidence  of  patients  who  experienced  adverse  reactions;  that  the 
rapid  injection  of  contrast  media  was  accompanied  by  a  lower  inci- 
dence of  reactions  than  when  the  injection  time  was  three  minutes  or 
longer;  that  the  incidence  remained  highest  in  the  20-  to  50-year-old 
group;  that  of  the  7,695  patients  with  a  history  of  allergy,  11.58% 
experienced  adverse  reactions  of  varying  degrees;  and  that  the  inci- 
dence of  reaction  was  highest  in  the  contrast  media  with  the  higher 
sodium  content.  (Final  report  18  pages.) 
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ABSTRACT:  The  report  presents  the  results  of  a  measure-act-measure 
study  that  tested  the  effectiveness  of  a  new  regulatory  device,  the 
regulatory  letter,  in  the  medicated  feed  industry.  The  first  measure 
showed  that  a  significant  portion  of  the  animal  feed  industry  had 
critical  deficiencies  in  the  manufacturing  and  control  procedures  for 
medicated  feed.  The  second  measure  inspections  of  the  control  group 
showed  a  significant  reduction  in  the  number  of  deficiencies.  Statisti- 
cal analysis  of  the  test  group  data  showed  that  the  total  number  of 
deficiencies  per  firm  was  not  further  reduced  to  a  significant  extent 
by  the  regulatory  letter.  The  regulatory  letter,  however,  was  effec- 
tive in  bringing  out  higher  correction  rates  of  the  specific  critical 
indicators  that  were  found  deficient  in  the  first  measure.  (Final  report 
79  pages  plus  appendices.) 
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ABSTRACT:  This  study  presents  the  results  of  research  on  several 
aspects  of  the  world  food  situation.  It  discusses  the  world  food  sup- 
ply, its  surpluses  and  shortages,  with  projections  to  1985  and  2000.  It 
considers  population  growth,  production  growth,  and  food  demand, 
and  how  those  factors  affect  the  food  supply  in  various  countries.  The 
report  also  presents  data  on  U.S.  food  exports.  It  identifies  leading 
food  products  exported,  and  the  regions  of  the  world  to  which  they 
are  exported.  It  also  compares  certain  U.S.  food  exports  and  produc- 
tion with  food  production  in  other  parts  of  the  world.  (Final  report 
50  pages.) 
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ABSTRACT:  A  major  objective  of  the  study  was  to  define  a  target 
population  for  each  Bureau  of  Community  Health  Services  (BCHS) 
program  and  then  to  determine  the  penetration  of  the  target  popula- 
tion. For  some  of  the  programs,  identification  of  the  target  population 
and/or  availability  of  data  on  utilization  precluded  determination  of 
adequacy.  For  such  programs,  statements  were  prepared,  giving  the 
reason  why  adequacy  could  not  be  computed.  The  second  major 
objective  of  the  study  was  to  conduct  a  more  comprehensive  analysis 
of  the  neighborhood  health  center  (NHC)  target  population  penetra- 
tion by  analyzing  data  collected  by  the  follow-up  survey  of  NHC. 
Volume  I  ("Analysis  of  BCHS  Program  Penetration")  is  available 
from  PIC.  See  also  PIC  ID  No.  0495, 
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ABSTRACT:  The  adequacy  of  five  service  programs  in  reaching  their 
intended  target  populations  was  assessed.  The  five  programs  included 
Migrant  Health,  Comprehensive  Health  Centers,  Maternal  and  Child 
Health,  Family  Planning,  and  the  National  Health  Service  Corps. 
Adequacy  was  approached  in  the  study  by  calculating  the  ratio  of 
persons  served  to  persons  in  the  target  population.  No  allowance  was 
made  for  other  public  or  private  resources  available  to  the  same 
persons.  The  report  describes  in  detail  for  each  program  the  demo- 
graphic characteristics  of  those  served.  See  also  PIC  ID  No.  0495.1. 
(Final  report  112  pages.) 
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ABSTRACT:  This  project  identified  data  systems  that  can  be  used  to 
assess  the  extent  of  preventive  health  activity  provided  by  the  various 
programs  of  the  Heahh  Services  Administration  (HSA)  which  are 
conducted  through  the  three  bureaus  of  HSA:  the  Indian  Health 
Service  (IHS),  the  Bureau  of  Community  Health  Services  (BCHS), 
and  the  Bureau  of  Medical  Services  (BMS).  The  various  information 
systems  of  the  bureaus  were  reviewed  and  data  elements  relevant  to 
prevention  were  identified  according  to  several  criteria.  The  report 
contains  an  overview  of  each  information  system  including  contact 
person  and  phone  number,  short  description  of  the  system,  input 
forms,  years  spanned  by  the  system,  number  of  cases,  in  the  database, 
contributors  to  the  system,  system  access  procedures,  known  prob- 
lems with  the  data,  evaluations  of  prevention-related  activities,  and 
changes  in  the  data  elements.  Each  input  form  with  prevention-relat- 
ed activities,  and  changes  in  the  data  elements.  Each  input  form  with 
prevention-related  elements  was  analyzed  in  terms  of  its  contents  of 
purpose,  the  timing  and  filing  of  the  form,  and  possible  evaluations 
that  could  be  supported  by  the  data  on  the  form.  The  prevention 
activities  were  classified  as  primary,  secondary,  or  tertiary,  as  well  as 
the  level  of  evaluation  that  might  be  performed  using  the  data,  i.e., 
input  evaluation,  output  evaluation,  and  impact  evaluation. 
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quired to  make  the  agency  program  reporting  system  a  fully  opera- 
tional management  information  system. 
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ABSTRACT:  This  study  was  proposed  to  explore  alternative  means  for 
measuring  National  Health  Service  Corps  (NHSC)  physician  produc- 
tivity through  the  use  of  existing  data  systems,  particularly  site  billing 
systems.  The  purpose  was  to  identify  and  describe  feasible  alterna- 
tives to  the  productivity  measures  and  standards  for  NHSC  sites. 
Recommendations  were  the  following:  (1)  physician  productivity 
would  be  best  measured  through  a  combination  of  approaches  that 
would  integrate  the  issues  of  financial  performance,  market  factor 
influences  on  productivity,  the  styles  and  settings  of  individual  prac- 
tices, and  the  complexity  of  each  physician's  case  load;  (2)  of  those 
alternatives  considered,  the  gross  billings  approach  and  relative  value 
scale  concept  for  measuring  productivity  had  shown  the  greatest 
utility  and  practical  appeal  among  NHSC  sites;  (3)  NHSC  program 
officials  should  consider  a  phased-in  approach  for  implementing  new 
productivity  measures;  (4)  during  the  phase-in  period,  the  traditional 
scheme  for  measuring  productivity  should  be  retained  to  insure  con- 
tinued reporting  of  comparable  productivity  data  across  all  sites;  (5) 
before  large-scale  implementation  of  the  proposed  methods  occurs, 
the  Bureau  of  Health  Care  Delivery  and  Assistance  (BHCDA) 
should  undertake  a  broader  scale  survey  of  NHSC  practices  than  was 
achieved  by  this  study;  and  (6)  future  monitoring  of  NHSC  produc- 
tivity should  be  conducted  prospectively  to  minimize  the  burden  of 
data  collection  on  project  staff  (Final  report  38  pages.) 

DESCRIPTORS:  Feasibility  Study  Feature,  Literature  Review  Feature, 
Productivity,  Management  Techniques,  Health  Care  Delivery  Sys- 
tems 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Strategy 

PIC  ID  NO:  2071  PROJECT  NO:  HSA  80-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-80-0039 
COST    (In  Thousands):  FY  82-$26 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  '82  through  October  '82 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


Accession  No.  1636 


1634 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Analysis  and  Assessment  of  Non-Federal  Funding 
of  Health  Systems  Agencies 

REPORT  TITLE:  Analysis  and  Assessment  of  Non-Federal  Funding 
of  HSAs 

PERFORMER:  JRB  Associates,  8400  Westpark  Drive,  McLean  VA 
22102 

PROJECT  OFFICER:  Peterson,  Roland 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  The  National  Health  Planning  and  Resources  Develop- 
ment Act  of  1974  contemplated  that  federal  funding  would  be  the 
principal  source  of  support  for  HSAs.  Although  it  was  not  required 
that  these  federal  grant  funds  be  matched,  the  HSAs  were  eligible  to 
receive  additional  federal  funds  if  they  raised  matching  funds.  Feder- 
al grant  funding  to  HSAs  in  FY  1976  totalled  $63  million.  Certified 
matching  funds  totalled  $4.9  million.  This  study  analyzed  matching 
funds  and  other  contributions  made  to  HSAs  in  their  first  year  of 
operation  in  terms  of  (1)  amounts  and  sources  of  allowable  matching 
funds  and  acceptable  contributions;  (2)  anticipated  matching  funds  as 
certified  compared  with  funds  actually  received;  (3)  outlook  for 
nonfederal  funding  of  HSAs;  (4)  variables  explaining  success/failure 
of  HSAs  in  attracting  funds;  and  (5)  possible  strategies,  legislative 
changes,  etc.,  that  might  have  enhanced  nonfederal  HSAs  funding. 
This  study  provided  the  Bureau  of  Health  Planning  and  Resource 
Development  with  a  more  complete  information  base  for  predicting 
or  forecasting  nonfederal  contributions  to  HSAs  and  with  evaluative 
information  for  defending  or  rebutting  proposed  legislative  alterna- 
tives regarding  matching  funds  for  HSAs. 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  The  methodology  utilized  for  the  measurement  and 
determination  of  hospital  ambulatory  service  costs  has  become  an 
increasingly  important  issue  in  the  continued  promotion  of  ambulato- 
ry care  by  the  federal  government.  In  an  earlier  study  (OA  75-4)  a 
basic  examination  of  the  cost-allocation  methodologies  of  a  number 
of  hospitals  indicated  that  there  might  be  meaningful  cost  differences 
for  ambulatory/outpatient  services  costs  compared  to  inpatient  ser- 
vice costs,  based  on  allocation  methodology.  The  purpose  of  this 
study  was  to  determine  the  differences  in  "cost"  for  hospital-associat- 
ed ambulatory  and  outpatient  services  that  can  be  said  to  be  attributa- 
ble to  differing  allocation  methodologies  particularly  in  comparison 
with  inpatient  "costs."  Data  were  collected  from  two  study  hospitals 
through  personal  interviews  and  records  review  and  documentation. 
Findings  indicated  cost-finding  and  cost-allocation  methodologies 
commonly  used  at  the  time  of  the  study  were  beset  with  problems, 
and  alternative  approaches  did  not  appear  to  offer  an  easy  or  rapid 
solution.  Conclusions  were  (1)  the  step-down  method  for  allocating 
costs  should  be  maintained  for  the  short-term  and  (2)  HRA  should 
consider  development  of  alternative  cost-finding  methodologies  for 
future  implementation.  (Final  report  93  pages.) 
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Available  from  PIC, 
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ABSTRACT:  The  purpose  of  this  study  was  to  analyze  the  potential 
impact  of  alternative  federal  financing  strategies  on  the  accessibility 
to  comprehensive  health  care  of  Health  Services  Administration 
(HSA)  program  target  populations.  The  study  determined  which  of 
the  three  roles  (federal  provision  of  health  care~HSA  programs; 
federal  participation  as  third-party  payer-Medicare,  proposed 
Health  Security  Act;  federal  funding  of  state  directed  programs- 
proposed  Financial  Assistance  for  Health  Care  Act)  helped  most  to 
develop  health  delivery  capacity  in  underserved  areas,  to  provide 
services  to  target  populations,  and  to  suggest  strategies  for  HSA  to 
pursue  under  each  role. 
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ABSTRACT:  This  contract  supported  a  time-limited  in-house  evalua- 
tion study  being  conducted  as  a  cooperative  effort  by  the  Office  of 
Health  Resources  Opportunity  and  the  Office  of  Planning,  Evalua- 
tion, and  Legislation.  Tasks  involved  preparation  of  the  data  for 
analysis,  preliminary  analysis,  and  drawing  of  tentative  conclusions. 

DESCRIPTORS:  Native  Americans,  Health  Manpower  Training, 
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STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  Section  782  of  the  Health  Professions  Educational  Assist- 
ance Act  of  1976  mandated  (1)  the  identification  of  educational  defi- 
ciences  in  U.S.  citizen  foreign  medical  students  (USFMS)  who  had 
transferred  to  U.S.  medical  schools  or  who  were  attempting  to  trans- 
fer, and  (2)  the  provision  of  retraining  programs.  The  twenty-one 
U.S.  medical  schools  participating  in  the  grant  program  submitted 
reports  to  the  Secretary  of  Health,  Education  and  Welfare  in  order 
that  an  analysis  and  an  evaluation  of  the  deficiencies  identified  in  the 
foreign  medical  education  of  USFMS  could  be  undertaken  and  re- 
ported to  Congress.  Major  curricular  data  sources  were  foreign  medi- 
cal school  transcripts,  anecdotal  reports  of  the  USFMS  transferees 
and  data  provided  by  the  participating  schools  on  the  USFMS  perfor- 
mances on  the  examinations  and  other  assessing  instruments.  Limita- 
tions of  the  study  (i.e.,  secondary  data,  lack  of  standardized 
examinations  and  limited  number  of  USFMS  from  any  one  of  the 
foreign  medical  schools)  are  discussed  and  appropriate  caveats  of- 
fered. Despite  these  limitations,  the  major  objectives  of  the  study 
were  met  and  an  identification  and  analysis  of  the  impact  of  the 
retraining  programs  on  U.S.  medical  schools'  curriculum,  teaching 
methods  and  faculty  are  provided. 
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ABSTRACT:  The  objective  was  to  identify  factors  influencing  reten- 
tion of  Public  Health  Service  Corps  physicians.  Twelve  studies  were 
reviewed,  several  containing  the  results  of  surveys  of  physicians.  It 
was  concluded  that  physicians  feel  that  the  following  five  factors 
were  the  most  important  influences  upon  their  decisions  to  remain  in 
or  leave  the  corps:  salaries;  opportunities  for  residencies  or  other 
advanced  training;  living  conditions  and  social  amenities  for  the 
physicians  and  their  families:  working  conditions  including  equip- 
ment, facilities,  paper  work,  freedom  to  make  decisions,  and  access 
to  specialists;  and  career  guidance  on  opportunities  within  the  corps. 
Three  peripheral  tasks  not  related  to  the  above  were  also  completed. 
Two  involved  computer  programming  support  and  the  third  consist- 
ed of  writing  a  users'  manual  for  a  program  that  performs  step-wise 
multiple  regression  when  all  variables  are  in  dummy  (i.e.,  zero-one) 
form.  (Final  report  42  pages.) 
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ABSTRACT:  In  recent  years  there  has  been  a  trend  toward  specializa- 
tion in  dentistry.  Title  VIII,  Section  786  (b)  of  P.L.  94-484  (Health 
Professions  Educational  Assistance  Act  of  1976)  is  attempting  to 
address  concern  over  this  trend  by  supporting  training  programs  in 
general  dentistry.  The  purpose  of  this  study  was  to  conduct  a  survey 
of  graduates  and  a  control  sample  of  nongraduates  of  general  practice 
residency  programs.  Efforts  undertaken  included  statement  of  prac- 
j  I         tice  objectives  of  general  practice  residency  programs,  identification 
I '         of  indices  for  measuring  achievement  of  the  objectives  and  a  survey 
I  instrument  was  developed.  The  study  tested  the  hypothesis  that  gen- 

eral practice  residency  experience  leads  to  differences  in  the  profiles 
of  a  dental  practice  shown  by  graduates  as  compared  to  non-gradu- 
ates. The  test  of  this  hypothesis  provides  input  into  later  decisions  to 
continue  or  deny  federal  support  to  general  practice  residency  pro- 
:  grams.  (Final  report  60  pages.) 
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ABSTRACT:  One  of  the  major  responsibilities  of  the  Office  of  Gradu- 
ate Medical  Education  (OGME)  and  its  Research  and  Analysis 
Branch  includes  assessing  and  projecting  physician  manpower  needs 
by  specialty.  In  pursuit  of  this  objective,  OGME  has  engaged  in  the 
development  and  support  of  various  modeling  and  analytical  activi- 
ties aimed  at  understanding  practice  patterns  within  and  among 
physician  specialties.  These  activities  have  been  carried  out  both  by 
OGME  staff  and  by  contractors.  One  area  of  activity  called  for 
analyzing  a  highly  comprehensive  data  set  produced  for  the  Health 
Resources  Administration.  The  data  stem  from  a  series  of  surveys 
performed  by  the  University  of  Southern  California  and  resulted  in 
detailed  practice  profiles  covering  24  medical  and  surgical  specialties. 
These  data  are  a  rich  source  of  material  on  physician  specialty  prac- 
tice profiles.  (This  report  is  among  the  first  of  an  anticipated  series 
of  analyses  of  this  database.)  The  executive  summary  is  available  from 
NTIS  under  HRP-0903224.  (Final  report  165  pages  plus  appendices.) 
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ABSTRACT:  Childhood  Accident  Prevention  Demonstration  Pro- 
grams (CAPDPs)  consist  of  three  state  health  departments  which, 
over  a  three-year  grant  period,  designed,  implemented,  and  evaluated 
injury  prevention  strategies  targeted  to  highrisk  children.  Specifical- 
ly the  objectives  were  to  inventory  the  universe  of  data  available  to 
the  three  CAPDPs,  analyze  the  baseline  data  and  potential  for  con- 
ducting a  full-scale  evaluation  of  the  CAPDPs,  assess  the  areas  of 
comparability  of  data  among  the  CAPDPs,  and  recommend  an  action 
plan  for  establishing  uniform  baseline  data.  The  evaluation  included 
site  visits  to  the  grantees,  and  development  of  abstracts  on  program 
organization  and  goals,  key  characteristics,  targeted  injury  sites,  and 
planned  intervention  strategies.  In  addition,  an  analysis  was  conduct- 
ed of  each  of  the  CAPDPs'  data  collection  plans  for  reliability,  com- 
parability and  adequacy.  Further,  a  methodology  is  given  for  a  future 
full-scale  evaluation.  Volume  1,  the  text  of  the  final  report,  presents 
a  background  on  childhood  injury  prevention,  a  comparative  over- 
view of  the  CAPDPs,  a  proposed  evaluation  model,  analysis  of  the 
data,  and  conclusions  and  recommendations.  Volume  2  contains  the 
report  appendices,  a  study  of  national  data  resources  on  childhood 
injuries  and  detailed  descriptions  of  program  plans  and  data  systems 
for  each  CAPDP.  Volume  1  is  available  from  PIC. 
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explored  include  (1)  changes  in  relationships  among  the  six  programs 
and  other  human  service  programs  and  governmental  entities;  (2) 
changes  in  the  structure,  process,  and  product  of  the  six  programs; 
(3)  the  effect  of  the  six  programs  on  the  state  DHR;  and  (4)  the  effect 
of  the  National  Health  Planning  and  Resources  Development  Act  of 
1974  and  Title  XX  on  the  state  DHR  and  on  the  six  programs.  The 
report  concludes  that  the  impact  of  consolidation  on  federal  categori- 
cal programs  varies,  that  the  six  programs  have  little  impact  on  the 
creation  and  operation  of  a  DHR,  and  that  the  impact  of  human 
service  planning  initiatives  on  health  programs  are  significant  only 
when  funding  sources  are  involved.  The  final  report  includes  recom- 
mendations for  modification  of  the  research  design,  comparative 
analysis,  four  state  case  studies,  and  an  annotated  bibliography.  The 
reports  are  also  available  from  NTIS  (Nos.  PB  259-217  through  PB 
259-222  and  PB  254-260). 
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ABSTRACT:  The  effect  of  consolidating  state  health  and  human  ser- 
vice programs  into  a  department  of  human  resources  (DHR)  is  com- 
pared for  Massachusetts,  Georgia,  Arizona,  and  Wisconsin.  Six 
selected  programs  of  the  Health  Resources  Administration  and 
NIMH  are  covered:  Comprehensive  Health  Planning;  Hill-Burton; 
Regional  Medical;  Cooperative  Health  Statistics;  Community  Mental 
Health  Centers;  and  State  Psychiatric  Hospitals.  Significant  factors 
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PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 
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PROJECT  OFFICER: 
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ABSTRACT:  This  study  determined  the  potential  impact  of  the  Com- 
prehensive Health  Insurance  Plan  (CHIP)  on  the  activities  of  Health 
Services  Administration  (HSA)  comprehensive  health  centers 
(CHCs)  in  terms  of  (1)  benefit  coverage;  (2)  center  financing;  (3) 
billing  and  administrative  workload  effects;  and  (4)  patient  cost-shar- 
ing features.  Utilization  and  financial  data  from  12  CHCs  were  ex- 
plored. It  was  determined  that  CHIP  would  lead  to  a  reduction  of 
center  services  offered  (covered)  by  about  one-third.  Center  financ- 
ing for  supportive  and  preventive  services  would  not  be  forthcoming 
under  CHIP.  Billing  and  administrative  workloads  could  be  consider- 
ably increased  and  patient  cost-sharing  for  those  services  that  would 
be  covered  by  CHIP  would  be  increased  from  about  4%  to  50%. 
(The  50%  figure  was  later  discovered  to  be  upward-biased;  a  better 
estimate  probably  would  have  been  30%.)  See  also  PIC  ID  No. 
0836.1. 

DESCRIPTORS:  Mental  Health,  Health  Insurance  and  Financing 
STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  This  study  assessed  factors  that  affect  minor  and  other 
forms  of  representation  in  health  systems  agencies  (HSAs)  and  state 
health  planning  and  development  agencies  (SHPDAs).  It  analyzed 
the  representation  of  "target  groups"  on  both  agency  boards  and 
staffs.  Interest  in  the  representation  of  these  groups  stems  from  the 
legal  mandate  of  the  National  Health  Planning  and  Resources  Deve- 
lopment Act  (P.L.  93-641)  and  from  a  desire  to  uncover  those  prac- 
tices that  foster  representation.  The  study  found  that  interpretation 
of  the  meaning  of  the  phrase  "broadly  representative"  has  resulted  in 
variant  efforts  to  respond  to  the  mandate  for  such  representation. 
Two  interpretations  of  the  phrase  were  found  to  be  operational:  (1) 
a  requirement  for  parity;  that  is,  an  exact  numerical  reflection  of  the 
region's  population,  and  (2)  as  allowing  greater  flexibility.  By  de- 
pending on  the  interpretation  operating  within  each  agency,  the  fac- 
tors affecting  the  representation  of  target  groups  were  found  to  vary; 
however,  the  analysis  revealed  that  perhaps  the  major  factor  affect- 
ing such  representation  is  the  individual  agency's  understanding  of 
the  meaning  of  the  phrase.  See  also  PIC  ID  No.  1036.1.  (Final  report 
179  pages;  executive  summary  15  pages.) 

DESCRIPTORS:  Minority  Groups,  Health  Planning,  Access  to  Ser- 
vices, State  or  Local  Administration,  Research  and  Evaluation  Per- 
formance 

STUDY  TYPE:  Program  Impact 

PiC  ID  NO:  1036  PROJECT  NO:  OA  77-104 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  284-41 1 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-77-0127 

COST    (In  Thousands):  FY  77-$78,  FY  78-$7 

STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  July  '78 
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ABSTRACT:  The  purpose  of  this  study  was  to  analyze  previously 
collected  data  for  32  neighborhood  health  centers  using  regression 
and  correlation  techniques.  The  study  was  intended  to  provide  infor- 
mation to  the  program  office  for  comprehensive  health  centers  and 
to  regional  offices  to  aid  in  policy  decisions  concerning  the  propor- 
tion of  resources  a  center  should  devote  to  transportation  and  out- 
reach as  opposed  to  the  provision  of  direct  medical  services.  The 
study  also  points  to  those  circumstances  under  which  transportation 
and  outreach  were  thought  to  be  most  effective. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Supportive 
Services,  Transportation,  Outreach  and  Referral,  Statistical  Analysis 
Methods  Feature 
STUDY  TYPE:  Program  Impact 
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COST    (In  Thousands):  FY  76-$21,  FY  77-$  11 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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ABSTRACT:  The  Graduate  Medical  Education  National  Advisory 
Committee  (GMENAC)  developed  normative  models  to  project  the 
U.S.  requirement  for  physicians  in  1990.  The  purpose  of  this  study 
was  to  compare  these  models,  for  eight  specialties,  to  actual  practice 
data  derived  from  three  health  maintenance  organizatons.  For  two 
speciality  areas  (adult  medicine  and  pediatrics)  physician  require- 
ments in  1990  were  fully  projected,  using  practice  data  to  replace  the 
normative  parameters  of  the  GMENAC  models.  For  six  other  spe- 
cialties (OB/GYN,  dermatology,  gastroenterology,  hematology/on- 
cology,  general  surgery,  and  orthopedic  surgery)  more  limited  1990 
projections  were  made.  (Executive  summary  14  pages.) 
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ABSTRACT:  This  project  described  techniques  designed  for  evalua- 
tion studies  in  the  area  of  continuing  dental  education.  Emphasis  was 
placed  on  the  evaluation  of  the  classification,  comparison,  and  anal- 
ysis of  continuing  dental  education  activities  for  five  states,  with  the 
focus  on  (1)  activity;  (2)  sponsoring  agencies;  (3)  participants;  (4) 
funding  agencies;  (5)  relation  to  the  State  Board  of  Dental  Examiners; 
and  (6)  dental  patients.  The  study  concluded  that  continuing  dental 
education  in  the  five  states  studied  consisted  of  fragmented  efforts  by 
many  sponsoring  agencies  presenting  a  variety  of  types  of  activities. 
Manpower  distributions  of  dental  personnel  illustrated  that  problems 
of  distance  and  isolation  existed  in  the  five  states  and  that  little  infor- 
mation had  been  collected  or  was  available  concerning  the  defined 
aspects  for  the  components  of  continuing  dental  education.  The  study 
recommended  that  institutions  responsible  for  continuing  dental  edu- 
cation concentrate  on  the  development  of  a  coordinated  system  for 
such  education,  preferably  on  a  regional  basis,  and  that  such  a  system 
include  a  flexible  curriculum,  training  programs,  an  ongoing  process 
of  evaluation,  and  research  on  an  instructional  model  for  continuing 
dental  education.  (Final  report  222  pages.) 

DESCRIPTORS:  Dental  Manpower,  Dental  Schools,  Health  Manpow- 
er Training,  Higher  Education,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0410  PROJECT  NO:  BHME  72-14 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  246-937 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  72-4312 
COST    (In  Thousands):  FY  72-$l  13 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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REPORT  TITLE:  Area  Resource  File  (ARE):  A  Health  Professions 

Planning  and  Research  Tool 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health  •  ■ 

ABSTRACT:  The  Area  Resource  File  (ARF)  is  a  computer-based, 
county-specific  health  resources  information  system  with  broad 
analytical  capabilities.  The  major  objectives  were  (1)  to  provide  the 
most  timely  and  accurate  health  and  health-related  data  available  at 
the  county  level  (such  as  information  on  services  offered  by  hospitals, 
training  of  staff,  and  hospital  expenditures),  and  (2)  to  provide  a 
flexible  analytical  capability  for  analysis  of  health  and  health-related 
data.  This  report  provides  a  general  description  of  the  data  contained 
in  the  system  and  the  formats  in  which  data  may  be  retrieved.  (Final 
report  212  pages.) 

DESCRIPTORS:  Statistical  Data  Feature,  Health  Care  Delivery  Sys- 
tems 

STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-79-0097 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '79  through  November  '80 
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ABSTRACT:  The  purpose  of  this  study  was  to  provide  the  National 
Health  Service  Corps  (NHSC)  with  an  assessment  of  the  billing  and 
collection  practices  at  NHSC  freestanding  sites.  Improving  their  bill- 
ing and  collection  practices  may  enable  many  freestanding  sites  to 
recover  almost  the  full  value  of  the  services  provided  by  NHSC 
providers;  improved  collection  should  better  enable  centers  to  fulfill 
their  NHSC  payback  obligations  and  may  ultimately  allow  centers  to 
achieve  self-sufficiency.  The  site  visits  conducted  as  part  of  the  study 
clearly  showed  that,  given  external  constraints,  internal  "best  prac- 
tices" designed  to  maximize  each  site's  reimbursement  potential  exist 
and  can  be  readily  implemented.  The  report  recommends  that  all 
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NHSC  sites  adopt  some  or  all  of  the  best  practices,  which  address  (1) 
mix  of  services  and  payment  source;  (2)  staffing  and  productivity;  (3) 
billing  and  collection  polices  and  processes;  (4)  charge  structure;  (5) 
self-pay  billings  and  collections;  (6)  third-party  billings  and  collec- 
tions; (7)  accounting  and  management  information;  (8)  costs;  (9)  as- 
sessment of  patient  and  community  characteristics;  and  (10)  board 
involvement. 
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Management 
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PHS-HRSA-Health  Manpower-Disadvantaged  Assistance 

ABSTRACT:  This  study  is  a  short-term  evaluation  of  the  contribution 
undergraduate  institution  grantees  have  made  to  objectives  of  the 
Health  Career  Opportunity  Program  (HCOP).  Objectives  include  the 
recruitment,  admission,  retention,  and  graduation  of  disadvantaged 
students  from  health  professions  training.  The  study  also  includes  the 
examination  and  improvement  of  HCOP's  monitoring  and  reporting 
system.  The  study  was  designed  to  collect  data  in  two  phases.  Phase 
I  entailed  extracting  data  from  grant  files  and  collecting  data  on 
COHCOP  project  processes  and  outcomes  during  site  visits  to  seven 
representative  projects  throughout  the  country.  Phase  II,  entailed 
collecting  primary  data,  through  a  mail  survey,  from  two  respondent 
groups  directly  involved  with  COHCOP  projects,  namely,  students 
and  institutions.  This  report  is  based  on  the  findings  of  Phase  I  of  the 
study.  Case  studies  were  conducted  because  it  was  expected  that 
projects  would  vary  considerably  in  the  methods  used  to  achieve  the 
overall  legislative  goal  of  increasing  the  participation  of  minority  and 
disadvantaged  students  in  health  professions. 

DESCRIPTORS:  Management  Information  and  Reporting,  Discretion- 
ary and  Project  Grant  Performance,  Grants-in-Aid,  Health  Manpow- 
er Training,  Minority  Groups,  Statistical  Analysis  Methods  Feature, 
Case  or  Site  Study  Feature 
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ABSTRACT:  The  Bureau  of  Health  Care  Delivery  and  Assistance 
examined  various  dental  programs  that  are  considered  successful  at 
community  health  centers  (CHCS)  and  migrant  health  centers 
(MCHS)  to  determine  what  factors  have  contributed  to  the  success 
of  those  operations.  Other  issues  addressed  by  this  study  were  (1) 
what  CHCS/MCHS  dental  services  are  being  provided;  (2)  who  is 
providing,  receiving,  and  paying  for  those  services;  and  (3)  how 
many  centers  offer  dental  services  on  a  prepaid  basis. 

DESCRIPTORS:  Community  Health  Centers,  Dental  Manpower,  Mi- 
grants 
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ABSTRACT:  The  report  discusses  the  adequacy  of  emergency  medical 
services  resources  (ambulances,  personnel,  emergency  departments, 
communication  systems)  by  planning  district  within  states,  by  state, 
by  HEW  region,  and  nationally.  It  also  discusses  the  adequacy  of 
putative  emergency  medical  services  systems,  using  a  model  to  assess 
system  adequacy.  Tabular  and  descriptive  results  are  presented.  The 
appendix  provides  a  delineation  of  EMS  service  area  identification, 
EMS  resources  by  health  planning  district,  and  demographic  data. 
(Final  report  374  pages.) 
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ABSTRACT:  This  study  addressed  the  question  of  the  Health  Careers 
Opportunity  Program  (HCOP)  retention  programs'  effects  on  attri- 
tion of  disadvantaged  students  in  medical  schools.  The  contract  was 
divided  into  two  linked  concurrent  phases.  The  first  phase  involved 
the  tabulation  and  comparative  analysis  of  data  from  HCOP-  and 
non-HCOP-funded  medical  schools  on  withdrawals,  repeated  aca- 
demic years,  and  graduation  rates  for  the  years  1974-1982.  (With- 
drawals are  only  available  since  1978.)  Samples  of  HCOP  and 
non-HCOP  medical  schools  with  matching  characteristics  (e.g.,  num- 
ber and  percentage  of  minority  students,  MCAT  scores,  and  grade 
point  averages  of  entering  students)  were  selected  for  attrition  com- 
parisons. Presence  or  absence  of  retention  programs  in  non-HCOP- 
funded  medical  schools  was  also  considered.  The  second  phase 
focused  on  the  examination  and  analysis  of  HCOP-funded  medical 
schools'  retention  activities.  The  information  on  which  this  examina- 
tion and  analysis  were  based  was  derived  from  site  visits  to  nine 
HCOP-funded  medical  schools  with  retention  programs.  The  site 
visits  and  subsequent  case  studies  were  used  to  explain  some  of  the 
data  findings  from  Phase  I  as  well  as  to  acquire  better  descriptive 
information  on  the  range  of  specific  types  of  retention  programs  than 
was  available  from  grantee  and  termination  reports. 
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ABSTRACT:  The  purpose  of  this  study  was  to  design  a  model  (or 
models)  of  the  total  health  care  system.  A  review  of  strengths  and 
weaknesses  of  existing  models  indicated  that  a  new  model  was  need- 
ed. To  develop  this  new  model,  available  modelling  techniques  were 
reviewed.  These  techniques  included  micro  vs.  macro  modelling, 
simulation  vs.  recursive  models,  linear  vs.  non-linear  models,  categor- 
ization by  estimation  technique,  simulation  vs.  hypothesis  testing,  and 
econometric  models  vs.  systems  dynamics.  Based  on  review  of  exist- 
ing models  and  modelling  techniques,  it  was  determined  that  the 
systems  dynamics  approach  was  the  most  feasible.  The  report  charac- 
terizes the  systems  dynamics  approach  and  develops  a  prototype. 
(Final  report  26  pages.) 
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ABSTRACT:  In  the  late  1970s,  the  Health  Resources  Administration 
sponsored  several  research  efforts  and  conferences  for  the  purpose  of 
identifying  and  documenting  women's  health  concerns.  While  these 
projects  provided  invaluable  opportunities  to  explore  and  sharpen  a 
wide  spectrum  of  issues,  they  have  not  focused  on  the  specific  respon- 
sibilities and  opportunities  of  federal  agencies  for  facilitating  women's 
full  participation  as  consumers  and  decision  makers  in  the  health  care 
system.  This  study  provided  an  opportunity  to  develop  specific  poH- 
cy  strategies  designed  to  improve  the  impact  of  HRA  programs  on 
women. 
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ABSTRACT:  P.L.  93-641,  the  National  Health  Planning  and  Resources 
Development  Act  of  1974,  provides  for  the  establishment  of  local 
health  systems  agencies  (HSAs),  responsible  for  effective  health  plan- 
ning and  resources  development  activities.  Each  HSA  must  have  a 
governing  body  for  health  planning,  with  exclusive  responsibility  for 
the  operation  of  the  agency,  including  the  establishment  of  long- 
range  health  systems  plans  and  shorter-range  annual  implementation 
plans,  making  recommendations  to  state  health  planning  agencies  on 
certificate  of  need,  and  the  approval/disapproval  of  the  use  of  certain 
federal  funds.  The  governing  bodies  of  HSAs  are  to  be  composed  of 


a  consumer  majority  and  providers.  The  purpose  of  this  study  was  to 
obtain  and  analyze  information  concerning  the  process  by  which 
HSA  boards  are  selected  and  the  processes  by  which  these  boards 
operate  and  conduct  their  business.  Selection  procedures  were  exam- 
ined in  terms  of  ( 1 )  Bureau  of  Health  Planning  representation  policies; 
(2)  HSA  board  accountability;  (3)  board  versus  staff  control  over 
HSA  decision  making;  and  (4)  interest  group  pluralism  approach  to 
board  decision  making.  In  addition,  eight  board  operating  procedures 
were  examined.  Site  visits  were  conducted  at  nine  HSAs  and  case 
studies  were  prepared  on  these  nine  sites  based  on  data  collected  from 
documentary  sources  and  discussions  with  board  members.  HSA 
staff,  health  service  area  observers.  Detailed  findings  and  recommen- 
dations are  presented  by  topic  areas.  (20  pp.) 
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ABSTRACT:  Sources  of  national  data  concerning  Maternal  and  Child 
Health  and  Crippled  Children's  Services  were  reviewed.  Of  these 
data  sources,  61  were  inventoried  for  information  about  the  source, 
the  individual  databases,  and  how  to  access  them.  Data  were  de- 
scribed in  terms  of  type  (e.g.,  health  status,  utilization,  resource, 
scope,  timeliness,  aggregation).  The  sources  were  described  in  terms 
of  for  example,  their  purposes,  location,  and  source  of  support.  Ac- 
cess was  described  in  terms  of  for  example,  identification  of  key 
contact,  the  data's  format,  and  conditions  to  its  use.  The  information 
obtained  in  the  inventory  is  presented  as  (1)  a  description  of  each 
database  and  (2)  a  summary  in  matrices  for  quick  reference. 
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ABSTRACT:  The  Special  Health  Career  Opportunity  Grants  and  Spe- 
cial Project  Awards  funded  by  Health  Resources  Administration 
(HRA)  are  designed  to  facilitate  the  identification,  motivation,  re- 
cruitment, retention,  and  eventual  placement  of  minority  and  disad- 
vantaged students  in  health  careers.  To  carry  out  these  activities 
funds  were  awarded  to  public  or  nonprofit  health  or  education  enti- 
ties including  legally  recognized  schools,  colleges,  universities,  hospi- 
tals, community  organizations,  and  professional  health  organizations. 
An  evaluation  of  the  program  indicates  that  the  general  objective  of 
increasing  the  number  of  minority  and  disadvantaged  individuals  in 
the  health  professions  is  being  met.  The  most  effective  techniques 
used  in  recruiting  were  visits  to  schools  and  community  groups  and 
distribution  of  printed  materials.  Effective  retention  techniques  were 
tutorial  services,  pre-enrollment  summer  sessions,  and  study  skills 
classes.  Inaccurate  records  of  project  activities  prevented  obtaining 
data  on  demographic  characteristics  such  as  economic  and  education- 
al histories  of  project  participants.  Questionnaires  were  mailed  to  172 
projects  that  were  identified  as  being  operable  during  FY  1975.  This 
was  followed-up  by  site  visits  to  31  projects  to  gain  an  in-depth 
picture  from  project  personnel  and  participants. 
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ABSTRACT:  The  purpose  of  the  study  was  to  provide  information  to 
the  Bureau  of  Health  Care  Delivery  and  Assistance  (BHCDA)  to 
review  and,  if  appropriate,  revise  its  practices.  Site  visits  supplement- 
ed by  telephone  survey  were  used  to  acquire  reimbursement  obliga- 
tion debt  collection  and  debt  management  policies  and  procedures  at 
the  central  and  regional  office  levels  and  to  improve  the  National 
Health  Service  Corps  (NHSC)  site  patient  fee  collection  rates  in 
order  to  improve  the  rates  and  levels  of  reimbursement  for  NHSC 
assignee  support  costs.  Site  visits  were  conducted  at  14  NHSC  study 
sites  selected  by  the  regional  offices  to  document  site  policies  and 
practices  which  affect  payment  of  the  NHSC  reimbursement  obliga- 
tion. This  report  contains  detailed  descriptions  of  the  study  design 
and  methodology,  findings  and  recommendations.  It  also  includes  a 
summary  description  of  the  study  sites,  including  organizational  cha- 
racteristics, 1981  BHCDA  program  indicator  performance,  financial 
systems  and  NHSC  repayment  obligation  payment  performance.  Ap- 
pendices to  this  report  include  the  study  protocols  and  descriptions 
of  the  NHSC  reimbursement  process  suitable  for  distribution  to  the 
regional  offices  and  NHSC  sites.  (Final  report  55  pages  plus  appen- 
dices; executive  summary  10  pages.) 
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ABSTRACT:  Because  of  significant  cutbacks  in  federal  support  for 
health  professions  education  programs,  this  study  was  initiated  to 
examine  the  direction  and  degree  of  state  levels  of  support  on  a 
national  basis.  Specific  purposes  of  the  study  were  to  (1)  determine 
levels  of  funding  and  financing  mechanisms  used  by  states  to  support 
health  professions  education;  (2)  identify  trends  in  state  support  for 
health  professions  education;  and  (3)  describe  state  decision-making 
processes  that  established  state  support.  The  study  looked  at  state 
financing  for  the  following  health  disciplines:  medicine  (allopathic 
and  osteopathic),  dentistry,  pharmacy,  optometry,  podiatry,  nursing 
(RN  and  LPN),  and  allied  health  (the  disciplines  accredited  by  the 
Committee  on  Allied  Health  Education  and  Accreditation,  plus  die- 
tetics and  physical  therapy).  Particular  emphasis  was  given  to  state 
support  for  clinical  education  and  for  minority  students.  The  major 
finding  of  the  study  is  that  the  states  view  higher  education,  including 
education  programs  for  health  professionals,  as  a  high  priority  for 
continuing  support.  Overall,  such  support  increased  during  the  peri- 
od covered  by  the  study.  Similarly,  states  appear  to  have  a  firm 
commitment  to  support  for  clinical  education.  No  evidence  of  an 
impending  reversal  in  these  trends  was  found. 
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ABSTRACT:  This  study  provided  the  Bureau  of  Health  Care  Delivery 
and  Assistance  (BHCDA)  with  an  information  base  for  making  policy 
decisions  and  recommended  guidance  for  provision  of  health  services 
to  the  elderly.  The  major  objectives  of  this  study  were  (1)  to  identify 
and  evaluate  nine  geriatric  care  "good"  practice  community/migrant 
health  centers  (C/MHCs)  for  case  study;  (2)  to  analyze  geriatric 
service  utilization  and  costs  in  a  sample  of  the  "good"  practice  C/ 
MHCs;  and  (3)  to  develop  a  model  geriatric  program  and  give  recom- 
mendations for  national  guidance  that  would  be  used  by  BHCDA  to 


promote  improved  geriatric  care  in  C/MHCs.  The  study  recom- 
mended that  (1)  C/MHCs  should  frame  their  geriatric  health  care 
programs  according  to  the  model  developed  in  this  study;  (2)  geria- 
tric health  care  plans  should  not  only  incorporate  the  guidelines  as 
established  in  the  BHCDA  "Lifecycles"  document  (which  helps  de- 
fine geriatric  health  care  strategy),  but  should  also  augment  center- 
specific  priorities,  depending  on  the  population;  (3)  a  team  approach 
be  utilized  in  the  health  centers;  (4)  C/MHCs  should  broaden  the 
range  of  services  offered  and  establish  financially  sound  contracting 
relationships  with  third-party  payors;  and  (5)  increased  attention  be 
given  to  collaborative  relationships  to  strengthen  the  C/MHC's  posi- 
tion with  aging  services  and  other  health  and  social  services.  (Final 
report  335  pages.) 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-86-0093 
COST    (In  Thousands):  FY  86-$100 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '86  through  September  '87 
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PROJECT  TITLE:  Assessment  of  the  Early  Warning  Loan 
Monitoring  System  of  the  Bureau  of  Health  Facilities 

REPORT  TITLE:  Assessment  of  the  Early  Warning  Loan  Monitoring 

System  of  the  Bureau  of  Health  Facilities 
PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 

Pike,  Rockville  MD  20852 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Facilities-Conversion  and  Discontinuance 

ABSTRACT:  The  need  for  an  effective  loan  monitoring  system  has 
been  discussed  in  several  studies;  the  most  critical  was  published  by 
GAO  on  June  27,  1979  and  entitled  "Report  to  the  Congress  on 
Hospital  Loan  Assistance  Programs:  Actions  Needed  to  Reduce  An- 
ticipated Defaults."  The  problem  was  the  inability  of  HHS  to  monitor 
a  large  loan  portfolio,  to  identify  potential  defaults,  and  to  offer 
timely  technical  assistance  to  the  facility.  Furthermore,  the  govern- 
ment could  be  liable  for  payments  under  the  federal  guarantee  or 
become  the  "owner"  of  bankrupt  facilities.  The  Bureau  of  Health 
Facilities  developed  the  Early  Warning  Loan  Monitoring  System 
(EWLMS),  an  automated  system  designed  to  impute  the  financial 
strength  of  a  facility  through  multivariate  discriminate  analysis.  The 
system  can  rank  the  facilities  by  category:  (1)  good  loan-little  chance 
of  default;  (2)  marginal  loan-potential  default;  and  (3)  defaulted  loan- 
-actual  default  with  one  or  more  payments  in  arrears.  The  EWLMS 
provides  a  management  tool  for  both  regional  and  central  office  staffs 
in  their  stewardship  of  the  loan  portfolio. 

DESCRIPTORS:  Financial  Management,  Facilities,  Hospitals,  Loans 
and  Loan  Guarantees,  Management  Information  and  Reporting 
STUDY  TYPE:  Program  Performance  Evaluation 
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PIC  ID  NO:  1980  PROJECT  NO:  BHF  80-025 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-80-0053 

COST    (Sn  Thousands):  FY  80-$105 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  August  '80  through  April  '8 
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PROJECT  TITLE:  Evaluation  of  the  Medical  Preceptorship  Program 

REPORT  TITLE:  Assessment  of  the  Influence  of  Medical 

Preceptorship  and  Other  Factors  on  Physician  Career  Choice 

and  Medical  Education 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Barriash,  Anna 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education  Programs 

(Entire  Program  Area) 

ABSTRACT:  Between  FY  1972  and  FY  1974,  the  Bureau  of  Health 
Manpower  (BHM)  supported  approximately  70  medical  preceptor- 
ship programs  under  the  authority  provided  in  Section  772(a)  of  the 
PHS  as  amended  by  PL  92- 157.  These  programs  were  set  up  to  enable 
full-time  students  to  secure  a  part  of  their  education  under  a  preceptor 
in  family  medicine,  pediatrics,  or  internal  medicine,  or  in  rural  or 
other  areas  having  a  shortage  of  physicians.  In  addition,  BHM  plans 
to  support  over  200  students  in  preceptorships  at  National  Health 
Service  Corps  (NHSC)  sites.  Preceptorship  programs,  federally  or 
nonfederally  supported,  have  emerged  in  a  variety  of  forms  and 
without  any  uniform  evaluation  strategy.  The  purpose  of  this  project 
was  to  assess  the  development  and  operational  experiences  thus  far 
associated  with  medical  preceptorship  programs  and  to  test  the  utility 
and  impact  of  these  programs  on  a  comparative  basis.  This  project 
defined  the  characteristics  of  these  programs,  identified  a  database 
needed  for  continuing  evaluation,  and  analyzed  the  apparent  impact 
of  these  programs  on  a  variety  of  factors  including  choice  of  specialty 
and  practice  location. 

DESCRIPTORS:  Medical  Practice,  Health  Manpower  Training,  Medi- 
cal Training,  Urban  or  Rural  Places  or  Problems,  Physicians 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0698  PROJECT  NO:  BHM  75-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  231-76-0040 
COST    (In  Thousands):  FY  76-$141,  FY  77-$36 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '76  through  March  '78 
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PROJECT  TITLE:  Assessment  of  the  Relationship  between  Mental 
Health  and  Physical  Health  Planning 

REPORT  TITLE:  Assessment  of  the  Relationship  between  Mental 

Health  and  Physical  Health  Planning 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 
PROJECT  OFFICER:  Price,  Isabel 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource 

Development-State  Planning  and  Regulation 

ABSTRACT:  This  report  presents  a  discussion  of  what  is  meant  by 
coordination  of  mental  and  physical  health  planning;  summaries  of 
findings  in  each  of  the  sites;  findings  on  what  and  how  to  manage  in 
order  to  attain  effective  coordination  of  mental  and  physical  health 
planning;  and  conclusions  and  recommendations.  The  management 
shortages  present  a  framework  for  action  including  (1)  assessing  feasi- 
bility of  effective  coordination;  (2)  alternative  approaches  to  mar- 
shalling support;  (3)  developing  patterns  of  strategic  interaction;  (4) 
dealing  with  conflict;  and  (5)  establishing  common  objectives.  The 
final  report,  the  executive  summary.  Appendix  A,  Appendix  B,  and 
Appendix  C  are  also  available  from  NTIS  (Nos.  HRP-0902929,  HRP- 
0902928,  HRP-0902930,  HRP-0902931,  and  HRP-0902932,  respec- 
tively). 

DESCRIPTORS:  Mental  Health,  Health  Planning,  Literature  Review 
Feature,  Bibliography  Feature,  Field  Test  Feature,  Program  Coordi- 
nation 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2042  PROJECT  NO:  OA  79-003 

FUND  SOURCE:  Evaluation       NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-79-0090 
COST    (In  Thousands):  FY  79-$  166 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS  '  - 

START/END  DATES:  October  '79  through  September  '80 
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PROJECT  TITLE:  Assessment  of  the  Third-Party  Reimbursement 
Standards  and  Practices  in  Community  Health  Centers 
(CHCs) 

REPORT  TITLE:  Assessment  of  Third-Party  Reimbursement: 

Performance  and  Practices  of  Community  Health  Centers 
PERFORMER:  Triton  Corporation,  1255  23rd  Street  N.W., 

Washington  D.C.  20037 
PROJECT  OFFICER:  Furey,  Kathleen;  Rm  903,  PKLN  Bldg; 

301-443-6395  ..  .. 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers; 

PHS-HRSA-Health  Services-Community  (Entire  Program 

Area) 

ABSTRACT:  This  study  examined  the  third-party  reimbursement  per- 
formance of  community  health  centers  (CHCs)  and  developed 
recommendations  for  maximizing  these  reimbursements.  Maximizing 
third-party  reimbursements  enables  CHCs  to  decrease  their  grant 
dependency  and  increase  their  long-term  financial  viability.  The 
study  results  indicate  that  CHC  reimbursement  levels  varied  widely 
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among  CHCs  in  different  states  and  CHCs  in  the  same  state.  Al- 
though no  statistically  significant  correlations  were  found  to  account 
for  variable  third-party  reimbursement  levels,  results  show  that  (1) 
Medicaid  dependency  (i.e.,  percent  of  total  revenue  derived  from 
Medicaid  reimbursements)  and  overall  rates  for  third-party  revenue 
«•  as  a  percent  of  total  expenses  increased  with  increasing  site  size;  and 
(2)  urban  sites  were  significantly  more  dependent  on  Medicaid  reve- 
nue and  all  third-party  revenues  than  rural  sites.  The  report's  recom- 
mendations for  improving  third-party  reimbursement  to  CHCs 
include  a  checklist  of  best  practices,  which  address  such  items  as  (1) 
services  and  provider  status;  (2)  patient  registration  and  eligibility 
determination;  (3)  payment  requirements  at  time  of  service;  and  (4) 
billing  and  collection.  The  final  report  is  available  from  PIC;  the 
appendices  are  available  from  the  Health  Resources  and  Services 
Administration. 

DESCRIPTORS:  Community  Health  Centers,  Information  Systems, 
Case  or  Site  Study  Feature,  Health  Care  Reimbursement  Systems 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2220  PROJECT  NO:  HRSA  83-130 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-82-0093 
COST    (In  Thousands):  FY  83-$68 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  June  '84 
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PROJECT  TITLE:  Evaluation  of  the  Ability  of  Health  Planning 
Agencies  to  Provide  Information  on  Progress  towards 
National  Guidelines  and  National  Health  Priorities 

REPORT  TITLE:  Assessment  Study  of  P.L,  96-79  Section  1501 
Requirements 

PERFORMER:  The  Granville  Corporation,  1425  K  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Baldyga,  William 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  This  study  was  conducted  to  identify  the  methods  and 
data  necessary  to  fulfill  the  review  requirements  of  Sections  1501  (d) 
and  (e).  The  reviews  described  in  Sections  1501  (d)  and  (e)  address 
the  questions  of  where  local  health  care  delivery  systems  were  at  the 
start  of  the  planning  program  and  what  changes,  if  any,  have  oc- 
curred since  the  inception  of  the  program.  Sections  1501  (d)  and  (e) 
allow  the  Secretary  to  measure  changes  in  local  health  care  delivery 
systems  toward  the  goals  set  by  local  planning  agencies  and  the 
acceptance  of  and  progress  toward  national  health  policy  direction 
as  stated  in  the  National  Guidelines  for  Health  Planning.  The  purpose 
of  this  study  was  to  design  and  test  a  model  for  use  both  in  evaluating 
the  progress  of  the  nation  towards  the  goals  in  Health  Systems  Plans 
and  State  Health  Plans,  and  in  reviewing  the  national  guidelines  in 
light  of  state  and  local  goals.  This  study  determined  the  legislative 
intent  of  Sections  1501  (d)  and  (e),  explored  the  methods  and  data 
necessary  to  meet  the  requirements  and  developed  a  strategy  for 
establishing  a  recommended  data  set  responsive  to  Sections  1501  (d) 
and  (e).  Also  available  from  PIC  and  from  NTIS  are  both  volumes 
of  "Report  of  Interviews  Measuring  Congressional  Intent"  (Volume 
I,  report,  HRP-0903567;  Volume  II,  appendices,  HRP-0903568). 


DESCRIPTORS:  Case  or  Site  Study  Feature,  Health  Planning,  Infor- 
mation Systems,  Research  and  Evaluation  Planning  and  Administra- 
tion, Law  and  Legislation 

STUDY  TYPE:  Program  Performance  Evaluation;  Research  and 
Data  Development 

PIC  ID  NO:  1979  PROJECT  NO:  OPEL  80-003 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  100-79-0104 
COST    (In  Thousands):  FY  80-$70 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '80  through  May  '81 
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PROJECT  TITLE:  Bureau  of  Community  Health  Services  (BCHS) 
National  Grantee  Immunization  Survey 

REPORT  TITLE:  BCHS  1977  National  Baseline  Survey  of  Grantee 

Immunization  Levels 
PERFORMER:  Medicus  Systems  Corporation,  1  American  Plaza, 

Evanston  IL  60201 
PROJECT  OFFICER:  Kerle,  Rosemary 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community  (Entire  Program 

Area); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  In  response  to  Secretary  Califano's  concern  over  the 
decline  of  immunization  levels  of  both  preschool  and  school-age 
children,  a  study  was  initiated  in  September  1977  to  collect  baseline 
data  on  the  immunization  levels  of  two-year-olds  served  by  BCHS 
grantees  and  to  develop  and  test  methodologies  for  improving  the 
levels.  This  was  the  first  national  immunization-level  determination 
based  on  medical  record  review  and  specific  proof-of-immunization 
criteria.  The  levels  indicated  by  the  first  survey  are  not  comparable 
to  other  surveys  based  on  less  stringent  criteria.  The  baseline  study 
showed  that  24.1%  of  the  records  surveyed  included  documentation 
that  all  five  types  of  immunization  required  for  their  age  were  comp- 
leted, with  the  highest  level  of  any  single  immunization  being  measles 
at  52.5%.  Strategies  to  help  grantees  improve  the  immunization  status 
of  their  patient  population  were  developed  and  tested  at  five  sites.  See 
also  PIC  ID  No.  1696.1. 

DESCRIPTORS:  Children  and  Youth,  Communicable  Disease,  Mater- 
nal and  Child  Health,  Preventive  Health  Care,  Client  Records,  Statis- 
tical Data  Feature,  Demography,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1696  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 
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STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  September  '77  through  May  '78 
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National  Grantee  Immunization  Survey 

REPORT  TITLE:  BCHS  1978  National  Grantee  Immunization  Levels 
PERFORMER:  Medicus  Systems  Corporation,  1  American  Plaza, 

Evanston  IL  60201 
PROJECT  OFFICER:  Kerle,  Rosemary 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

PHS-HRSA-Health  Services-Community  (Entire  Program 
Area); 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  This  report  presents  the  results  of  the  1978  resurvey  of 
the  1977  survey  to  collect  data  on  the  immunization  levels  of  two- 
year-olds  served  by  BCHS  grantees  and  to  develop  and  test  me- 
thodologies for  improving  the  levels.  This  resurvey  indicated  that 
increased  emphasis  placed  on  immunizations  and  the  effective  use  of 
tracking  and  recording  mechanisms  had  a  positive  effect  on  immuni- 
zation levels  at  the  test  sites.  Guidance  materials  were  developed  and 
a  reporting  system  was  established  to  monitor  the  progress  of  grantee 
sites  toward  achieving  the  goal  of  90%  immunization  levels  for  regis- 
trants at  the  ages  24-27  months,  six  years,  and  17  years.  State  school 
laws  requiring  completed  immunizations  of  each  student  have  con- 
tributed to  the  immunization  effort.  See  also  PIC  ID  No.  1696. 

DESCRIPTORS:  Children  and  Youth,  Communicable  Disease,  Mater- 
nal and  Child  Health,  Preventive  Health  Care,  Client  Records,  Statis- 
tical Data  Feature,  Demography 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1696,1  PROJECT  NO:  BCHS  78-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-78-0025 
COST    (In  Thousands):  FY  78-$60,  FY  79-$30 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '78  through  October  '79 
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REPORT  TITLE:  Best  Practices  of  Business  Coalitions  and  Health 
Planning  Agencies  in  Controlling  Health  Care  Costs 

PERFORMER:  Triton  Corporation,  1255  23rd  Street  N.W., 
Washington  D.C.  20037 


PROJECT  OFFICER:  McClung,  Dr.  Roger;  Rm  8A52,  PKLN  Bldg; 

301-443-4273 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  identify  and  describe  the 
best  practices  used  by  business  coalitions  and  health  planning  agen- 
cies working  together  to  contain  health  care  costs.  Site  visits  were 
conducted  in  nine  areas  in  which  planning  agencies  and  business 
coalitions  had  established  relations.  Representatives  from  the  groups 
were  interviewed.  Some  of  the  findings  include  (1)  association  with 
business  is  an  important  factor  to  health  planning  agencies  in  reaching 
their  goals  and  objectives;  (2)  resources  such  as  data  and  analytic 
capacity  supplied  by  health  planning  agencies  played  a  key  role  in 
business  coalitions'  successes  in  their  respective  communities;  and  (3) 
overlapping  board  membership  between  the  business  coalition  and 
health  planning  agency  enhances  the  working  relationship.  The  roles 
played  by  each  of  these  groups  in  fostering  these  relations  were 
identified  and  described  in  detail.  The  site  visits  provided  many  exam- 
ples of  successful  partnership  activities  between  health  planning  and 
business  coalitions.  Through  these  site  visits,  areas  that  could  enhance 
existing  or  potential  relationships  were  also  identified:  (1)  the  deve- 
lopment and  dissemination  of  program  guidance  material  to  all  inter- 
ested parties  regarding  the  advantages  of  such  partnerships;  and  (2) 
guidance  concerning  the  transfer  of  funds  from  business  coalitions  to 
health  planning  agencies. 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Health  Planning,  Ser- 
vices Integration,  State  and  Local  Relations 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2530  PROJECT  NO:  HRSA  85-127 

FUND  SOURCE:  Evaluation        NTIS  NO:  HRP-0906801 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-85-0502 

COST    (In  Thousands):  FY  85-$54 

STATUS:  Study  completed. 

Available  from  PIC, 
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Washington  D.C.  20037 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community  (Entire  Program 

Area); 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  This  study  examined  the  ways  in  which  community 
health  centers  (CHCs)  have  incorporated  annual  audits,  required  by 
section  330  of  the  PHS  Act,  into  their  operating  framework  and 
assessed  the  resulting  costs  and  benefits.  The  contractor  documented 
examples  of  efficient  and  effective  methods  used  for  planning  for, 
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contracting  for,  and  using  the  results  of  annual  audits.  These  findings 
are  beneficial  to  the  federal  government  and  to  the  states  that  accept 
the  Primary  Care  Block  Grant,  authorized  by  Section  1922  of  the 
PHS  Act,  in  assuring  that  the  best  audit  practices  are  being  employed. 
Information  available  in  the  central  office,  including  actual  financial 
audits  available  in  the  regional  offices,  was  analyzed  utilizing  a  sam- 
ple of  CHCs  for  on-site  assessments. 
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ABSTRACT:  This  project  was  intended  to  assist  federal  and  state 
policymakers  in  defining  appropriate  roles  for  influencing  hospital 
diversification.  The  study  was  based  on  case  studies  in  six  states 
(Arizona,  Florida,  Minnesota,  New  York,  Ohio,  and  Texas)  that  have 
differing  regulatory  systems  and  patterns  of  population  and  economic 
growth.  The  report  addresses  four  questions:  (1)  Why  are  hospitals 
diversifying?  (2)  What  is  the  type  and  extent  of  hospital  diversifica- 
tion activities?  (3)  What  have  been  the  state  attitudes  and  policies 
toward  hospital  diversification?  and  (4)  Given  these  attitudes,  where 
have  states  attempted  to  influence  diversification,  and  what  has  been 
the  impact  of  state  policies  on  hospital  diversification? 
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ABSTRACT:  This  bibliography  was  developed  as  a  resource  document 
for  information  in  the  area  of  financing  the  education  of  physicians 
for  primary  care.  The  periodical  articles  are  the  result  of  a  compre- 
hensive manual  search  of  the  "Index  Medicus."  Most  of  the  articles 
were  published  from  1971  through  mid-1984;  a  few  were  published 
in  1985.  Selected  articles  are  grouped  into  five  specific  subject  areas: 
(1)  primary  care;  (2)  costs  and  financing  in  educational  settings;  (3) 
ambulatory-care  costs  and  financing;  (4)  medical  practice  plans;  and 
(5)  third  parties  and  reimbursement.  (Final  report  43  pages.) 
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ABSTRACT:  This  bibliography  was  developed  as  a  resource  document 
in  the  general  area  of  education  of  physicians  for  primary  care.  The 
references  are  the  outcome  of  a  comprehensive  manual  search  of  the 
"Index  Medicus."  Most  of  the  entries  are  from  1971  through  1983; 
selected  articles  through  1984  have  also  been  included.  The  refer- 
ences were  selected  by  screening  approximately  twice  the  number 
ultimately  included.  The  ones  selected  addressed  all  three  subject 
areas:  (1)  education;  (2)  physicians;  and  (3)  primary  care.  (Final  re- 
port 59  pages.) 
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ABSTRACT:  The  report  discusses  the  difficulties  of  projecting  con- 
tinuing need  for  the  Bureau  of  Community  Health  Services  family 
planning  program,  in  its  present  or  any  alternative  form.  The  poten- 
tial impact  of  national  health  insurance  (NHI)  on  that  need  stems 
from  (1)  persuasive,  but  inconclusive  evidence  of  cost-effectiveness 
of  program;  (2)  lack  of  demonstrated  program  effectiveness;  and  (3) 
extremely  conservative  third-party  reimbursement  coverages  (in- 
cluding NHI)  for  family  planning  services.  The  merits  of  four  capaci- 
ty-building alternatives  are  discussed:  (1)  continuing  the  program  at 
present  level  of  funding;  (2)  phasing  out  the  program;  (3)  expanding 
the  program;  and  (4)  redirecting  the  program.  No  specific  recommen- 
dations are  offered  with  respect  to  pros  and  cons  of  the  alternatives. 
The  report  suggests  that,  through  legislative  change  in  CHIP  (Com- 
prehensive Health  Insurance  Plan),  family  planning  services  could  be 
covered  as  general  preventive  services.  (Final  report  21  pages.) 
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ABSTRACT:  This  booklet  presents  a  pictorial  history  and  documenta- 
tion of  children's  health  and  health  care  in  America  since  the  Ameri- 
can Revolution.  It  provides  information  and  statistics  on  life 
expectancy,  epidemics  and  chronic  diseases,  birth  registration,  train- 
ing for  physicians,  legislation  to  protect  children,  mentally  and  physi- 
cally disabled  children,  health  care  during  the  Depression,  wartime 
pregnancies,  dental  care,  improved  medical  technology,  and  govern- 
ment programs.  This  report  was  the  outgrowth  of  a  documentary 
("Children  and  Youth  in  America")  by  the  Harvard  School  of  Public 
Health.  HEW  Publication  No.  (HSA)  76-5015.  (Final  report  72 
pages.) 
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ABSTRACT:  The  Bureau  of  Health  Manpower  and  the  regional  offices 
funded  linkage  system  contracts  in  approximately  20  states  in  FY 
1974.  These  contracts  were  to  bring  together  existing  data  on  health 
manpower  for  the  development  of  a  plan  that  would  be  used  by  state 
legislative  and  executive  agencies  in  allocating  resources  for  health 
manpower  education.  Knowledge  of  the  linkage  system  contracts. 
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their  progress,  and  their  problems  could  be  helpful  to  the  health 
systems  agencies  (HSAs)  being  developed  under  PL  93-641.  Thus, 
the  study  examined  10  linkage  contracts  operations  in  order  to  exam- 
ine their  methodologies  and  review  their  progress  and  problems.  The 
study  found  that  mechanisms  can  be  developed,  based  on  the  laws, 
governmental  structures,  and  practices  of  the  individual  states,  that 
will  promote  coordination  of  planning,  training,  credentialing,  and 
utilization  of  health  manpower  with  the  decision-making  levels  of 
state  government.  These  various  mechanisms  and  their  applications 
are  mentioned  in  the  report.  Factors  that  favor  successful  linkage 
operations  and  those  that  are  liabilities  to  the  success  of  the  linkage 
projects  are  also  reviewed  in  the  final  report.  (Final  report  59  pages 
plus  appendices.) 
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ABSTRACT:  This  study  designed  an  ongoing  tracking  system  to  col- 
lect information  on  the  career  paths  of  National  Health  Service 
Corps'  alumni  who  served  as  health  care  providers  in  the  NHSC  for 
periods  between  1972  and  1981.  A  directory  of  National  Health  Ser- 
vice Corps  alumni  was  created  as  a  source  for  calculating  past  reten- 
tion results  and  for  generating  future  analytical  information. 
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ABSTRACT:  Three  loan  collection  options  for  the  Health  Professions 
Student  Loans  (HPSL)  program  and  the  Nursing  Student  Loan 
(NSL)  program  are  assessed:  (1)  in-house  collection  by  HPSL  and 
NSL  institutions;  (2)  referral  to  a  collection  agency;  and  (3)  referral 
to  the  federal  government.  The  purpose  of  the  study  was  to  document 
and  compare  good  and  inadequate  performers  and  to  determine  if 
federal  intervention  would  assist  schools  in  collecting  delinquent  ac- 
counts. Discussions  were  held  with  experts  in  management  of  student 
loan  programs  and  with  HPSL  and  NSL  institutions  meeting  or  ex- 
ceeding federal  delinquency  guidelines.  It  was  found  that  there  were 
more  similarities  than  differences  between  practices  of  good  perform- 
ers and  inadequate  performers.  Data  also  suggested  that  many  of  the 
most  effective  collection  programs  were  the  least  cost-effective.  It 
was  concluded  that  the  differences  between  the  best  collection  pro- 
grams and  poorer  programs  was  less  what  is  done  to  collect  delin- 
quent loans  than  how  the  program  is  managed.  It  was  recommended 
that  Bureau  of  Health  Professions  (BHPr)  maximize  the  ability  of 
HPSL  and  NSL  institutions  to  collect  delinquent  loans  through  their 
own  efforts.  In  addition,  it  was  suggested  that  BHPr  initiate  a  process 
of  sending  one  or  more  letters  on  federal  government  letterhead  to 
delinquent  borrowers  indicating  the  intent  to  collect. 
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ABSTRACT:  This  study  was  undertaken  by  the  Health  Services  Ad- 
ministration Office  of  Planning,  Evaluation,  and  Legislation  (HSA/ 
OPEL)  to  evaluate  and  plan  health  care  strategies.  This  study  con- 
centrates on  a  comparison  of  the  costs  of  ambulatory  services  by 
HSA  and  non-HSA  providers.  The  unit  of  service  selected  for  meas- 
urement is  the  cost  per  medical  visit  or  encounter  for  ambulatory 
care.  Tables  are  included  that  show  variations  in  provider  costs  and 
compare  the  providers  by  functional  cost  per  encounter.  The  findings 
show  that  the  functional  cost  per  encounter  is  highest  in  the  Family 
Health  Center  program  and  lowest  in  the  Maternal  and  Infant  Care 
program;  federally  sponsored  providers  of  health  care  services  tend 
to  have  higher  medical  encounter  costs  than  private-sector  providers; 
encounters  in  an  urban  setting  are  more  costly  than  those  in  a  rural 
setting;  and  encounters  in  the  South  are  the  least  costly  in  the  U.S. 
The  details  of  the  data  and  the  methodology  applied  to  the  data  as 
well  as  comments  and  analysis  of  costs  data  are  covered.  The  study 
attempts  to  justify  the  choice  of  variables  usually  considered  in  meas- 
urements of  costs  for  supplying  medical  services.  In  addition  to  the 
accompanying  tables,  a  bibliography  is  provided.  (Final  report  243 
pages.) 
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ABSTRACT:  The  study  was  undertaken  to  determine  ( 1 )  the  character- 
istics of  rural  communities  that  are  attractive  to  young  physicians;  (2) 
the  extent  to  which  National  Health  Service  Corps  (NHSC)  alumni 
have  remained  in  the  locations  to  which  they  were  assigned;  (3) 
factors  that  influence  choice  of  rural  or  health  manpower  shortage 
area  (HMSA)  practice  location,  and  whether  these  factors  differ  for 
physicians  who  have  been  in  the  corps;  and  (4)  practice  characteris- 
tics of  young  physicians  in  rural  and  HMSA  locations  and  whether 


these  characteristics  differ  for  NHSC  alumni.  The  study  found  that 
rural  counties  that  are  relatively  populous  and  rich  in  resources  are 
best  able  to  attract  young  physicians.  Presence  of  a  college,  greater 
white-collar  employment,  and  less  farm  population  are  also  attractive 
features.  NHSC  experience  appears  to  have  a  strong  effect  on  subse- 
quent location  decisions  of  alumni.  NHSC  alumni  are  more  accessible 
to  the  underserved  than  are  other  physicians.  The  final  report  in- 
cludes two  volumes  (Volume  I:  "Community  Profiles  and  Analysis 
of  Community  Characteristics";  Volume  II:  "Analysis  of  Physicians' 
Location  Choices  and  Practice  Patterns").  Also  available  from  PIC 
are  the  work  plan,  research  design,  data  collection  plan,  and  final 
analysis  plan.  (Reports  1 18  pages,  139  pages  plus  appendices,  76  pages 
plus  appendices,  48  pages,  13  pages,  and  84  pages,  respectively.) 
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STUDY  TYPE:  Program  Performance  Evaluation;  Program  Impact 

PIC  ID  NO:  2228  PROJECT  NO:  HRSA  83-D-Ol 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-83-0112 
COST    (In  Thousands):  FY  84-$0,  FY  85-$0,  FY  86-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '83  through  July  "85 
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PROJECT  TITLE:  Comparison  of  Program  Indicators  across 
Programs  Using  the  BCHS  Common  Reporting 
Requirements  (BCRR) 

REPORT  TITLE:  Comparison  of  Program  Indicators  across 
Programs  Using  the  BCHS  Common  Reporting 
Requirements 

PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 

Street  N.W.,  Washington  D.C.  20004  ! 
PROJECT  OFFICER:  Enger,  Isadore 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  objective  of  this  project  was  to  develop  a  computer 
system  to  access  and  analyze  data  collected  semi-annually  from  1400 
grantees  of  the  Bureau  of  Community  Health  Services  (BCHS).  A 
system  was  developed  and  a  users'  manual  published  which  permits 
BCHS  personnel  and  others  to  access  and  statistically  analyze  the 
data.  The  system  has  been  applied  successfully  by  many  individuals. 
An  analysis  of  productivity  in  community  health  centers  indicated 
physicians  assistants  are  more  productive  than  nurse  practitioners, 
but  that  the  marginal  productivitiy  of  both  groups  is  quite  low.  This 
finding,  if  verified  by  additional  work,  could  affect  substantially  the 
government  policy  of  encouraging  employment  of  PAs  and  NPs. 
Sources  of  revenue  for  BCHS  programs  were  calculated,  resulting  in 
some  leads  for  alternative  sources  of  funds  for  BCHS  programs.  See 
also  PIC  ID  No.  1594.1.  (Final  report  54  pages  plus  appendices.) 

DESCRIPTORS:  Management  Information  and  Reporting,  Research 
and  Evaluation  Performance,  Statistical  Analysis  Methods  Feature, 
Information  Systems 
STUDY  TYPE:  Other 
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PIC  ID  NO:  1594  PROJECT  NO:  BCHS  77-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  240-77-0145 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  September  '77  through  October  78 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services  ^ 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Effectiveness  of  Outreach  and 
Transportation  Services  on  Utilization 

REPORT  TITLE:  Compilation  of  Case  Studies  of  Outreach  and 
Transportation  Services  at  Selected  Community  Health 
Centers 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  Case  studies  are  documented  concerning  transportation 
and  outreach  services  provided  by  20  community  health  centers 
(CHCs)  across  the  U.S.  The  CHCs  studied  were  selected  as  a  propor- 
tionate mix  of  large  and  small,  urban  and  rural  centers.  Data  concern- 
ing utilization  and  other  aspects  of  transportation  and  outreach 
services  were  collected  during  site  visits,  but  the  data  have  not  been 
validated  and  much  of  the  information  involved  guesswork.  Most  of 
the  centers  defined  transportation  services  as  the  transport  of  both 
patients  and  items.  While  all  CHCs  defined  outreach  as  any  health- 
related  service  provided  either  in  patients'  homes  or  in  the  communi- 
ty, there  were  no  outreach  departments  per  se.  The  12  discrete  out- 
reach services  found  to  be  provided  by  CHCs  are  case-finding, 
follow-up,  assessment,  health  education,  home  care,  social  service, 
mental  health,  facilitating,  referrals,  medical  services,  field  registra- 
tion, and  counseling.  (Final  report  270  pages.) 

DESCRIPTORS:  Community  Health  Centers,  Transportation,  Out- 
reach and  Referral,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0839  PROJECT  NO:  HSA  (C)  74-5,  Task 

7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  256-214 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-8 
COST    (In  Thousands):  FY  75-$44 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC,  ., 
Available  from  NTIS 
START/END  DATES:  March  '75  through  September  '75 
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PROJECT  TITLE:  Analysis  of  Nationally  Reported  Data  from 
Comprehensive  Health  Service  Projects 

REPORT  TITLE:  Comprehensive  Health  Services  Projects  (Eight 
Reports) 

PERFORMER:  System  Sciences,  Inc.,  4330  East-West  Highway, 

Bethesda  MD  20014 
PROJECT  OFFICER:  Kleinman,  K. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Comprehensive 
Health  Grants  to  States  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  These  eight  reports  represent  the  culmination  of  an 
HEW  effort  to  implement  a  national  reporting  system  in  314(e)- 
funded  comprehensive  health  service  projects.  The  volumes  include 
the  summary  report  for  the  fourth  quarter  of  1972,  the  summary 
reports  for  the  second  and  third  quarters  of  1973,  the  database  reports 
for  the  third  and  fourth  quarters  of  1973,  and  the  summary  of  project 
data  reports  for  the  first,  second,  and  third  quarters  of  1974. 

DESCRIPTORS:  Comprehensive  Health  Care,  Preventive  Health  Care 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0878  PROJECT  NO:  CHS  73-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1 10-73-496 
COST  (in  Thousands):  FY  73-$507 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '73  through  June  '75 
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PROJECT  TITLE:  Development  of  Monitoring  Instruments  for 
OHRO's  Research  and  Development  Projects 

REPORT  TITLE:  Contract  Monitoring  Manual 

PERFORMER:  Kappa  Systems,  Inc.,  1501  Wilson  Boulevard, 

Arlington  VA  22209 
PROJECT  OFFICER:  Hausner,  Tony;  Rm  2G3,  OAKM  Bldg; 

301-597-2366 
PROGRAM(S)  EVALUATED: 

PHS-HRSA  (Entire  Program  Area); 

PHS-OASH-Health  Services  Research 

ABSTRACT:  This  manual  details  a  monitoring  system  for  establishing 
whether  a  project  is  being  carried  out  in  accordance  with  the  con- 
tract's provisions,  government  regulations,  and  other  expectations 
under  which  it  is  operating.  The  monitoring  system,  which  helps 
identify  areas  of  a  contract  that  need  corrective  action,  has  six  com- 
ponents: (1)  contract  status  record;  (2)  contract  follow-up  record;  (3) 
contractor  progress  report;  (4)  resource  allocation  record;  (5)  con- 
tract deliverable  review  record;  and  (6)  quarterly  summary  of  prob- 
lem contracts.  The  handbook  also  details  the  responsibilities  of  the 
project  officer,  who  has  primary  responsibility  for  assuring  that  a 
program's  technical  objectives  will  be  achieved  under  the  contract. 
See  also  PIC  ID  No.  0686.  (Final  report  45  pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Management  Infor- 
mation and  Reporting 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0686  1  PROJECT  NO:  OA  76.1-103 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  270-325 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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CONTRACT/GRANT  NO:  230-76-0262 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  September  '76  through  May  '77 
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PROJECT  TITLE;  Analysis  of  the  Health  and  Health  Related 

Human  Resource  Planning  System  at  the  State  and  Substate 
Levels:  A  Pilot  Study 

REPORT  TITLE:  Coordination  of  Health  and  Human  Resources 

Planning  (Two  Reports) 
PERFORMER:  Miller  and  Byrne,  Inc.,  6110  Executive  Boulevard, 

Rockville  MD  20852 
PROJECT  OFFICER:  Buntz,  Gregory 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource 

Development-State  Planning  and  Regulation 

ABSTRACT:  This  investigation  of  health  and  health-related  planning 
coordination  at  the  state  and  substate  levels  was  designed  as  a  pilot 
study  to  (1)  identify  problems,  issues,  and  opportunities  in  establishing 
coordination  and  (2)  assess  the  need  for  a  full-scale  evaluation  and 
make  recommendations  as  to  how  HRA  could  counduct  a  full-scale 
study.  State  and  substate  interprogram  relationships  were  studied 
through  an  extensive  literature  review  and  through  a  field  survey  of 
two  states  and  four  health  service  areas.  The  literature  review  indicat- 
ed little  consensus  as  to  what  constitutes  the  health  and  health-related 
human  resource  system,  planning,  or  coordination.  Documents  pro- 
duced by  the  state  and  substate  agencies  provided  significant  general 
background  information  on  health  and  health-related  planning  pro- 
cesses as  well  as  insight  into  program  priorities,  cooperation  with 
other  agencies  in  the  development  of  plans,  and  the  use  of  advisory 
councils.  Although  the  findings  can  only  be  viewed  as  suggestive, 
program  coordination  appears  to  occur  only  (1)  when  a  crisis  situa- 
tion develops  and/or  (2)  when  two  programs  experience  simultane- 
ous development.  The  two  reports  available  from  PIC  are 
"Coordination  of  Health  and  Human  Resources  Planning:  Literature 
Review  and  Field  Survey  Report"  and  "Coordination  of  Health  and 
Human  Resources  Planning:  Proposed  Methodologies  for  Further 
Analysis."  An  annotated  bibliography  was  also  produced.  (Reports 
168  and  29  pages,  respectively.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Feasibility  Study  Feature, 
Federal  State  and  Local  Relations,  State  or  Local  Administration, 
Health  Planning,  Literature  Review  Feature,  Program  Coordination 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1045  PROJECT  NO:  OA  76-14 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  271-900 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0274 
COST    (In  Thousands):  FY  77-$49 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '77  through  July  '77 
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PROJECT  TITLE:  Cost  and  Utilization  Evaluation  of  Migrant 
Farmworker  Health  Care  Entitlement  Programs 

REPORT  TITLE:  Cost  and  Utilization  Evaluation  of  Migrant 
Farmworker  Health  Care  Entitlement  Programs 

PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 
Germantown  MD  20874 

PROJECT  OFFICER:  Enger,  Isadore 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Migrant  Health 

ABSTRACT:  The  main  purpose  of  the  study  was  to  use  secondary  data 
sources  as  a  means  of  (1)  comparing  patterns  of  utilization  both  across 
different  modes  of  service  delivery  for  migrants  and  with  a  subset  of 
the  national  population  and  (2)  estimating  annual  costs  of  model 
programs  of  service  delivery  both  per  capita  and  for  the  Migrant 
Health  Program  (MHP)  overall.  The  results  indicate  that  migrants 
experience  fewer,  but  more  intensive,  ambulatory  visits  and  fewer 
annual  admissions/hospital  days  than  the  general  population  of  the 
U.S.  South  Census  Region.  Reduced  geographic  access  is  considered 
to  be  the  main  factor  influencing  utilization  rates.  Rates  for  migrants 
served  by  three  demonstration  projects  examined  during  the  study 
are  significantly  higher  than  those  served  by  146  MHP-supported 
clinics.  Costs  for  ambulatory  services  for  project  beneficiaries  resem- 
ble those  for  the  farm  population  of  the  rural  South.  Per  diem  migrant 
hospitalization  costs  closely  resemble  those  for  the  U.S.  population 
at  large.  Overall  costs  for  the  three  demonstration  projects  are  at  or 
below  the  estimated  cost  for  the  South  farm  population.  Recommen- 
dations were  offered  concerning  MHP  efforts  to  develop  service 
delivery  models  which  should  improve  accessibility  of  services  for 
the  eligible  population.  (Final  report  195  pages.) 

DESCRIPTORS:  Migrants,  Urban  or  Rural  Places  or  Problems,  Health 
Care  Delivery  Systems,  Cost-Effectiveness  Analysis  Feature,  Access 
to  Services,  Utilization  Review 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1700  PROJECT  NO:  OPEL  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-77-0147 
COST    (In  Thousands):  FY  77-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '77  through  March  '79 
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REPORT  TITLE:  Cost  and  Utilization  Evaluation  of  Migrant 
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PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 
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ABSTRACT:  The  purpose  of  this  project  was  to  compare  the  hospital 
demonstration  project  with  other  projects  providing  hospital  care  to 
migrant  farmworkers  and  their  dependents  with  respect  to  accessibil- 
ity, costs,  and  patterns  of  utilization.  Data  for  four  projects  were 
collected  and  analyzed  to  provide  information  upon  which  to  base 
policy  decisions  concerning  the  best  mechanism  for  financing  hospi- 
tal care  for  migrant  farmworkers  and  their  families.  It  was  concluded 
that  (1)  hospital  admission  rates  and  annual  days  of  hospitalization  per 
1,000  eligibles  were  lower  for  migrants  than  for  the  general  popula- 
tion; costs  per  day  were  similar;  (2)  it  would  cost  $50-60  million  in 
1975  dollars  to  provide  hospital  care,  including  inpatient  physician 
costs;  (3)  expansion  of  an  HMO-type  concept  used  by  one  program 
was  probably  a  superior  alternative  but  might  not  have  worked  in 
low-density  areas;  (4)  a  Blue  Cross/Blue  Shield  financing  mechanism 
provided  a  workable  solution  to  the  problem  of  accessibility  at  rea- 
sonable cost;  and  (5)  a  financing  mechanism  involving  fixed-price  per 
diem  contracts  with  hospitals  had  reasonable  costs  but  could  have 
provided  access  for  all  migrants.  (Final  report  96  pages.) 

DESCRIPTORS:  Migrants,  Hospitals,  Demonstration  Projects,  Health 
Insurance  and  Financing 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1380  PROJECT  NO:  BCHS  76-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  265-748/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-75-0073/4 
COST    (In  Thousands):  FY  76-$55,  FY  76-$4 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '76  through  January  '77 
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PROJECT  TITLE:  Cost  per  Episode  of  Home  Health  Care 

REPORT  TITLE:  Cost  per  Episode  of  Home  Health  Care 
PERFORMER:  University  of  Colorado  Medical  Center,  Denver  CO 

80220 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Home  Health 

Services 

ABSTRACT:  This  report  presents  the  findings  of  the  study  of  the  cost 
per  episode  of  illness  of  home  health  care.  Cost  is  defined  as  the  total 
cost  of  all  skilled  nursing,  physical  therapy,  speech  therapy,  occupa- 
tional therapy,  professional  social  service,  and  those  health  aide  visits 
provided  to  a  patient.  The  basic  questions  addressed  by  the  study  are 

(1)  How  does  service  utilization  and  the  subsequent  cost  of  home 
health  care  vary  by  patient,  outcome,  and  provider  characteristics? 

(2)  Which  of  these  characteristics  are  the  most  important  in  terms  of 
the  observed  utilization  and  cost  variations?  and  (3)  What  are  the 
relevant  programmatic,  public  policy,  and  research  implications  of 
these  findings?  Generally,  the  findings  indicate  that  most  of  the  ob- 
served variation  in  cost  per  episode  is  not  explainable  in  terms  of 
typical  patient  or  provider  descriptors.  Some  general  findings 
emerged.  The  first  finding  is  that  there  are  some  similarities  in  the  two 
samples  with  regard  to  outcomes,  but  also  significant  differences, 
such  as  that  a  significantly  higher  proportion  of  patients  in  Phila- 
delphia than  in  Massachusetts  improved.  The  second  general  out- 
come-related finding  is  that,  in  both  samples,  patients  who  died  at 
home  while  receiving  care  had  higher  costs  than  other  patients.  (Ex- 
ecutive summary  13  pages.) 


DESCRIPTORS:  Home  Health  Care,  Health  Care  Expenditures, 

Health  Care  Utilization,  Elderly 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0736  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-77-0148 
COST    (In  Thousands):  FY  77-$0 
STATUS:  Study  completed, 

Executive  summary  at  PIC 
START/END  DATES:  June  '77  through  March  '79 
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PROJECT  TITLE:  Determine  the  Costs  of  In-Hospital  Orientation 
Training  and  Other  Inservice  Education  for  RN's  of 
Differing  Educational  Preparation 

REPORT  TITLE:  Costs  of  Hospital-Sponsored  Orientation  and 

Inservice  Education  for  Registered  Nurses 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 

PROJECT  OFFICER:  Moses,  Evelyn;  Rm  5C09,  PKLN  Bldg; 

301-443-6315 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Nursing-Institutional  Aid 

ABSTRACT:  This  survey  was  conducted  to  determine  the  nature  and 
costs  of  hospital  orientation  and  inservice  education  programs  for 
registered  nurses.  The  study  design  included  analysis  for  differences 
in  orientation  costs  for  new  nurses  with  three  different  types  of  educa- 
tional preparation  (diploma,  associate  degree,  and  baccalaureate)  and 
for  cost  differences  in  hospitals  of  varying  sizes.  Retrospective  data 
were  supplied  by  a  stratified  random  sample  of  394  hospitals  in  order 
to  make  projections  on  the  designated  population  of  5,865  hospitals. 
The  total  national  cost  of  inhospital  education  was  estimated  at  $226 
million,  with  $135  million  or  60%  for  orientation  and  $91  million  or 
40%  for  inservice  education.  In  all  hospitals,  the  combined  cost  for 
inhospital  education  averaged  $1  per  patient  day.  Associate  degree 
graduates  generally  averaged  more  hours  of  clinical  unit  orientation 
than  either  diploma  or  baccalaureate  graduates.  Average  salary  costs 
for  training  staff  for  both  orientation  and  inservice  ranged  from  $7,- 
176  in  smaller  hospitals  to  $80,062  in  larger  hospitals.  Additional 
information  on  survey  procedures  and  results  is  appended,  and  sup- 
porting tabular  data  are  provided.  (Final  report  63  pages  plus  appen- 
dices; executive  summary  14  pages.) 

DESCRIPTORS:  Nursing  Manpower,  Adult  Education,  Hospitals,  Sur- 
vey or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0602  PROJECT  NO:  DN  73-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  255-014 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-NV-34082 
COST    (In  Thousands):  FY  74-$95 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '73  through  November  '75 
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REPORT  TITLE:  Critical  Health  Manpower  Shortage  Area 

Designation  and  Physician  Manpower  Requirements  (Four 
Phases) 

PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 

Germantown  MD  20874 
PROJECT  OFFICER:  Daniel,  Calvin  E.;  Rm  957,  PKLN  Bldg; 

301-443-1793 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-National  Health 

Service  Corps 

ABSTRACT:  The  purpose  of  this  study  was  to  further  develop  and 
modify  a  physician  distribution  prediction  model.  From  this  model, 
the  number  of  critical  health  manpower  shortage  area  (CHMSA) 
counties  as  well  as  the  required  number  of  primary  care  physicians 
were  projected  through  1987.  The  results  generated  were  intended 
to  support  the  formulation  of  appropriate  federal  intervention  strate- 
gies to  correct  the  physician  maldistribution  problem.  Specifically, 
the  project  estimated  the  magnitude  and  nature  of  the  geographic 
distribution  of  physicians.  Work  for  this  project  was  also  conducted 
under  Contract  No.  240-77-0143. 

DESCRIPTORS:  Health  Manpower  Projections,  Urban  or  Rural  Places 
or  Problems,  Health  Care  Delivery  Systems,  Physicians 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1377  PROJECT  NO:  BCHS  76-1 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-75-0073 
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HD-OASHDS-Social  Services/Title  XX-Family  Planning 
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ABSTRACT:  Data  on  organized  family  planning  programs  are  present- 
ed and  analyzed  with  a  view  to  applications  for  the  1976  revision  of 
HEW's  five-year  plan  for  family  planning  services.  The  tables  and 
accompanying  narrative  analyses  cover  the  following:  estimated 
number  of  women  at  risk  of  unwanted  pregnancy  who  met  federal 


and  state  criteria  for  medical  family  planning  service  in  1975  and  1976 
(by  region  and  by  state);  data  on  women  served  in  organized  peer 
review  organizations  (PROs)  and  by  private  physicians  in  FY  1975; 
characteristics  of  women  served  in  organized  programs;  characteris- 
tics of  family  planning  service  providers;  and  trends  in  evaluation  of 
organized  family  planning  programs.  Trend  data  show  a  strong  rate 
of  growth  in  the  number  served  by  organized  clinics  from  1968 
through  FY  1972,  with  relatively  lower  rates  of  growth  thereafter. 
Almost  all  patients  served  in  organized  clinics  have  low  or  marginal 
incomes.  In  general,  family  planning  program  patients  are  young, 
white,  low  parity,  and  not  on  welfare.  Prior  to  clinic  enrollment,  47% 
of  all  new  patients  in  FY  1975  had  used  no  contraceptive  method  or 
used  methods  less  effective  than  birth  control  pills  and  intrauterine 
devices.  At  their  last  clinic  visit,  81%  were  using  the  more  effective 
methods.  Of  all  patients  in  organized  programs,  43%  were  served  by 
health  departments,  25%  by  Planned  Parenthood  affiliates,  16%  by 
hospitals,  and  the  remainder  by  other  agencies.  (Final  report  185 
pages.) 
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ABSTRACT:  This  joint  HRA/HSA  evaluation  examined  the  impact  of 
National  Health  Service  Corps  (NHSC)  placements  upon  health  care 
delivery  and  upon  access  to  health  care  within  communities  served 
by  the  corps.  More  specifically,  changes  in  care  delivery  patterns 
attributable  to  the  placement  of  NHSC  physicians  as  well  as  to  inves- 
tigate differences  in  productivity  both  among  NHSC  physicians  and 
between  NHSC  and  private-sector  physicians  were  examined.  Differ- 
ences, if  any,  in  morbidity  and  treatment  between  patients  seen  by 
NHSC  and  those  seen  by  private-sector  physicians  were  also  identi- 
fied. The  contractor  also  determined  whether  the  NHSC  has  reduced 
access  barriers  for  communities  and  subpopulation  groups.  Findings 
from  this  study  are  relevant  to  the  redesignation  of  existing  shortage 
areas  and  to  the  modification  of  shortage  area  criteria.  In  addition. 
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study  results  furnished  information  about  the  deployment  of  NHSC 
physicians.  Finally,  the  study  suggested  possible  program  alternatives 
to  improve  NHSC  efficiency  and  effectiveness.  A  comprehensive 
summary  report  and  11  technical  reports  resulted  from  this  study; 
technical  report 
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STATUS:  Study  completed. 
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PROJECT  OFFICER: 
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PHS-HRSA-Maternal  and  Child  Health-Discretionary 
Activities-Research,  Training  and  Technical  Assistance 

ABSTRACT:  This  volume  is  an  updated  version  of  a  1977  report  enti- 
tled "Death  Investigation:  An  Analysis  of  Laws  and  Policies  of  the 
United  States,  Each  State  and  Jurisdiction."  The  purpose  of  the  new 
edition  is  twofold:  (1)  to  objectively  characterize  for  comparative 
analysis  the  status  of  each  state  and  territorial  death  investigation 
system,  particularly  as  each  relates  to  the  investigation  of  infant 
death;  and  (2)  to  provide  an  information  resource  as  a  point  of  refer- 
ence for  analyzing  possible  legislative  reforms  of  state  and  territorial 
death  investigation  systems.  A  new  edition  was  also  necessary  to 
provide  information  on  four  areas  of  federal  policy  concern:  stand- 
ardization of  death  investigation  protocols;  frequency  of  death  inves- 
tigations; regionalization  of  facilities  and  services;  and  model  state 
law  development.  The  structure  of  the  publication  is  designed  to 
permit  the  reader  to  quickly  find  information  about  specific  death 
investigation  laws  and  systems,  and  then  to  read  or  scan  that  informa- 
tion at  several  levels  of  detail  depending  upon  the  reader's  needs. 
(Final  report  246  pages.) 
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STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  The  study  produced  a  final  report  that  (1 )  summarizes  the 
literature  concerning  relevant  conversion  and  discontinuance  (C/D) 
issues;  (2)  includes  brief  issue  papers  addressing  these  issues;  and  (3) 
presents  alternative  designs  for  a  C/D  demonstration  program  that 
are  generalizable  to  several  federal  agencies  (potential  sponsors  of 
such  demonstrations).  The  report  presents  guidelines  for  designing 
these  types  of  demonstrations.  Chapters  III  and  IV  of  the  report 
discuss  local  evaluation,  the  need  for  a  conversion  group  of  hospitals, 
and  implications  of  the  demonstration  design  for  evaluation. 

DESCRIPTORS:  Hospitals,  Health  Planning,  Research  and  Evaluation 
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ABSTRACT:  This  Neighborhood  Health  Program  (NHP)  study  was 
concerned  with  determining  the  differential  impact  of  the  compre- 
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hensiveness  of  services  offered  by  NHP  on  the  relative  utilization  of 
hospitals  and  the  relative  annual  cost  per  capita  of  care  for  NHP  users 
versus  a  group  of  demographically  similar  non-users  who  had  similar 
levels  of  access  to  care.  These  have  been  articulated  as  the  following 
interrelated  objectives:  (1)  determine  the  relative  utilization  of  ser- 
vices to  Medicaid  recipients  who  are  NHP  users  in  comparison  to 
demographically  similar  Medicaid  recipients  who  are  not  NHP  users 
but  have  similar  levels  of  access  to  care;  and  (2)  determine  the  relative 
annual  costs  of  health  care  services  for  Medicaid  recipients  using 
NHP  versus  cost  for  the  comparison  groups.  The  finding  of  this  study 
and  previous  community  health  center  (CHC)  studies  is  that  CHCs 
are  cost-effective  in  comparison  to  other  sources  of  primary  care 
typically  used  by  urban  AFDC  recipients. 
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ABSTRACT:  Regional  Medical  Program  (RMP)  child-health  projects 
funded  from  1974  through  1975  are  described  and  analyzed.  The 
study  involved  identification  of  most  common  aspects  of  the  RMP 
projects,  based  on  a  mail  survey  of  53  RMP  projects  and  a  series  of 
interviews  at  14  RMPs  refiecting  a  broad  scope  of  projects.  It  was 
found  that  RMP  projects  differ  from  many  federally  supported 
demonstration  grant  programs  in  that  there  is  frequent  and  extensive 
intermingling  between  RMP  staff  and  staff  of  other  local  organiza- 
tions. Project  staffs  were  generally  found  to  be  a  mixture  of  paid 
professionals  and  volunteer  workers.  During  the  18  months  studied, 
RMPs  invested  more  than  $7  million  or  6%  of  total  program  budgets 
in  projects  related  to  child  health.  Sources  other  than  RMPs  invested 
$4.9  million  during  the  same  period.  Of  the  total  invested,  53%  was 
expended  for  direct  services,  2 1  %  for  training  programs,  and  1 8%  for 
health  education.  The  following  points  emerged  as  necessary  to  the 
successful  development  and  operation  of  RMP  projects:  the  personal 
qualities  of  the  project  director;  a  project  management  staff  working 
closely  with  patient  care  providers;  a  successful  pilot  activity;  and  the 
ability  of  local  leaders  to  demonstrate  clearly  the  need  for  such  a 
project.  (Final  report  107  pages;  executive  summary  8  pages.) 
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ABSTRACT:  Sections  748  and  749  of  the  Public  Health  Service  Act 
authorize  the  distribution  of  traineeship  grants  to  accredited  schools 
of  public  health  and  graduate  programs  in  health  administration. 
Schools  and  programs  that  apply  for  these  grants  are  required  to 
make  assurances  that  a  major  portion  of  traineeship  funds  will  go  to 
students  who  have  previously  received  a  postbaccalaureate  degree  or 
have  three  years'  work  experience  in  the  health  field.  The  purpose  of 
this  study  was  to  develop  a  plan  for  testing  the  effects  of  these 
requirements  on  characteristics  of  students  receiving  traineeships  and 
on  the  types  of  first  post-graduate  employment  these  students  secure. 
The  secondary  purpose  of  the  study  was  to  recommend  a  plan  for 
examining  the  effect  of  traineeship  grants  on  policy  issues  as  reviewed 
by  recipient  schools  and  programs.  This  report  proposes  a  plan  for 
carrying  out  this  evaluation  divided  into  the  following  three  sections: 
(1)  the  methodology  and  approach  for  acquisition,  compilation  and 
analysis  of  information;  (2)  a  plan  for  implementation  of  an  acquisition 
mechanism;  and  (3)  a  plan  for  follow-up  of  study  graduates. 
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ABSTRACT:  The  project  had  three  major  purposes:  (1)  to  identify 
measurable  factors  related  to  practice  location  and  physician  reten- 
tion in  HMSAs;  (2)  to  design  studies  determining  the  relevance  of  the 
NHSC  scholarship  application  and  procedures  to  physician  retention 
in  HMSAs;  and  (3)  to  design  other  studies  to  produce  information 
relative  to  physician  retention  in  HMSAs  after  completion  of  NHSC- 
obligated  service.  The  three  purposes  were  achieved.  Location  and 
retention  variables  (e.g.,  marital  status,  community  of  origin)  were 
identified.  Three  designs  were  proposed  to  study  outcome  following 
completion  of  NHSC  service.  The  application  form  and  processes 
were  assessed  and  recommendations  made.  (Executive  summary  41 
pages.) 
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ABSTRACT:  This  paper  provides  individuals  who  are  responsible  for 
reviewing  hospital  construction  projects  with  information  to  use  in 
assessing  hospital  obsolescence  and  preventing  premature  obsoles- 
cence. The  paper  begins  with  definitions  and  descriptions  of  four 
types  of  obsolescence:  physical,  technological,  economic,  and  func- 
tional. The  paper  then  describes  a  process  for  deciding  what  is  ob- 
solete. The  process  includes  a  needs  survey  or  role  study;  a  physical, 


technological,  and  functional  evaluation;  a  preliminary  economic  fea- 
sibility study;  a  preliminary  space  program;  and  a  rate  of  return 
analysis  of  facility  alternatives.  The  paper  also  describes  a  number  of 
measurement  tools  developed  by  architectural  firms  and  others  that 
are  used  to  assess  the  degree  of  hospital  obsolescence.  Criteria  are 
presented  by  which  to  judge  various  physical  and  functional  charac- 
teristics. (Final  report  59  pages.) 
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301-443-4273 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  project  conducted  intensive  case  studies  of  eight 
HMOs  to  identify  factors  that  characterize  successful  HMOs.  Al- 
though the  primary  focus  was  the  organization  and  management  of 
the  HMO,  certain  external  factors  were  also  considered.  Some  of 
these  were  early  market  entry  (which  allowed  the  HMO  to  establish 
a  foothold  in  the  market),  socioeconomic  characteristics  of  the  ser- 
vice area,  hospital  utilization  rates,  and  physician  supply.  In  terms  of 
marketing  and  consumer  relations,  successful  HMOs  place  high  im- 
portance on  consumer  relations,  the  image  of  the  HMO  in  the  com- 
munity, collecting  data  on  potential  markets,  and  carefully  planned 
marketing  strategies.  Success  of  HMOs  is  also  closely  correlated  with 
their  success  at  provider  relations.  Strong  physician  leaders,  who  are 
respected  by  their  peers  and  serve  as  links  between  HMO  manage- 
ment and  rank-and-file  physicians,  are  extremely  important.  A  well- 
designed  physician  reimbursement  system,  utilization  controls,  and 
quality  control  are  all  essential  as  well.  Finally,  the  senior  manage- 
ment contributes  to  success  through  its  ability  to  integrate  various 
functions,  balance  competing  objectives,  maintain  flexibility,  and  es- 
tablish a  respected  corporate  philosophy. 
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Medical  Audit  and  Quality  of  Medical  Care  Review 
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Procedures  (Three  Reports) 
PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 

Germantown  MD  20874 
PROJECT  OFFICER:  Davey,  Richard 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  examined  the  quality  assurance  and  assess- 
ment systems  in  HEW  ambulatory  care  facilities.  Three  reports  were 
produced:  "Identification  of  Internal  Medical  Audit  Procedures  Used 
in  Comprehensive  Health  Service  Programs"  (which  identifies  the 
facilities  and  details  the  process  and  content  of  each  medical  audit 
system);  "Manual  for  Internal  Quality  Review  in  Comprehensive 
Health  Service  Programs"  (which  addresses  some  of  the  fundamen- 
tals in  initiating  a  quality  review  system  and  provides  model  formats 
and  standards);  and  "Manual  for  Developing  Medical  Care  Criteria 
Assessment  Procedures  for  Comprehensive  Health  Service  Pro- 
grams" (which  provides  background  information  on  quality  of  care 
criteria  assessment  and  assurance  and  offers  general  directions  for  the 
organization  of  such  a  system). 
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cords, Quality  Assurance,  Technical  Assistance,  Community  Health 
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PROJECT  OFFICER: 
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PHS-HRSA-Primary  Care  Block  Grant  (PCBG) 

ABSTRACT:  This  bibliography  describes  publications  on  health  care 
administration,  clinical  care,  and  health  promotion  and  disease  pre- 
vention in  ambulatory  care  settings.  Specifically,  the  entries  relate  to 
program  development,  program  administration,  program  evaluation, 
health  promotion/disease  prevention,  clinical  care,  and  reference 
materials.  Reports,  bibliographies,  handbooks,  manuals,  and  directo- 
ries are  included.  Selected  publications  offer  practical  guidance  or 
information  applicable  to  the  development  or  ongoing  operation  of 
a  federally  funded  primary  care  project.  Each  entry  in  the  bibliogra- 
phy includes  the  following  information:  title,  author  (if  applicable), 
an  annotation,  publication  date,  pagination,  and  ordering  informa- 
tion. This  bibliography  was  distributed  by  the  National  Clearing- 
house for  Primary  Care  Information.  (Final  report  88  pages.) 
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ABSTRACT:  The  report  contains  the  final  documentation  for  the  pro- 
ject to  develop  a  program  reporting  capability  for  the  Bureau  of 
Health  Professions  (BHPr).  This  document  summarizes  the  major 
issues  addressed  in  the  18-month  period  of  the  project.  The  report 
also  summarizes  the  detailed  design  of  the  Automated  System  for 
Program  Reporting  and  Information  (ASPRIN)  by  presenting  sys- 
tem specifications,  which  are  categorized  into  input  functions  and 
report  functions.  The  system  now  contains  approximately  1,100  data 
elements,  which  will  be  maintained  in  six  logical  files.  The  specifica- 
tions include  a  detailed  design  of  67  different  computer  programs 
required  to  maintain  the  reporting  system.  See  also  PIC  ID  No. 
2037.1. 
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REPORT  TITLE:  Development  of  a  Child  Health  Strategy  Impact 

Evaluation  Methodology 
PERFORMER:  Maximus,  Inc.,  6723  Whittier  Avenue,  McLean  VA 

22101 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 

Health  (Entire  Program  Area)  (CONSOLIDATED-See 

MCHSBG) 

ABSTRACT:  The  Child  Health  Strategy  (CHS)  is  a  set  of  policies 
promulgated  by  Health  Services  Administration  (HSA)  to  focus 
BCHS-supported  programs  on  the  delivery  of  health  care  services  to 
needy  mothers  and  children.  A  theoretical  methodology  for  evaluat- 
ing certain  aspects  of  the  CHS  based  on  vital  statistics  data  was 
attempted  focusing  on  three  outcome  measures:  birth  cohort  charac- 
teristics, survival  probabilities,  and  infant  mortality  rates.  Essentially, 
the  methodology  relies  on  comparing  expected  and  observed  values 
of  each  measure  for  areas  having  CHS  maternal  and  infant  programs. 
Certain  methodological  problems  were  encountered:  the  estimation 
of  program  penetration  rates,  the  level  of  data  aggregation,  and  the 
role  of  exogenous  factors  in  an  accurate  evaluation.  To  address  these 
problems  and  assess  the  applicability  of  the  methodology  to  real 
world  conditions,  four  site  visits  were  made  to  maternal  and  infant 
care  (MIC)  projects  in  Region  IV.  The  results  of  these  visits  indicated 
that  the  data  to  utilize  evaluation  model  are  available  at  some  sites  but 
vary  in  quality,  that  program  penetration  rates  are  estimable,  and  that 
changes  in  vital  statistics  can  be  related  to  specific  programs.  It  was 
concluded  that  evaluation  of  CHS  components  can  be  undertaken  at 
some  sites  using  vital  statistics  data. 

DESCRIPTORS:  Children  and  Youth,  Maternal  and  Child  Health,  In- 
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STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1592  PROJECT  NO:  BCHS  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  295-647 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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REPORT  TITLE:  Development  of  a  Design  for  Evaluation  of  the 
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PERFORMER:  American  Association  of  Podiatric  Medicine,  6110 
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ABSTRACT:  The  Podiatric  Medicine  Training  Grant  Program  sup- 
ports the  establishment  of  podiatric  clinical  training  sites  in  areas  with 
shortages  of  podiatrists.  The  purpose  of  this  project  was  to  develop 
an  evaluation  design  and  associated  baseline  data  for  future  use  in 
evaluating  this  program.  The  evaluation  design  focuses  on  the  extent 
to  which  clinical  training  sites  in  podiatric  shortage  areas  attract 
shortage  area  students  to  the  study  of  podiatric  medicine.  Other 
program  effects  addressed  by  the  evaluation  design  include  the  extent 
to  which  students  trained  in  podiatric  shortage  areas  return  to  those 
areas  to  practice,  the  volume  and  character  of  the  foot  care  delivered 
to  the  indigenous  population,  and  the  possiblity  that  the  sites  might 
serve  as  an  entry  point  to  the  health  care  delivery  system  for  patients 
previously  denied  such  access.  The  evaluation  design  consists  of  six 
options  involving  primary  data  collection.  Four  of  those  options  are 
surveys  directed  toward  (1)  applicants  to  colleges  of  podiatric  medi- 
cine; (2)  patients  treated  in  program-supported  clinics;  (3)  high  school 
and  college  faculty  and  career  advisors  in  areas  served;  and  (4)  podia- 
tric medical  graduates  practicing  in  shortage  areas.  The  remaining 
two  primary  data  collection  options  involve  personal  interviews  of 
the  clinical  trainees  and  their  supervisors. 
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ABSTRACT:  This  study  designed  a  plan  to  monitor  implementation 
and  impact  of  the  1979  regulations  relating  to  Titles  VI  and  XVI  of 
the  Public  Health  Service  Act.  Specifically,  the  study  addressed  (1) 
determination  and  evaluation  of  the  impact  of  the  assurances  program 
on  access  to  health  care  services  among  persons  unable  to  pay  and 
among  all  persons  seeking  care  in  urban  and  rural  communities  hav- 
ing institutions  with  free  care  and  community  service  obligations;  (2) 
determination  and  evaluation  of  the  impact  of  administrative  costs 
incurred  in  complying  with  42  CFR  Part  124  on  Title  VI  and  XVI 
facilities  and  on  the  federal  government;  (3)  determination  and 
evaluation  of  the  impact  of  indexing  minimum  level  of  care  require- 
ments to  the  Consumer  Price  Index;  (4)  identification  of  administra- 
tive and/or  legislative  characteristics  of  the  program  that  are 
impeding  efficiency,  effectiveness,  and  performance  of  Title  VI  and 
XVI  facilities  and  of  the  Bureau  of  Health  Facilities  administration 
of  the  program;  and  (5)  determination  of  the  information  and  data 
required  to  effectively  monitor  the  program  and  to  assure  that  facili- 
ties are  providing  services  consistent  with  the  regulations.  See  also 
PIC  ID  No.  2038.1.  (Final  report:  Volume  I  99  pages  plus  appendix; 
Volume  II,  appendices,  98  pages.) 
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ABSTRACT:  This  report  is  a  result  of  a  federal  initiative  (the  Emergen- 
cy Medical  Services  Systems  Act  of  1973,  P.L.  93-154)  to  upgrade 
emergency  medical  services  systems  (EMSSs)  in  the  United  States, 
in  particular  the  section  of  the  law  that  requires  a  standardized  patient 
record-keeping  system.  HSA  determined  that  the  requirements  of  the 
law  could  be  met  by  instructing  each  EMSS  grantee  to  collect  a 
specified  and  limited  list  of  data  items.  This  report  discusses  the 
approach  and  methodology  of  a  minimum  EMS  data  set.  See  also  PIC 
ID  Nos.  0594-0594.2.  (Final  report  70  pages.)  pages.) 
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ABSTRACT:  The  statement  of  Policies  and  Procedures  for  Evaluation 
of  Health  Programs  and  the  HEW  Health  Evaluation  Planning  Guid- 
ance, 1976,  outline  agency  responsibility  for  development  of  an 
evaluation  plan  for  utilization  of  funds  allocated  under  Section  513  of 
the  PHS  Act.  To  meet  the  evaluation  planning  calendar  deadlines  and 
to  provide  the  agency  and  its  bureaus/centers  with  additional  per- 
spectives of  their  programs,  this  contract  developed  an  agency  proto- 
type comprehensive  evaluation  plan  and  an  annual  plan  including  a 
suggested  evaluated  technical  review  system. 
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ABSTRACT:  This  study  was  undertaken  to  assess  minority  representa- 
tion in  health  systems  agencies  (HSAs)  and  state  health  planning  and 
development  agencies  (SHPDAs)  and  to  develop  criteria  to  assess 
HSA  performance  and  impact  with  respect  to  the  minority/disadvan- 
taged  population.  The  assessment  of  representation  in  HSAs  and 
SHPDAs  involved  the  analysis  of  data  collected  by  the  Bureau  of 
Health  Planning  and  Resources  Development  (BHPRD)  in  1976  on 
the  number  of  individuals  on  HSA  governing  boards,  executive  com- 
mittees, and  professional  and  support  staffs,  as  well  as  SHPDA 
professional  and  support  staffs.  These  data  were  examined  to  deter- 
mine the  number  of  individuals  present  who  represented  women,  all 
minorities,  consumers/providers,  types  of  providers,  public  officials, 
individuals  with  specific  expertise,  and  programmatic  representa- 
tives. Performance  was  defined  as  the  processes  or  activities  under- 
taken by  an  HSA,  to  include  structure,  process,  and  outputs.  Impact 
was  defined  to  be  the  outcome  or  result  of  HSA  activities-changes  in 
health  status  or  in  health  system  characteristics.  Criteria  developed 
to  assess  impact  were  organized  by  the  six  characteristics  of  the 
health  system  contained  in  PL  93-641:  availability,  accessibility,  ac- 
ceptability, cost,  quality,  and  continuity.  The  last  aspect  of  the  study 
consisted  of  the  recommendation  of  those  modifications  to  the  HSA 
reporting  system  necessary  to  assess  performance  and  impact. 
Volume  I:  NTIS  No.  PB  268-186;  Volume  II:  NTIS  No.  PB  268-187. 
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ABSTRACT:  The  primary  objectives  of  this  study  were  to  (1)  develop 
and  pilot-test  instruments  and  procedures  for  on-site  project  review, 
and  monitor  both  on  a  day-to-day  basis  and  a  longer-term  basis  for 
the  various  research  and  development  projects;  (2)  design  an  on-site 
project  review  and  monitoring  system  to  be  used  by  OHRO  subse- 


quent to  the  contract;  and  (3)  assess  the  effectiveness  of  the  various 
OHRO  research  and  development  projects.  See  also  PIC  ID  No. 
0686.1.  (Final  report  86  pages  plus  appendices;  executive  summary  8 
pages.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Demonstration  Projects,  Minority  Groups,  Grant  and  Contract 
Management,  Management  Information  and  Reporting 
STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  A  center  for  health  planning  was  established  in  each 
HEW  region  under  Section  1 534  of  PL  93-641 .  The  centers'  technical 
assistance  efforts  at  the  time  of  the  study  were  limited  to  training, 
consulting,  and  producing  generic  documents  to  support  efforts.  It 
was  intended  that  the  centers  would  also  assist  in  the  development  of 
new  approaches  and  methodologies.  All  10  centers  began  their  se- 
cond year  of  operation  in  July  1977.  This  project  was  designed  to 
develop  evaluation  methods  to  be  used  to  assess  the  performance  and 
impact  of  the  10  centers.  The  purpose  was  twofold:  (1)  to  provide  the 
bureciu  with  a  method  to  evaluate  the  centers  and  (2)  to  provide  the 
centers  with  a  method  to  carry  out  a  continual  self-evaluation.  To 
achieve  these  purposes,  the  methods  were  developed,  field-tested  at 
two  centers,  and  refined  as  a  result  of  the  field-test  findings  and  inputs 
from  the  project  advisory  panel  and  other  reviewers.  The  method  for 
self-evaluation  to  be  implemented  by  center  staff  is  presented  in 
manual  form  to  assist  center  staff  in  assessing  the  extent  to  which 
compliance  with  contractual  requirements  is  being  met;  the  services 
provided  are  consistent  with  the  strategy  for  meeting  client  needs, 
and  the  strategy  remains  relevant  as  defined  by  changing  priorities  for 
assistance,  changing  resource  availability,  and  the  success  or  failure 
of  previous  services  delivered.  (Executive  summary  13  pages.) 
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ABSTRACT:  This  report  consists  of  three  papers  that  provide  analyti- 
cal information  on  the  geographic  distribution  of  primary  care  physi- 
cians, assess  the  rate  of  diffusion  of  primary  care  physicians  due  to 
past  and  projected  increases  in  their  numbers,  and  project  future 
needs  of  physicians  in  primary  care  health  manpower  shortage  areas 
(HMSAs).  The  first  paper  ("Geographic  Diffusion  of  Physicians") 
presents  diffusion  concepts,  measures,  and  problems;  evidence  for 
diffusion  of  physicians;  population  and  physician  specialty  statistics; 
and  a  discussion  of  efforts  to  forecast  needs  for  physicians  in  HMSAs. 
The  second  paper  ("Forecasts  of  Population-to-Primary  Care  Physi- 
cians Ratios  in  U.S.  Counties,  1982-1994")  presents  an  econometric 
model  of  primary  care  physician  location;  assumptions  underlying  the 
forecasts;  forecasts  to  1994;  and  a  discussion  of  the  relationship  be- 
tween county  population-to-physician  ratios  and  HMSA  designa- 
tions. The  third  paper  ("Projections  of  Primary  Care  Physicians 
Needs  in  Health  Manpower  Shortage  Areas,  1982-1994")  presents  the 
forecasting  technique  used  to  project  the  needs  and  discusses  the 
results.  (Final  report  52  pages.) 
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ABSTRACT:  This  handbook  has  been  designed  as  a  guide  for  evalua- 
tion project  officers  on  how  to  systematically  include  dissemination 
and  utilization  as  an  integral  part  of  evaluation  project  activities.  The 
project  officer  role  described  is  mainly  that  related  to  contracted-out 
federal  evaluation  and  the  inclusion  of  dissemination/utilization  con- 
cepts and  activities  applies  to  the  development  of  the  project  sum- 
mary, request  for  contract,  research  design,  final  report, 
recommendations,  and  other  transformations  of  the  findings  extend- 
ing beyond  the  life  of  the  contract.  The  major  theme  emphasizes  the 
project  officer's  potential  for  taking  the  initiative  in  linking  evaluation 
information  to  potential  users  and  gives  practical  examples  of  ways 
in  which  individual  project  officers  have  gone  about  doing  this.  The 
handbook  contains  (1)  background  material  relating  to  concepts  from 
literature  on  research  and  diffusion,  on  dissemination  and  utilization, 
and  on  dissemination  and  utilization  in  regard  to  evaluation,  and  (2) 
practical  examples  of  how  HRSA  (HRA)  project  officers  have  en- 
gaged in  dissemination/utilization  activities  and  tools  they  have 
found  useful  in  carrying  out  these  activities.  These  examples  were 
culled  from  interviews  and  discussions  with  a  sample  of  HRA  evalua- 
tion project  officers. 
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ABSTRACT:  The  purpose  of  this  report  is  to  describe  and  assess  ex- 
periences of  the  Regional  Medical  Programs  (RMP)  Pilot  Arthritis 
Program  Initiative  funded  from  July  1,  1974,  through  June  30,  1976. 
The  study  gathered  data  from  a  mail  survey  of  31  regional  medical 
programs  (RMPs)  with  arthritis  projects  and  from  on-site  interviews 
with  1 1  RMPS.  The  study  identified  the  need  for  a  model  system  for 
developing  and  implementing  cooperative  linkages  and  a  national 
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mechanism  for  assistance  in  evaluating,  reporting,  and  information 
exchange  among  arthritis  centers  and  new  community  service  pro- 
grams, patients  with  arthritis  and  their  famihes,  and  the  federal  gov- 
ernment. The  final  report  grouped  the  conclusions  and 
recommendations  into  four  sections:  (1)  project  organization  and 
management;  (2)  education  and  manpower;  (3)  community  involve- 
ment; and  (4)  outreach  models.  Resultant  information  can  be  used  (1) 
for  policy  considerations  by  national  professional  organizations;  (2) 
for  developing  and  improving  critically  needed  services;  and  (3)  for 
planning  and  operating  future  arthritis  community  service  projects. 
(Final  report  88  pages.) 
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ABSTRACT:  An  economic  analysis  was  conducted  to  (1)  estimate  the 
cost  of  four  four  federal  programs  for  placing  physicians  in  shortage 
areas;  (2)  evaluate  the  net  financial  benefit  of  the  various  federal 
programs  from  the  perspective  of  the  medical  student;  and  (3)  project 
student  demand  for  the  NHSC  scholarship  program  through  1990. 
The  major  limitation  of  the  methodology  developed  was  that  the 
methodology  was  restricted  to  costs.  Benefits  were  not  defined  and 
estimated.  Some  of  the  findings  include  the  federal  costs  of  a  physi- 
cian in  the  NHSC  scholarship  program  were  the  highest  of  all  the 
options;  under  average  conditions,  the  net  present  values  of  HEAL 
and  HPSL  at  the  time  of  study  were  higher  under  money  than  service 
repayment;  there  will  probably  be  a  moderate  but  steady  increase  in 
NHSC  scholarship  applicants  through  1990.  Also  available  from  PIC 
is  the  five-page  report,  "Economic  Analysis  of  Federal  Aid  to  Medi- 
cal Students:  Plan  for  Dissemination  and  Utilization." 
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ABSTRACT:  This  paper  synthesizes  a  series  of  analyses  conducted  for 
a  variety  of  forward  planning  issues  initially  assigned  as  separate 
topics.  The  issue  that  has  perhaps  eclipsed  all  others  is  the  analysis 
of  demand  changes  that  might  be  associated  with  Comprehensive 
Health  Insurance  Plan  (CHIP)-induced  price  changes  for  HSA  ser- 
vices. The  results  of  the  demand  analysis  are  striking  and  they  dictate 
the  major  direction  of  the  discussion  concerning  alternative  reim- 
bursement strategies  under  national  health  insurance  (NHI)  and  the 
development  of  the  "seed  money"  analysis.  The  perspectives  gained 
from  the  analysis  are  as  follows:  (1)  costs  and  productivity  of  HSA 
centers  are  reasonably  comparable  to  those  of  the  private  sector;  (2) 
the  demand  analysis,  however,  suggests  that  CHIP-induced  cost- 
sharing  provisions  could  lead  to  striking  decreases  in  demand  for 
HSA  programs;  (3)  the  majority  of  the  demand  reduction  appears  to 
be  price  related;  (4)  there  is  a  decision  that  must  be  made  between 
continuing  to  fund  operating  programs  through  grants,  loans,  or  oth- 
er devices  such  that  patient-paid  fees  remain  constant  at  HSA  centers; 
and  (5)  inflation  and  recession  threaten  the  adequacy  of  the  provision 
of  HSA  services  in  the  short  run,  even  if  CHIP  is  not  enacted,  by 
increasing  the  demand  for  services  while  decreasing  the  purchasing 
power  of  existing  budgets  and  threatening  the  limited  but  important 
fee-for-service  income  of  HSA  centers.  See  also  PIC  ID  No.  0836. 
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ABSTRACT:  This  study  addressed  the  following  main  questions:  (1) 
What  has  been  the  role  of  health  professional  school  admissions  poli- 
cies and  curriculum  programs  in  the  career  choices  of  graduates?  and 
(2)  Given  growing  concern  with  the  maldistribution  issues,  what 
policies  and  practices  have  health  professional  schools  adopted  to 
address  these  problems?  A  literature  search  and  review  indicated 
that,  while  there  is  a  wide  body  of  empirical  literature  dealing  with 
the  practice  location  and  specialty  choices  of  physicians  and  the 
determinants  thereof,  far  fewer  empirical  studies  exist  that  deal  with 
the  practice  location  choices  of  the  other  health  professions  or  even 
with  policies  and  programs  of  those  health  professional  schools.  A 
profile  of  existing  health  professional  school  admissions  policies  and 
curriculum  programs  revealed  that  present  medical  school  admis- 
sions policies  to  influence  the  career  choices  of  medical  students 
appear  to  be  limited.  Phone  interviews  were  held  with  health  profes- 
sional school  personnel  to  determine  the  effectiveness  of  recent 
changes  in  admissions  policies  and  curriculum  programs,  as  well  as 
the  reasons  such  policies  and  programs  were  instituted,  when  they 
were  instituted,  and  their  costs.  A  research  design  to  study  admissions 
criteria  and  standards  of  the  schools  and  determinants  of  practice 
location  choices  is  also  presented. 
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ABSTRACT:  This  report  is  one  in  a  series  of  three  reports  pertaining 
to  medical  school  admissions  and  performance.  This  study  assessed 
the  effect  of  state  of  residence  on  an  applicant's  probability  of  admis- 
sion to  medical  school.  Data  for  medical  school  applicants  for  the 
classes  entering  from  1972  through  1975  were  analyzed.  Relevant 
background  data  were  organized  into  four  annual  files.  The  statistical 
models  constructed  show  that  an  applicant's  state  of  residence  makes 
a  large  difference  in  his  or  her  probability  of  being  admitted  to  medi- 
cal school.  When  other  characteristics  are  controlled  for,  majority 
applicants  from  South  Dakota  have  the  highest  probability  of  being 
admitted  and  majority  applicants  from  California  have  the  lowest 
probability  of  being  admitted.  State-of-residence  effects  for  minority 
applicants  are  more  difficult  to  determine,  although  the  models  show 
a  significant  pattern  for  states  that  have  substantial  numbers  of 
minority  applicants  every  year.  Two  factors  appear  to  account  for 
most  of  the  state-of-residence  effects  on  admissions  odds:  (1)  the 
physician-to-population  ratio,  which  favors  applicants  from  states  in 
which  health  care  services  are  in  short  supply;  and  (2)  the  number  of 
private  and  public  medical  schools  in  relation  to  population,  which 
favors  applicants  from  states  with  many  medical  schools.  See  also 
PIC  ID  Nos.  0700.1  and  0700.2.  (Final  report  62  pages.) 
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ABSTRACT:  Rapid  growth  in  health  care  expenditures  during  the  past 
decades  has  created  controversy  over  appropriate  health  manpower 
policy.  Supporters  of  reducing  the  growth  of  health  manpower  often 
cite  counterproductive  effects  of  a  physician  surplus  as  argued  from 
a  supplier-induced  demand  or  demand  creation  theory.  According  to 
this  theory,  physicians  deliberately  create  demand  and  overutilization 
of  professional  care,  because  of  the  ignorance  of  patients  and  the 
rapid  growth  in  the  stock  of  physicians.  The  researchers  found  the 
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model  of  the  demand  creation  theory  to  be  incomplete  and  to  contain 
internal  inconsistencies.  Its  apparent  goal  is  to  explain  the  positive 
correlation  between  physician  fees  and  physician  density.  Extensions 
of  the  model  addressing  equally  important  empirical  evidence  were 
found  to  be  troublesome  and  inaccurate.  A  completed  demand  crea- 
tion model  ("Theories  of  Physician  Behavior:  Demand  Creation  and 
Its  Alternatives")  developed  for  this  project  yields  predictions  large- 
ly indistinguishable  from  an  expanded  demand  supply  model  with 
patient  waiting  time  included.  This  volumes  is  a  companion  report  to 
the  final  report,  "Study  of  the  Effect  of  Physician  Supply  on  the 
Supply,  Mix,  and  Cost  of  Health  Services."  (Final  report  58  pages; 
theories  122  pages.) 
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ABSTRACT:  The  Nurse  Training  Act  of  1964  and  subsequent  acts  and 
amendments  authorized  a  program  of  federal  support  for  nursing 
schools  and  nursing  students.  This  study  examined  federal  assistance 
to  nursing  education  from  one  perspective:  impact  on  the  number  of 
students  entering,  continuing  in,  and  graduating  from  basic  nurse- 
training  programs.  The  statistical  methods  used  differences  in  admis- 
sions, attritions  and  graduations  across  schools  and  years,  identified 
by  presence  or  absence  of  NTA  financial  aid.  The  three  types  of 
educational  programs  (diploma,  associate,  and  baccalaureate)  were 
examined  separately,  and  by  school  size.  The  statistical  models  pre- 
dicted that  between  1969  and  1979  formula/capitation  grants,  loan/ 
scholarship  funds,  and  construction  awards  would  produce  an  in- 
crease of  about  47,000  nursing  school  admissions.  The  total  effects 
were  divided  fairly  evenly  across  the  three  types  of  basic  educational 
programs.  There  appears  to  be  no  consistent  relationship  between 
receipt  of  NTA  funds  and  nursing  school  attritions.  The  increase  in 
graduations  predicted  to  result  from  formula/capitation  grants,  loan/ 
scholarship  funds,  and  construction  awards  between  1969  and  1979 
was  between  32,800  and  42,200.  This  examination  of  the  numerical 
impact  of  federal  funding  for  basic  nursing  education  provided  data 
and  analyses  useful  for  targeting  future  efforts. 
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ABSTRACT:  This  study  was  done  within  the  legislative  mandates  of 
P.L.  94-573  Section  1209(c)(1),  which  requires  that  the  Division  of 
Emergency  Medical  Services  (DEMS)  through  the  Interagency 
Committee  on  Emergency  Medical  Services  study  and  evaluate  on  a 
continuing  basis  the  adequacy,  technical  soundness  and  redundancy 
of  the  roles,  resources,  and  responsibilities  of  all  federal  programs  and 
activities  relating  to  emergency  medical  services.  Information  of  two 
major  types  was  compiled  and  analyzed:  (1)  description  of  federal 
programs  which  provide  primary  support  to  emergency  medical  ser- 
vices throughout  the  nation;  and  (2)  indicators  of  the  extent  to  which 
these  programs  are  adequate,  sound  and  redundant.  Interviews  were 
held  with  officials  of  ten  federal  programs  with  primary  activities  in 
EMS  and  nine  state  EMS  coordinators  with  the  following  results:  (1) 
federal  and  state  officials  generally  consider  funding  of  EMS  activi- 
ties to  be  inadequate;  (2)  technical  assistance  from  DEMS  is  less  than 
adequate;  (3)  differing  program  priorities  determine  distribution  of 
federal  support;  (4)  information  about  availability  of  federal  support 
is  disseminated  mainly  through  informal  channels;  (5)  application 
procedures  for  DEMS  funding  could  be  improved;  (6)  federal  and 
state  officials  identify  program  redundancies  that  are  inherent  in  the 
legislation  and  cannot  be  corrected  by  administrative  action;  and  (7) 
federal  officials  rely  mainly  on  one-to-one  communications  for  intera- 
gency coordination. 
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ABSTRACT:  This  study  was  conceptualized  as  both  a  data  collection 
and  an  analysis  effort.  It  was  undertaken  through  a  detailed  study  of 
the  experiences  of  nine  acute-care  facilities  and  their  communities 
over  a  period  of  four  winters,  1977-78  through  1980-81.  By  collecting 
existing  factual  data  about  the  communities,  their  health  systems 
agencies,  and  the  selected  institutions,  objective  profiles  of  the  sites 
were  prepared.  To  these  were  added  comprehensive  energy  usage, 
conservation,  and  availability  data.  Subjective  data  about  individual 
and  institutional  perceptions,  awareness,  and  plans  regarding  energy 
impacts  were  collected  through  personal  interviews  with  hospital 
personnel,  community  residents,  and  Health  Systems  Agency  staff 
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ABSTRACT:  The  Health  Resources  Administration  was  designated  by 
the  Assistant  Secretary  for  Health  as  the  lead  agency  within  the  PHS 
for  energy-related  issues  and  concerns  in  federal  and  nonfederal 
health  facilities.  This  evaluability  assessment  encompassed  four  ef- 
forts: (1)  to  ensure  that  program  objectives  and  assumptions  for  an 
energy  management  program  as  mandated  by  Executive  Order  12185 
and  P.L.  96-79  were  well  defined,  agreed  to,  and  plausible;  (2)  to 
determine  whether  program  inputs  and  operations  can  realistically  be 
expected  to  match  program  objectives;  (3)  to  determine  appropriate 
measures  of  program  objectives  and  operations;  and  (4)  to  provide  a 
plan  for  conducting  a  preliminary  evaluation  of  an  energy  manage- 
ment program  from  available  information  on  program  performance. 
It  was  concluded  that  a  PHS-wide  energy  management  program 
defined  in  terms  of  changing  the  energy  management  behaviors  of 
recipients  of  PHS  financial  assistance  is  unlikely  to  produce  identifia- 
ble and  measurable  results.  In  examining  the  alternatives  for  the  pro- 
gram, the  only  realistic  objective  is  to  raise  the  awareness  of  PHS 
managers,  who  would  in  turn  raise  the  awareness  of  the  recipients  of 
their  funds,  of  the  need  for  the  benefits  of  energy  management.  The 
report  suggests  that  the  Division  of  Energy  Policy  and  Programs  will 
be  most  effective  if  it  continues  to  target  hospitals  and  nursing  homes. 
(Final  report  36  pages  plus  appendices.) 
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ABSTRACT:  Phase  I  involved  conducting  a  national  survey  of  hospital 
staff  nurses  and  directors  of  nursing  and  presented  some  preliminary 
policy  inferences.  Phase  II  involved  a  more  detailed  analysis  of  the 
two  surveys  and  a  detailed  analysis  of  other  databases,  including  a 
sample  of  nurses  selected  from  the  1970  Public  Use  Sample  of  the 
U.S.  Census  and  a  survey  of  newly  licensed  nurses  conducted  in  1973 
by  the  National  League  for  Nursing.  Phase  II  analyzed  the  relation- 
ship between  the  "shortage"  measure,  turnover,  and  vacancy  rates, 
substitution  of  non-RNs  in  RN  functions,  and  closing  down  beds 
because  RNs  are  not  available.  Although  a  few  patterns  are  found, 
the  results  on  the  whole  are  mixed  and  no  definitive  shortage  measure 
emerges.  While  young  RNs  are  apparently  highly  mobile  as  a  group, 
this  correlation  decreases  monotonically  with  nurse  age.  Older  nurses 
(among  the  newly  licensed  RNs)  stress  proximity  to  family  and 
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friends  as  do  RNs  with  rural  bacicgrounds.  RNs  married  to  students, 
RNs  with  young  children,  and  RNs  married  to  persons  in  nonprofes- 
sional occupations  emphasize  salary  and  fringe  benefits.  Nurses  with 
comparatively  high  grade  point  averages  in  nursing  school  also  stress 
salary.  The  analysis  supports  the  conclusion  found  in  Phase  I,  i.e.,  that 
*  nurse  mobility  is  largely  dependent  on  the  personal  characteristics  of 
the  nurses  employed  by  the  hospital  rather  than  on  the  economic  and 
noneconomic  incentives  offered.  See  also  PIC  ID  No.  0377.  (Final 
report  309  pages.) 
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ABSTRACT:  The  projections  contained  in  this  paper  show  sizable 
increases  until  the  year  2010  in  the  number  of  black  and  Hispanic 
physicians,  dentists,  and  pharmacists.  The  increases  reflect  higher 
levels  of  minority  graduates  since  the  1970s  and  relatively  low  deaths 
and  retirements  because  of  disproportionately  higher  numbers  of 
younger  black  and  Hispanic  practitioners.  Despite  the  increase, 
however,  black  and  Hispanic  physicians,  dentists,  and  pharmacists 
will  still  be  represented  well  below  half  their  percentages  in  the  U.S. 
population  in  the  year  2000.  For  parity  to  be  approached,  minority 
enrollments  would  have  to  be  much  higher  than  can  be  reasonably 
expected.  HHS  Publication  No.  HRS-P-DV  86-1.  (Final  report  63 
pages.) 
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ABSTRACT:  The  Student  Loan  Insurance  Fund  (SLIF)  is  available  to 
pay  on  defaulted  Health  Education  Assistance  Loans  (HEALs)  and 
on  cancellations  of  indebtedness  for  death,  disability,  and  bankruptcy. 
Recently,  the  solvency  of  the  SLIF  has  been  questioned,  because  of 
the  rapid  increase  in  claims  against  it.  This  study  examined  the  finan- 
cial solvency  of  the  SLIF  and  recommended  an  insurance  fee  neces- 
sary to  maintain  its  solvency  through  the  year  2026.  Specific  tasks 
included  (1)  review  of  loan  activities  and  formulas  used  in  the  existing 
SLIF  model;  (2)  development  of  forecasts  to  show  the  cash  flows 
associated  with  the  SLIF  fund;  and  (3)  recommendation  of  insurance 
premium  rates  under  various  scenarios  that  would  maintain  an  ac- 
tuarially sound  SLIF.  Based  on  historical  data  provided  by  the  Bu- 
reau of  Health  Professions  (BHPr)  and  other  governmental  and 
nongovernmental  agencies,  forecasts  were  made  of  future  HEAL 
activities.  It  was  concluded  that  the  insurance  rate  would  need  to  be 
raised  from  2%  to  the  statutory  limit  of  8%  but  that  a  premium  rate 
in  excess  of  8%  would  be  necessary  to  assure  solvency  of  the  SLIF. 
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PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Nottingham,  Stuart 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Grants  to  the  States  (CONSOLIDATED-See 
MCHSBG) 

ABSTRACT:  The  1974  amendments  to  Title  V  of  the  Social  Security 
Act  provide  that  grants  previously  allocated  by  the  federal  govern- 
ment directly  to  grantees  must  now  be  allocated  to  states,  i.e.,  a 
project  grant  program  was  converted  to  formula.  To  receive  alloca- 
tions, each  state  is  required  to  implement  a  Program  of  Projects 
(POP):  Maternal  and  Child  Health,  Family  Planning  Services,  Inten- 
sive Infant  Care,  Child  and  Youth  Services,  and  Dental  Health  Care. 
The  objective  of  this  study  was  to  diagnose  problems  and  present 
solutions  to  spotty  progress  in  state  assumption  of  these  new  respon- 
sibilities. The  study  was  carried  out  through  extensive  interviews 
with  state  and  federal  staff,  supplemented  by  records.  The  study 
found  that  major  barriers  were  present,  including  delinquent,  ambigu- 
ous and  overly  rigid  federal  regulations,  scarcity  of  effective  federal 
assistance  in  planning  and  development,  limited  state  capacity,  fiscal 
constraints  (e.g.,  "grandfathered"  projects  conflicted  with  POP),  and 
state  foot-dragging.  For  example,  the  federal  regulations  were  not 
issued  in  NPRM  form  until  one  year  after  a  twice-delayed  legislated 
start-up  date,  and  whether  the  objective  of  POP  was  maintenance  of 
effort  or  fostering  of  demonstrations  and  reforms  was  unclear.  The 
study  recommended  improved  regulations  (citing  numerous  specific 
deficiencies),  more  technical  assistance,  improved  training,  improved 
information  systems,  and  other  steps.  (Final  report  73  pages.) 
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ABSTRACT:  Cost-containment  efforts  by  the  federal  government  for 
hospitals  and  nursing  homes  within  a  state  are  provided  for  under  the 
Social  Security  Administration  Section  1122  program.  Missouri 


became  the  first  state  to  cancel  an  1 122  agreement  (after  three  years 
in  existence)  on  June  30,  1976.  This  report  evaluates  capital  expendi- 
ture and  service  (CES)  controls  prior  to  the  section  1122  program; 
the  structure,  organization,  and  operation  of  the  program;  the  effects 
and  impact  of  the  program  on  Missouri's  health  care  system;  and  the 
changes  or  effects  within  Missouri  since  cancellation  of  the  program. 
Factors  related  to  termination  considered  in  this  evaluation  are  capi- 
tal expenditure  and  service  controls  in  Missouri  prior  to  the  1122 
program;  a  review  of  the  structure  process  and  decisions  associated 
with  the  program;  the  use  of  institutional  resources  and  financial  and 
organizational  data  in  measuring  the  impact  of  the  program  on  the 
Missouri  health  care  system;  the  reaction  of  health  care  officials, 
consumers,  and  other  related  interests  in  Missouri  on  the  discontinua- 
tion of  1 122;  the  decision  resulting  in  and  the  impact  of  the  program 
termination;  a  description  of  certificate-of-need  and  other  capita!  ex- 
penditure and  service  control  programs  in  that  state;  and  whether  the 
need  is  warranted  for  continued  monitoring  of  CES  controls  in  Mis- 
souri. (Final  report  460  pages;  executive  summary  23  pages.) 
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ABSTRACT:  The  purposes  of  this  task  order  were  to  (1)  determine  the 
type  of  questions  for  which  answers  were  needed  to  evaluate  the 
costs  and  effectiveness  of  the  department's  four  AIDS  demonstra- 
tions; (2)  identify  the  types  of  data/information  required  to  answer 
these  questions;  (3)  identify  the  most  feasible  approaches  for  collect- 
ing data/information  for  the  evaluation;  (4)  briefly  describe  the  AIDS 
health  care  delivery  systems  with  emphasis  on  reporting  systems  that 
exist  or  were  planned  by  each  grantee  organization  at  the  start  of  the 
demonstrations;  and  (5)  identify  and  describe  an  optimum  budget 
approach  to  conducting  the  full  evaluation;  a  mid-range  budget  ap- 
proach; and  a  minimally  acceptable  budget  approach  (including  iden- 
tification of  potential  problems  and  costs  associated  with  each 
approach). 
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ABSTRACT:  The  objective  of  this  project  was  to  develop  an  evalua- 
tion handbook  for  HCOP  grantees  to  (1)  provide  grantees  with  rele- 
vant evaluation  approaches;  (2)  suggest  methodology  for  establishing 
realistic  and  measurable  objectives  for  the  range  of  activities  they 
undertake  to  support  disadvantaged  students  in  the  pursuit  of  health 
careers;  (3)  encourage  grantees  to  engage  in  self-assessment  activities 
and  to  use  the  results  to  improve  their  projects;  and  (4)  encourage  the 
collecting  and  reporting  of  uniform  information  from  individual 
HCOP  projects  so  that  it  can  be  aggregated  nationally  for  manage- 
ment of  the  overall  HCOP  program.  Topics  covered  in  the  handbook 
are  defining  measurable  objectives  for  a  project;  identifying  and  col- 
lecting data  relevant  to  the  measurable  objectives;  analysis  of  the  data 
and  other  uses  for  the  information;  and  how  to  develop  and  use  an 
evaluation  plan  as  a  management  tool.  The  final  section  of  the  hand- 
book is  an  annotated  bibliography  of  materials  useful  to  project 
evaluators. 
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ABSTRACT:  This  project  developed  a  microcomputer  software  sys- 
tem to  assist  in  the  administration  of  the  National  Disaster  Medical 
System  (NDMS).  The  software  system,  the  Disaster  Health  Person- 
nel Data  Base  (DHPDB)  System,  is  designed  to  assist  administrators 
of  NDMS  Disaster  Medical  Assistance  Teams  (DMATs).  The 
DHPDB  System  integrates  information  about  volunteers  who  have 
agreed  to  serve  in  the  NDMS  during  an  emergency  in  which  there 
are  mass  casualties.  This  information  will  be  used  to  manage  those 
volunteers  both  during  unit  formation  and  during  an  activation  peri- 
od. The  system  also  facilitates  the  provision  of  necessary  services  to 
volunteers  and  NDMS  prior  to  and  after  completion  of  a  mass-casual- 
ty incident.  This  report  describes  the  purpose  and  objectives  of  the 
DHPBD  System  and  describes  the  activities  involved  in  the  DHPDB 
System  development.  The  report  also  describes  the  content  of  the 
DHPDB  System  and  the  reports  and  other  outputs  produced  by  the 
DHPDB  System.  (Final  report  21  pages  plus  appendices.) 
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ABSTRACT:  This  report  presents  the  findings  of  a  study  on  advanced 
traineeship  grants,  one  of  four  types  of  grants-in-aid  authorized  by  the 
Allied  Health  Professions  Personnel  Training  Act  of  1966.  The  pur- 
pose of  the  report  was  to  evaluate  the  extent  to  which  the  grants  aided 
-institutions  in  attracting  health  professionals  to  advanced  study  and 
in  increasing  the  number  of  individuals  assuming  occupational  roles 
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in  teaching,  administration,  and  specialized  practice.  The  study  found 
that  the  traineeships  are  important  in  recruiting  alhed  health  profes- 
sionals for  advanced  study.  (Final  report  339  pages.) 
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ABSTRACT:  To  define  representative  health  care  analysis  areas  and  to 
determine  where  shortages  of  health  care  personnel  exist,  this  project 
developed  an  algorithm.  Health  Care  Commuting  Analysis  (HCCA), 
to  analyze  commuting  patterns  for  recipients  of  health  care  services. 
This  report  presents  a  literature  review,  description  of  the  model, 
discussion  of  the  development  and  selection  of  a  national  set  of  health 
manpower  analysis  areas,  and  specific  analytic  findings.  (Final  report 
42  pages.) 
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ABSTRACT:  The  purpose  of  this  study  was  to  perform  several  of  the 
basic  tasks  required  to  assist  the  Health  Services  Administration  in 
performing  its  role  as  part  of  the  Interagency  Task  Force  on  National 
Guidelines  for  Health  under  Section  1501  of  P.L.  93-641.  Specifically, 
it  developed  preliminary  conceptual  models  for  establishing  national 
goals  and  standards  in  the  areas  of  access  to  primary  care  in  under- 
served  areas  and  the  quality  of  health  care.  These  models  were  pre- 
pared for  consideration  by  the  task  force  and  also  by  the  departmental 
committee  on  the  implementation  of  P.L.  93-641.  Appendices  contain 
information  on  methodological  aspects  involved  in  the  cluster  tech- 
nique used  to  identify  population  groups,  provision  of  primary  care, 
quality  care  indicators,  and  the  application  of  screening  criteria  to 
quality  indicators.  (Final  report  218  pages.) 

DESCRIPTORS:  Health  Planning,  Quality  Assurance,  Ambulatory  and 
Outpatient  Health  Care,  Regulation  and  Standard  Setting 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0488  PROJECT  NO:  OA  76-06 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  256-673 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-75-0080  C03 
COST    (In  Thousands):  FY  76-$38 
STATUS:  Study  completed. 

Available  from  NTIS 
START/END  DATES:  July  '75  through  October  '75 


1736 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Usefulness  of  Health  Goals  and 
Standards  Developed  by  CHP  and  Other  Agencies  for 
Implementation  of  Health  Planning 

REPORT  TITLE:  Evaluation  of  CHP  Goals  and  Standards  in 

Relation  to  the  Formulation  of  National  Guidelines  for 

Health  Planning  (Two  Volumes) 
PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Irion,  Lou  Anne 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT:  The  purpose  of  the  project  was  to  evaluate  the  goals  and 
standards  developed  by  the  comprehensive  health  planning  (CHP) 
(A)  and  (B)  agencies  with  regard  to  their  relevance  and  potential 
contribution  to  formulation  of  National  Health  Planning  Guidelines. 
Chapter  I  of  the  report  presents  its  purpose  and  organization,  Chapter 
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II  delineates  the  study  methodology,  Chapters  III  and  IV  present  the 
findings,  and  Chapter  V  presents  recommendations  for  development 
of  national  health  planning  goals  and  standards.  Appendix  A  lists 
CHP  documents  reviewed  in  the  study  grouped  by  (A)  and  (B)  agen- 
cies and  according  to  whether  or  not  the  documents  were  suitable  for 
selection  of  goals  and  standards.  Appendix  B  presents  results  of  the 
telephone  interviews  with  six  CHP  agencies  along  with  the  topic 
guide  that  structured  discussions.  See  also  PIC  ID  No.  0682.1. 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  study  analyzed  the  covenants  in  the  HUD-242  pro- 
gram, analyzed  comparable  financial  covenants  in  the  private  sector, 
and  assessed  the  reasonableness  of  HUD-242  covenants  in  light  of  the 
risk  of  insuring  the  typical  HUD-242  hospital,  dramatic  changes  in 
the  health  care  industry,  and  program  efforts  to  balance  prudent  fiscal 
management  with  necessary  hospital  flexibility.  The  study  first 
analyzed  52  applications  for  mortgage  insurance  approved  by  the 
program  between  October  1981  and  April  1985.  Upon  completion  of 
this  analysis,  project  team  members  conducted  a  series  of  interviews 
with  individuals  from  organizations  involved  in  financing  health  care 
capital  projects  in  the  private  sector.  Interviews  indicated  that  there 
is  a  correlation  between  financial  position  and  covenant  fiexibility, 
with  stronger  institutions  given  greater  latitude.  Ironically,  there  is  a 
recognition  that  weaker  institutions  are  perhaps  those  in  greatest  need 
of  additional  fiexibility.  The  study  confirmed  that  the  typical  HUD- 
242  hospital  would  not  qualify  for  either  private  credit  enhancement 
or  an  investment  grade  rating;  therefore,  HUD-242  hospitals  legiti- 
mately warranted  closer  scrutiny.  The  study  identified  areas  in  which 
the  HUD-242  program  could  appropriately  adopt  more  rigorous  ap- 
proaches to  covenant  implementation  and  several  areas  in  which 
additional  flexibility  might  be  effectively  incorporated. 

DESCRIPTORS:  Loans  and  Loan  Guarantees,  Hospitals,  Facilities 
STUDY  TYPE:  Program  Performance  Evaluation 
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ABSTRACT:  The  purpose  of  this  study  is  to  evaluate  the  criteria  adopt- 
ed and  used  by  the  health  systems  agencies  (HSAs)  and  the  state 
health  planning  and  development  agencies  (SHPDAs)  created  by 
P.L.  93-641,  assess  the  advantages  and  disadvantages  of  these  criteria, 
and  identify  areas  where  additional  criteria  are  needed  by  HSAs  and 
SHPDAs.  In  addition,  the  sources  of  criteria  and  the  process  of 
development  of  criteria  by  HSAs  and  SHPDAs  will  be  considered. 
The  responsibility  for  project  reviews  by  HSAs  and  SHPDAs  comes 
from  Titles  XV  and  XVI  of  the  Public  Health  Service  Act,  as  amend- 
ed by  P.L.  93-641.  The  type  of  project  to  be  reviewed  are  those 
concerning  (1)  modernization,  conversion,  replacement,  and  con- 
struction of  health  facilities,  including  certificate  of  need  (CON) 
regulations;  (2)  relocation  of  health  facilities  or  services;  (3)  the  im- 
pact on  accessibility  of  services;  (4)  the  impact  on  manpower  staffing; 
and  (5)  a  consideration  of  alternate  ways  of  providing  services.  The 
conclusion  of  this  study  will  help  supply  information  in  formulating 
policy  and  in  providing  technical  assistance  to  HSAs  and  SHPDAs 
in  the  development  and  use  of  project  review  criteria. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Health  Planning,  Survey 
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PHS-HRSA-Health  Manpower-Special  Education  Programs 
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ABSTRACT:  A  discussion  of  decentralized  and  regionalized  health 
professional  education  programs  (D/R  HPEPs)  is  provided  as  back- 
ground material  for  the  development  of  a  plan  to  evaluate  D/R 
HPEPs.  The  ideas  and  observations  are  drawn  from  conference  pro- 
ceedings and  prepared  papers  of  Health  Resources  Administration 
(HRA)  staff  and  members  of  an  advisory  group.  Three  main  types  of 
D/R  HPEPs  are  (1)  the  area  health  education  centers,  which  develop 
remote  site  training  programs;  (2)  health  services/education  activi- 
ties, which  are  independent,  community-based  consortia  of  providers 
of  health  services  and  education  and  training;  and  (3)  veterans  ad- 
ministration hospitals,  which  conduct  health  professional  education 
programs.  A  statement  of  D/R  HPEP  goals,  subgoals,  and  objectives 
is  presented,  and  the  activities  of  D/R  HPEPs  are  reviewed.  The 
second  part  of  the  document  is  concerned  with  whether  to  undertake 
a  national  evaluation  of  D/R  HPEPs  and  sets  forth  an  extensive 
evaluation  agenda.  Alternatives  related  to  the  evaluation  design  are 
discussed  and  problems  evaluating  D/R  HPEPs  are  considered: 
measurement  difficulties,  delayed  impacts,  data  availability  and  com- 
parability, attribution,  and  project  heterogeneity.  (Final  report  43 
pages.) 

DESCRIPTORS:  Health  Manpower  Training,  Physicians,  Medical 
Training,  Conference  Proceedings  Feature,  Decentralization,  Re- 
search and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 
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ABSTRACT:  This  study  addressed  the  problem  of  reducing  the  time 
needed  to  obtain  Office  of  Management  and  Budget  (OMB)  approval 
for  surveys  to  collect  data  relating  to  Health  Resources  Administra- 
tion (HRA)  programs.  Findings  discuss  problems  relating  to  470 
defects  cited  by  reviewers  of  HRA  requests  for  OMB  clearance  dur- 
ing 1974.  Other  findings  relate  to  reasons  for  delays  in  clearance  time; 
lack  of  clear  program  relevance  in  requests;  communication  channels; 
and  results  of  interviews  with  reviewers.  The  most  important  areas 
for  improvement  are  in  project  technical  design  and  clearer  justifica- 
tions of  priorities.  The  study  found  that  clearance  time  varied  widely 
from  13  days  to  more  than  300  days.  Among  the  most  frequent 
reasons  for  delay  were  incomplete  supporting  materials,  design  ques- 
tions, lack  of  interagency  coordination,  and  confidentiality  issues. 
Questionnaire  construction  was  rarely  a  problem.  Studies  with  multi- 
ple defects  were  delayed  longer.  Areas  needing  the  most  improve- 
ment are  project  technical  design,  clearer  justification  of  priorities, 
and  reductions  in  review  delays.  (Final  report  95  pages;  executive 
summary  21  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Bureaucratic  Behavior,  Regulation  and  Standard  Setting 
STUDY  TYPE:  Other 
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ABSTRACT:  This  study  used  the  Office  of  Health  Facilities'  Hospital 
Financial  Simulation  Model  to  estimate  the  impact  that  changes  in 
Medicare  reimbursement  policies  would  have  on  the  financial  status 
of  a  sample  of  45  hospitals  from  the  FHA-242  mortgage  insurance 
portfolio.  The  study  developed  a  standard  representing  DRG  reim- 
bursement policies  and  then  projected  the  effects  of  selected  policy 
changes  over  a  15-year  period,  1982-1996.  Policy  changes  included 
in  the  models  were  (1)  a  two-year  extension  of  the  phase-in  to  a 
national  DRG  rate;  (2)  a  50%  reduction  in  the  annual  inflation  rate 
applied  to  DRG  reimbursement;  (3)  a  50%  reduction  in  the  teaching 
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cost  reimbursement  add-on:  and  (4)  the  flat-rate  capital  reimburse- 
ment proposals  of  the  Prospective  Payment  Assessment  Commission 
(PROPAC)  and  others.  The  study  also  predicted  the  impact  of  cer- 
tain "environmental"  changes  on  the  portfolio:  (1)  the  impact  of 
greater  market  penetration  by  health  maintenance  organizations  and 
preferred  provider  organizations  on  the  utilization  of  a  sample  of 
portfolio  hospitals:  and  (2)  the  effect  of  refinancing  at  lower  interest 
rates  under  different  circumstances.  The  analyses  showed  that 
proposals  for  flat-rate  capital  reimbursement  would  have  the  most 
serious  negative  effect  on  the  financial  status  of  the  sample  of  port- 
folio hospitals  and  that  this  effect  was  most  severe  for  those  proposals 
with  short  phase-in  periods. 
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ABSTRACT:  This  study  set  out  to  develop  guidelines  for  collecting 
and  publishing  information  on  allied  health  occupation  training  pro- 
grams. Research  and  methodology  involved  analyzing  and  evaluat- 
ing program  directories  and  used  questionnaires;  interviewing 
program  directors  and  directory  publishers;  and  reviewing  the  work 
of  federally  funded  state  health  manpower  intelligence  facilities  in 
producing  training  program  directories.  Results  of  each  task  are  dis- 
cussed in  detail.  The  report  concludes  with  recommendations  as  to 
the  optimum  format  and  methods  of  producing  and  disseminating 
future  directories.  (Final  report:  Volume  I,  281  pages;  Volume  II. 
appendices.) 
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ABSTRACT:  The  goal  of  this  project  was  to  provide  a  systematic 
evaluation  procedure  that  could  be  applied  to  all  TEAM  programs 
annually  to  assess  the  quality  and  cost-effectiveness  of  dental  school 
training  programs  across  the  nation.  An  advisory  committee  was 
established  to  provide  advice  and  direction  on  all  phases  of  work.  It 
was  responsible  for  making  recommendations  concerning  the  manner 
of  conducting  evaluation  of  all  TEAM  schools.  Included  in  the  final 
report  is  a  copy  of  the  "Work  Manual  for  Evaluating  Program  Effec- 
tiveness and  Cost  Allocation  of  a  TEAM  Program,"  which  presents 
step-by-step  guidelines  for  conducting  annual  assessment  of  individu- 
al TEAM  training  programs. 
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ABSTRACT:  This  project  will  produce  baseline  data  and  information 
on  emergency  medical  services  to  pediatric  and  adolescent  popula- 
tions: how  these  services  are  currently  being  provided,  who  is  provid- 
ing these  services,  and  the  support  services  needed  to  provide  these 
services. 
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ABSTRACT:  The  purpose  of  this  project  was  to  analyze  and  evaluate 
the  capabilities  of  existing  regional  emergency  medical  service 
(EMS)  systems  in  their  delivery  of  specific  emergency  medical  care 
needs  throughout  the  nation.  The  scope  of  the  project  included  gath- 
ering pertinent  data  to  aid  in  the  evaluation  and  analysis  of  the  need 
and  the  level  of  need  of  certain  specialized  health  delivery  systems 
within  the  EMS  system,  and  determining  whether  these  regional 
systems  make  a  difference  on  mortality  and  morbidity  statistics.  The 
report  found  that  available  data  indicate  that  EMS  reduces  mortality 
and  morbidity;  that  it  impacts  on  hospital  admissions  and  on  utiliza- 
tion of  rehabilitation  services  for  poison,  drug  overdoses,  alcoholism, 
and  psychiatric  categories.  The  results  of  this  project  provide  Health 
Services  Administration/Office  of  Planning,  Evaluation,  and  Legis- 
lation (HSA/OPEL)  with  sufficient  data  to  determine  the  local  need 
for  more  extensive  evaluation  of  impact  of  regionalized  systems  on 
major  user  groups.  (Final  report  26  pages.) 
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ABSTRACT:  Four  regional  energy  conferences  were  staged  by  the 
Health  Resources  Administration  (HRA)  to  increase  the  awareness 
of  health  care  facility  administrators  and  engineers  concerning  the 
impact  of  energy  shortages  on  the  ability  of  facilities  to  operate.  The 
conferences  were  also  designed  to  suggest  various  strategies  to  con- 
serve energy  or  otherwise  minimize  the  impact  of  rapidly  rising  fuel 
costs.  A  handbook  on  energy  conservation  was  produced  by  HRA 
for  use  by  small  facility  hospital  engineers.  Recommendations  for 
further  HRA  initiatives  in  the  field  of  energy  include  additional  con- 
ferences, a  national  blueprint,  and  a  high  level  policy  conference. 
Appendices  contain  evaluation  forms,  conference  rosters,  and  a  broc- 
hure advertising  the  conferences.  (Final  report  56  pages.) 

DESCRIPTORS:  Conference  Proceedings  Feature,  Facilities,  Energy, 
Technical  Assistance 
STUDY  TYPE:  Other 

PIC  ID  NO:  0464  PROJECT  NO:  OA  75-5 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  256-006/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-75-0080  COl 
COST    (In  Thousands):  FY  75-$98,  FY  76-$4  "  " 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  February  '75  through  September  '75 


1747 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Enrollment  Trends  of  Minority  Students  in 
Pre-Health  Sciences  and  Health  Sciences  Schools 

REPORT  TITLE:  Evaluation  of  Enrollment  Trends  of  Minority 

Students  in  Pre-Health  Sciences  and  Health  Sciences  Schools 

PERFORMER:  Lawrence  Johnson  &  Associates,  Inc.,  4545  42nd 
Street  N.W.,  Washington  D.C.  20016 

PROJECT  OFFICER:  Yamamoto,  Dr.  Kinzo 


640 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


Accession  No.  1749 


PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Disadvantaged  Assistance; 
PHS-HRSA-Health  Manpower-Health  Professions-Student 
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ABSTRACT:  The  objectives  of  the  study  were  to  identify  the  social, 
institutional,  financial,  and  other  relevant  factors  that  act  as  barriers 
which  reduce  opportunities  for  minority  groups  to  pursue  health 
professions;  analyze  the  effect  of  these  factors  on  admission,  attrition, 
and  graduation  of  minority  groups  from  health  professions  schools; 
and  develop  recommendations  on  how  the  federal  government  can 
change  existing  or  institute  new  programs  and  guidelines  to  increase 
the  number  of  minorities  entering  and  graduating  from  health  profes- 
sions schools.  Secondary  data  sources  were  used  to  document  the 
enrollment  trends  of  minorities  in  health  professions  schools  over  the 
past  few  years.  Twelve  pre-health  sciences  schools  were  chosen  for 
in-depth  case  studies  to  examine  programs  and  attitudes  which  im- 
pact, favorably  or  unfavorably,  on  minority  students  pursuing  profes- 
sional health  careers. 
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PERFORMER:  Moore-Johnson,  Inc.,  1110  Vermont  Avenue  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Facilities  (Entire  Program  Area); 

PHS-HRSA-Health  Facilities-Conversion  and  Discontinuance 

ABSTRACT:  This  study  examined  the  architectural  and  design  criteria 
and  procedures  used  by  federal  and  state  agencies  to  evaluate  the 
design  documents  and  construction  plans  proposed  by  applicants  for 
hospital  mortgage  insurance  under  Section  242  of  the  National  Hous- 
ing Act.  Reviews  of  Section  242  hospital  applications,  analyses  of 
state  licensure  and  Certificate  of  Need  (CON)  offices'  regulations, 
and  interviews  with  personnel  from  Regional  Offices  for  Facility 
Engineering  and  Construction  (ROFEC)  (the  Office  of  Health  Facili- 
ties and  the  10  ROFEC  have  since  been  consolidated  into  three 
regional  Offices  of  Engineering  Services),  federal  and  private  multi- 
hospital  systems,  and  architectural/engineering  firms  show  that  (1) 


the  ROFEC  were  consistent  in  their  application  of  federal  criteria  as 
contained  in  the  Guidelines  for  Construction  and  Equipment  of  Hos- 
pital and  Medical  Facilities,  public  laws,  and  executive  orders;  (2) 
most  state  licensure  regulations  and  standards  were  equal  to  or  more 
stringent  than  the  guidelines;  and  (3)  the  CON  has  often  been  used 
as  a  substitute  for  the  program  narrative.  The  program  narrative  is 
required  by  the  Department  of  Housing  and  Urban  Development  and 
contains  the  programmatic,  financial,  and  construction  information 
necessary  to  completely  describe  a  proposed  hospital  project  prior  to 
its  design  and  construction.  (Final  report  71  pages  plus  appendices.) 

DESCRIPTORS:  Facilities,  Loans  and  Loan  Guarantees,  Hospitals, 
Federal  Administration,  State  or  Local  Administration,  Regulation 
and  Standard  Setting 

STUDY  TYPE:  Research  and  Data  Development;  Program  Manage- 
ment or  Efficiency 
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ABSTRACT:  The  report  describes  seven  designated  state  or  local  ma- 
ternal and  child  health  (MCH)  identification/tracking  systems  de- 
signed to  assure  continuity  of  care  for  the  MCH  population.  The 
description  of  identification/tracking  systems  includes  (1)  how  pa- 
tients enter  the  system;  (2)  how  and  in  what  form  records  are  kept; 
(3)  how  the  record  system  monitors  the  use  of  health  services  by 
clients;  and  (4)  the  system  designed  and  the  data  required  for  monitor- 
ing effectiveness,  administrative  efficiency  and  quality  assurance/ 
accountability.  The  report  also  provides  cost  analyses  on  the  opera- 
tion of  the  main  functional  areas  of  these  identification/tracking  sys- 
tems, and  provides  a  comparative  assessment  of  the  success  of  these 
systems  in  assuring  continuity  of  care  and  their  optimum  impact  on 
the  MCH  populations. 
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ABSTRACT:  In  response  to  the  declining  supply  of  primary  care  physi- 
cians and  their  geographic  maldistribution.  Section  786  of  the  Health 
Professional  Assistance  Act  of  1976  (P.L.  94-484)  authorized  the 
development  and  operation  of  Family  Practice  Residency  Programs 
(FPRPs).  This  study  examined  five  research  topics:  (1)  the  relation- 
ship between  federal  funding  of  FPRPs  and  establishment  of  new 
FPRPs  and  development  of  new  residency  positions;  (2)  the  contribu- 
tion of  federally  and  nonfederally  funded  FPRPs  to  the  supply  of 
primary  care  physicians  and  the  declining  ratio  of  general  practition- 
ers and  family  practitioners  to  the  total  number  of  primary  care 
physicians;  (3)  the  comparison  of  practice  locations  of  graduates  of 
federally  and  nonfederally  funded  FPRPs  with  respect  to  health  man- 
power shortage  areas;  (4)  attrition  of  FPRP  graduates  from  family 
medicine  to  other  medical  specialties  or  nonpatient  care  activities; 
and  (5)  the  relationship  between  geographic  region,  program  struc- 
ture, FPRP  HMSA  status,  program  type  and  program  growth,  attri- 
tion out  of  family  medicine  and  practice  location.  Utilizing  existing 
data,  analyses  were  conducted  which  produced  findings  in  each  of 
these  topical  areas.  The  final  report  and  the  executive  summary  are 
also  available  from  NTIS  (Nos.  HRP-0904038  and  HRP-0904037, 
respectively). 
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ABSTRACT:  Under  evaluation  study  OA  75-102,  an  exploratory 
evaluation  of  U.S.  medical  schools'  efforts  to  achieve  equal  represen- 
tation of  minority  students  was  conducted.  Its  purpose  was  to  assess 
the  degree  to  which  the  goals  established  by  an  Association  of  Ameri- 
can Medical  Colleges  (AAMC)  task  force  report  were  met  and  the 
extent  to  which  the  recommendations  of  the  exploratory  report 
(which  focused  on  short-term  goals  of  the  AAMC  task  force  report) 
were  implemented.  This  report  covers  Phase  I  of  a  projected  two- 
phase  project.  This  follow-on  study  developed  an  objective  me- 
thodology and  quantitative  data  collection  instruments  to  measure 
the  impact  such  factors  as  the  size  of  the  family  of  origin,  the  geo- 
graphic locality  of  the  medical  school,  the  student's  home  of  origin, 
the  types/amounts  of  financial  resources  and  the  amount  of  the  previ- 
ously existing  educational  and  personal  debt  have  upon  the  academic 
performance,  selection  of  medical  practice  specialty,  and  the  location 
of  the  physician  in  a  medically  underserved  area.  Both  volumes  of  the 
report  are  available  from  PIC  and  from  NTIS  (Nos.  PB  274-745/AS 
and  PB  274-746/AS,  respectively);  the  executive  summary  is  availa- 
ble from  NTIS  (No.  PB  274-744/AS);  the  final  report  and  executive 
summary  are  also  available  from  NTIS  as  a  set  (No.  PB  274-743/AS). 
See  also  PIC  ID  No.  0680.  (Final  report:  Volume  I,  80  pages;  Volume 
II,  appendices.) 
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ABSTRACT:  The  Bureau  of  Health  Manpower  has  supported  a  num- 
ber of  programs  designed  to  alleviate  area  health  manpower  short- 
ages. This  report  consists  of  five  major  pieces:  a  detailed  exposition 
of  the  criteria;  a  review  of  pertinent  literature;  a  review  and  evalua- 
tion of  comments  on  the  criteria;  an  independent  analysis  of  the 
criteria  using  a  Canadian  data  set;  and,  drawing  upon  all  the  earlier 
pieces,  final  conclusions  regarding  the  usefulness  of  the  criteria  and 
suggestions  for  improvements.  A  major  conclusion  of  the  evaluation 
is  that  the  HMSA  criteria  permit  entities  to  be  designated  that  are 
characterized  by  quite  different  economic  conditions  without  explic- 
itly identifying  them  by  such  characteristics.  As  a  result,  a  "health 
manpower  shortage"  cannot  be  clearly  defined.  Moreover,  the  same 
remedial  policies  are  not  likely  to  be  appropriate  for  all  the  types  of 
market  conditions  that  the  criteria  are  likely  to  identify.  The  source 
of  this  problem  may  be  that  the  criteria  attempt  to  respond  to  several 
sometimes  inconsistent  policy  objectives.  Notwithstanding  this  im- 
portant underlying  shortcoming,  several  possible  improvements  to  be 
made  in  the  current  criteria  were  identified. 
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ABSTRACT:  Health  systems  agencies  (HSAs)  and  state  health  plan- 
ning and  development  agencies  (SHPDAs),  as  created  through  PL 
93-641,  are  responsible  for  health  planning  and  resources  develop- 
ment in  local  areas  in  states,  respectively.  HSAs  and  SHPDAs  are 
responsible  for  implementing  project  reviews  concerning  certificate 
of  need  (CON)  and  proposed  uses  of  federal  funds  in  line  with  the  cost 
containment  priority  of  PL  93-641.  HSAs  are  also  responsible  for 


developing  health  systems  plans  (HSPs),  while  SHPDAs  develop 
state  health  plans  (SHPs).  Annual  implementation  plans  (AIPs)  at- 
tempt to  make  operational  the  goals  of  the  HSP.  The  purpose  of  this 
study  was  to  evaluate  the  processes  by  which  HSPs,  AIPs,  and  SHPs 
are  developed,  the  contents  of  the  plans,  and  their  use  in  the  perfor- 
mance of  regulatory  reviews.  More  specifically,  the  purpose  of  this 
study  was  to  (1)  evaluate  the  state  of  the  art  in  health  plan  develop- 
ment, the  content  of  plans,  and  the  process  by  which  plans  are  deve- 
loped under  PL  93-641;  (2)  assess  the  extent  to  which  plans  are  used 
in  performing  regulatory  reviews  and  the  manner  in  which  they  are 
used;  (3)  identify  the  reasons  for  use  or  non-use  of  the  plans  in  regula- 
tory reviews;  (4)  evaluate  federal  technical  assistance  (TA)  guidance 
materials  and,  where  possible,  develop  TA  and  guidance  materials 
addressing  those  goals. 
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ABSTRACT:  A  review  of  hospitals  throughout  the  United  States  was 
conducted  to  determine  whether  the  Hill-Burton  requirements  for 
construction  and  equipment  were  contributing  to  efficiency  and  good 
patient  care.  Survey  teams,  consisting  of  a  hospital  nurse,  consultant, 
architect,  and  engineer,  visited  45  sites.  Findings  were  reported  on 
fires  and  accidents,  relations  with  Hill-Burton  agencies,  plans  to  ex- 
pand, medical  and  surgical  nursing,  pediatric  units,  psychiatric  units, 
operating  rooms,  recovery  rooms,  intensive  care  units,  delivery  suites 
and  nurseries,  emergency  rooms,  outpatient  facilities,  laboratories, 
nuclear  medicine,  housekeeping,  staff  facilities,  and  electrical  and 
mechanical  systems.  The  overall  impression  of  the  survey  team  was 
that  most  of  the  hospitals  are  excellent  in  all  important  respects.  Some 
of  the  flaws  cited  are  traceable  to  misjudgments  in  programming  and 
failure  to  estimate  space  needed  for  services.  It  is  suggested  that  the 
Health  Resources  Administration  (HRA)  could  do  more  to  encour- 
age good  design.  Proposed  additions  to  the  concept  of  the  regulations 
involve  new  requirements  for  documented  planning,  additional 
guidelines  incorporated  in  the  requirements,  guidelines  for  review  by 
Hill-Burton  agencies,  and  development  of  concepts  to  promote  desir- 
able features  in  building  design. 
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REPORT  TITLE:  Evaluation  of  HSA  Health  Education/Prevention 
Activities 

PERFORMER:  The  Horizon  Institute  for  Advanced  Design,  Inc., 

51  Monroe  Street,  Rockville  MD  20850 
PROJECT  OFFICER:  Tash,  William  R.,  Ph.D. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services  (Entire  Program  Area) 

ABSTRACT:  The  report  provides  an  analysis  and  categorization  of 
major  Health  Services  Administration  (HSA)  health  education/pre- 
vention components.  It  includes  estimates  relative  to  the  level  of 
effort  expended  for  such  programs,  the  extent  to  which  present  pro- 
grams address  congressional  mandates,  and  an  analysis  of  barriers  to 
the  effective  implementation  of  health  education  activities  across 
HSA  programs.  An  evaluation  is  suggested  to  assess  selected  catego- 
ries of  health  education/prevention  activities. 

DESCRIPTORS;  Consumer  Education,  Public  Health  Services 
STUDY  TYPE:  Other 

PIC  ID  NO:  1593  PROJECT  NO;  OPEL  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  295-808 
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COST  (In  Thousands):  Not  available 
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Available  from  PIC, 
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Available  from  NTIS 
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PROJECT  OFFICER:  Heyman,  Victor 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  study  evaluated  an  Idaho  project  aimed  at  increasing 
the  availability  of  services  to  mothers,  infants  and  children  through 
"consolidating"  categorical  funding.  Idaho  planned  to  have  a  single, 
comprehensive,  integrated,  and  accountable  maternal  and  child 
health/social  services  system.  The  study  was  to  determine  the  extent 
to  which  greater  efficiency  in  service  delivery  or  improved  client 
services  could  result  from  eliminating  the  effects  of  categorical  barri- 
ers. Also  available  from  PIC  is  "Evaluability  Assessment:  Idaho's 
Flexible  Intergovernmental  Grant  (FIG)  Project." 
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Professions-Institutional  Aid 

ABSTRACT;  Section  771  (b)(2)  of  the  Public  Health  Service  Act, 
amended  by  the  Health  Professions  Educational  Assistance  Act  of 
1976  (PL  94-484),  requires  that,  for  medical  schools  to  be  eligible  for 
participation  in  the  Capitation  Grant  Program,  a  specified  percentage 
of  filled  first-year  residencies  in  direct  and  affiliated  medical  resi- 
dence training  programs  have  to  be  in  primary  care.  The  legislation 
set  certain  percentages  which  were  greatly  exceeded  in  the  first  year 
of  its  enactment.  This  may  be  due  to  the  ambiguity  in  the  definition 
of  terms  in  the  legislation,  as  well  as  in  the  definition  of  the  duration 
of  primary  care  practices  for  residents,  e.g.,  one  year  or  more.  The 
study  recommended  that  instructions  and  definitions  used  in  capita- 
tion grant  applications  be  simplified  and  clarified.  For  example,  the 
instructions  can  simply  state  "Report  all  programs  that  admit  resi- 
dents directly  from  medical  school."  The  definition  of  program  af- 
filiation should  also  be  tightened  and  made  less  confusing  by 
replacing  the  word  "students"  with  "residents"  in  all  cases.  The 
reported  attrition  used  to  adjust  the  filled  first-year  positions  reflect 
mainly  the  transfer  to  nonprimary  care  training.  Shifting  to  subspe- 
cialty training  is  missed  by  the  current  system  of  reporting,  since  this 
attrition  occurs  mainly  after  the  third  year  of  training.  It  is  therefore 
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recommended  that  future  reporting  systems  require  the  accounting  of 
the  status  of  residents  after  the  third  year  of  graduate  medical  educa- 
tion. 
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ABSTRACT:  The  Bureau  of  Health  Professions  collected  debt  man- 
agement information  from  over  2,000  programs  participating  in  the 
Health  Professions  Student  Loan/Nursing  Student  Loan  (HPSL/ 
NSL)  programs.  The  manual  data  collection  system  consists  of  four 
reports  a  year:  three  quarterly  debt-management  reports  (QDMRS) 
and  one  annual  operating  report  (AOR).  The  purpose  of  this  study 
was  to  examine  the  manual  data  collection  system  used  for  quarterly 
and  annual  reporting  requirements  and  to  develop,  assess  and  com- 
pare an  automated  system  as  an  alternative.  Through  discussions  with 
HRSA  staff,  educational  institutions,  and  associations,  five  automated 
options  were  considered  for  the  reporting  systems.  These  five  meth- 
ods were  analyzed  for  cost-effectiveness,  ease  of  use,  and  technical 
feasibility  and  were  compared  with  the  manual  system  used  at  the 
time  of  this  study.  Based  on  this  analysis,  a  microcomputer  system 
where  educational  institutions  are  mailed  floppy  diskettes  with  a 
data-entry  program  on  them  was  selected  as  optimal.  The  institutions 
are  to  enter  data  onto  diskettes  then  mail  the  diskettes  to  BHPr.  BHPr 
can  then  process  the  data  and  produce  reports.  It  was  determined  that 
this  method  will  reduce  costs  of  collecting  data  and  will  improve  data 
accuracy.  A  pilot  test  has  been  recommended  prior  to  any  considera- 
tions for  full  implementation  and  guidelines  for  conducting  that  test 
are  provided. 
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ABSTRACT:  Community  health  centers  (CHCs)  and  migrant  health 
centers  (MHCs)  were  evaluated  for  cost  efficiency  and  productivity. 
Those  results  then  were  used  to  make  funding  decisions.  Prior  to 
study  implementation,  standards  for  the  selected  measurement  out- 
liers were  evaluated. 

DESCRIPTORS:  Community  Health  Centers,  Urban  or  Rural  Places  or 
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ABSTRACT:  This  study  examined  four  federally  funded  geriatric  edu- 
cation centers  (GECs)  located  at  Harvard  University,  University  of 
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Michigan,  University  of  Southern  California,  and  State  University  of 
Nevk'  York  at  Buffalo  to  determine  their  preliminary  impact  and  to 
recommend  improvements  in  the  program.  Parameters  of  a  "model" 
GEC  are  also  described.  The  GECs  serve  as  regional  resources  in 
geriatrics  with  an  emphasis  on  developing  the  geriatric  activity  re- 
sulting from  its  efforts.  Specific  effects  of  the  program  include 
courses  and  course  content  added,  increased  professional  activity, 
new  research  initiatives  in  geriatrics,  and  heightened  awareness  of 
geriatrics. 
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ABSTRACT:  This  study's  primary  objectives  were  to  (1)  assess  the 
status  of  prepaid  activities  at  community  health  center  (CHC)  grantee 
sites;  and  (2)  present  findings  and  recommendations  designed  to  facili- 
tate the  successful  expansion  of  CHC  involvement  with  prepaid  pro- 
grams. It  was  found  that  the  potential  exists  for  significant  expansion 
of  prepaid  activity  at  CHC  sites.  However,  the  increasing  competi- 
tion for  prepaid  patients  and  requirements  by  prepaid  plans  for  prov- 
iders will  make  it  incumbent  upon  CHCs  to  strengthen  their  prepaid 
management  expertise.  This  expertise  will  be  particularly  critical  in 
the  areas  of  utilization  review  and  referral  control,  financial  tracking, 
and  negotiating  prepaid  contractual  terms.  Lastly,  the  entrepeneurial 
attitude  of  the  CHCs  visited  and  their  private-sector  philosophy,  in 
terms  of  marketing,  cost-effectiveness,  and  reducing  federal  grant 
dependency,  were  clearly  key  factors  in  their  successfully  pursuing 
prepayment.  Whether  such  strategic  postures  are  replicable  or  exist 
at  other  CHCs  cannot  be  answered  by  this  study.  However,  if  such 
initiative  is  lacking,  then  the  potential  for  prepayment  may  be  much 
more  limited  at  other  sites.  (Final  report  19  pages.) 
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ABSTRACT:  Project  ACORDE  was  a  consortium-based,  instructional 
materials  development  effort  for  dental  education.  The  purpose  of  the 
evaluation  was  to  assess  ACORDE's  impact,  including  utilization  of 
materials,  benefits,  instructional  effectiveness,  barriers  to  adoption, 
and  materials  development  process.  Seven  populations  of  potential 
users  were  identified.  All  users  and  a  sampling  of  non-users  in  each 
population  were  surveyed.  The  findings  indicate  full  or  partial  use  of 
ACORDE  by  24  dental  schools  and  53  dental  auxiliary  training  pro- 
grams. Users  reported  that  costs  of  materials  adoption  were  low, 
faculty  needs  were  not  reduced,  lesson  components  were  useful  in 
their  original  form,  student  and  faculty  acceptance  was  high,  and  the 
course  effectively  teaches  the  required  skills.  ACORDE  produced 
three  major  benefits:  new  channels  of  communication  among  educa- 
tors; uniform  standards  for  performance  quality;  and  materials  useful 
for  teaching  students  and  as  models  for  developing  other  materials. 
Auxiliary  educators  cited  dental  practice  acts  and  costs  as  major 
barriers  to  adoption.  In  dental  schools  there  was  an  apparent  unwill- 
ingness to  accept  the  standardized,  consensus-based  approach. 
Material  adoption  was  not  significantly  related  to  developmental  in- 
volvement. (Final  report  132  pages  plus  appendices.) 
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ABSTRACT:  This  project  assessed  the  impact  of  general  practice  resi- 
dency (GPR)  programs  on  the  practice  characteristics  and  attributes 
of  dentists.  In  Phase  I  a  model  for  evaluating  GPR  training  was 
developed  and  a  draft  questionnaire  was  prepared.  Phase  I  was  con- 
ducted by  the  Eastman  Dental  School  in  Rochester,  New  York.  This 
report  presents  the  findings  from  Phase  II,  which  included  the  survey 
and  data  analysis.  Results  show  that  (1)  nearly  twice  the  proportion 
of  GPR  graduates  (GPRs)  as  non-GPR  general  practitioners 
(NGPRs)  are  on  a  hospital  staff;  (2)  GPRs  provide  more  services  in 
oral  surgery  and  surgical  aspects  of  periodontics  and  endodontics 
than  NGPRs  do;  and  (3)  a  higher  proportion  of  GPRs  than  NGPRs 
teach  dental  residents  in  hospitals  or  dental  schools.  A  copy  of  the 
questionnaire  is  included  as  an  appendix  to  the  report.  A  separate 
volume  of  appendices  (not  available  from  PIC)  includes  Phase  I 
developmental  research,  sampling  and  field  experience,  and  Phase  II 
resource  materials.  (Final  report  156  pages  plus  appendix;  executive 
summary  5  pages.) 
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ABSTRACT:  Results  of  a  30-day  survey  of  seven  regional  offices  and 
15  state  agencies  to  evaluate  the  completeness  and  effectiveness  of 
state  reporting  systems  under  the  Hill-Burton  regulations  concerning 
free  care  are  reported.  A  review  of  the  Hill-Burton  program  and  its 
objectives  and  requirements  is  provided.  Seven  broad  areas  of  re- 
sponsibilities are  imposed  on  state  agencies  for  enforcement  of  the 
Hill-Burton  program:  assurances  of  facilities,  presumptive  compli- 
ance certification,  compliance  report  submission,  state  agency  and 
state  plan  requirements,  review  process  and  procedures  development, 
evaluation  and  enforcement,  and  reports  to  HEW.  It  was  found  that 
all  visited  state  agencies  required  assurances  from  applicants  that  a 
reasonable  volume  of  services  will  be  provided.  In  addition,  all  visit- 
ed state  agencies  obtained  one-time  facility  certification  upon  request 
of  HEW.  The  four  states  that  do  not  have  a  system  or  procedure  for 
obtaining  certification  on  an  annual  basis  are  Tennessee,  New  Jersey, 
North  Dakota,  and  Montana.  Annual  statements  and  approved  budg- 
ets submitted  to  state  agencies  have  been  complied  with  substantially. 
All  of  the  states  have  adopted,  within  the  state  plan,  criteria  for 
identifying  persons  unable  to  pay  for  services.  Recommendations  call 
for  development  of  procedures  and  policy  guideline  manuals  in  the 
areas  of  facility /patient  recordkeeping,  reporting  systems,  and  re- 
gional offices.  (Final  report  118  pages.) 

DESCRIPTORS:  Management  Information  and  Reporting,  Hospitals, 
Regulation  and  Standard  Setting,  User  Charges,  Survey  or  Question- 
naire Feature,  State  or  Local  Administration,  Low-Income  Popula- 
tion 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0471  PROJECT  NO:  BHSR  74-22 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  255-312 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-75-0081 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed, 
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REPORT  TITLE:  Evaluation  of  State  Linkage  Systems  for  Health 

Manpower  Planning  and  Educational  Resource  Development 
PERFORMER:  Urban  Systems  Research  and  Engineering,  Inc., 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower  (Entire  Program  Area); 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT:  The  Bureau  of  Health  Manpower  and  HEW  regional 
offices  sponsored  a  series  of  22  contracts  in  1973  and  1974  to  develop 
relationships  (linkages)  that  would  help  make  manpower  planning 
and  resource  allocation  more  effective.  This  study  assessed  and  eva- 
luated the  linkage  system  concept  as  a  process  for  promoting  efficient 
production  and  utilization  of  health  manpower  through  the  major 
mechanisms  established  by  PL  93-641.  The  methodology  was  deve- 
loped around  the  CIPPE  model;  site  visits  to  each  state  and  regional 
office  project  officer  were  made. 
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DESCRIPTORS:  Case  or  Site  Study  Feature,  Health  Planning,  State  or 
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STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1046  PROJECT  NO:  BHM  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  231-77-0071 
COST    (In  Thousands):  FY  77-$0 
STATUS:  Study  completed, 

Available  from  PIC, 
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PROJECT  TITLE:  Evaluation  of  Technical  Assistance  to  Historically 
Black  Colleges 

REPORT  TITLE:  Evaluation  of  Technical  Assistance  to  Historically 
Black  Colleges 

PERFORMER:  Expand  Associates,  7923  Eastern  Avenue,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Aronoff,  Remy;  Rm  8A09,  PKLN  Bldg; 

301-443-3680 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Careers  Opportunity  Program; 

PHS-HRSA-Health  Manpower-Health 

Professions-Disadvantaged  Assistance 

ABSTRACT:  The  purpose  of  this  project  was  to  determine  whether 
and  how  technical  assistance  (TA)  provided  by  the  Division  of 
Disadvantaged  Assistance  (DDA)  to  prospective  grant  applicants 
could  be  made  more  effective  for  historically  black  colleges  (HBCs). 
Some  findings  from  nine  interviews  with  HBC  personnel  who  have 
attended  DDA  TA  meetings  and  have  applied  for  grants  were  (1) 
Health  Careers  Opportunity  Program  (HCOP)  TA  has  been  general- 
ly responsive  to  the  needs  of  HBCs;  (2)  some  HBCs  believe  they 
would  benefit  by  having  more  individual  TA;  and  (3)  internal  factors 
at  some  HBCs  limit  their  capacity  to  successfully  compete  for  HCOP 
grants  regardless  of  the  quality  of  TA.  (Final  report  80  pages.) 

DESCRIPTORS:  Health  Manpower  Training,  Minority  Groups,  Train- 
ing and  Employment  of  the  Disadvantaged 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2853  PROJECT  NO:  HRSA  86-458 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  337478 
COST    (In  Thousands):  FY  86-$25 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  '86  through  March  '87 
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PROJECT  TITLE:  Evaluation  of  the  Administration  of  the  Direct 
Loan,  Loan  Guarantee  and  Mortgage  Insurance  Programs 
for  Medical  Facilities 


REPORT  TITLE:  Evaluation  of  the  Administration  of  the  Direct 
Loan,  Loan  Guarantee  and  Mortgage  Insurance  Programs 
for  Construction  &  Modernization  of  Facilities 

PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 
Silver  Spring  MD  20910 

PROJECT  OFFICER:  Gascoyne,  John 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Facilities-Facilities  Construction  (Entire 
Program  Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  assess  the  extent  to 
which  HEW  organization,  technical  processes,  and  staffing  of  the 
Title  VI  (Hill-Burton)  and  HUD/FHA  programs  were  adequate  in 
terms  of  program  effectiveness  and  efficiency.  Specific  attention  was 
directed  toward  (1)  description  of  how  the  program  is  administered; 
(2)  assessment  of  overall  program  organization;  (3)  evaluation  of  the 
strength  of  the  policies  and  procedures  through  which  program  oper- 
ations are  conducted;  and  (4)  assessment  of  the  adequacy  of  staffing 
levels  required  to  effectively  administer  the  program.  The  report 
presents  findings,  conclusions,  and  recommendations  for  each  of 
these  areas.  (Final  report  88  pages.) 

DESCRIPTORS:  Hospitals,  Grant  and  Contract  Management,  Federal 
Administration,  Loans  and  Loan  Guarantees 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0487  PROJECT  NO:  BHPRD  76-04 
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CONTRACT/GRANT  NO:  230-75-0081  C08 

COST    (In  Thousands):  FY  76-$46 

STATUS:  Study  completed, 

Available  from  PIC, 
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PROJECT  TITLE:  Evaluation  of  the  Application  of  Instructional 
Technology  in  Selected  Basic  Nursing  Education  Programs 

REPORT  TITLE:  Evaluation  of  the  Application  of  Instructional 

Technology  in  Selected  Basic  Nursing  Education  Programs 
PERFORMER:  American  Institutes  for  Research,  1055  Thomas 

Jefferson  Street  N.W.,  Washington  D.C.  20007 
PROJECT  OFFICER:  Brugger,  John 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education  Programs 

(Entire  Program  Area); 

PHS-HRSA-Health  Manpower-Nursing  (Entire  Program 
Area) 

ABSTRACT:  Findings  of  a  study  to  evaluate  the  application  of  instruc- 
tional technology  (IT)  to  basic  nursing  education  are  presented.  The 
evaluation  is  selective  in  that  it  (1)  focused  on  nursing  education 
programs  using  instructional  technology  effectively;  and  (2)  included 
nursing  education  programs  funded  by  Division  of  Nursing,  Public 
Health  Service,  HEW  through  special  project  grants.  Programs  that 
used  television,  programmed  instruction,  films,  computers,  mul- 
timedia, and  audiotutorial  methods  are  discussed;  and  an  assessment 
of  the  literature  and  its  implications  is  presented.  The  methodology 
is  descriptive  rather  than  experimental.  A  panel  was  selected  to  pro- 
vide guidance  throughout  the  project,  a  sample  of  nursing  education 
programs  was  identified,  and  data  collection  instruments  and  proce- 
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dures  were  documented.  Both  validations  of  the  findings  and  hmita- 
tions  of  the  study  are  discussed.  Contents  and  implementation  of  an 
instructional  module  are  analyzed,  and  module  strengths  and  weak- 
nesses noted.  The  selection  of  commercially  prepared  software  is 
discussed.  (Final  report  172  pages.) 
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Demonstration  Projects 
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ABSTRACT:  This  report  presents  the  findings  of  an  analysis  of  the 
administrative  operations,  medical  services,  and  other  comprehen- 
sive services  of  the  BCHS-funded  Hemophilia  Diagnosis  and  Treat- 
ment Centers  (HDTC)  program,  based  on  site  visits  to  nine  centers. 
The  primary  purpose  of  this  study  is  to  provide  the  Health  Services 
Administration  with  a  more  detailed  understanding  of  the  impact  of 
BCHS  funding  and  the  effectiveness  of  HDTCs  in  delivering  compre- 
hensive service  to  hemophiliacs.  The  evaluation  focuses  on  the  fol- 
lowing areas:  administrative  operations  of  the  centers;  the  type  and 
scope  of  comprehensive  services  provided,  including  direct  patient 
care,  psychological,  social,  and  educational-vocational  services;  the 
desirability  of  home  therapy  in  terms  of  cost  and  outcome;  patient 
outcomes  and  utilization  of  plasma  products  under  comprehensive 
care;  coordinating  procedures  between  the  center  and  other  institu- 
tions and  organizations;  third-party  coverage;  mechanisms  designed 
to  facilitate  the  effective  and  efficient  delivery  of  comprehensive 
services;  and  the  effectiveness  of  program  components.  (Final  report 
50  pages;  executive  summary  27  pages.) 
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PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 
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PROJECT  OFFICER:  Calvin,  Daniel 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community  (Entire  Program 
Area); 
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ABSTRACT:  The  overall  objective  was  to  evaluate  the  capability  of 
the  Bureau  of  Community  Health  Services  Common  Reporting  Re- 
quirements data  (BCRR)  to  measure  the  efficiency  and  effectiveness 
of  selected  programs  of  the  BCHS.  Study  One  examined  the  com- 
pleteness, accuracy,  and  consistency  of  the  BCRR  data  iniorder  to  (1) 
provide  a  basis  for  establishing  data  sets  for  performing  studies  Two 
thru  Five  and  (2)  provide  information  for  determining  whether  the 
data  are  of  sufficiently  high  quality  to  support  the  purposes  for  which 
the  data  are  collected.  Study  Two  determined  if  there  were  exoge- 
nous factors  influencing  three  program  indicators  that  were  used  to 
monitor  the  efficiency  and  effectiveness  of  six  BCHS  programs:  Com- 
munity Health  Centers,  Rural  Health  Initiative,  Health  Underserved 
Rural  Areas,  Migrant  Health,  Family  Planning,  and  National  Health 
Service  Corps.  Study  Three  developed  methods  for  comparing  cost 
per  encounter  across  grantees  within  the  same  program  and  across 
programs.  Study  Four  developed  and  applied  methods  for  measuring 
changes  overtime  in  productivity  and  costs  for  each  of  the  six  pro- 
grams. Study  Five  determined  whether  the  BCRR  serves  any  useful 
purpose  for  the  four  programs  of  the  Maternal  and  Child  Health 
Program  projects:  Dental  Health,  Maternal  and  Infant,  Children  and 
Youth,  and  Family  Planning.  Study  Six  integrated  the  results  of  the 
first  five  tasks  to  provide  recommendations  concerning  the  overall 
objective.  (Final  report  22  pages.) 

DESCRIPTORS:  Information  Systems,  Research  and  Evaluation  Meth- 
ods Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1699  PROJECT  NO:  BCHS  78-6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-78-0029 
COST    (In  Thousands):  FY  78-$99 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '78  through  December  '79 


PROJECT  DESCRIPTIONS 


649 


Accession  No.  1771  Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


1771 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Dissemination  and  Adoption  of 
Findings  Generated  through  Studies  Supported  by  the 
Maternal  and  Child  Health  Extramural  Research  Program 
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PERFORMER:  Human  Interaction  Research  Institute,  1849  Sawtelle 
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301-443-2190 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health-Research  (CONSOLIDATED-See  MCHSBG) 

ABSTRACT:  The  purposes  of  this  study  were  (1)  to  evaluate  how  the 
research  findings  from  the  research  project  Study  of  Behavior  Prob- 
lems of  Rubella  Affected  Children,  supported  by  the  Maternal  and 
Child  Health  Research  Grants  Program  (MCHRGP),  were  dis- 
seminated and  incorporated  into  the  delivery  of  health  care  and  spe- 
cial education;  (2)  to  develop  a  methodology  for  tracing  the  diffusion 
of  findings  from  research  projects  that  later  could  be  refined  for 
routine  use  by  the  MCHRGP;  and  (3)  to  evolve  a  set  of  recommenda- 
tions on  what  MCHRGP  can  do  to  promote  the  diffusion  and  adop- 
tion of  important  research  findings  of  the  projects  it  supports.  The 
research  project  mentioned  above  was  conducted  with  dual  em- 
phases on  the  children  and  their  environment.  The  findings  of  the 
research  project  extend  beyond  the  range  of  children  who  are  hand- 
icapped as  a  result  of  rubella  to  address  issues  in  the  care  and  treat- 
ment of  handicapped  children  in  general. 

DESCRIPTORS:  Information  Dissemination,  Research  and  Evaluation 
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ABSTRACT:  This  evaluation  was  composed  of  four  independent  com- 
ponents: (1)  profile  of  Title  VI  recovery  review  actions;  (2)  descrip- 
tive analysis  of  recovery  review  program;  (3)  theoretical  framework 
for  analysis  of  Hill-Burton  sales;  and  (4)  means  used  by  proprietary 
corporations  to  provide  uncompensated  services.  The  report  includes 
a  history  of  the  five  major  pieces  of  legislation  that  helped  develop 
the  recovery  review  program,  an  outline  of  the  recovery  program 
management  and  administration,  and  an  overview  of  program  activi- 
ty. The  study  findings  will  influence  the  way  in  which  the  recovery 
statute  and  regulations  might  be  changed  in  response  to  the  changing 
nature  of  the  health  care  delivery  system. 
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ABSTRACT:  This  study  evaluated  the  Agency  Assessment  Program 
and  the  contributions  of  its  components  to  the  strengthening  of  com- 
prehensive health  planning  agencies.  The  study  was  designed  to  de- 
termine the  relative  effect  of  the  assessment  program  on  improving 
agency  performance  status;  how  well  the  objectives  of  the  assessment 
program  were  met;  and  the  extent  to  which  technical  assistance  needs 
of  the  agencies  were  met  by  the  Department  of  Comprehensive 
Health  Planning.  The  study  was  unable  to  answer  these  questions.  It 
found  that  the  content  and  role  of  the  performance  standards  needed 
to  be  refined;  the  relationship  of  the  performance  standards  to  the 
assessment/monitoring  process  needed  to  be  changed;  the  measure- 
ment systems  need  to  be  redefined;  the  assessment/monitoring  system 
needed  to  be  based  on  agency  self-reporting  with  selective  verifica- 
tion; the  evaluation  process  needed  to  be  implemented  in  a  more 
uniform,  consistent  manner;  agency  performance  needed  to  be  eva- 
luated; and  the  development  and  dissemination  of  generic  materials 
needed  to  receive  immediate  attention.  (Final  report  203  pages.) 
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ABSTRACT:  This  study  examined  methods  to  improve  the  Hill-Burton 
assurances  process  to  ensure  that  assessments  are  conducted  in  the 
most  efficient  and  effective  manner  possible.  The  two  major  objec- 
tives were  to  (1)  analyze  the  methods,  procedures,  and  staff  manpow- 
er employed  to  initiate  and  complete  a  facility  site  assessment;  and  (2) 
develop  suggestions/options  for  improved  efficiency,  effectiveness, 
and  standardization  for  the  site  assessment  activities  of  the  Hill-Bur- 
ton assurance  program.  The  study  included  (1)  development  of  de- 
scriptive profile  outlining  the  step-by-step  activities  necessary  to 
complete  an  assessment  ;  (2)  site  visits  to  4  of  the  10  regional  offices 
to  interview  auditors  and  participate  in  on-site  facility  assessments;  (3) 
a  written  questionnaire  on  assessment  operations  to  the  10  regional 
offices;  and  (4)  a  review  and  analysis  of  the  Office  of  Health  Facilities 
(OHF)  Assessment  Monitoring  Program.  The  study  found  that  (1) 
preassessment  activities;  (2)  uniform  enforcement  of  policies  and 
procedures;  and  (3)  implementation  of  procedural  changes  have  the 
greatest  impact  on  the  quantity  and  quality  of  assessments  conducted 
by  the  regions. 
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ABSTRACT;  This  evaluation  was  designed  to  provide  more  definitive 
information  regarding  the  usefulness  and  utilization  of  the  deploy- 
ment mechanisms  and  how  they  function  within  PA  training  pro- 
grams. This  investigation  determined  the  amount  and  type  of 
shortage  area  experience  the  students  receive  during  training  and 
whether  these  experiences  have  had  any  effect  on  the  development 
patterns  of  graduates  from  the  training  programs.  The  evaluation  also 
determined  what,  if  any,  assistance  the  programs  offer  in  helping 
graduates  find  jobs  in  health  shortage  areas  and  in  primary  ambulato- 
ry care  settings  in  which  the  graduates  are  most  likely  to  utilize  the 
skills  with  which  the  training  program  has  provided  them.  Thus,  the 
evaluation  concentrated  on  three  major  areas;  (1)  Is  the  mechanism 
utilized  by  the  students?  (2)  Does  the  deployment  mechanism  appear 
to  increase  the  percentage  of  program  graduates  who  locate  in  health 
manpower  shortage  areas?  and  (3)  Does  it  appear  that  the  mechanism 
has  an  effect  on  the  types  of  practices  in  which  the  graduates  obtain 
their  first  employment  after  training  (i.e.,  primary  ambulatory  care 
sites  with  employing  physicians  in  the  primary  care  specialities  of 
internal  medicine,  family  practice,  pediatrics,  general  practice,  and 
obstetrics  and  gynecology)? 
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ABSTRACT:  This  study  investigated  the  rise  in  health  care  expendi- 
tures together  with  questions  of  access,  availabihty,  and  quahty  of 
heahh  care,  which  have  forced  both  state  and  federal  government 
into  more  comprehensive  regulation  of  the  health  care  industry.  At 
the  time  of  this  study,  30  states  and  the  District  of  Columbia  had 
certificate  of  need  (CON)  programs  and,  due  to  PL  93-641  require- 
ments, every  state  by  1980  was  expected  to  administer  such  a  pro- 
gram. The  purpose  of  this  evaluation  was  to  study  the  effect  of  CON 
programs  as  regulatory  mechanisms.  The  evaluation  provided  the 
basis  for  informing  HEW,  Congress,  and  the  states  of  the  effect  of 
different  types  of  CON  programs  in  terms  of  cost,  distribution  of 
facilities,  services  offered,  and  access.  The  methodology  focused  on 
the  effects  of  CON  programs  in  various  states.  Econometric  methods, 
descriptive  statistical  techniques,  cost,  and  case  studies  were  used. 
The  sample  of  states  included  states  with  different  types  of  programs 
and  was  analyzed  over  time  and  cross-sectionally  to  measure  the 
impact  of  changes.  The  findings  were  used  when  reviewing  the  feder- 
al regulatory  requirements  for  state  CON  programs.  In  addition,  the 
findings  and  recommendations  assisted  in  informing  interested  states 
and  in  reporting  to  Congress  on  the  effects  of  CON  programs  as  well 
as  for  new  policy  development. 
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ABSTRACT:  Hospital  cost  finding  procedures  are  evaluated  in  this 
study  in  terms  of  their  effect  on  the  determination  of  ambulatory 
service  costs  such  as  emergency  rooms  and  outpatient  clinics.  The 
study  focused  on  eight  hospitals  on  the  basis  of  bed  size  range  (under 
or  over  200  beds)  and  control/ownership  classification  (nonprofit, 
municipal,  proprietary,  teaching).  A  literature  search  also  was  con- 
ducted and  third-party  payers  were  interviewed.  Significant  limita- 
tions were  revealed  in  the  use  of  current  hospital  cost  finding 
procedures  to  determine  ambulatory  service  costs.  The  allocation  of 
direct  costs  to  revenue-producing  cost  centers  is  a  mechanical  proc- 
ess intended  to  facilitate  cost  allocations  and  is  insufficient  by  itself 
to  determine  ambulatory  costs.  Costs  attributable  to  non-revenue- 


producing  cost  centers  are  uncontrollable  by  the  revenue-producing 
cost  centers  to  which  they  are  allocated.  In  addition,  techniques  used 
to  compute  inpatient  and  outpatient  costs  under  Medicare  and  Medi- 
caid procedures  are  ineffective  in  identifying  ambulatory  services 
costs.  A  bibliography  and  supporting  tables  and  graphs  are  included. 
(Final  report  93  pages.) 
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ABSTRACT:  Since  1971  the  National  Health  Service  Corps  (NHSC) 
has  been  a  significant  component  of  the  federal  government's  policy 
of  redistributing  health  professionals  toward  areas  of  need  in  an  effort 
to  improve  access  to  health  care  services  in  those  areas.  In  1979  HEW 
initiated  an  evaluation  fo  the  NHSC's  physician  placement  program 
in  rural  areas.  The  study  findings  provide  useful  insights  into  the 
nature  and  extent  of  the  effects  of  federal  intervention  into  markets 
for  physicians'services.  This  report  provides  an  overall  summary  of 
the  findings.  The  report  is  organized  into  four  parts.  In  Part  One,  a 
brief  historical  overview  of  the  NHSC  program  is  provided.  The 
objectives  and  general  approach  of  the  study  are  discussed,  and  the 
data  sources  used  are  described.  Findings  from  the  research  are  pre- 
sented in  Parts  Two  and  Three.  Part  Four  is  devoted  to  an  overall 
summary  of  the  findings.  (Final  report  242  pages.) 
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ABSTRACT:  This  study  evaluated  the  efficiency  and  effectiveness  of 
Section  1122  of  the  Social  Security  Act  to  aid  in  filling  gaps  in 
knowledge  about  capital  e.xpenditure  and  services  (CES)  controls. 
CES  controls  are  efforts  by  the  federal  government  to  contain  rising 
health  costs  and  are  predicated  on  the  belief  that  the  supply  of  health 
capital  assets  and  serv  ices  is  a  critical  determinant  of  the  cost  and 
utilization  of  health  care.  Data  were  obtained  from  a  field  study  in  20 
states  and  from  secondar\'  sources.  The  findings  indicate  that  (1) 
regardless  of  the  type  of  controls,  states  approved  more  than  93%  of 
projects  submitted  and  90%  of  expenditures  proposed;  (2)  expansion 
proposals,  which  comprise  large  proportion  of  hospital  proposals, 
have  a  comparatively  high  approval  rate:  and  (3)  nursing  home 
proposals  are  denied  more  frequently  than  those  for  hospitals  or  other 
facilities.  It  is  concluded  that  CES  controls  do  not  perform  effective- 
ly in  preventing  unnecessary  capital  investment  in  health  facilities  and 
services  and  are,  therefore,  an  ineffecti%'e  means  of  containing  health 
costs.  (Final  report  269  pages;  executive  summary  33  pages.) 
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ABSTRACT:  The  goals  of  this  evaluation  project  were  to  (1)  ascertain 
the  effectiveness  of  EFDA  training  in  preparing  dental  auxiliaries  to 
perform  expanded  functions;  (2)  assess  the  degree  to  which  program 
graduates  are  being  utilized  in  practice  to  the  level  of  their  EFDA 
training  and  to  the  extent  allowed  by  state  practice  laws;  (3)  describe 
the  attitudes  of  patients,  dentists,  and  other  auxiliaries  regarding  their 
acceptance  of  delegation  of  expanded  functions  to  trained  auxiliaries; 

(4)  establish  criteria  and  develop  an  evaluation  instrument  for  assess- 
ment of  EFDA  projects  and  (total)  EFDA  program  evaluation;  and 

(5)  interpret  the  descriptive  information  obtained  and  make  recom- 
mendations for  development  and  implementation  of  evaluation  me- 
thodology. In  general,  the  findings  led  to  the  conclusion  that  the 
federal  EFDA  program  was  successful  in  establishing  and  stimulating 
the  growth  of  EFDA  training  projects;  that  EFDA  projects  were 
successful  in  training  dental  auxiliaries  to  perform  a  wide  range  of 
expanded  functions;  that  graduates  of  EFDA  projects  were  confident 
in  their  ability  to  perform  expanded  functions;  that  dentist-employers 
were  highly  satisfied  with  the  training  and  competence  of  their  EF- 
DAs;  that  EFDAs  stimulated  greater  efficiency  and  productivity  in 
many  different  types  of  dental  practices  and  received  greater  earnings 
as  a  result;  and  that  the  typical  dental  patient  was  willing  to  receive 
dental  care  provided  by  dental  practices  that  used  EFDAs. 
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ABSTRACT:  This  study  compared  the  feasibility  of  independent  health 
planning  databases  for  health  systems  agencies  (HSAs)  vs.  centralized 
databases  at  alternative  levels,  i.e.,  substate,  state,  and  multi-state. 
This  study  also  compared  the  relative  efficacy  of  these  alternatives 
and  considered  standards  and  criteria  for  determining  if  and  when 
such  centralization  is  indicated.  The  study,  which  involved  visits  to 
nine  selected  CHP  agencies  (i.e.,  predecessor  planning  agencies), 
concluded  that  (1)  the  annual  cost  of  managing  a  typical  HSAs  data- 
base may  be  conservatively  estimated  at  $40,000-$50,000;  (2)  some 
HSAs  data  activities  are  not  amenable  to  centralization;  and  (3)  a 
state-level  data  center  is  generally  the  most  appropriate,  primarily  to 
ease  collection  and  processing  of  data  available  from  state  agencies 
dealing  with  vital  statistics,  licensure,  regulatory,  and/or  supervisory 
functions  relative  to  manpower  and  facilities.  (Final  report  141 
pages.) 
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ABSTRACT:  The  Geriatric  Curriculum  Development  Grant  Program 
awarded  27  grants  to  assist  in  the  design  and  implementation  of  cur- 
ricula geriatrics  for  health  professionals.  First  funded  in  FY  1979,  the 
three-year  program  was  terminated  after  the  second  year  as  a  result 
of  congressional  action.  The  program  made  a  significant  impact  on 
participating  institutions.  It  spurred  increased  attention  to  geriatrics 
as  a  legitimate  and  important  component  of  the  training  of  health 
professionals.  Additional  faculty  were  drawn  to  research  and  teach- 
ing of  geriatrics.  Courses  and  teaching  materials  were  developed.  The 
most  critical  factors  relating  project  success  involved  people,  most 
particularly  the  qualities  of  commitment  and  expertise  on  the  part  of 


the  project  director  and  interest  among  a  core  group  of  faculty.  Other 
important  contributions  to  success  concerned  the  mobilization  of 
organizational  support-laying  the  groundwork  for  the  project  with 
key  people  at  all  levels,  particularly  the  dean.  In  developing  and 
implementing  geriatric  curricula,  grantees  faced  significant  hurdles 
relating  to  the  lack  of  popularity  of  geriatrics  and  the  difficulty  of 
arranging  interdisciplinary  curricula.  In  addition,  lack  of  faculty  exp- 
ertise in  geriatrics,  establishment  of  unrealistic  goals,  and  failure  to 
lay  the  groundwork  for  the  project  caused  problems  for  grantees  and 
the  termination  of  the  grant  before  programs  could  become  firmly 
entrenched.  (Final  report  78  pages  plus  appendices;  executive  sum- 
mary 8  pages.) 

DESCRIPTORS:  Elderly,  Curriculum  Development,  Health  Manpow- 
er Training,  Medical  Training 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2211  PROJECT  NO:  HRSA  83-117 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-83-0049 

COST    (In  Thousands):  FY  83-$l  12  r'  ^        :  ^  . 

STATUS:  Study  completed. 
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PROJECT  TITLE:  Evaluation  of  the  Financial  Management  Aspects 
of  the  NHSC  Projects 

REPORT  TITLE:  Evaluation  of  the  Financial  Management  Aspects 

of  National  Health  Service  Corps  Sites 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Calvin,  Daniel 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-National  Health 

Service  Corps; 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  This  study,  initiated  at  the  beginning  of  FY  1974,  de- 
scribed the  financial  operations  and  policies  of  the  National  Health 
Service  Corps  (NHSC)  based  upon  a  data  analysis  of  30  NHSC  field 
stations.  Recommendations  for  improvement  of  their  financial  man- 
agement are  subsequently  offered.  The  study  found  that  project 
budgets  do  not  reflect  a  well-developed  plan  for  the  year  and  are 
seldom  used  for  management  purposes;  cash  flow  at  the  NHSC  sites 
is  not  being  maximized;  and  sites  visited  do  not  manage  their  accounts 
receivable  effectively.  (Final  report  33  pages.) 

DESCRIPTORS:  Statistical  Data  Feature,  Statistical  Analysis  Methods 
Feature,  Federal  Administration,  Budgeting,  Economic  Analysis 
Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 
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STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  April  '73  through  July  '74 
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PHS-HRSA  (Entire  Program  Area); 
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Program  Area) 

ABSTRACT:  This  study  evaluated  the  Health  Care  Facilities  Service 
(HCFS)  formal  consultation  function,  which  the  Office  of  Equipment 
Consultation  and  the  Office  of  Consultation  on  Hospital  Functions 
provided.  Although  several  deficiencies  existed  in  the  HCFS  consult- 
ing program,  the  problems  were  found  to  be  related  to  the  administra- 
tion and  organization  of  the  services  rather  than  to  the  technical 
ability  of  the  consulting  staff  and  their  performance  as  consultants. 
The  consultations  provided  were  found  to  be  beneficial  to  the  health 
facilities  that  used  them.  The  problems  confronting  the  HCFS  con- 
sulting program  were  found  to  be  solvable.  Recommendations  are 
provided  with  suggested  methods  to  implement  change.  It  was 
thought  that  these  recommendations  would  give  new  direction  to  the 
program  and  could  make  it  a  more  viable,  useful  resource  to  health 
facilities  and  to  the  Hill-Burton  Program.  (Final  report  174  pages.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Literature  Review 
Feature,  Health  Care  Delivery  Systems,  Facilities,  Management 
Techniques,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0379  PROJECT  NO:  HCFS  72-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  245-908 
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STATUS:  Study  completed. 
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PERFORMER:  Mandex,  Inc.,  8003  Forbes  Place,  Springfield  VA 
22151 

PROJECT  OFFICER:  Adler,  Alex 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions-Student 
Loans 

-  ABSTRACT:  The  Health  Professions  Loan  Repayment  Program  is 
authorized  by  Section  741(F)  of  the  Public  Health  Service  (PHS) 
Act,  as  amended.  This  authorization  enables  Health  Resources  Ad- 
ministration (HRA)  to  pay  a  portion  of  educational  loan  balances 
owed  by  health  professionals  as  a  condition  for  their  agreement  to 
enter  into  and  remain  in  practice  in  designated  health  manpower 
shortage  areas.  In  1979  the  General  Accounting  Office  questioned  the 
need  for  continuation  of  this  program  as  an  effective  means  for  reme- 
dying existing  shortages  of  physician  practitioners  throughout  the 
nation.  This  project  designed  and  conducted  an  assessment  of  the  role 
of  the  loan  repayment  program  in  attracting  and  retaining  program 
participants  in  manpower  shortage  areas.  It  explored  two  fundamen- 
tal issues:  (1)  Why  have  more  students  not  participated  in  the  pro- 
gram? and  (2)  Has  the  program  served  as  an  inducement-or  as  a 
windfall-to  those  who  have  participated?  It  was  found  that  80%  of 
physicians  and  75%  of  dentists  would  have  practiced  in  designated 
shortage  areas  even  if  the  financial  incentive  did  not  exist.  Also,  16% 
of  physicians  and  19%  of  dentists  were  tempted  to  practice  in  such 
areas,  but  would  not  have  been  able  to  do  so  had  it  not  been  for  loan 
repayment.  Only  4%  of  physicians  and  6%  of  dentists  had  no  particu- 
lar desire  to  practice  in  such  areas,  but  did  so  to  qualify  for  loan 
repayment.  (Final  report  89  pages  plus  appendices.) 

DESCRIPTORS:  Scholarships  Fellowships  and  Loans,  Medical  Stu- 
dents 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1957  PROJECT  NO:  BHM  79-017 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-80-0044 
COST    (In  Thousands):  FY  80-$83 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '80  through  December  '81 
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Administrative  Compliance  Costs 
PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 

MA  02140 

PROJECT  OFFICER:  Wells,  Charles  A.;  Rm  13A32,  PKLN  Bldg; 

301-443-4273 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Facilities  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  contract  was  to  revise  and  implement 
the  methodology  that  was  developed  under  Contract  No.  232-80- 
0035  to  evaluate  (1)  the  administrative  costs  incurred  by  Title  VI-  and 
Title  XVI-assisted  facilities  in  complying  with  the  uncompensated 
care  assurances  of  Titles  VI  and  XVI  (42  CFR  Part  124)  and  the 
impact  of  such  costs  on  assisted  facilities;  administrative  costs  include 
personnel  and  other  direct  costs  of  program  operation;  and  (2)  the 
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impact  of  the  inflation  factor  on  Titles  VI  and  XVI  facilities.  Under 
the  indexing  method  used  at  the  time  of  the  study,  76%  of  facilities 
overall  reported  that  they  were  in  compliance.  The  percentage  in 
compliance  varied  from  64%  for  long-term  facilities  to  79%  and  81% 
for  hospital  and  other  facilities.  The  smallest  hospitals  (under  150 
beds)  reported  76%  in  compliance,  while  almost  all  of  the  larger 
hospitals  were  in  compliance.  Three  categories  of  facilities  consist- 
ently have  compliance  difficulty:  (1)  small  rural  hospitals  located  in 
areas  where  insufficient  applicants  qualify  for  Hill-Burton  assistance; 
(2)  long-term  facilities,  which  have  very  high  levels  of  Medicaid 
recipients  and  therefore  find  very  little  demand  for  Hill-Burton  assist- 
ance; and  (3)  "other"  facilities,  which  incur  the  highest  ratio  of  ad- 
ministrative compliance  costs  in  relation  to  care  provided  or  to  their 
total  operating  costs.  These  facilities  in  particular  would  benefit  from 
any  simplification  in  reporting.  See  also  PIC  ID  No.  2038. 

DESCRIPTORS:  Hospitals,  Administrative  Personnel,  Facilities,  Unin- 
sured Population,  Inflation 

STUDY  TYPE:  Program  Strategy;  Program  Management  or  Effi- 
ciency 
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REPORT  TITLE:  Evaluation  of  the  Impact  and  Effectiveness  of 

SIDS  Information  and  Counseling  Projects 
PERFORMER:  Lawrence  Johnson  &  Associates,  Inc.,  4545  42nd 

Street  N.W.,  Washington  D.C.  20016 
PROJECT  OFFICER:  Funke,  Arthur,  Ph.D.;  Rm  7A13,  PKLN  Bldg; 

301-443-6600 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 

Health  (Entire  Program  Area)  (CONSOLIDATED-See 

MCHSBG) 

ABSTRACT:  This  study  was  a  two-phase  project  to  evaluate  the  Sud- 
den Infant  Death  Syndrome  (SIDS)  program  authorized  under  PL 
93-270,  as  amended.  The  evaluation  assessed  the  impact  of  the  nation- 
al program  and  local  SIDS  projects  on  1)  parents  who  received 
services;  2)  institutions  that  prepare  health  emergency  and  other  per- 
sonal service  providers;  and  3)  key  personnel  involved  in  a  SIDS 
death  (e.g.,  coroners,  police,  emergency-room  personnel,  and  local 
project  stafO-  Phase  I  involved  the  development  and  testing  of  instru- 
ments. Phase  II  involved  data  collection  analysis  and  interpretation. 
Volume  II,  which  presents  state  project  information,  is  available  from 
PIC. 

DESCRIPTORS:  Privacy  and  Confidentiality,  Maternal  and  Child 
Health,  Morbidity  and  Mortality,  Outreach  and  Referral,  Survey  or 
Questionnaire   Feature,    Information    Processing,    Research  and 
Evaluation  Performance,  Infants 
STUDY  TYPE:  Program  Impact 
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Integration  of  Family  Planning  Projects  on  the  Effectiveness 

and  Efficiency  of  the  Projects 
PERFORMER:  National  Institute  for  Community  Development, 

Inc.,  2021  K  Street  N.W.,  Washington  D.C.  20006 
PROJECT  OFFICER:  Dobson,  Allen,  Ph.D. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Family  Planning 

ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  impact  of 
consolidation  and  integration  of  family  planning  projects  upon  the 
effectiveness  and  efficiency  of  these  projects.  Basically,  the  study 
defined  the  types  of  consolidation  and  integration  practices,  measures 
of  performance  and  provided  a  comparative  analysis  of  the  perfor- 
mance of  consolidation/utilization.  The  end  results  provide  docu- 
mented information  that  can  be  used  for  (1)  more  effective  and 
efficient  management  and  operation  of  family  planning  projects;  (2) 
possible  input  to  the  annual  report  to  Congress;  (3)  future  evaluation 
of  family  planning  projects;  and  (4)  understanding  historical  evalua- 
tion of  family  planning  project  and  program  development. 

DESCRIPTORS:  Family  Planning,  Services  Integration,  Federal  State 
and  Local  Relations 
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PROJECT  OFFICER;  Buntz,  Gregory 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  >  ,  . 

Development-State  Planning  and  Regulation; 
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X-Many  HHS  Programs-Health 

ABSTRACT:  The  rapid  growth  of  federal  domestic  programs  in  the 
1960s  and  early  1970s  has  contributed  to  the  constancy  of  change  in 
intergovernmental  relationships.  This  pilot  study  was  undertaken  to 
develop  an  analytical  framework  that  would  provide  the  Health  Re- 
sources Administration  (HRA)  with  information  on  the  impact  of 
selected  Public  Health  Service  (PHS)  programs  on  state  health  goals 
and  activities  and  thus  with  a  better  understanding  of  federal  and  state 
roles  in  health  policy  formulation.  The  key  findings  of  the  study  are 

(1)  state  health  goals  frequently  flow  from  federal  program  initiative; 

(2)  federal  health  policy  can  support  conflicting  health  goals  within 
states;  (3)  a  primary  impact  of  federal  programs  is  the  placing  of  an 
issue  on  a  state's  active  agenda;  (4)  federal  health  programs  are  not 
forcing  states  to  shift  their  goals  or  activities  in  any  fundamental  way; 
(5)  states  frequently  use  federal  programs  for  their  own  ends;  (6)  the 
relative  maturity  of  federal  program  goals  is  a  major  influence  on 
state  satisfaction/dissatisfaction;  and  (7)  PHS  programs  that  bypass 
state  officials  (e.g.,  community  mental  health  centers)  engender  oppo- 
sition on  that  basis.  (Final  report  137  pages.) 
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ABSTRACT:  Health  maintenance  organizations  and  health  planning 
are  relatively  new  areas  in  the  health  care  field  which  have  a  potential 


for  contributing  to  better  service  delivery  at  more  controlled  costs. 
The  purpose  of  this  study  is  the  examination  of  the  impact  of  the 
health  planning  agency  subarea  councils  (SACs),  Health  Systems 
Agencies  (HSAs),  State  Health  Planning  and  Development  Agencies 
(SHPDAs),  review  actions  and  decisions  on  the  development  of 
health  maintenance  organizations  (HMOs).  A  further  purpose  of  this 
study  is  to  provide  information  on  types  of  problems  HMOs  may 
have  experienced  and  will  continue  to  experience  as  a  result  of  SAC/ 
HSA/SHPDA  review  activities.  The  main  focus  of  this  study  is  (1) 
planning  agencies  having  stated  objectives  related  to  the  develop- 
ment of  HMOs;  (2)  project  review  findings  consistent  with  their 
stated  goals  toward  HMOs;  (3)  positive  or  negative  effects  of  plan- 
ning and  project  review  activities  of  planning  agencies  on  HMOs;  (4) 
planning  agencies  application  of  special  criteria  for  HMOs;  (5)  dis- 
crimination on  the  part  of  planning  agencies;  and  (6)  reasons  for 
denials  on  HMO  applications.  The  tasks  of  this  study  were  accom- 
plished largely  through  site  visits  and  literature  reviews,  especially 
concerning  certificate  of  need  (CON)  regulations  and  the  Notice  of 
Proposed  Rulemaking  (NPRM)  statement  of  March  17,  1978. 
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Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Impact  of  Selected  PHS 
Programs  on  Substate  Health  Goals  and  Activities 

REPORT  TITLE:  Evaluation  of  the  Impact  of  Selected  PHS 

Programs  on  Substate  Health  Goals  and  Activities 
PERFORMER:  Miller  and  Byrne,  Inc..  6110  Executive  Boulevard, 

Rockville  MD  20852 
PROJECT  OFFICER:  Rocheleau,  Bruce 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource 

Development-State  Planning  and  Regulation 

ABSTRACT:  This  study  examined  the  impact  that  two  Public  Health 
Service  programs,  health  planning  under  P.L.  93-641  and  community 
mental  health  under  P.L.  94-63,  have  on  the  goals  and  activities  of 
localities.  The  report  is  based  on  site  visits  to  localities  in  South 
Carolina  and  Michigan.  Findings  are  based  on  informal  discussions 
with  73  persons  in  these  states  in  addition  to  examination  of  budgetary 
information  and  other  documents.  The  report  focuses  on  a  key  inter- 
governmental aspect  of  the  impact  of  these  two  programs:  To  what 
extent  are  local  governments  forced  to  go  in  directions  they  oppose 
or  are  they  helped  to  do  what  they  want  to  do  in  the  regard  to  health 
goals?  (Final  report  118  pages.) 

DESCRIPTORS:  Federal  State  and  Local  Relations,  State  or  Local 
Government,  Case  or  Site  Study  Feature,  Survey  or  Questionnaire 
Feature 


PROJECT  DESCRIPTIONS 


657 


Accession  No.  1791  Pubik  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1034  PROJECT  NO:  OA  77-12 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  284-362 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-77-0079 
COST    (In  Thousands):  FY  77-$22 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '77  through  March  '78 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Impact  of  the  SHPDA  on  the 
Functioning  of  Other  Health  Agencies  of  the  State 

REPORT  TITLE:  Evaluation  of  the  Impact  of  SHPDAs  on  the 

Activities  of  Other  State  Agencies  (Three  Volumes) 
PERFORMER:  Government  Studies  and  Systems,  Inc.,  3401  Market 

Street,  Philadelphia  PA  19104 
PROJECT  OFFICER:  Lubran,  Robert 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  assess  the  degree  to 
which  various  independent  and  intermediate  variables  (1)  contribute 
to  the  impact  and  influence  of  the  SHPDA  upon  the  health-related 
activities  of  other  state  agencies  and  organizations;  (2)  inform  the 
bureau  about  the  predictive  validity  of  some  of  the  optional  perfor- 
mance standards  used  to  assess  SHPDA  performance;  and  (3)  provide 
the  bureau  regional  offices  and  centers  for  health  planning  with  exam- 
ples or  patterns  of  SHPDA  operations  that  have  been  successful  in 
positively  impacting  on  other  agencies  of  state  government.  The  final 
product  provides  a  state-by-state  analysis  of  impact  derived  from  an 
assessment  of  six  aspects  of  influence  and  impact  (i.e.,  impact  on 
legislation/rules  and  regulations;  influence  of  the  preliminary  state 
health  plan;  impact  on  other  agency  plans,  coordination  and  mutual 
support,  licensure/certification,  attitudes  and  perceptions.)  Fifteen 
case  studies  illustrated  those  factors  that  distinguish  influential  from 
non-influential  agencies.  Volume  I,  the  final  report.  Volume  II,  ap- 
pendices, and  Volume  III,  the  executive  summary,  are  also  available 
from  NTIS  (Nos.  HRP-0901931,  HRP-0901929,  and  HRP-0901930, 
respectively).  (Final  report  volumes  110,  82,  and  14  pages,  respective- 
ly) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Research  and  Evaluation 
Planning  and  Administration,  Health  Planning,  State  or  Local  Ad- 
ministration, Evaluation  by  State  and  Local  Governments 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1668  PROJECT  NO:  BHPRD  78-011 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-78-0084 
COST    (In  Thousands):  FY  78-$75 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '78  through  June  "79 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Impact  of  TEAM  (Training  in 
Expanded  Auxiliary  Management)  Training  on  Dental 
Practice 

REPORT  TITLE:  Evaluation  of  the  Impact  of  TEAM  Training  on 

Dental  Practice 
PERFORMER:  University  of  Washington,  Seattle  WA  98195, 

Chapko,  Michael  K. 
PROJECT  OFFICER:  Micik,  Rudolph;  Rm  8C15,  PKLN  Bldg; 

301-443-6837 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Dental  Health  Education 

ABSTRACT:  The  TEAM  Grant  Program  was  initiated  in  1971.  The 
TEAM  approach  to  the  delivery  of  dental  services  is  one  which  can 
increase  the  productivity  of  the  dental  care  system.  The  concept  is 
based  on  increasing  productivity  through  incorporation  of  manage- 
ment philosophies  and  utilization  of  expanded  function  auxiliaries. 
The  purpose  of  this  contract  was  to  conduct  Phase  I  of  a  two-phase 
project  to  assess  the  differences  between  dentists  who  had  received 
TEAM  training  in  dental  schools  and  dentists  who  did  not  receive 
such  training.  The  contractor  has  developed  and  provided  the  Divi- 
sion of  Dentistry  with  a  research  study  protocol  including  survey 
instruments  (survey  forms  and  cover  letters)  and  other  information 
required  to  conduct,  gather  data  and  perform  the  analysis  needed  for 
this  project. 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Medical 
Training,  Dental  Schools 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1956  PROJECT  NO:  BHM  78-006 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-80-0019 
COST    (In  Thousands):  FY  80-$l  10 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June '80  through  December '80 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Implementation  of  the 

Supplemental  Security  Income  Legislative  Amendments 
Related  to  Medically  Disabled  Children 

REPORT  TITLE:  Evaluation  of  the  Implementation  of  the 
Supplemental  Security  Income  Program  for  Disabled 
Children 

PERFORMER:  Information  Sciences  Research  Institute,  8720 

Georgia  Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Roberts,  James  K. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health  (Entire  Program  Area)  (CONSOLIDATED-See 
MCHSBG); 

X-Many  HHS  Programs-Health; 
X-Many  HHS  Programs-Income  Security 
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ABSTRACT:  The  purpose  of  this  contract  was  to  evaluate  the  im- 
plementation of  the  Supplemental  Security  Income  (SSI)  legislative 
amendments  pursuant  to  Section  1615  of  the  Social  Security  Act,  as 
amended  by  P.L.  94-566,  as  they  relate  to  medically  disabled  children 
and  the  impact  of  such  implementation  on  the  provision  of  services 
to  severely  handicapped  children.  Nine  state  programs  were  exam- 
ined. All  had  some  difficulty  implementing  the  thirty  requirements 
cited  in  the  law,  but  had  state  plans  for  implementation  approved  by 
the  conclusions  of  the  study.  In  most  of  the  states  funds  under  Section 
1615  were  primarily  used  to  supplement  Medicaid  and  disabled  chil- 
dren services. 

DESCRIPTORS:  Children  and  Youth,  Program  Coordination,  Hand- 
icapping Conditions  and  Problems,  Health  Care  Delivery  Systems, 
Law  and  Legislation,  Long  Term  Care,  Supplemental  Security  In- 
come 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1579  PROJECT  NO:  BCHS  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-77-0171 
COST    (In  Thousands):  FY  77-$63,  FY  79-$53 
STATUS:  Study  completed 

START/END  DATES:  October  '77  through  June  "79 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Improved  Pregnancy  Outcome 
Program 

REPORT  TITLE:  Evaluation  of  the  Improved  Pregnancy  Outcome 

Program  (Selected  Volumes) 
PERFORMER:  Geomet,  Inc.,  20215  Century  Boulevard, 

Germantown  MD  20874 
PROJECT  OFFICER:  Fox,  Kathryn 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Family  Planning 

ABSTRACT:  The  purpose  of  the  study  was  to  evaluate  states'  activities 
associated  with  the  Improved  Pregnancy  Outcome  (IPO)  program, 
utilizing  an  evaluation  manual  developed  by  GEOMET  under  a  prior 
contract.  Descriptive  and  statistical  comparisons  were  made  across 
programs  implemented  in  five  states  which  had  received  grants  dur- 
ing the  first  year  of  funding.  Comparisons  were  also  made  between 
the  areas  in  which  the  five  programs  were  operating  and  five  similar 
areas  without  IPO  resources.  The  evaluative  results  indicated  that  the 
IPO  program  met  with  mixed  success  during  its  first  year  of  opera- 
tion. Several  programs  experienced  improvements  in  measures  of 
pregnancy  outcome  and/or  activity  levels,  but  two  of  the  programs 
made  no  measurable  achievements.  Despite  some  political  problems, 
management  problems,  and  hiring  difficulties,  the  programs  filled 
numerous  gaps  in  the  perinatal  care  systems  surrounding  their  opera- 
tion. Relative  to  areas  without  IPO  resources,  the  IPO  areas  took 
more  advanced  steps  toward  development  of  a  regionalized  system 
of  care  and  generally  placed  a  greater  emphasis  on  identification/care 
of  high-risk  patients,  tracking  of  patients,  and  efforts  to  assess  quality 
of  care  and  monitor  pregnancy  outcomes.  Also  available  from  PIC 
are  "Variations  to  the  Evaluation  Methodology"  and  state  evaluation 
reports  for  Mississippi,  North  Carolina,  South  Dakota,  and  West 
Virginia.  (Final  report  328  pages.) 

DESCRIPTORS:  Family  Planning,  Evaluation  by  State  and  Local  Gov- 
ernments 


STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1595  PROJECT  NO:  BCHS  77-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-76-0166 
COST    (In  Thousands):  FY  77-$0,  FY  78-$0 
STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 
START/END  DATES:  September  '77  through  October  '78 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Management  Reporting  and 
Evaluation  System  (MRES) 

REPORT  TITLE:  Evaluation  of  the  Management  Reporting  and 

Evaluation  System  (MRES) 
PERFORMER:  Government  Studies  and  Systems,  Inc.,  3401  Market 

Street,  Philadelphia  PA  19104 
PROJECT  OFFICER:  Ott,  Joseph 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT:  The  purposes  of  the  study  were  (1)  to  assess  the  extent 
to  which  each  of  the  processes  in  the  management  reporting  and 
evaluation  system  developed  for  use  by  regional  medical  programs 
was  transferable  to  health  systems  agencies  (HSAs)  and  state  health 
planning  and  development  agencies  (SHPDAs);  and  (2)  to  recom- 
mend modifications  that  may  be  necessary  to  make  the  MRES  usable 
to  HSAs  and  SHPDAs.  The  primary  conclusion  was  that  the  MRES 
was  indeed  applicable  to  the  HSA  environment,  and  specifically  that 
the  MRES  can  be  an  extremely  useful  management  system  for  an 
HSA.  The  feasibility  of  using  the  MRES  to  support  SHPDA  activi- 
ties was  less  obvious.  Although  the  greatest  value  of  the  MRES  is  the 
structure  it  can  provide  for  management  activities,  the  MRES  can 
also  provide  sufficient  data  for  meeting  external  reporting  require- 
ments. Recommendations  were  made  concerning  several  minor 
modifications  to  enhance  the  utility  of  the  MRES  and  HSAs.  It  was 
suggested  that  these  modifications  be  made  as  part  of  a  field  test  of 
the  MRES  in  selected  HSAs.  A  conceptual  design  of  the  MRES  for 
an  HSA  is  outlined  in  the  report.  (Final  report  83  pages.) 

DESCRIPTORS:  Information  Systems,  Health  Planning,  Management 
Techniques,  Research  and  Evaluation  Planning  and  Administration, 
Management  Information  and  Reporting 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0816  PROJECT  NO:  BHPRD  76-8 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  265-239 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0209  TO  1 
COST    (In  Thousands):  FY  76-$  13 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '76  through  February  '77 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  National  Health  Planning 
Information  Center  (NHPIC) 

REPORT  TITLE:  Evaluation  of  the  National  Health  Planning 

Information  Center  (NHPIC) 
PERFORMER:  JRB  Associates,  8400  Westpark  Drive,  McLean  VA 

22102 

PROJECT  OFFICER:  Gold,  Jon;  Rm  13A56,  PKLN  Bldg; 

301-443-7577 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  The  National  Health  Planning  Information  Center 
(NHPIC)  was  established  in  response  to  P.L.  93-461  primarily  to 
support  the  health  planning  and  resource  development  program  of 
health  systems  agencies  and  state  health  planning  agencies.  The  ob- 
jectives of  NHPIC  are  to  establish  an  information  base  for  health 
planning  and  to  facilitate  access  to  this  information  base  through  a 
variety  of  products  and  services.  This  evaluation  assessed  the  extent 
to  which  the  NHPIC  is  meeting  its  objectives,  particularly  with 
regard  to  the  needs  of  health  systems  agencies  and  state  health  plan- 
ning agencies.  This  evaluation  involved  the  examination  of  documen- 
tation concerning  NHPIC  operations  and  observations  of  the  NHPIC 
management  information  system  (MIS)  to  extract  data  on  NHPIC 
operations.  Findings  indicate  that  (1)  the  primary  target  group  has 
been  reached  by  NHPIC;  (2)  NHPIC  is  servicing  users  in  a  timely 
fashion;  (3)  many  materials  included  in  NHPIC  are  not  relevant  to 
users;  (4)  the  NHPIC  management  control  system  has  significant  gaps 
in  its  extent  and  coverage;  and  (5)  since  the  NHPIC  reference  special- 
ists are  the  only  health  planning  oriented  staff,  they  are  key  to  NHPIC 
operations.  It  is  recommended  that  the  NHPIC  MIS  be  revised,  that 
an  ongoing  evaluation  process  be  established,  and  that  screening 
criteria  for  improving  document  processing  be  developed.  The  report 
and  the  executive  summary  are  also  available  from  NTIS  (Nos.  PB 
272-276  and  PB  272-277,  respectively). 

DESCRIPTORS:  Health  Planning,  Information  Dissemination,  Techni- 
cal Assistance 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0761  PROJECT  NO:  BHPRD  76-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0211  TO  1 
COST    (In  Thousands):  FY  76.  l-$62 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '76  through  April  '77 
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PROJECT  TITLE:  Analysis  of  the  Effectiveness  and  Efficiency  of 
the  Three  Types  of  Nursing  Programs 

REPORT  TITLE:  Evaluation  of  the  Nurse  Training  Act 


PERFORMER:  Cresap,  McCormick,  and  Paget,  Inc.,  245  Park 

Avenue,  New  York  NY  10167 
PROJECT  OFFICER:  Groner,  E. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Nursing  (Entire  Program 

Area); 

PHS-HRSA-Health  Manpower-Nursing-Student  Loans; 
PHS-HRSA-Health  Manpower-Nursing-Institutional  Aid 

ABSTRACT:  This  evaluation  developed  a  database  and  conducted  an 
exploratory  study  of  the  effectiveness  of  the  Nurse  Training  Act  of 
1964,  as  amended,  in  increasing  the  supply  of  registered  nurses  to 
meet  national  needs  for  skilled  nursing  care.  In  general,  cash  benefits 
to  students,  directed  to  students  at  particular  levels,  were  the  most 
effective  aid  programs;  also,  larger  institutions  grew  faster  than  the 
smaller  ones.  (Final  report  1 1 1  pages.) 

DESCRIPTORS:  Higher  Education,  Educational  Finance,  Health  Man- 
power Training,  Nursing  Manpower,  Statistical  Analysis  Methods 
Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0381  PROJECT  NO:  BHME  71-4 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  246-238 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  71-4059 
COST    (In  Thousands):  FY  71-$145,  FY  73-$69 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '72  through  September  '74 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
s  Administration 

PROJECT  TITLE:  Subarea  Advisory  Council  Operations 

REPORT  TITLE:  Evaluation  of  the  Operation  of  Subarea  Advisory 
Councils 

PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 
MA  02140 

PROJECT  OFFICER:  Williams,  Jacquelyn;  Rm  820,  PKLN  Bldg; 

301-443-4493 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  P.L.  93-641  permits  but  does  not  require  health  systems 
agencies  (HSAs)  to  establish  subarea  advisory  councils  (SACs) 
"representing  parts  of  the  agency's  health  service  area  to  advise  the 
governing  body  of  the  agency  on  the  performance  of  its  functions." 
Many  agencies  have  established  SACs,  but  many  others  have  local 
councils  (county  councils,  area  advisory  groups,  county  health  re- 
source committees,  and  the  like)  that  serve  in  similar  roles.  This 
report  describes  a  study  of  20  HSAs-nine  with  SACs,  five  with  local 
councils,  and  five  with  no  subarea  organizations.  The  study  looked 
at  historical  development  of  councils,  organizational  structure,  ope- 
rating processes  and  procedures,  roles  and  activities,  resource  re- 
quirements, and  the  impact  of  these  aspects  of  councils  on  the  HSAs, 
on  the  subarea  and  on  public  participation,  representation,  and  ac- 
countability. The  study's  findings  indicate  that  subarea  organizations 
operate  to  assist  as  well  as  to  advise  their  HSA.  Councils  do  have 
positive  impact  on  their  agencies  and  subarea  across  a  wide  range  of 
differing  approaches  and  emphases  and  their  advantages  outweigh 
the  additional  costs  and  time  involved  in  maintaining  councils.  It  is 
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recommended  that  subarea  organizations  be  encouraged  but  not  man- 
dated, and  that  HSAs  be  given  guidehnes  and  technical  assistance  for 
operation  of  councils.  (Final  report  305  pages;  executive  summary  7 
pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  State  or  Local  Adminis- 
tration, Research  and  Evaluation  Planning  and  Administration, 
Health  Planning 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1669  PROJECT  NO:  BHPRD  78-012 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  296-287 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-78-0078  TO  1 
COST    (In  Thousands):  FY  78-$97 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '78  through  March  '79 
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Administration 

PROJECT  TITLE:  Evaluation  of  the  Procedures  and  Data  Systems 
for  Monitoring  the  Waiver/Recovery  Programs  under  Titles 
VII  and  VIII  of  the  Public  Health  Service  Act 

REPORT  TITLE:  Evaluation  of  the  Procedures  and  Data  Systems 
for  Monitoring  the  Waiver/Recovery  Programs  under  Title 
VII  and  VIII  of  the  Public  Health  Service  Act 

PERFORMER:  Development  Assistance  Corporation,  1415  11th 
Street  N.W.,  Washington  D.C.  20001,  Brown,  Michael 

PROJECT  OFFICER:  Gray,  James  L.;  Rm  11 A 10,  PKLN  Bldg; 
301-443-0272 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Facilities-Facilities  Construction-Project 
Grants 

ABSTRACT:  This  study  evaluated  operating  procedures  used  for 
monitoring  grants  provided  under  the  Titles  VII  and  VIII  construc- 
tion assistance  programs.  The  study  (1)  identified  alternative  opera- 
tion procedures  that  may  improve  monitoring  of  Titles  VII  and  VIII 
grantees;  and  (2)  developed  an  improved  descriptive  data  profile  and 
tracking  system  design  that  may  be  used  to  assist  staff  in  tracking  and 
monitoring  these  grantees.  The  final  report  provides  information  for 
(1)  enhancing  program  policy  and  procedures  in  monitoring  Titles 
VII  and  VIII  grantees;  (2)  review  and  disposition  of  waiver/recovery 
actions;  and  (3)  data-tracking  requirements.  The  information  was 
obtained  through  an  open-ended  interview  with  principal  office  staff, 
site  visits  to  three  selected  regional  offices,  and  telephone  interviews 
with  principal  staff  in  the  remaining  seven  regional  offices  where  site 
assessments  were  not  performed. 

DESCRIPTORS:  Facilities,  Grant  and  Contract  Management,  Manage- 
ment Information  and  Reporting,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3080  PROJECT  NO:  HRSA  85-120 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  Evaluation  of  the  Proposed  Private  Practice 
Option  (PPO)  Compliance  Monitoring  System  Design 

REPORT  TITLE:  Evaluation  of  the  Proposed  Private  Practice 

Option  (PPO)  Compliance  Monitoring  System  Design  (Two 
Volumes) 

PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 

Pike,  Rockville  MD  20852,  Bodycombe,  David 
PROJECT  OFFICER:  Ludeman,  David;  Rm  7A55,  PKLN  Bldg; 

301-443-2220 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-National  Health 

Service  Corps 

ABSTRACT:  The  National  Health  Service  Corps  (NHSC)  is  obligated 
to  ascertain  that  those  of  its  scholarship  recipients  who  selected  the 
Private  Practice  Option  (PPO)  comply  with  the  terms  and  conditions 
of  their  agreements.  This  study  refined  the  PPO  physician  compli- 
ance monitoring  system  before  its  implementation  by  field-testing  it 
in  five  HHS  regions  and  10  NHSC  state  contractors.  Volume  I  of  this 
report  describes  the  pilot  test  and  study  findings  and  presents  conclu- 
sions and  recommendations.  The  major  findings  and  outcomes  from 
the  pilot  test  were  that  (1)  for  the  most  part,  PPO  physicians  had  no 
trouble  completing  the  new  semiannual  compliance  monitoring  re- 
port; (2)  efforts  to  obtain  needed  Medicaid  and  Medicare  data  were 
not  very  successful,  although  a  better  description  of  the  desired  infor- 
mation and  more  time  to  establish  working  relationships  should  im- 
prove the  success  rate  greatly;  (3)  for  cases  where  Medicare  or 
Medicaid  data  could  not  be  obtained  at  the  state  level,  a  fall-back 
position  to  use  Health  Care  Financing  Administration  (HCFA)  data 
was  incorporated  into  the  final  system  design;  (4)  significant  improve- 
ments were  made  to  system  procedures  and  data-collection  instru- 
ments; and  (5)  the  overall  system  design  is  sound.  Volume  II,  the 
operations  manual  for  the  system,  includes  (1)  an  overview  of  system 
operations;  (2)  the  semiannual  report  form;  (3)  instructions  for  level 
one,  two,  and  three  review;  and  (4)  a  description  of  data  routing  and 
processing. 

DESCRIPTORS:  Medical  Practice,  Information  Processing,  Informa- 
tion Systems,  Physicians 

STUDY  TYPE:  Research  and  Data  Development 
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PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 

MA  02138 
PROJECT  OFFICER:  Heyman,  Victor 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Primary  Health 
Care  Research  and  Demonstration  (TERMINATED) 

ABSTRACT:  This  contract  examined  how  community  health  centers 
affiliated  with  major  institutions  differ  from  other  health  centers  in 
their  planning  processes,  implementation  strategies,  and  initial  opera- 
tional phases.  The  centers  differed  in  organizational  development, 
management  approaches,  institutional  affiliation,  "front  end"  and 
technical  assistance  during  planning,  program  design,  and  implemen- 
tation. The  report  provides  a  detailed  description  and  comparative 
analysis  focusing  on  the  centers'  organizational  and  financial  plans, 
and  services  projected,  initially  offered,  and  used. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Low-In- 
come Population,  Case  or  Site  Study  Feature,  Community  Health 
Centers,  Demonstration  Projects 
STUDY  TYPE:  Program  Performance  Evaluation 
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PROJECT  TITLE:  Evaluation  of  Federal  Grant  and  Loan  Programs 
for  Hospitals  (Two  Parts) 

REPORT  TITLE:  Evaluation  of  the  Section  242  Mortgage  Insurance 

Program  for  Hospitals  (Part  II) 
PERFORMER:  Automated  Sciences  Group,  700  Roeder  Road, 
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PROJECT  OFFICER:  McClung,  Dr.  Roger;  Rm  8A52,  PKLN  Bldg; 

301-443-4273 
PROGRAM(S)  EVALUATED: 

ABSTRACT:  The  second  step  of  the  two-part  study  to  evaluate  the 
Hill-Burton  Program  focused  on  the  Department  of  Housing  and 
Urban  Development  (HUD)  Mortgage  Insurance  Program  for  Hos- 
pitals. Part  II  of  the  final  report  is  divided  into  three  sections.  The  first 
section  contains  the  Section  242  legislative  history,  a  summary  of  the 
HUD  program  application,  approval  and  loan  monitoring  proce- 
dures, and  a  brief  description  of  the  financing  instruments  used.  The 
second  section  provides  summary  tables  describing  the  program  par- 
ticipants, projects,  and  costs.  The  third  section  discusses  capital  ac- 
quisition options,  focusing  on  the  financial  environment  in  New  York 


and  California.  The  types  of  hospitals  and  projects  financed  under 
different  financing  options,  with  and  without  insurance,  are  com- 
pared. Appendices  contain  a  description  of  the  database  contents, 
listings  of  participant  hospitals,  project  narratives,  and  financial  ab- 
stracts. See  also  PIC  ID  No.  2226  for  a  description  of  Part  I.  (Final 
report  49  pages  plus  appendices.) 

DESCRIPTORS:  Loans  and  Loan  Guarantees,  Hospitals,  Law  and 
Legislation,  Hospitals 

STUDY  TYPE:  Program  Management  or  Efficiency;Research  and 
Data  Development 
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PROJECT  TITLE:  Evaluation  of  the  Student  Selection  Process  in 
Schools  of  Nursing 

REPORT  TITLE:  Evaluation  of  the  Student  Selection  Process  in 

Nursing  Schools 
PERFORMER:  National  League  for  Nursing,  10  Columbus  Circle, 

New  York  NY  10019 
PROJECT  OFFICER:  Siegel,  Stanley 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Nursing-Institutional  Aid 

ABSTRACT:  The  purpose  of  this  study  was  to  identify  factors  that 
contribute  to  the  growth  rate  in  graduates  from  nursing  programs, 
both  prior  to  entry  at  the  recruitment  and  selection  stages,  and  later, 
once  the  student  is  in  the  program.  The  report  recommends  pooling 
manpower  resources  with  local  schools  to  gain  wider  and  more  com- 
prehensive recruitment  coverage;  altering  the  geographic  scope  of 
recruitment  coverage;  anticipating  the  effect  of  insufficient  funds  on 
such  things  as  publications;  sending  special  brochures  to  minority 
applicants;  having  a  minority  group  faculty  member  or  recruiting 
officer  available  to  answer  questions  of  minority  applicants;  assisting 
recruitment  of  minority  students  by  contacting  clergymen  and 
professionals  from  the  minority  community;  increasing  efforts  to  redi- 
rect applicants  to  other  programs;  and  canvassing  the  community  for 
alternative  sources  of  assistance  to  students.  (Final  report  297  pages.) 
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ABSTRACT:  Open-ended  discussions  were  conducted  nationally  at 
various  high  school  sites  to  determine  the  effectiveness  of  three  28- 
minute  recruitment  films  designed  to  increase  recruitment  of  minority 
persons  into  the  health  professions.  The  study  also  included  a  techni- 
cal analysis  which  was  performed  by  professional  filmmakers.  The 
data  collected  from  these  two  areas  of  investigation  were  correlated 
and  analyzed.  The  three  films  were  found  to  be  average,  both  techni- 
cally and  in  their  ability  to  motivate  the  viewer.  (Final  report  157 
pages.) 
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ABSTRACT:  This  evaluation  assessed  the  impact  that  Title  VI  and 
Title  XVI  had  on  making  health  care  services  available  and  accessible 
to  the  medically  underserved  in  urban  and  rural  poverty  areas.  The 
study  was  limited  to  Title  VI  loans,  loan  guarantees  and  grants 
awarded  to  acute  care  facilities  from  FY  1971  to  FY  1978,  and  all 
Section  1625  Program  grant  awards  made  to  acute  care  facility  appli- 
cants since  1978.  Am.ong  the  questions  addressed  were  the  following: 
(1)  What  were  the  physical  and  financial  conditions  of  the  loan  and 


grant  recipients?  (2)  What  types  of  modernization  projects  were  fund- 
ed? (3)  Are  there  any  distinguishing  characteristics  between  loan/ 
grant  awardees  located  in  poverty  areas  and  awardees  not  located  in 
poverty  areas?  and  (4)  Are  there  any  distinguishing  characteristics 
between  loan  and  grant  recipients?  (Final  report  133  pages  plus  ap- 
pendices and  bibliographies.) 
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PHS-HRSA-Health  Manpower  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  design  a  strategy  to  meet 
the  evaluative  and  policy  information  needs  required  to  measure  the 
effectiveness  of  PL  94-484  and  to  develop  the  means  to  assess  the  data 
information.  The  products  of  this  project  include  an  evaluation  plan 
for  PL  94-484  and  a  management  information  system  for  program 
monitoring.  The  strategy  and  recommendations  regarding  mech- 
anisms designed  as  a  result  of  this  project  were  implemented  over  the 
following  two  to  three  years  to  meet  the  several  information  needs 
associated  with  PL  94-484,  to  evaluate  the  effectiveness  of  the  law  in 
achieving  its  goals,  and  to  support  policy  decisions  for  legislation, 
program,  and  budget  recommendations. 
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ABSTRACT:  This  project  isolated  an  operational  population  and  gath- 
ered statistics  relating  to  prenatal  activities  between  trained  and  nor- 
mal samples  of  women.  It  examined  specific  components  of  prenatal 
cases  and  related  practices  to  outcome  of  pregnancy  on  both  high-risk 
and  low-risk  women.  Eleven  appendices  provide  profiles,  papers,  and 
data  collection  forms.  (Final  report  383  pages.) 

DESCRIPTORS:  Access  to  Services,  Maternal  and  Child  Health,  Con- 
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ABSTRACT:  The  Hill-Burton  Assurance  Monitoring  System  was  es- 
tablished to  collect  and  process  data  submitted  by  all  the  health-care 
facilities  that  had  received  federal  financial  assistance  under  Title  VI 
of  the  Public  Health  Service  (PHS)  Act  or  Title  XVI  of  PL  93-641. 
A  computer-processing  operation  was  used  to  record  pertinent  data 
and  to  generate  the  management  reports.  The  reports  were  created 
to  monitor  the  efforts  of  the  facilities  to  meet  the  obligation  to  pro- 
vide a  reasonable  volume  of  free  medical  care  to  persons  unable  to 


pay  and  to  provide  a  community  service.  Several  documents,  includ- 
ing a  systems  operation  manual  and  a  user  guidelines  manual,  were 
produced  as  a  result  of  the  study  to  be  used  by  selected  personnel 
responsible  for  implementing  the  system  at  the  central  office,  regional 
office,  and  state  agency  levels.  (Final  report  25  pages.) 
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ABSTRACT:  The  report  describes  and  documents  an  evaluation  train- 
ing plan  that  the  Health  Resources  Administration  (HRA),  working 
with  the  Urban  Institute,  developed  in  1976.  The  plan  includes  seven 
training  modules;  four  were  pilot  tested:  planning  evaluation,  design- 
ing evaluation,  data  collection  and  analysis  techniques,  and  evalua- 
tion techniques  for  managers.  The  appendices  present  each  pilot 
workshop  program,  the  curriculum  materials,  background  reading 
material,  and  follow-up  evaluation  of  each  pilot  effort;  and  descrip- 
tion of  the  HRA  skills  survey  and  the  individualized  follow-up  train- 
ing that  followed  the  third  pilot  workshop.  The  six  volumes  of  the 
final  report,  including  the  appendices  and  the  directory  of  evaluation 
training  sources,  are  available  from  PIC  and  from  NTIS  (Nos.  PB 
259-258,  PB  259-259,  PB  259-260,  PB  259-261,  PB  259-262,  and  PB 
259-263,  respectively).  The  six  volumes  are  also  available  as  a  set 
under  NTIS  No.  PB  259-257/SET. 
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Medical  Services 

REPORT  TITLE:  Evaluation  Workbook  for  EMS 
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PROJECT  OFFICER:  Dobson,  Allen,  Ph.D. 
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PHS-HRSA-Health  Services-Emergency  Medical  Services 

(CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  This  workbook  was  developed  as  a  guide  for  HEW 
emergency  medical  services  (EMS)  grantees  across  the  country  to 
evaluate  the  efficiency  and  effectiveness  of  their  programs.  The 
workbook  is  divided  into  five  major  areas:  introduction,  narrative 
description  of  the  program,  general  emergency  care,  critical  care,  and 
outcome  evaluation.  The  introduction  provides  an  overview  of  EMS 
evaluation  and  instructions  on  the  use  of  the  workbook.  The  narrative 
section  provides  a  detailed  outline  for  a  quantitative  description  of  the 
EMS  system.  The  sections  on  general  emergency  and  critical  care 
require  quantitative  data  for  completion.  Specific  measurement  crit- 
eria including  inventory  process  and  compliance  measures  are  estab- 
lished. Strict  definitions  and  parameters  of  data  elements  are  set  as 
well  as  the  methodology  for  measurement.  The  outcome  evaluation 
section  outlines  measurements  and  methodologies  for  patient  out- 
comes in  terms  of  morbidity  and  mortality.  The  workbook  can  be 
used  both  for  internal  management  as  well  as  impact  evaluation.  It 
takes  into  consideration  differences  in  program  sophistication  as 
varying  management  systems.  See  also  PIC  ID  Nos.  0594, 0594. 1,  and 
0594.3.  (Final  report  136  pages.) 

DESCRIPTORS:  Emergency  Medical  Care,  Evaluation  by  State  and 
Local  Governments,  Technical  Assistance,  Grant  and  Contract  Man- 
agement 

STUDY  TYPE:  Other 

PIC  ID  NO:  0594.2  PROJECT  NO:  BMS  76-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  254-043 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-75-0066/1 
COST    (In  Thousands):  FY  76-$  12 
STATUS:  Study  completed, 

Available  from  PIC, 
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ABSTRACT:  This  paper  examines  the  expanding  role  of  the  hospital 
in  providing  various  long-term  care  services  to  the  elderly  and  ad- 
dresses some  of  the  policy  and  planning  implications  of  this  develop- 
ment. A  continual  increase  in  the  number  of  aged  and  concerns  about 
rapidly  escalating  public  costs  for  health  and  long-term  care  services 
for  the  elderly  have  produced  major  changes  in  the  organization, 
delivery,  and  financing  of  long-term  care.  These  same  forces  are  also 
having  an  impact  on  hospitals.  This  paper  provides  a  brief  review  of 
these  pressures  and  describes  how  hospitals  are  responding.  It  dis- 
cusses the  trend  toward  diversification,  the  types  of  long-term  care 
services  that  hospitals  are  providing,  and  the  organizational  and  fi- 
nancial arrangements  being  used.  To  illustrate  the  different  appro- 
aches undertaken  by  hospitals,  four  case  examples  of  hospitals 
providing  long-term  care  services  are  included.  (Final  report  58 
pages.) 
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ABSTRACT:  The  Public  Health  Service  (PHS)  hospital  system  origi- 
nated in  1978  to  provide  for  the  health  care  of  seamen.  At  present, 
military  beneficiaries  account  for  more  than  22%  of  the  inpatient 
admissions  at  PHS  facilities.  Among  the  other  users  are  community 
and  special  reimbursable  patients  admitted  for  grant-supported  re- 
search. The  enactment  of  national  health  insurance  (NHI)  may  affect 
the  use  of  PHS  hospitals.  However,  since  the  number  of  veterans  over 
65  was  two  million  in  the  mid-1970s  and  expected  to  grow  to  seven 
million  by  1990,  it  is  difficult  to  predict  what  the  future  will  hold  for 
VA  and  PHS  hospitals.  Possible  programs  that  would  expand  the  role 
of  PHS  hospitals  are  suggested  in  this  study.  For  example,  the  Wil- 
lowbrook  Developmental  Center  of  New  York  State,  an  institution 
for  the  mentally  retarded,  refers  patients  to  a  nearby  PHS  hospital  for 
needed  hospitalization  support,  and  the  state  reimburses  PHS  at  the 
rate  of  $124  per  day.  At  present  PHS  employs  similar  arrangements 
with  a  Seattle  Alcoholic  Treatment  facility,  a  University  of  California 
cancer  program,  an  American  Indian  study  center,  and  others.  Re- 
cruiting and  retention  of  staff,  however,  remains  a  problem.  A  table 
showing  use  of  PHS  hospitals  and  clinics  is  included  in  the  report. 
(Final  report  55  pages.) 
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ABSTRACT:  Section  788(d)  of  the  PHS  Act  (as  amended  by  P.L.94- 
484)  authorizes  Curriculum  Development  Grants  in  applied  nutrition, 
geriatrics,  and  occupational  and  environmental  health.  These  grants 
are  intended  to  (1)  support  interdisciplinary  educational  programs  in 
nutrition;  (2)  increase  the  awareness  of  future  primary  care  physicians 
of  the  role  that  occupational  and  environmental  factors  play  in  caus- 
ing diseases  and  provide  instruction  in  the  diagnosis,  treatment  and 
prevention  of  the  diseases;  and  (3)  facilitate  efforts  to  train  future 
health  care  practitioners  about  the  special  needs  of  the  nation's  grow- 
ing elderly  population  and  the  most  effective  methods  for  meeting 
these  needs.  The  document  discusses  the  present  structure  of  the 
program,  reviews  the  purpose  and  methods  of  the  study,  presents  the 
results  and  findings  derived  from  analysis  of  the  information  gath- 
ered, and  outlines  certain  options  for  future  evaluation  and  manage- 
ment of  the  program  for  consideration  by  Health  Resources 
Administration  (HRA)  and  other  federal  staff 
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ABSTRACT:  A  major  component  of  the  Health  Resources  and  Ser- 
vices Administration's  National  Health  Service  Corps  is  the  private 
practice  option  (PPO).  The  PPO  is  a  mechanism  by  which  NHSC 
scholarship  recipients  can  fulfill  their  service  obligations  in  designat- 
ed health  manpower  shortage  areas  by  going  into  private  practice. 
PPO  practictioners  are  not  on  the  federal  payroll.  The  objectives  of 
this  exploratory  evaluation  of  the  PPO  were  to  (1)  perform  an  evalua- 
bility  assessment  of  the  PPO  to  determine  which  aspects  of  the  pro- 
gram can  and  should  be  evaluated;  (2)  render  a  preliminary 
assessment  of  PPO  performance  to  date;  and  (3)  identify  future  PPO 
evaluation  options,  priorities,  and  short-term  evaluation  study  de- 
signs. The  results  of  the  study  indicate  that  the  PPO  is  evaluable 
although  very  little  data  exists  with  which  to  make  reliable  observa- 
tions pertinent  to  program  improvement  and  effectiveness  evaluation. 
The  preliminary  management  assessment  indicates  that  the  PPO  is 
operating  in  congruence  with  NHSC  management  intent,  although 
regional  office  commitment  is  highly  variable.  The  report  identifies 
six  priority  evaluation  issues  as  targets  for  future  short-term  evalua- 
tion and  develops  study  designs  for  each  of  the  six  issues.  (Final 
report  65  pages  plus  appendices.) 
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ABSTRACT:  A  1970  task  force  report  outlined  existing  trends  in  the 
recruitment  of  minorities  into  medical  schools,  projected  future 
trends,  and  made  recommendations  as  to  how  to  increase  minorities 
in  the  medical  school  pathway.  This  study  will  attempt  to  (1)  deter- 
mine what  methods  U.S.  medical  schools  have  utilized  between  1970 
and  1975  to  increase  minority  student  enrollment;  (2)  determine  if  the 
task  force  report  projections  were  obtained;  (3)  determine  utilization 
of  federal  financial  aid  by  students  during  pre-medical  and  medical 
school  attendance;  (4)  determine  utilization  of  counseling  and  infor- 
mational services  for  retention  and  recruitment  of  minority  students; 
and  (5)  determine  the  feasibility  of  a  larger  national  impact  study  of 
federal  efforts.  The  findings  of  this  study  supplement  existing  studies 
which  deal  with  special  projects  aimed  at  the  recruitment  and  reten- 
tion of  minorities  in  health  professional  schools.  See  also  PIC  ID  No. 
0680.1. 
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ABSTRACT:  A  guide  for  reviewing  the  marketing  program  of  a  health 
maintenance  organization  (HMO)  was  developed  and  pilot-tested. 
The  pilot  test  involved  a  pair  of  competing  HMOs  (one  of  the  staff/ 
group  model  and  one  of  the  independent  practice  association  model) 
in  each  of  three  state  capitals.  The  test  demonstrated  that  the  guide 
is  valuable  for  self-evaluation  purposes,  but  even  more  so  for  a  com- 
prehensive audit  of  the  marketing  function  by  an  experienced  outside 
reviewer.  A  supplemental  guide  is  provided  for  market  research  that 
should  precede  development  or  upgrading  of  an  HMO  marketing 
plan.  Broader  application  of  the  guide  is  recommended  as  means  of 
developing  a  body  of  knowledge  about  HMO  marketing  practices. 
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ABSTRACT:  This  study  was  one  in  a  series  of  three  related  studies 
pertaining  to  medical  school  admissions  and  performance.  It  analyzed 
the  admissions  processes  of  a  representative  group  of  United  States 
medical  schools,  particularly  as  they  related  to  affirmative  action 
policies  for  minority  applicants.  Data  on  all  applicants  to  the  10 
schools  for  the  classes  of  1973  through  1975  were  analyzed  to  assess 
how  admissions  boards  weighted  various  applicant  characteristics  to 
decide  which  applicants  would  be  admitted.  The  quantifiable  charac- 
teristics measured  included  MCAT  scores  and  undergraduate  GPA 
as  well  as  categorical  variables  such  as  state  of  residence,  sex,  and 
junior-year  status  at  the  time  of  application.  The  analysis  shows  that 
discrimination  against  female  applicants  had  disappeared  and  that,  if 
anything,  women  were  the  preferred  applicants  at  many  schools. 
Comparisons  of  the  admissions  processes  for  majority  and  minority 
applicants  clearly  demonstrated  that  all  schools  in  the  sample  had 
strong  affirmative  action  programs.  They  all  admitted  minority  appli- 
cants who  would  have  had  little  or  no  chance  of  admission  if  judged 
by  majority  criteria.  The  10  schools  not  only  relaxed  standards  for 
minority  applicants,  but  weighted  criteria  differently  from  the  way 
they  weighted  criteria  for  majority  applicants.  Science  achievement 
measures  were  given  great  importance  by  all  the  schools  in  choosing 
minority  applicants.  See  also  PIC  ID  Nos.  0700  and  0700.1.  (Final 
report  95  pages.) 
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ABSTRACT:  The  cost  of  health  professions  training  continues  to  rise 
steadily.  Students  incur  large  debts  to  obtain  the  education  required 
to  enter  their  chosen  professions.  At  the  same  time,  the  government 
underwrites  a  growing  portfolio  of  loans  to  health  professions  stu- 
dents. Recent  projections  of  increases  in  the  number  of  health  profes- 
sions students  likely  to  default  on  federally  insured  loans  prompted 
this  study  of  the  indebtedness  of  health  professions  borrowers  relative 
to  their  ability  to  repay.  The  study  also  considered  federal  policy 
alternatives  for  maintaining  the  viability  of  student  financial  aid  pro- 
grams. The  study  focused  on  (1)  econometric  forecasting  from  se- 
condary data  to  estimate  student  indebtedness  and  capacity  to  repay 
and  (2)  primary  data  collection  to  test  and  refine  the  modeling  results 
from  the  econometric  forecasting.  The  report  describes  findings  in 
three  major  areas:  lack  of  and  inconsistency  in  secondary  data  neces- 
sary to  describe  student  loan  activity,  extensive  borrowing  by  most 
health  professions  students,  and  substantial  risk  of  default  by  many 
health  professions  graduates.  Among  recommendations  proposed  are 
(1)  development  of  an  improved  system  for  tracking  the  status  of 
health  professions  borrowers;  (2)  design  of  instructions  and  guidelines 
for  financial  aid  officers  to  advise  student  borrowers;  and  (3)  review 
of  loan  limits  by  profession  based  on  earnings  capability  and  borrow- 
ing potential  in  all  educational  loan  programs. 
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ABSTRACT:  Two  PHS  programs  were  selected  for  study:  the  Nation- 
al Health  Service  Corps  Scholarship  Program  and  the  National 
Health  Planning  Information  Center  Program.  The  recipients  of  the 
NHSCS  Program  were  defined  as  medical  students  who  receive 
NHSC  scholarships;  the  recipients  of  the  NHPIC  Program  were 
defined  as  client  agencies  that  use  NHPIC  services  (health  systems 
agencies,  state  health  planning  and  development  agencies,  and  cen- 
ters for  health  planning).  Recipients  of  these  two  programs  were  used 
to  plan  and  conduct  evaluations  of  the  programs.  The  study  conclud- 
ed that  recipient  evaluations  of  PHS  programs  are  feasible,  but  cer- 
tain practical  considerations  should  be  taken  into  account,  such  as  (1) 
individual  recipient  evaluations  are  more  feasible  than  institutional 
recipient  evaluations;  (2)  program  recipient  and  program  managers 
tend  to  have  different  evaluation  agendas;  (3)  program  recipients  tend 
to  develop  a  greater  sense  of  program  awareness  and  become  politi- 
cized during  the  course  of  an  evaluation;  (4)  program  managers  tend 
to  react  defensively  to  recipient  evaluations;  and  (5)  program  recipi- 
ents tend  to  become  frustrated  and  alienated  when  program  managers 
do  not  respond  to  the  results  of  recipient  evaluations.  The  recipients' 
greatest  contribution  to  evaluations  is  to  define  and  interpret  familiar 
problems  in  new  ways.  "Recipient  Evaluation  of  Social  Programs: 
An  Annotated  Bibliography"  is  also  available  from  PIC.  (Final  report 
203  pages;  bibliography  114  pages.) 
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ABSTRACT:  This  report  presents  and  analyzes  the  supply,  geographic 
and  specialty  distribution,  and  education  of  the  nation's  health  per- 
sonnel. It  also  provides  an  assessment  of  what  the  health  personnel 
situation  may  be  in  the  year  2000.  Some  of  the  major  findings  include 
(1)  women  have  increased  their  proportion  in  the  student  and  practi- 
tioner populations;  (2)  the  number  of  health  personnel  continued  to 
increase  through  the  mid-1980s,  though  at  a  lower  rate  than  in  the 
1970s;  and  (3)  the  increase  in  practitioners  in  all  occupations  resulted 
in  increases  in  practitioners-to-population  ratios,  but  approximately 
14  million  persons  (6%  of  the  U.S.  resident  population)  continued  to 
be  underserved  at  the  time  of  this  study. 
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ABSTRACT:  Evaluative  criteria  and  strategies  are  presented  for  three 
Health  Resources  Administration  (HRA)  programs,  together  with  a 
preliminary  conceptual  evaluation  design  of  each  of  the  three  pro- 
grams. These  programs  are  health  resources  development;  capitation 
grants  to  health  professions  schools;  and  construction  grants  to  health 
professions  schools.  The  health  resources  development  program  is 
designed  to  provide  financial  assistance.  The  capitation  program  is  a 
mechanism  through  which  the  federal  government  provides  financial 
support  to  designated  health  professions  schools.  The  construction 
grant  program  authorizes  matching  grants  of  up  to  80%  of  the  total 
costs  of  construction,  replacement  or  renovation  of  educational  facili- 
ties in  the  health  sciences.  The  key  finding  of  the  study  is  that  data 
do  not  exist  to  estimate  minority  impact  of  these  programs.  See  also 
PIC  ID  No.  0454.1. 
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ABSTRACT:  Traditionally,  a  chronically  ill  or  disabled  child  will  not 
be  eligible  for  Medicaid  unitil  the  family's  economic  resources  have 
been  exhausted  or  the  child  is  institutionalized;  many  state  Medicaid 
programs  only  cover  the  expensive  services  needed  by  severe  chroni- 
cally ill  children  in  hospital  settings.  The  Omnibus  Budget  Recon- 
ciliation Act  of  1981  created  Medicaid  waiver  programs  that  allow 
states  to  experiment  with  home-delivered  services  as  an  alternative  to 
institutional  care.  This  study  (1)  examined  the  services  and  costs 
associated  with  serving  chronically  ill  children  in  alternative  care 
settings  under  Medicaid  waiver  programs;  (2)  determined  whether 
these  Medicaid  waiver  programs  are  cost-effective  alternatives  to 
institutionalization;  (3)  profiled  the  population  served  under  these 
waivers;  and  (4)  determined  what  measures  and  assurances  of  quality 
of  care  are  being  utilized  by  waiver  program  administrators.  Client- 
level  data  were  obtained  from  nine  states.  The  study's  four  major 
findings  are  (1)  the  Medicaid  waiver  programs  serving  chronically  ill 
children  in  home  care  settings  result  in  lower  costs  to  Medicaid;  (2) 
the  population  served  by  the  waiver  programs  is  severely  ill  and 
disabled;  (3)  the  role  of  state  Crippled  Children  Services  Agencies 
varies  widely  among  states;  and  (4)  waiver  programs  in  many  states 
were  infrequently  used,  used  only  by  a  specific  disease  group  popula- 
tion, or  used  primarily  by  the  patients  of  a  specific  provider  institu- 
tion. 
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ABSTRACT:  This  project  resulted  in  a  computer  data  tape.  Data  were 
analyzed  on  the  initial  preparation  of  the  registered  nurse  population 
and  the  highest  degrees  held. 

DESCRIPTORS:  Nursing  Manpower,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0340  PROJECT  NO:  DN  74-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-NU-44121 
COST    (In  Thousands):  FY  74-$93,  FY  75-$28,  FY  76-$10 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  June  '74  through  June  '76 


1825 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Assessment  of  Factors  Affecting  the  Success  of 
Clinical  Programs  in  Federally  Supported  Primary  Care 
Programs 

REPORT  TITLE:  Forecasting  Quality  Care  in  Community  Health 
Centers 

PERFORMER:  JSI,  210  Lincoln  Street,  Boston  MA  02111 
PROJECT  OFFICER:  Weaver,  Don;  Rm  7A55,  PKLN  Bldg; 

301-443-7105 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Primary  Health 
Care  Research  and  Demonstration  (TERMINATED); 
PHS-HRSA-Health  Services-Community  (Entire  Program 
Area); 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  This  project  identified  organizational,  administrative, 
and  clinical  policies  and  practices  in  community  health  centers  that 
either  positively  or  negatively  affect  the  quality  of  health  care  ser- 
vices. Twenty  participants  from  nine  sites  with  reputations  for  con- 
sistently providing  high-quality  care  were  asked  their  opinions  on  (1) 
the  organizational,  administrative,  and  clinical  factors  that  bear  an 
impact  on  quality  care;  (2)  the  relative  strength  of  each  factor's  im- 
pact on  quality  care;  (3)  the  direction  (either  positive  or  negative)  of 


each  factor's  impact  on  quality  care;  and  (4)  the  feasibility  of  federal 
policy  directives  designed  to  have  an  impact  on  important  communi- 
ty health  center  variables  and  thereby  facilitate  quality  care.  The  five 
variables  chosen  as  having  both  the  most  positive  and  the  most  nega- 
tive impact  on  quality  care  were  (1)  qualifications  of  physician  staff; 
(2)  qualifications  of  medical  director;  (3)  qualifications  of  project 
director;  (4)  responsibilities  of  medical  director;  and  (5)  responsibili- 
ties of  project  director. 
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ABSTRACT:  This  document  outlines  the  section  of  the  Forward  Plan 
dealing  with  objectives,  including  public  education  to  all  persons  of 
reproductive  capability;  professional  education  to  all  health  care 
practitioners  and  institutions,  keeping  them  informed  of  adequate  and 
accurate  information;  counseling  and  clinical  services  to  stimulate 
and  support  development  of  projects  delivering  family  planning  ser- 
vices. The  document  discusses  alternative  strategies  toward  attaining 
those  objectives. 
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ABSTRACT:  The  purpose  of  this  study  was  to  help  close  the  informa- 
tion gap  regarding  the  functioning  and  utilization  of  nurse  practition- 
ers by  taking  a  critical  look  at  the  role  and  performance  of  nurse 
practitioners  in  selected  practice  settings.  Attention  was  given  to  the 
identification  of  factors  which  affect  NP  utilization.  Tasks  completed 
under  this  contract  included  a  literature  review  and  development  of 
data  collection  instruments  to  collect  data  on  demographic  character- 
istics of  practitioners,  practice  setting  characteristics  and  the  role, 
function  and  utilization  of  the  NP  in  the  practice  setting.  Data  collec- 
tion teams  collected  data  on  site  from  a  sample  of  practices.  Results 
reveal  that  (1)  hospital -based  clinics  employed  more  full-time  equiva- 
lent (FTE)  nurse  practitioners  than  any  of  the  other  types  of  practice 
settings  included  in  the  sample;  (2)  practices  specializing  in  geriatrics 
and  internal  medicine  employed  the  largest  numbers  of  full-time 
nurse  practitioners;  (3)  more  private  practices  employed  full-time 
nurse  practitioners  than  any  other  type  of  practice  settings;  and  (4) 
most  of  the  patients  served  in  the  practice  settings  employing  nurse 
practitioners  had  low  incomes  and  no  prepayment  insurance  plans. 
(Final  report  151  pages.) 
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ABSTRACT:  What  constitutes  adequate  funding  and  staffing  of  health 
systems  agencies  (HSAs)  and  how  funding  methods  could  be  en- 
hanced relative  to  the  per  capita,  population-based  formula  used  at 
the  time  of  this  study  were  analyzed  in  this  project.  Data  on  33  of  40 
HSAs  employing  regression  statistical  analysis  are  used.  Five  major 
issues  were  addressed:  adequacy  of  HSA  funding,  relative  merits  of 
alternative  funding  formulas,  allocation  of  funds  and  staff,  staffing 
and  expertise  requirements,  and  alternatives  to  changing  the  legisla- 
tion on  HSA  funding.  Among  the  major  conclusions  of  the  study 
were  (1)  HSA  funding  should  be  equitable  and  cover  necessary  costs; 
(2)  not  all  legitimate  costs  were  related  to  service-area  population;  (3) 
wide  variability  existed  in  levels  of  costs  incurred  by  HSAs;  (4)  the 
population-based  funding  formula  used  was  inadequate;  (5)  there  was 
a  need  for  a  significant  increase  in  HSA  appropriation  levels;  and  (6) 
satisfactory  evaluative  methods  did  not  yet  exist.  Recommended 
short-term  modifications  of  the  population-based  formula  included 
increasing  minimum  grants  or  maximum  allowable  per  capita  awards, 
incorporating  an  inflation  factor,  and  providing  special  funding  for 
HSAs  covering  large  geographic  areas.  A  long-term  solution  would 
entail  more  fundamental  change  in  the  funding  formula,  which  would 
fund  staff  compensation  costs  and  expenses  as  two  separate  compo- 
nents of  the  HSA  grant.  Numerous  tables  and  figures  are  included. 
(Final  report  260  pages.) 
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ABSTRACT:  Phase  I  of  this  study  investigated  measures  to  improve 
nursing  manpower  distribution  and  whether  any  single  incentive  or 
combination  of  incentives  is  likely  to  motivate  nurses  to  work  in 
underserved  areas.  The  report  presents  a  review  of  literature  on 
incentive,  including  discussions  of  wages  and  income;  fringe  benefits; 
working  conditions;  the  nurse's  mobility  status;  and  general  environ- 
mental conditions.  In  addition,  literature  on  normative  measures  of 
nurse  distribution  is  reviewed,  including  market  signals,  health  man- 


PROJECT  DESCRIPTIONS 


671 


Accession  No.  1829 


Public  Health  Service 
HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


power  population  ratios,  administrator  perceptions  of  shortage,  and 
health  service  scarcity  areas,  pointing  out  the  deficiencies  in  each 
approach.  The  designs  and  findings  of  two  national  surveys,  one  of 
hospital  directors  of  nursing  and  one  of  hospital-based  registered 
nurses,  are  discussed.  Included  are  examinations  of  evidence  drawn 
from  the  survey  of  directors  concerning  normative  measures  of  distri- 
bution; nursing  turnover;  nurse  mobility  patterns;  attractiveness  of 
financial  and  nonfinancial  employment  incentives;  and  determinants 
of  nurse  retention  in  employment  and  nurse  hours  of  work.  Lists  of 
references  and  supporting  tabular  data  accompany  the  text.  See  also 
PIC  ID  No.  0377.1.  (Final  report  231  pages.) 
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ABSTRACT:  This  two-volume  report  is  designed  to  guide  managers  of 
emergency  medical  service  systems  programs  by  providing  key  infor- 
mation to  help  them  make  decisions  more  effectively.  It  provides  the 
necessary  documentation  for  submission  of  EMS  record-keeping 
forms  to  OMB  for  clearance  and  presents  a  conceptual  design  of  a 
patient  record-keeping  system.  Both  volumes  are  also  available  from 
NTIS  (Nos.  PB  243-781  and  PB  243-782,  respectively).  See  also  PIC 
ID  Nos.  0594.1-0594.3.  (Final  report:  Volume  I,  56  pages;  Volume  II, 
124  pages.) 
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ABSTRACT:  "A  Handbook  for  Patient  Record  Keeping"  was  deve- 
loped as  a  guide  to  HEW  emergency  medical  services  (EMS)  gran- 
tees across  the  country  in  their  development,  implementation,  and 
modification  of  record-keeping  systems  designed  to  monitor  ongoing 
program  activities.  The  handbook  is  divided  into  four  major  areas: 
Introduction  to  Standardized  Patient  Record  Keeping,  List  of  Mini- 
mum Data,  Utilization  of  the  List  of  Minimum  Data,  and  Examples 
of  Currently  Used  Data  Collection  Forms.  The  introduction  provides 
an  overview  of  the  design,  utilization,  and  rationale  of  a  statistically 
rigorous  record-keeping  system.  The  List  of  Minimum  Data  section 
outlines  four  categories  of  data:  general,  communications,  transporta- 
tion/intervention, and  emergency  facility  data.  Section  III  concerns 
the  utilization  of  such  data  for  management  information,  process 
evaluation,  and  clinical  impact  studies.  The  final  chapter  presents 
several  data  collection  forms  and  briefly  discusses  the  strengths  and 
weaknesses  of  each.  A  data  system  based  on  it  can  be  used  internally 
as  well  as  by  outside  evaluators  and  researchers.  It  also  accounts  for 
differences  in  management  systems,  program  designs  and  different 
stages  of  program  sophistication  and  development.  See  also  PIC  ID 
Nos.  0594,  0594.2,  and  0594.3. 
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ABSTRACT:  This  paper  describes  in  general  terms  the  capital  forma- 
tion process,  which  can  be  roughly  defined  as  obtaining  capital  funds 
(cash)  for  subsequent  investment  in  assets  necessary  to  conduct  busi- 
ness. The  focus  is  on  two  critical  decisions  in  the  process:  (1)  the 
financing  decision  (where  money  comes  from);  and  (2)  the  investment 
decision  (how  money  is  applied).  HHS  Publicatiion  No.  HRA-81- 
14531.  (Final  report  124  pages.) 
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ABSTRACT:  This  study  dealt  with  specific  consideration  of  the  chang- 
ing role  of  the  federal  government  in  financing  health  facilities;  the 
financial  relationship  between  major  types  of  health  facilities;  the 
financing  of  ambulatory  care  facilities;  the  problem  of  financing 
health  care  facilities  in  inner  city  and  rural  areas;  and  the  role  of 
depreciation  payments  under  government  financing  mechanisms.  A 
conference  was  held  November  19-21,  1976,  to  address  some  of  these 
issues  and  to  develop  a  policy  position  on  capital  expenditure  needs 
for  health  facilities.  Papers  developed  relative  to  this  conference  were 
"Marketplace  and  Regulatory  Trade-Offs";  "The  Impact  of  Legisla- 
tion on  Capital  Development  for  Health  Facilities";  "Health  Care 
Capital  Financing:  Regulation,  the  Market  and  Public  Policy";  "In- 
vestments in  Health  Manpower:  A  Possible  Alternative";  "Capital 
Requirements  and  Capital  Financing  in  a  Hospital-Based  Group 
Practice  Prepayment  Plan";  "Inducements  and  Impediments  for  Pri- 
vate Corporate  Investment  in  the  Delivery  of  Health  Services";  "  A 
Survey  of  the  History  and  Current  Outlook  of  Philanthropy  as  a 
Source  of  Capital  for  the  Needs  of  the  Health  Care  Field";  "A  Study 
of  the  American  Capital  Market  and  Its  Relationship  to  the  Capital 
Needs  of  the  Health  Care  Field";  and  "The  Projected  Response  of 
the  Capital  Markets  to  Health  Facilities  Expenditures." 
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ABSTRACT:  This  project  was  intended  to  serve  as  an  intermediate  step 
in  the  specification  and  estimation  of  econometric  models  of  health 
care  delivery  and  personnel.  The  study  fulfilled  three  objectives:  (1) 
to  investigate  a  wide  variety  of  theoretical  relationships,  readily  util- 
izing available  data;  (2)  to  analyze  and  report  the  empirical  findings 
for  incorporation  into  an  econometric  model  of  the  health  care  sec- 
tor; and  (3)  in  the  process  of  carrying  out  the  above  functions,  to 
suggest  new  areas  for  analysis  and  potentially  fruitful  data  acquisition 
activities.  Each  of  these  objectives  furthered  the  development  of  a 
theoretically  sound  and  empirically  accurate  model  of  health  care 
delivery  and  personnel  requirements.  This  project  concentrated  on 
two  basic  areas  of  inquiry,  the  causation  of  demand  for  health  services 
and  the  response  of  physicians  to  changes  in  market  conditions. 
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ABSTRACT:  This  study  analyzed  the  effect  of  increasing  the  insurance 
premium  percentage  charge  on  student  loans  and  lengthening  the 
time  period  over  which  a  premium  is  assessed  to  cover  all  or  part  of 
the  deferment  and  repayment  period.  Numerous  changes  in  the 
HEAL  program  during  the  late  1970s  and  early  1980s  have  resulted 
in  new  disciplines  becoming  eligible,  students  borrowing  increased 
amounts  and  repayment  periods  being  extended.  This  changed  envi- 
ronment has  led  to  a  need  to  assess  insurance  premium  rates  and 
structures  and  their  effect  on  the  HEAL  Student  Loan  Insurance 
Fund  (SLIF).  SLIF  balances  over  the  next  10  years  have  been  pro- 
jected by  estimating  claims  rates  and  recoveries  from  historical 
HEAL  and  other  student  loan  experience,  new  loan  volumes,  and 
repayment  schedules.  An  automated  financial  model  to  project  SlIF 
balances  under  alternative  premium  rates  and  structures  has  been 
developed.  The  report  strongly  recommends  that  an  aggressive  pro- 
gram for  managing  the  administrative  aspects  of  the  HEAL  program 
be  developed  and  implemented.  This  program  should  include  (1)  a 
multifaceted  "attack"  aimed  at  default  prevention;  (2)  definition  and 
routine  collection  of  reliable  and  meaningful  data  for  use  in  program 
management  and  projection;  and  (3)  annual  (or  semiannual)  genera- 
tion of  SLIF  projections  to  determine  if  program  operations  are 
proceeding  as  expected  and  to  test  accuracy  of  assumptions. 
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ABSTRACT:  This  report  identifies  and  describes  analysis  areas  and 
political  issues  concerned  with  the  current  or  potential  health  man- 
power needs.  Following  a  comparative  study  of  these  areas  and  the 
subject  matter  covered  by  56  health  manpower  models  developed 
and/or  reported  during  the  period  1960-1973,  an  in-depth  evaluation 


of  two  large-scale  models  sponsored  by  the  Division  of  Manpower 
Intelligence  was  performed.  The  study  focused  on  the  usefulness  of 
these  models  for  forecasting  demand  and  supply  and  their  interaction 
and  for  policy  analysis  purposes.  Each  model  was  analyzed  in  terms 
of  applicability,  generality,  validity,  and  operational  feasibility.  The 
study  concluded  that  most  of  the  models,  in  spite  of  use  of  sophisticat- 
ed simulation  techniques,  were  not  useful  in  policy  analysis  settings. 
Few  of  the  models  had  been  tested  for  predictions  versus  actual 
behavior.  The  two  large-scale  models  were  among  the  best,  and  one 
had  promise  for  use  in  health  planning.  Volume  I  ("Analysis  of 
Health  Manpower  Models")  is  available  from  PIC.  (Final  report  210 
pages.) 
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ABSTRACT:  This  study  explored  and  documented  the  general  charac- 
teristics of  health  manpower  planning  activities  being  carried  out  in 
five  states  and  the  relationships  between  various  planning  activities 
that  might  constitute  a  system  in  each  state.  The  report  describes  a 
conceptual  framework  for  health  manpower  planning  and  presents 
the  study  findings  on  health  manpower  intelligence  facilities  (HMIF). 
The  study  found  that  only  one  of  the  three  health  manpower  intelli- 
gence facility  projects  visited  had  succeeded  in  achieving  its  HMIF 
goals;  to  obtain  presently  available  data;  analyze  it  and  make  it  availa- 
ble to  users;  to  establish  a  health  manpower  data  bank;  to  develop  a 
long-range  plan  for  health  management  study  and  analysis;  and  to 
establish  a  reference  library  and  provide  assistance  and  consultation 
to  other  researchers.  In  general,  problems  with  project  organization 
and  sponsorship,  advisory  council  participation,  funding,  access  to 
technical  and  analytic  tools,  and  the  development  of  a  conceptual 
framework  for  planning  within  which  they  could  function  hampered 
the  HMIF  projects  in  achieving  their  goals.  A  detailed  list  of  conclu- 
sions is  followed  by  the  complete  results  of  each  state  survey.  (Final 
report  179  pages.) 
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ABSTRACT:  This  project  consisted  of  the  development  of  a  me- 
thodology that  would  provide  a  descriptive  picture  of  what  health 
planning  agencies  are  doing  in  addressing  the  needs  of  the  disadvan- 
taged, such  as  minorities,  low-income  groups,  and  medically  under- 
served  populations.  The  methodology  focused  on  health  plans 
development  and  the  project  review  activities  of  planning  agencies. 
The  methodology  was  then  pilot-tested  with  five  health  planning 
agencies.  In  developing  the  performance  evaluation  methodology, 
emphasis  was  placed  on  the  following  three  issues  with  respect  to 
health  plans:  (1)  Do  the  health  plans  address  the  needs  of  the  disad- 
vantaged? Which  health  needs  are  addressed?  (2)  Are  the  goals  of 
each  plan  with  respect  to  the  disadvantaged  related  to  specific  objec- 
tives to  accomplish  these  goals?  (3)  Are  the  health  needs  of  the 
disadvantaged  a  priority?  With  respect  to  review  decisions,  the  fol- 
lowing three  issues  were  emphasized:  (1)  What  review  decisions  have 
been  made?  (2)  Have  the  health  needs  of  the  disadvantaged  been 
addressed  in  reaching  review  decisions?  Were  the  health  needs  of  the 
disadvantaged  a  priority?  and  (3)  What  is  the  estimated  effect  of  the 
review  decision  on  the  disadvantaged?  Are  estimates  made  by  the 
agencies  themselves?  If  so,  how  and  what  are  they? 
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ABSTRACT:  These  reports  examine  38  of  45  Health  Resources  Ad- 
ministration in-house  and  contracted  studies  funded  with  1%  evalua- 
tion funds  and  conducted  between  January  1980  and  July  1981. 
Studies  reviewed  were  designed  to  determine  whether  agency  pro- 
grams and  policies  coincided  with  the  agency  mission.  These  reports 
describe  knowledge  gained  from  evaluations  and  provide  guidance 
for  future  evaluation  by  reviewing  administrative  data  and  summaries 
and  abstracts  of  studies  collected  from  reviewers.  The  38  evaluability 
studies  examined  focused  on  the  impact  of  health  planning,  the  supply 
and  demand  for  health  professionals,  and  the  supply  and  use  of  health 
facilities,  as  well  as  related  subtopics.  Because  of  the  diversity  of 
research  methods,  designs,  and  topics,  and  the  changes  in  legislation 
governing  health  programs,  evaluation  and  comparison  of  the  find- 
ings from  the  various  studies  produced  no  clear  or  uniform  results  or 
policy  implications.  It  was  found  that  studies  undertaken  in-house 
were  more  responsive  to  immediate  policy  questions  while  contract- 
ed studies,  which  were  immediately  less  costly,  required  more  time 
for  contract  preparation,  and  were  less  responsive  to  the  policy  ques- 
tions. 
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ABSTRACT:  This  report  provides  numerous  tables  as  well  as  discus- 
sion on  the  following  topics  for  minorities  and  low-income  groups: 
vital  statistics,  reproductive  health  and  genetic  disease,  acute  and 
chronic  disease  conditions,  trauma  from  accidents  and  violence,  men- 
tal health,  dental  health,  preventive  health,  and  utilization  of  and 
financial  expenditures  for  health  services.  This  edition  is  an  update  of 
the  1977  publication  with  the  same  title.  HHS  Publication  No. 
(HRSA)  HRS-P-DV  85-1.  (Final  report  263  pages.) 
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ABSTRACT:  There  are  two  distinct  final  products  of  this  study.  The 
first  one  is  an  evaluation  methodology  that  can  be  used  by  BCHS/ 
OMCH  to  (1)  identify  resource  needs,  gaps,  problems  and  types  of 
services  provided  within  the  agency's  Title  V  audiological  service 
delivery  system;  (2)  establish/improve  the  standards  and  policies  af- 
fecting the  delivery  of  quality  audiological  and  other  related  services; 
(3)  mobilize  and  target  resources  and/or  financial  and  technical  assist- 
ance in  these  areas  where  needed;  and  (4)  monitor  the  progress  and 
quality  of  services  being  provided  by  the  various  Title  V  programs 
that  provide  audiological  care  to  infants  and  preschool  children.  The 
second  product  of  the  study  is  a  cost-effective  methodology  which 
provides  and/or  extends  audiological  services  to  infants  and  pre- 
school children  withm  the  existing  BCHS/OMCH  Title  V  health 
delivery  system. 
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ABSTRACT:  This  report  presents  an  analysis  of  data  on  patients  seen 
by  psychiatrists  and  other  physicians  during  1980  and  1981,  in  an 
attempt  to  establish  criteria  for  mental  health  manpower  shortage 
areas.  Included  in  the  report  are  (1)  a  description  of  the  data  source, 
sample,  and  procedures  used  to  define  mental  health  visits;  (2)  a 
comparison  of  mental  health  office  visits  to  psychiatrists  and  non- 
psychiatrist  physicians  along  a  variety  of  dimensions  such  as  diagno- 
sis, reason  for  visit,  patient  demographics,  geographic  location,  and 
length  of  visit;  (3)  a  multivariate  analysis  to  estimate  the  probability 
that  a  patient  will  see  a  psychiatrist  and  to  estimate  the  probability 
that  a  psychotropic  drug  will  be  prescribed;  and  (4)  conclusions  and 
policy  implications.  (ODAM  Report  No.  5-84.) 
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ABSTRACT:  The  report  is  a  review  and  inventory  of  consumer  com- 
plaint mechanisms  in  an  effon  to  describe  and  assess  the  process 
whereby  complaints  are  received  and  resolved.  Findings  are  based  on 
information  gathered  from  eight  on-site  case  studies  and  are  present- 
ed in  a  series  of  individual  reports.  Each  report  covers  in  detail  the 
nature  of  the  complaint  mechanisms,  types  of  complaints  received, 
and  methods  for  handhng  and  resolving  complaints.  While  the  mech- 
anisms described  are  not  necessarily  the  best  systems,  they  are  de- 
scriptive of  the  types  of  systems  in  existence  at  the  time  of  the  study. 
Included  in  the  executive  summary  is  a  separate  comparative  analysis 
of  the  information  contained  in  Volumes  I  and  II.  (Final  report  330 
pages:  executive  summary  36  pages.) 
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ABSTRACT:  This  report,  which  was  required  by  the  Orphan  Drug 
Act  of  1983,  (1)  addresses  the  impact  of  Bureau  of  Health  Care 
Dehvery  and  Assistance  (BHCDA)  grants  and  contracts  awarded 
from  FY  1976  through  FY  1980  on  expanding  the  nation's  capacity 
to  provide  home  health  services;  and  (2)  assesses  the  need  to  continue 
awarding  grants  and  loans  for  the  further  establishment  of  home 
health  programs  and  the  training  of  homemakers/liome  health  aides. 
The  report  concludes  that  the  impact  of  the  grants  awarded  to  deve- 
lop and  expand  home  health  care  was  positive  and  noticeable.  The 
range  and  number  of  services  increased  sizeably,  most  markedly 
among  those  agencies  that  offered  a  smaller  number  of  services 
before  receiving  grants.  There  was  also  a  dramatic  increase  in  the 
number  of  individuals  served  and  the  number  of  visits  provided.  For 
grantees,  the  increase  in  the  average  number  of  individuals  served  per 
agency  from  FY  1976  to  FY  1982  was  526.6;  the  national  average  was 
215.5.  The  report  presents  several  reasons  for  continuing  the  grant 
program,  especially  in  light  of  the  increasing  burden  that  will  be 
placed  on  home  health  care  delivery  systems  as  a  result  of  Medicare's 
prospective  payment  system. 
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ABSTRACT:  The  purpose  of  this  study  was  (1)  to  develop  an  interpre- 
tive analysis  of  the  home  health  care  evaluative  literature  on  costs  and 
benefits  of  home  health  care;  and  (2)  to  develop  an  evaluation  proto- 
col appropriate  to  the  demonstration  of  home  health  service  pro- 
grams, including  the  provision  of  technical  assistance  in  the 
development  of  home  health  care  reporting  requirements.  This  proto- 
col was  employed  during  FY  1977  to  determine  whether  grantee 
agencies  represent  effective  alternatives  to  institutional  care.  Health 
Services  Administration  (HSA)  recommendations  concerning  the  fu- 
ture of  this  grant  program  relied  heavily  upon  the  results  of  this  study. 
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ABSTRACT:  This  report  provides  information  concerning  the  finan- 
cial and  reemployment  assistance  given  to  employees  displaced  by 
hospital  closures.  In  addition,  it  addresses  the  use  of  the  closed  hospi- 
tal's physical  plant  and  focuses  on  conversion  of  the  building  to 
nonhealth  use.  Researchers  studied  the  New  York  State  Hospital 
Closure  Incentive  Program  and  the  Michigan  Hospital  Capacity  Re- 
duction Program.  The  following  recommendations  were  made  for 
bed-reduction  programs:  (1)  a  program  to  encourage  hospital  clo- 
sures should  contain  flexible  financial  assistance  to  the  closed  hospi- 
tal, comprehensive  job  placement  assistance  from  an  outside  entity, 
and  incentives  to  neighboring  hospitals;  (2)  the  federal  grant  program 
should  focus  on  providing  assistance  for  mergers  or  closures  of  parts 
of  hospitals;  (3)  job  placement  activities  should  focus  on  hospital 
support  staff;  (4)  future  research  should  be  conducted  on  hospital 
mergers;  (5)  additional  research  on  hospital  closures  should  be  con- 
ducted during  the  closure  process;  and  (6)  a  handbook  on  procedures 
for  closing  a  hospital  should  be  developed.  (Final  report  64  pages.) 
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ABSTRACT:  A  demonstration  design  was  developed  to  identify  the 
effects  of  conversion  and  discontinuance  projects  (C/D),  and  to  de- 
termine the  level  of  dollar  savings  which  can  result.  Alternative 
designs  for  a  demonstration  program  were  presented.  The  evaluabili- 
ty  assessment  showed  that  (1)  the  C/D  program  was  generally  not 
well  defined  (due  to  lack  of  a  clear  set  of  objectives,  measures  and 
comparisons);  (2)  as  then  envisioned,  the  program  was  not  fully  ac- 
ceptable to  policymakers;  (3)  validity  of  the  program  could  not  be 
judged  in  the  absence  of  field  activities;  and  (4)  doubts  exist  as  to  the 
potential  for  cost  savings.  (Final  report  80  pages  plus  appendices.) 
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PROJECT  OFFICER: 
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ABSTRACT:  This  document  outlines  the  operational  procedures  and 
characteristics  of  the  1974  Work  Planning  and  Monitoring  System 
(WPMS)  for  the  Health  Services  Administration  (HSA).  The  docu- 
ment consists  of  four  chapters  ("Overview  of  the  System";  "Proce- 
dures"; "Monitoring";  and  "Format  for  Documentation 
Preparation")  and  three  appendices.  In  the  overview,  the  system  is 
described  as  a  mechanism  for  interaction  between  HSA  components 
in  developing  and  administering  activities  for  desired  programmatic 
and  management  results.  It  specifies  capabilities  and  benefits  of  the 
system  and  defines  the  basic  design.  In  the  procedures  section,  the 
method  for  development  and  approval  of  work  plans  is  delineated. 
These  plans  reflect  desired  goals  for  the  approaching  fiscal  year  and 
activities  necessary  for  achievement.  The  monitoring  section  de- 
scribes the  method  and  frequency  of  recording  the  progress  of  activi- 
ty. The  section  on  documentation  preparation  provides  guidance 
regarding  the  content  and  format  of  principal  WPMS  documents. 
The  planning  schedule  (calendar  dates),  multi-organizational  partici- 
pation, and  standing  needs  are  discussed  in  the  appendices.  (Final 
report  68  pages.) 

DESCRIPTORS:  Management  Information  and  Reporting,  Information 
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ABSTRACT:  This  study  was  intended  to  assess  the  effectiveness  and 
efficiency  of  loan  servicing;  to  determine  the  reliability  and  validity 
of  report  preparation  functions  in  Division  of  Students  Assistance 
(DSA);  to  compare  DSA  operations  with  those  of  other,  similar 
federal  and  state  loan  program  management  procedures;  and  to 
recommend  improvements,  categorized  by  priority.  The  report  pre- 
sents a  series  of  21  recommended  improvements  in  five  general  areas: 
automation,  school  and  lender  reviews,  personnel,  procedures,  and 
managing  information.  The  recommendations  are  listed  in  priority 
order  by  area,  and  include  brief  discussions  of  advantages  and  disad- 
vantages. In  addition  to  developing  recommendations  for  improving 
DSA  loan  servicing  functions,  the  contractor  changed  the  format  of 
the  "Lender/School  Manual"  to  enable  staff  to  update  and  reference 
information  and  developed  an  automated  system  to  identify  schools 
where  program  reviews  are  needed.  The  contractor  also  developed 
a  series  of  guideline  and  checklist  sheets  that  can  be  used  to  evaluate 
HEAL  claims.  (These  documents  are  not  part  of  the  final  report). 
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cational Finance,  Federal  Administration,  Health  Manpower  Train- 
ing, Higher  Education 
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ABSTRACT:  This  report  was  prepared  to  document  the  goals  and 
standards  developed  by  health  manpower  professional  associations 
for  consideration  in  the  development  of  the  National  Guidelines  for 
Health  Planning  as  mandated  by  Section  1501  of  the  National  Health 
Planning  and  Resources  Development  Act.  The  study  was  to  assem- 
ble a  compendium  of  goals  and  standards  statements  identified  in 
health  manpower  professional  associations  documents.  The  study 
was  completed  through  three  major  tasks:  (1)  document  acquisition; 
(2)  document  abstracting;  and  (3)  identification,  compilation,  and 
categorization  of  health  goals  and  standards.  The  findings  show  that 
documents  by  professional  associations  do  not  typically  contain  many 
goals  and  standard  statements.  If  statements  are  made  they  usually 
address  only  one  area.  The  most  frequently  addressed  areas  were 
manpower  education,  specialty  care,  and  comprehensive  systems  of 
care.  Two  appendices  are  included.  Appendix  A  lists  all  of  the  docu- 
ments reviewed  and  Appendix  B  contains  the  abstracts  of  each  docu- 
ment. See  also  PIC  ID  No.  0682. 
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ABSTRACT:  A  simple  procedure  that  community  health  centers  can 
follow  to  investigate  high  frequency  use  by  their  patient  population 
is  documented.  Through  this  procedure,  center  staff  can  assess  the 
care  requirements  of  high  frequency  users  and  develop  strategies  to 
meet  their  needs  while  containing  utilization  costs.  Data  necessary  for 
the  analysis  incorporate  information  already  available  to  the  center 
personnel  for  reports  and  information  from  registration  and  encoun- 
ter data  files.  The  information  to  be  reviewed  includes  number  of 
encounters  for  each  user,  demographic  characteristics  for  each  user, 
medical  conditions  being  treated,  services  received,  provider  deliver- 
ing services,  and  cost  of  services.  The  objectives  of  this  analysis  are 
to  determine  characteristics  of  high  frequency  users;  to  determine 
conditions  precipitating  high  frequency  use;  to  determine  staff  work- 
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load  relating  to  high  frequency  use;  and  to  identify  high  frequency 
users  whose  needs  can  be  met  through  alternate  methods  of  delivery 
at  lower  cost  and  acceptable  standards.  The  procedure  is  outlined  in 
a  step-by-step  format,  as  are  data  analysis  and  application  of  the 
analysis  results.  The  final  report,  the  procedures  report,  and  the  pret- 
est report  are  available  from  PIC.  The  final  report  and  the  procedures 
report  are  also  available  from  NTIS  (Nos.  PB  252-598  and  PB  252- 
599,  respectively).  (Reports  96  pages  plus  appendices,  14  pages,  and 
24  pages  plus  appendices,  respectively.) 
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ABSTRACT:  This  document  contains  an  annotated  bibliography  of 
references  published  between  1975  and  1984  and  concerned  with  the 
self-care  behaviors  of  the  community-based  elderly.  The  literature 
included  in  this  review  was  drawn  from  a  wide  variety  of  sources 
dealing  with  the  elderly,  self-care,  and  nursing  or  functional  health 
assessment.  This  compilation  represents  an  integration  of  the  nursing, 
medical,  sociological,  and  gerontological  literature  relevant  to  this 
general  area. 
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ABSTRACT:  This  study  consisted  of  a  literature  review  and  site  visits 
and  telephone  conversations  with  representatives  of  24  hospitals  and 
14  professional  organizations  in  12  states.  The  investigation  identified 
problems  along  three  dimensions:  the  perceived  severity  of  impact; 
probable  duration  of  impact;  and  intrafacility  scope  of  impact.  The 
findings  fall  into  three  interrelated  categories:  hospital  perception  of 
the  problem;  actual  or  anticipated  responses;  and  organizational  per- 
ceptions. The  study  found  that  (1)  14  of  24  hospitals  noted  Title  VI 
restrictions  on  the  supply  of  FMGs  would  not  severely  affect  their 
operations;  (2)  21  of  24  hospitals  noted  Title  VI  provisions  would 
affect  their  facility  to  some  degree,  but  would  be  dealt  with  by  a 
variety  of  strategies;  (3)  most  hospitals  expect  short-run  effects  that 
may  be  controlled  by  institutions,  but  long-run  effects  are  expected 
by  a  few  and  viewed  as  beyond  the  direct/indirect  control  of  the 
affected  institutions;  (4)  18  of  the  24  hospitals  expect  effects  on  a 
service-specific  basis,  mainly  surgery,  psychiatry,  anesthesiology, 
and  pediatrics;  (5)  no  significant  disruption  of  patient  care  services  are 
anticipated  by  20  of  24  hospitals,  but  four  expect  modest  to  severe 
disruptions;  and  (6)  reductions  in  number  and/or  size  of  residency 
programs  are  expected  by  five  of  24  hospitals  as  a  result  of  Title  VI 
restrictions.  The  final  report  (HRP-0902231/0)  and  the  summary  and 
critique  (HRP-0902232/8)  are  also  available  from  NTIS. 
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ABSTRACT:  The  objectives  of  the  study  were  to  (1)  design  a  general 
protocol  that  could  be  used  to  identify  impact  of  consumer  health 
education  programs  on  health  manpower  requirements;  and  (2)  deve- 
lop a  work  plan  for  testing  the  protocol  on  specific  consumer  educa- 
tion programs.  A  literature  review  and  contact  with  practitioners 
yielded  few  studies  directed  at  measuring  the  health  education/man- 
power utilization  relationship.  Four  representative  diabetes  program 
sites  were  visited,  individual  protocols  were  designed,  and  a  work 
plan  for  testing  the  protocols  was  developed.  The  report  recom- 
mends that  the  protocol  be  tested  on  the  four  representative  pro- 
grams. Another  recommendation,  presented  in  the  form  of  research 
questions  for  future  study,  seeks  to  measure  the  effectiveness  of  con- 
sumer health  education  programs.  (Final  report  296  pages.) 
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ABSTRACT:  This  study  evaluated  the  effects  of  federal  support  of 
family  practice  residency  training  on  three  broad  characteristics  of 
the  residency  program:  (1)  number  of  residents;  (2)  content  of  their 
training;  and  (3)  practice  location  of  graduates.  The  findings  from  the 
study  represent  an  historical  look  at  the  effects  of  federal  funds  on 
family  medicine  residency  programs.  The  concept  of  "last-funds" 
was  confirmed.  The  results  indicate  that  the  presence  of  federal  funds 
has  assisted  programs  in  their  existance,  particularly  for  large  univer- 
sity hospital  programs.  Alternatives  to  the  use  of  federal  dollars  are 
provided,  but  require  further  assessment  in  a  more  detailed  and  sys- 
tematic manner.  Overall,  this  study  has  enabled  managers  (federal 
and  program)  to  determine  the  effectiveness  of  the  federal  effort, 
capture  lessons  learned,  and  identify  dependent  variables  that  have 
had  an  impact  upon  the  outcome.  A  positive  association  has  been 
noted  for  federal  funds  and  total  numbers,  program  formulation, 


program  stability,  and  maintenance.  Federal  funding  also  appears  to 
have  made  the  difference  between  a  program  being  financially  sound 
and  financially  vulnerable. 
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ABSTRACT:  This  study  investigated  the  impact  of  the  Family  Medi- 
cine Predoctoral  Training  Program  using  analyses  of  secondary  data 
(principally  fiscal,  enrollment  and  graduation,  faculty,  and  curricular 
requirements  data  from  the  American  Association  of  Medical  Col- 
leges Institutional  Profile  Surveys  from  1978  through  1984)  and  case 
studies  of  seven  undergraduate  program  grant  recipients.  Evidence 
of  the  impact  on  the  number  of  graduates  electing  family  medicine 
(FM)  residencies  is  mixed,  though  funded  institutions  have  increased 
their  departmental  faculty  and  have  increased  their  per  FM  graduate 
expenditures  to  a  greater  extent  than  can  be  accounted  for  by  grant 
funds.  Departmental  viability  is  associated  with  endorsement  by  the 
school  administration,  the  status  of  the  department  chair  as  a  good 
physician,  and  respect  by  the  practice  community.  Grant  funds  ap- 
pear to  have  been  instrumental  in  increasing  the  respect  of  the  family 
medicine  department  by  faculty  in  other  departments,  in  adding 
faculty  (particularly  nonmedical  specialists),  in  substantially  improv- 
ing clinical  training,  and  in  adding  both  basic  and  elective  family 
medicine  courses  to  the  general  undergraduate  curriculum.  Finally, 
when  federal  funds  from  several  programs  are  combined  and  evaluat- 
ed as  a  proportion  of  the  departmental  budget,  there  appears  to  be  an 
optimal  level  above  or  below  which  numbers  of  FM  graduates  dimin- 
ish. (Final  report  159  pages;  executive  summary  10  pages.) 
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ABSTRACT:  This  study  described  the  1983  Jobs  Bill-funded  expansion 
activities  of  eight  community  health  centers  (CHCs),  the  effects  of 
these  activities  on  the  CHCs,  and  the  best  practices  used  by  CHCs 
to  expand  services.  The  information  developed  provides  a  framework 
for  directing  health  services  to  specific  populations.  This  study  found 
that  (1)  Jobs  Bill-funded  services  were  provided  within  three  months 
of  award;  (2)  eligibility  determinations  were  effective  and  individual- 
ly designed  to  meet  local  needs;  and  (3)  the  eight  CHCs  were  capable 
network  builders,  involving  linkages  with  many  community  organi- 
zations and  more  than  1,400  providers.  One  difficulty  concerned  the 
inability  of  CHCs  to  produce  an  unduplicated  count  of  the  number 
of  users  in  the  first  program  year.  This  inability  was  primarily  due  to 
the  inadequacy  of  reporting  systems  to  handle  this  type  of  data  need; 
a  requirement  to  provide  for  special  population  user  and  service 
identification  in  any  future  endeavors  is  recommended. 
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301-443-4943 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  Between  1973  and  1983,  the  Bureau  of  Health  Professions 
(BHPr)  supported  contracts  that  totaled  approximately  $12  million  to 
assist  12  allied  health  professions  in  developing  various  credentialing 
processes  including  role  delineation,  educational  resource  develop- 
ment, competency-based  examination  development,  examination 
validation/administration,  and  administration  of  a  continued  compe- 
tency program.  The  purpose  of  this  study  was  to  develop  a  study 
methodology  for  assessing  the  impact  of  these  credentialing  initia- 
tives on  the  allied  health  professions  in  terms  of  their  functions, 
preparation,  practice  requirements,  and  utilization.  A  comprehensive 
background  document  review  was  conducted  to  provide  a  detailed 
description  of  each  profession's  credentialing  developments  and  pro- 
gress; interviews  were  conducted  with  key  managers  and  with 
knowledgeable  persons  from  private  associations  involved  with  the 
BHPr  credentialing  efforts.  Data  collection  instruments  were  then 
developed  and  include  three  modules:  Module  One  addresses  issues 
related  to  the  five-phased  credentialing  process  developed  and  fund- 
ed by  BHPr;  Module  Two  focuses  on  the  various  credentialing  activi- 
ties; and  Module  Three  consists  of  issues  related  to  organizations 
directly  or  indirectly  associated  with,  or  influenced  by,  credentialing. 
The  instruments  were  pretested  and  a  study  sample  of  1 1  allied  health 
professions  was  selected.  (Final  report  43  pages  plus  appendices.) 
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ABSTRACT:  The  objective  of  this  project  was  to  identify  and  assess 
major  problems  and  issues  relating  to  the  establishment,  functioning, 
and  maintenance  of  health  systems  agencies  (HSAs)  and  their  govern- 
ing boards,  state  agencies,  and  SHCCs.  The  methodology  included 
a  survey  of  a  sample  of  HSAs,  state  agencies,  and  SHCCs.  The  survey 
utilized  a  standardized  questionnaire  applied  to  key  actors  in  the 
development  and  operation  of  the  agencies.  The  study  found  that 
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while  agencies  were  frustrated  at  having  to  follow  approximately  100 
provisions  dictating  boundaries,  structure,  and  process,  none  claimed 
to  be  so  exhausted  that  they  could  not  proceed  with  their  functions. 
The  study  recommended  various  reforms  in  law  and  regulations,  as 
well  as  further  study,  particularly  in  the  areas  of  funding  formula, 
board  authority,  "broad  representation"  requirements,  non-met- 
ropolitan representation,  an  excessive  penalty  provision,  excessive 
public  availability  of  records,  coordination  with  PSROs  and  A-95, 
state  role,  and  authority  of  the  state  health  planning  and  development 
agencies.  The  major  conclusion  was  that  overall  success  of  the  na- 
tional program  would  not  require  substantive  legislative  reform  in  the 
late  1970s.  (Final  report  168  pages;  executive  summary  15  pages.) 
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ABSTRACT:  The  Bureau  of  Health  Professions  (BHPr)  has  responsi- 
bility for  administering  and  monitoring  health  professions  education- 
al programs  legislated  through  P.L.  94-484  and  P.L.  94-63.  There  is 
a  continuing  need  for  accessing  a  variety  of  program  data  necessary 
for  administration,  management,  monitoring  and  evaluation  of  the 
programs.  Under  a  contract  with  Medicus  Systems,  BHPr  developed 
the  systems  design  and  specifications  for  ASPRIN.  The  purpose  of 
this  phase  of  ASPRIN  is  to  provide  for  an  independent  validation 
checkout  of  computer  modules  comprising  the  systems  and  to  ensure 
smooth  transitions  from  the  design  phase  through  computer  program- 
ming and  implementation. 
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ABSTRACT:  This  study  had  as  its  objective  the  development  within 
the  Bureau  of  Health  Planning  of  an  ongoing  in-house  capability  to 
design  and  conduct  evaluation  studies  and  policy  analyses  of  the 
impact  and  effectiveness  of  health  systems  agencies  (HS As)  and  state 
'  health  planning  and  development  agencies  (SHPDAs).  The  project 
focused  on  development  of  a  standard  protocol  to  be  used  for  all 
studies  conducted  under  the  Performance  Evaluation  Program 
(PEP),  building  the  evaluation  skills  of  bureau  staff  who  would  con- 
duct the  studies,  and  institutionalizing  the  system  so  that  the  informa- 
tion obtained  would  be  integrated  into  the  policymaking  functions  of 
the  bureau.  A  two-stage  approach  to  collecting  information  was 
developed:  telephone  interviews  of  a  sample  of  agencies,  followed  by 
site  visits  to  a  small  number  of  agencies  to  gather  more  detailed 
information  on  exemplary  programs.  Using  this  two-stage  protocol, 
four  actual  evaluation  studies  were  conducted  to  develop  the  capabil- 
ity of  bureau  staff  to  conduct  the  Performance  Evaluation  Program 
on  an  ongoing  basis.  A  PEP  resource  manual  was  developed  which 
provides  detailed  "how  to"  information  for  conducting  PEP  studies. 
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ABSTRACT:  This  report  discusses  Medicare's  prospective  payment 
system  (PPS)  and  the  changes  it  has  triggered  in  the  entire  medical 
care  delivery  system.  The  paper's  purposes  are  to  (1)  review  actual 
and  potential  changes  in  the  health  care  system,  especially  hospital 
reactions  to  diagnosis  related  group  (DRG)-based  PPS,  and  discuss 
the  potential  effects  of  these  changes  on  the  quality,  access,  and  costs 
of  health  care;  (2)  discuss  the  approaches  to  be  used  by  planning 
agencies  in  analyzing  health  system  conditions;  (3)  identify  issues  in 
certificate  of  need  review  programs  that  need  to  be  reviewed  in  light 
of  the  changing  incentives  in  health  care  payment;  (4)  identify  desired 
data  collection  and  system  monitoring  activities  for  planning  agen- 
cies; and  (5)  suggest  alternative  implementation  strategies  for  agen- 
cies to  consider  in  improving  the  health  care  system  by  increasing 
access,  reducing  costs,  and/or  providing  needed  services.  Two  of  the 
paper's  conclusions  are  that  (1)  hospitals  have  reduced  their  costs  per 
case  and  (2)  the  changes  hospitals  make  to  lower  costs  may  have  both 
positive  and  negative  effects  on  the  quality  of  care.  (Final  report  71 
pages.) 
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ABSTRACT:  This  manual  presents  a  methodology  to  evaluate  the 
Improved  Pregnancy  Outcome  (IPO)  program  and  outlines  the  im- 
plementation of  this  methodology.  The  methodology  consists  of  four 
evaluation  components:  program  scope,  program  performance,  pro- 
gram tasks,  and  additional  areas.  The  first  component,  program 
scope,  is  designed  to  check  for  the  presence  or  absence,  as  well  as  the 
scope,  of  specified  components  of  the  IPO  program;  this  will  identify 


the  extent  to  which  programs  have  filled  gaps  in  existing  services. 
The  second  component,  program  performance,  is  intended  to  deve- 
lop measures  of  success  for  the  IPO  programs  in  achieving  their 
stated  objectives  and  to  develop  additional  measures  that  aid  in  the 
understanding  of  reasons  for  such  success  (or  failure).  These  measures 
have  been  grouped  according  to  final  outcomes,  intermediate  out- 
comes, other  influences,  program  activities,  and  program  inputs.  The 
analysis  of  program  tasks,  which  is  the  third  component,  monitors 
each  IPO  program  to  verify  whether  the  proposed  activities  were 
accomplished  and  whether  they  were  undertaken  in  the  appropriate 
time  frame.  The  final  evaluation  component  provides  guidelines  to 
assess  additional  areas  of  concern,  such  as  quality  of  care,  regionaliza- 
tion,  program  continuation,  and  cooperation  with  other  health  pro- 
grams. The  overall  evaluation  methodology  provides  a  structure  to 
analyze  and  understand  the  changes  effected  by  the  IPO  program. 
(Final  report  67  pages.) 
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ABSTRACT:  The  project  was  designed  to  (1)  define  "maximum  par- 
ticipation" and  "successful  outcomes"  of  the  Indian  self-determina- 
tion (ISD)  process  as  authorized  in  P.L.  93-638;  (2)  describe  examples 
of  successful  implementation;  (3)  describe  how  successful  outcomes 
are  achieved;  and  (4)  assess  the  quality  and  types  of  technical  assist- 
ance provided  to  tribes  and  tribal  organizations.  Site  visits  were  con- 
ducted to  four  Indian  Health  Service  (IHS)  areas;  four  tribal 
organizations  were  contacted  in  each  area.  The  report  concludes  that 
the  ISD  process  is  generally  working  well  but  that  improvements  are 
needed  in  the  planning  phase,  when  tribes  consider  whether  to  con- 
tract, and  in  some  aspects  of  contract  monitoring  and  technical  assist- 
ance. 
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ABSTRACT:  Several  national  and  regional  initiatives  have  developed 
in  the  effort  to  reduce  infant  mortality,  and  to  meet  the  health  goals 
for  pregnant  women  and  infants  of  the  1990  objectives  for  the  nation. 
At  the  federal  level,  the  Public  Health  Service  (PHS)  and  members 
of  the  Low  Birthweight  Task  Force  developed  the  Infant  Mortality 
Review  (IMR)  as  one  approach  to  promote  better  understanding  of 
infant  mortality  and  to  design  targeted  strategies  for  its  reduction. 
Specifically,  IMR  is  defined  as  a  process  for  examining  factors  that 
contribute  to  infant  deaths.  Through  a  systematic  evaluation  of  in- 
dividual cases,  IMR  identifies  potential  opportunites  to  improve  ma- 
ternal and  infant  health.  The  study  produced  (1)  a  protocol  for  the 
design  and  conduct  of  an  infant  mortality  review;  and  (2)  a  manual 
and  accompanying  materials  that  could  be  used  to  assist  states  and 
communities  in  carrying  out  an  IMR. 
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Germantown  MD  20874 
PROJECT  OFFICER:  Enger,  Isadore 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services  (Entire  Program  Area); 
PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  A  management  information  system  was  developed  and 
tested  for  collecting  and  presenting  information  on  the  amount  and 
type  of  services  provided  by  the  U.S.  Coast  Guard  Medical  Program. 
The  system  consists  of  a  visit  form  to  be  completed  for  each  visit,  a 
set  of  instructions  for  completing  the  form,  and  a  series  of  13  tables 
containing  information  on  the  number  and  type  of  visits,  nature  of 
services  provided,  characteristics  of  the  patients,  and  training  level  of 
the  providers.  The  system  was  tested  at  clinics  in  Washington,  D.C., 
Miami,  Florida,  and  Cape  May,  New  Jersey.  Based  on  the  tests, 
improvements  were  made  to  the  form  and  to  the  tables.  The  final 
form  and  instructions  are  presented  in  the  report  along  with  the  13 
tables  from  each  of  the  three  sites.  Examples  of  additional  uses  of  the 
data  are  given.  It  was  also  recommended  that  the  use  of  sampling 
techniques  be  investigated.  (Final  report  155  pages.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Information 
Systems,  Case  or  Site  Study  Feature,  Research  and  Evaluation  Meth- 
ods Feature,  Demography,  Management  Information  and  Reporting 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0837  PROJECT  NO:  HSA  (C)  74-4,  Task 

6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  252-577 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-7 
COST    (In  Thousands):  FY  74- $40 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  April  '76 
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PROJECT  TITLE:  Evaluation  of  the  National  Area  Health 
Education  Center  Program 

REPORT  TITLE:  Initial  Description  of  the  National  AHEC  Program 
PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
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PROJECT  OFFICER:  Armstrong,  Felton;  Rm  15A38,  PKLN  Bldg; 

301-443-4065 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education 
Programs-Area  Health  Education  Centers 

ABSTRACT:  The  final  report  aggregates  data  on  the  1 1  Bureau  of 
Health  Manpowersupported  Area  Health  Education  Center  (AHEC) 
projects  to  describe  salient  characteristics  of  AHEC  development, 
organization,  and  program  activities  that  might  affect  program  out- 
comes. Using  the  individual  site  reports  as  a  base,  selected  character- 
istics of  individual  project  activities,  i.e.,  type,  expenditures,  students 
involved,  site,  and  sponsor  organizations,  are  analyzed  and  catego- 
rized. Other  significant  processes  within  the  national  AHEC  program 
are  clustered  according  to  types  and  levels  of  previous  experience. 
The  final  section  discusses  implications  of  this  study  for  further 
evaluation  activities  and  relevance  to  policy  issues.  (Final  report  232 
pages;  executive  summary  8  pages.) 


PROJECT  DESCRIPTIONS 


685 


Accession  No.  1867  Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


DESCRIPTORS:  Health  Manpower  Training,  Minority  Groups,  Man- 
agement Techniques,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0694  PROJECT  NO:  OPEL  74-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  254-673 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-MB-44070 
COST    (In  Thousands):  FY  74-$119,  FY  75-$113.  FY  76-$63 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  June  '76 


1868 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Manpower  Management  Program  for  Health 
Services  Administration 

REPORT  TITLE:  Initial  Manpower  Management  Program,  HSA 

(Four  Volumes) 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  This  document  presents  the  1974  manpower  zero-base 
analysis  of  the  Health  Services  Administration.  The  document  con- 
sists of  four  volumes  covering  the  Bureau  of  Quality  Assurance, 
Medical  Services  and  Community  Health  Services,  Indian  Health 
Service,  and  the  HSA  Office  of  the  Administrator.  As  part  of  the 
overall  Manpower  Management  Program  of  HSA,  approximately 
88%  of  the  positions  were  analyzed  through  work  measurement  tech- 
niques or  manpower  survey  methodologies.  Staffing  levels,  budgets, 
and  organizational  efforts  were  analyzed.  Staffing  shortages  and 
overages  were  identified  within  HSA.  Staffing  standards,  workload 
definitions,  and  summary  tables  are  presented  for  each  bureau  and  for 
the  entire  HSA.  Bibliographies  and  sources  are  presented  in  Volumes 
III  and  IV  for  the  direct  health  operations.  Conclusions  for  meeting 
staffing  problems  are  also  given.  Volumes  I,  II,  and  III  are  available 
from  PIC.  Volume  I  (the  executive  summary)  and  Volume  II  are  also 
available  from  NTIS  (Nos.  PB  243-734  and  PB  243-735,  respectively). 

DESCRIPTORS:  Federal  Administration,  Grant  and  Contract  Manage- 
ment, Productivity 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0832  PROJECT  NO:  HSA(C)  74-3,  Task 
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FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-6 
COST    (In  Thousands):  FY  75-$30 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '74  through  February  '75 
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REPORT  TITLE:  Integrated  Approach  to  Evaluating  the  Impact  of 

Health  Planning  in  New  England  (Two  Volumes) 
PERFORMER:  Codman  Research  Group,  1605  22nd  Street  N.W., 

Washington  B.C.  20008 
PROJECT  OFFICER:  Phillips,  Richard 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource 

Development-State  Planning  and  Regulation 

ABSTRACT:  As  the  new  health  planning  agencies  authorized  by  PL 
93-641  began  to  function  across  the  country,  it  was  important  to 
develop  effective  evaluation  mechanisms.  The  purpose  of  this  study 
was  to  develop  population-based  methods  to  measure  the  amount  and 
direction  of  changes  in  the  utilization  of  inpatient  services  that  result- 
ed from  new  health  planning  processes  in  five  New  England  states 
and  to  design  methodologies  that  (1)  tracked  decision  making  within 
health  planning  entities;  (2)  linked  key  planning  decisions  to  observed 
changes  in  hospital  service  delivery  patterns;  and  (3)  considered  and 
specified  the  major  nonplanning  events  in  the  health  care  system  that 
were  potential  causes  for  observed  changes.  Data  gathered  included 
(1)  baseline  data  on  per  capital  use  of  hospital  services  in  rural  states 
(Maine  and  Vermont)  that  already  had  a  complete  hospital  data  sys- 
tem (CHDS);  (2)  feasibility  data  concerning  the  use  of  the  disaggre- 
gated community-based  approach  to  analyzing  hospital  utilization  in 
an  urban  CHDS  state  (Rhode  Island);  (3)  data  that  tested  the  feasibili- 
ty of  using  Medicare  data  to  predict  the  total  population  use  of 
hospital  services  and  (4)  data  from  case  studies  of  the  planning  pro- 
cesses and  the  major  nonplanning  events  that  influenced  hospital 
utilization.  Volume  I:  "Health  Planning  and  Regulation:  The  New 
England  Experience";  Volume  II:  "A  Small  Area  Approach  to  the 
Analysis  of  Health  System  Performance." 

DESCRIPTORS:  Feasibility  Study  Feature,  Case  or  Site  Study  Feature, 
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Planning  and  Administration,  Hospitals,  Health  Care  Utilization 
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Executive  summary  at  PIC 
START/END  DATES:  June  '76  through  March  '81 


1870 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Inventory  of  U.S.  Health  Care  Data  Bases, 
1976-1983 

REPORT  TITLE:  Inventory  of  U.S.  Health  Care  Data  Bases, 
1976-1983 

PERFORMER:  American  Hospital  Association,  840  North  Lake 
Shore  Drive,  Chicago  IL  60611,  312-280-6000 


686 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


Accession  No.  1872 


PROJECT  OFFICER: 
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PHS-HRSA-Health  Manpower-Health  Professions  (Entire 
Program  Area); 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  This  report  compiles  abstracts  of  257  health  care  data- 
bases created  or  maintained  by  public  and  private-sector  agencies  and 
organizations  throughout  the  United  States.  Each  abstract  contains 
the  sponsor's  name  and  address,  the  name  and  address  of  the  person 
to  be  contacted  in  order  to  obtain  data,  a  brief  summary  of  the 
database's  purpose  and  scope,  and  information  about  subject  cover- 
age, sampling  procedures,  frequency,  and  terms  of  availability.  This 
inventory  provides  greater  access  to  national-level  health  care  data 
for  policymakers,  researchers,  analysts,  and  others.  HHS  Publication 
No.  HRS/P/OD84-5.  (Final  report  147  pages.) 

DESCRIPTORS:  Databases  Administrative  Information,  Health  Plan- 
ning, Information  Systems 
STUDY  TYPE:  Other 

PIC  ID  NO:  1618  PROJECT  NO: 

FUND  SOURCE:  Research         NTIS  NO:  HRP-0906300 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  83-273  (P) 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '84  through  May  '84 


1871 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  Employment  Opportunities  for 
Newly  Licensed  Nurses 
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PERFORMER:  National  League  for  Nursing,  Division  of  Research, 
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PROJECT  OFFICER:  LeJoty,  Dolores  M. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 

Program  Area) 

ABSTRACT:  This  project  studied  the  employment  opportunities  for 
newly  licensed  nurses.  At  the  time  of  this  study,  most  were  not  only 
employed  but  were  employed  by  their  preferred  type  of  employer. 
Only  3%  of  the  nurses  were  unemployed  and  actively  looking  for  a 
job.  Three  out  of  four  newly  licensed  nurses  reported  that  they  either 
had  a  job  waiting  for  them  or  found  a  sufficient  number  of  jobs  when 
looking  for  their  first  position  as  a  newly  licensed  nurse.  Responses 
did  vary  according  to  the  region  of  the  country  in  which  the  nurse 
was  living.  The  job  market  for  newly  licensed  nurses  tended  to  be 
best  in  the  south  (in  the  Atlanta  and  Dallas  regions)  and  poorer  in  the 
populated  coastal  areas  (the  San  Francisco  and  New  York  regions). 
While  the  most  common  reason  given  for  difficulty  in  finding  a 
position  was  the  lack  of  jobs  in  the  area,  a  substantial  proportion  of 
newly  licensed  nurses,  especially  graduates  of  associate  degree  pro- 
grams, reported  that  the  employers  wanted  nurses  with  more  experi- 
ence. Eighty-one  percent  of  the  nurses  was  employed  in  either  public 
or  private  hospitals.  (Final  report  114  pages  plus  appendices.) 


DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Statistical  Analysis 
Methods  Feature,  Labor  Markets  and  Problems,  Nursing  Manpower, 
Demography 
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COST    (In  Thousands):  FY  72-$77 
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Available  from  PIC, 
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Available  from  NTIS 
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Evaluate  the  Education,  Functions,  and  Utilization  of  Nurses 
in  Extended  Roles 

REPORT  TITLE:  Longitudinal  Study  of  Nurse  Practitioners 
PERFORMER:  State  University  of  New  York,  Buffalo  NY  14260 
PROJECT  OFFICER:  Henry,  Marie;  Rm  5C04,  PKLN  Bldg; 

301-443-5763 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Nursing-Institutional  Aid; 
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ABSTRACT:  The  expanded  roles  for  nurses  in  areas  of  care  traditional- 
ly dependent  on  physician  supply  have  been  a  growing  trend  for 
many  years.  This  study  was  an  effort  to  obtain  the  data  necessary  to 
evaluate  program  efforts  related  to  nurse  practitioners  (NP)  in  ex- 
panded roles  and  to  obtain  baseline  information  for  the  further  deve- 
lopment and  support  for  NP  education  and  practice.  Phase  I  of  the 
study  described  the  programs  and  the  students  in  them;  later  phases 
delineated  NP  functions  in  the  practice  setting  and  explored  the  rela- 
tionship between  those  functions  and  the  ones  for  which  they  were 
educationally  prepared.  Questionnaires  were  distributed  to  each  pro- 
gram and  to  each  student  in  the  next  graduating  class.  Study  findings 
are  presented  in  two  areas:  (1)  nurse  practitioner  programs,  including 
information  on  geographic  distribution,  program,  admission  and 
faculty  characteristics,  financial  support  and  tuition  charges,  and  fea- 
tures of  curricula;  and  (2)  NP  students,  including  information  on 
characteristics,  financial  problems  and  sources  of  support,  factors 
influencing  students  to  enter  NP  programs,  and  professional  expecta- 
tions. Appendices  include  listings  of  certificate  and  master's  pro- 
grams participating  in  the  study  and  program  and  student 
questionnaires.  (Final  report  79  pages  plus  appendices.) 

DESCRIPTORS:  Health  Manpower  Training,  Nursing  Manpower, 
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STUDY  TYPE:  Research  and  Data  Development 
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COST    (In  Thousands):  FY  73-$  100,  FY  74-$5,  FY  75-$  157,  FY 
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Manpower  Study 

REPORT  TITLE:  Management  and  Manpower  Study  of  HMO 

Activities  in  HSA 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  study  was  initiated  to  resolve  key  management  and 
manpower  issues  relative  to  the  health  maintenance  organization 
(HMO)  program  and  to  review  February  1975  manpower  allocations 
and  February  1976  needs  in  the  central  office  and  regional  offices. 
Major  recommendations  were  the  following:  (1)  the  HMO  functions 
performed  in  the  Bureau  of  Community  Health  Service  (BCHS) 
needed  minimal  change;  (2)  to  preserve  the  integrity  of  the  Office  of 
Qualification  and  Regulation,  the  activities  it  performed  and  its  or- 
ganizational position  should  continue  to  be  separate  from  the  other 
operations  of  the  HMO  program;  (3)  monitoring  and  technical  assist- 
ance activities  in  FY  1975  and  FY  1976  should  continue  to  be  per- 
formed by  regional  offices  with  central  office  support;  (4)  additional 
positions  should  be  allocated  to  the  offices  of  health  maintenance 
organizations,  qualification  and  regulation,  and  regional  offices.  (Fi- 
nal report  30  pages.) 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower  (Entire  Program  Area); 
PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  The  study  was  a  literature  review  and  evaluation  of  more 
than  200  articles  and  reports  on  health  manpower  requirements.  To 
aid  health  systems  agencies  (HSAs)  in  their  development  of  a  set  of 
guidelines  for  assessing  local  health  manpower,  the  report  identifies, 
describes,  and  analyzes  existing  requirements/standards.  The  studies 
reviewed  are  those  prescribing  an  appropriate  supply  of  health 
professionals  and  including  expressions  of  existing  ratios  plus  norma- 
tive judgments  and  empirical  calculations  as  to  what  health  manpow- 
er availability  "should  be."  Eight  major  health  professions  groups  are 
addressed  including  medicine  and  osteopathy,  dentistry,  pharmacy, 
optometry,  veterinary  medicine,  podiatry,  nursing,  and  allied  health. 
Specialty  areas  within  the  field  of  medicine  and  different  types  of 
nurses  are  also  addressed.  The  first  section  of  the  report  is  a  discussion 
of  requirements  ratios  including  a  detailed  table  of  the  various  re- 
quirements located  in  the  literature.  The  report  shows  that  existing 
standards  and  studies  are  notoriously  contradictory  and  largely  with- 
out objective  foundation.  (Final  report  90  pages.) 
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ABSTRACT;  This  study  (1)  analyzed  capital  requirements  estimates 
and  forecasting  techniques;  (2)  reviewed  available  literature  on  meth- 
ods for  calculating  the  need  for  acute  care  beds;  (3)  conducted  case 
studies  of  methods  and  data  used  by  six  states  in  forecasting  the  need 
for  acute  care  hospital  beds;  and  (4)  identified  a  "best  practices" 
approach  that  could  be  used  by  states  to  develop  or  modify  an  acute 
care  bed  methodology.  Six  states  (California,  Georgia,  Massa- 
chusetts, Michigan,  Utah,  and  Washington)  were  visited  to  collect 
detailed  information  regarding  the  bed-forecasting  methodology 
used  and  the  data  sources  available.  State  agency  officials  involved 
in  forecasting  efforts  or  data-collection  efforts  were  interviewed,  as 
were  hospital  association  representatives.  The  states  were  selected  to 
represent  a  wide  range  of  population  characteristics,  forecasting  tech- 
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niques,  and  regulatory  approaches.  This  report  provides  background 
information  regarding  forecasts  of  capital  requirements  and  the  defi- 
nitions and  methodologies  used  to  arrive  at  those  estimates.  In  addi- 
tion, it  provides  a  summary  and  a  detailed  description  of  the 
forecasting  techniques  and  data  sources  available  in  each  of  the  six 
states. 
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Professions  Student  Loan  and  Scholarship  Programs 
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ABSTRACT:  A  study  of  financial  aid  practices  at  health  profession 
institutions  was  conducted  through  a  survey  covering  (1)  financial 
aid  administration;  (2)  staffing  of  financial  aid  offices;  (3)  selection  of 
HPSLS  (Health  Professions  Student  Loan  and  Scholarship)  program 
recipients;  (4)  needs  analysis  criteria;  and  (5)  procedures  used  to 
package  aid.  The  HPSLS  programs  assist  students  who  need  financial 
assistance  to  pursue  a  course  of  study  leading  to  a  degree  of  doctor 
of  medicine,  dental  surgery,  osteopathy,  optometry,  or  veterinary 
medicine,  or  to  a  Bachelor  of  Science  degree  in  pharmacy.  The  goal 
of  the  program  is  to  increase  health  manpower  resources  in  the  Unit- 
ed States  by  providing  assistance  in  the  form  of  long-term,  low- 
interest  loans  to  students  in  need  who  have  been  accepted  for  enroll- 
ment or  are  already  enrolled  in  specified  health  profession  schools. 
A  questionnaire  was  sent  to  all  institutions  participating  in  HPSLS 
programs  during  the  spring  of  1973.  The  study  results  provide  infor- 
mation on  the  administration  of  HPSLS  programs,  the  selection  of 
HPSLS  program  recipients,  and  criteria  for  measuring  student  finan- 
cial need.  Case  studies  are  presented  to  illustrate  procedures  used  in 
the  packaging  of  financial  aid.  (Final  report  117  pages.) 
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(CONSOLIDATED-See  Adolescent  Family  Life) 

ABSTRACT:  This  study  compares  community  health  center  (CHC) 
users  with  nonusers  to  assess  the  nature  of  the  impact  of  the  CHC 
program  on  pregnancy  outcome  in  terms  of  low  birth  weight  and  low 
gestational  age  at  birth.  Adequacy  of  care,  sociodemographic  factors, 
and  medical/obstetrical  factors  were  considered.  Findings  show  that 
the  most  consistent  predictors  of  outcome  were  complications  of 
pregnancy,  complications  of  labor  and  delivery,  low  education,  and 
inadequacy  of  care.  Women  who  experienced  one  or  more  of  these 
characteristics  were  more  likely  to  give  birth  to  babies  with  low  birth 
weight  and  low  gestational  age  than  were  women  who  did  not  experi- 
ence these  characteristics.  Findings  indicate  that,  based  on  birth 
weight  and  gestational  age,  pregnancy  outcomes  at  CHCs  were  as 
good  as  pregnancy  outcomes  at  hospitals  and  health  departments. 
(Final  report  60  pages  plus  appendices.) 
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ABSTRACT:  This  report  presents  data  from  a  major  study  of  medical 
practice,  the  largest  undertaken  as  of  1982  of  the  practice  characteris- 
tics of  physicians  in  America.  The  study  surveyed  10,372  physicians, 
a  sample  representative  of  228,083  doctors.  Many  of  the  findings  are 
based  on  1977  data  from  450,210  actual  physician  encounters  with 
patients  in  offices,  in  hospitals,  by  telephone,  and  in  a  variety  of  other 
settings.  For  each  medical  specialty  surveyed,  the  research  asked  the 
following  questions:  (1)  Where  do  physicians  practice?  (2)  What  kind 
of  practice  arrangements  do  physicians  have?  (3)  How  many  patients 
do  physicians  see?  (4)  How  many  office  visits  do  patients  make  to 
their  physicians?  (5)  How  often  do  physicians  see  patients  in  hospi- 
tals? (6)  How  many  telephone  calls  do  physicians  receive  from  pa- 
tients? (7)  What  diagnostic  tests  do  physicians  order?  (8)  What  types 
of  therapies  do  physicians  prescribe?  (9)  What  kinds  of  medical  prob- 
lems do  patients  have?  (10)  What  operations  do  surgeons  perform? 
and  (11)  How  do  physicians  spend  their  day?  The  study's  central 
finding  concerns  the  diversity  of  medical  practice,  that  is,  in  the  kinds 
of  patients  physicians  see,  in  the  problems  physicians  diagnose,  and 
in  the  methods  physicians  use  to  treat  patients.  This  report  presents 
selected  data  for  23  specialties.  (Final  report  96  pages.) 
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ABSTRACT:  This  report  evaluates  the  medical  staffing  requirements 
and  dental  staffing  requirements  of  the  U.S.  Coast  Guard  medical 
program.  The  study  reports  that  54  medical  officers  are  needed,  that 
53  are  authorized,  and  that  in  December  1973  39  were  "on  board." 
It  reports  a  need  for  71  dental  officers,  as  compared  to  68  authorized 
and  "on  board."  It  recommends  changes  in  the  program's  medical 
care  abstracts  to  facilitate  making  staffing  decisions  in  the  future. 
(Final  report  46  pages.) 
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ABSTRACT:  Section  329  of  the  Public  Health  Service  Act  requires  the 
Secretary  to  grant  health  funds  to  High  Migrant  Impact  Areas  and 
High  Impact  Areas  as  a  first  priority.  A  High  Migrant  Impact  Area 
is  defined  as  a  logical  medical  trade  area  in  which  there  are  at  least 
4,000  migrant  farmworkers  and  their  families  residing  for  a  period  of 
60  days  or  more.  A  migrant  is  defined  as  a  farmworker  who  derives 
his  principal  employment  from  farmwork,  and  who  for  purposes  of 
his  work  establishes  a  temporary  abode.  A  seasonal  farmworker 
works  primarily  in  agriculture  but  does  not  establish  a  temporary 
abode.  A  High  Impact  Area  is  defined  a  a  logical  medical  trade  area 
in  which  there  are  at  least  4,000  migrants  and  seasonals  and  their 
families  residing  in  the  area  for  a  period  of  60  days  or  more.  This 
project  tested,  implemented,  and  refined  a  revised  methodology  to 
assess  the  status  of  High  Impact  Areas  in  selected  target  states.  The 
methodology  utilizes  statistical,  demographic,  and  other  measures  to 
determine  the  number  of  migrants  in  a  particular  area,  which  will 
allow  the  appropriate  provision  of  services  to  those  areas  as  required 
by  Section  329  of  the  Public  Health  Service  Act. 
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ABSTRACT:  A  conceptual  framework  for  studying  linkage  develop- 
ment efforts  was  delineated  and  a  methodology  for  studying  state 
linkage  development  efforts  related  to  planning  and  decision  making 
for  health  manpower  was  proposed.  A  series  of  field  visits  was  made 
to  New  Jersey  to  study  linkage  efforts  involved  in  resource  allocation 
for  health  manpower  education.  The  results  of  these  visits  and  inter- 
views were  discussed  at  a  workshop  that  included  discussions  of  the 
theoretical  framework  of  the  study,  its  goals  and  objectives,  and 
decision-making  processes.  It  found  two  types  of  problems  with  pre- 
vailing health  manpower  planning  and  decision-making  processes: 
one  area  concerned  technical  inputs  to  decision  making  and  the  other 
concerned  the  politics  of  decision  making.  Linkage  development  ef- 
forts were  seen  as  one  approach  to  correcting  deficiencies  in  the 
politics  of  decision  making  and  in  the  inadequate  availability  and 
utilization  of  health  manpower  information  and  policy  analysis.  The 
methodology  recommended  for  the  study  was  exploratory  and  de- 
scriptive. It  involved  assessing  and  comparing  linkage  development 
efforts  in  several  states  in  order  to  draw  generalized  conclusions 
regarding  major  research  questions.  Alternatives  for  implementation 
of  the  methodology  are  included.  (Final  report  158  pages;  executive 
summary  14  pages.) 
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ABSTRACT:  The  National  Health  Planning  and  Resources  Develop- 
ment Act  of  1974  gave  HSAs  and  SHCCs  the  authority  to  review  and 
approve  or  disapprove  proposed  uses  of  certain  federal  health-related 
funds.  From  a  conceptual  standpoint,  the  review  and  approval/disap- 
proval function  involves  three  elements:  input,  process,  and  outcome. 
Evaluation  issues  of  importance  are  identified  for  HSAs  and  SHCCs 
within  the  framework  of  indicators  (measurable  characteristics  of  the 
review  and  approval  function),  data  requirements  (data  necessary  to 
construct  indicators),  and  data  collection  methods  and  sources.  It  is 
recommended  that  the  Bureau  of  Health  Planning  and  Resources 
Development  undertake  the  following  steps:  (1)  conduct  evaluation 
in  discrete  phases,  with  each  phase  focusing  on  the  assessment  of  a 
specific  number  of  issues;  (2)  develop  a  plan  for  implementing  evalua- 
tion efforts,  with  input  from  selected  regional  offices,  centers  for 
health  planning,  HSAs,  SHCCs,  and  state  health  planning  and  deve- 
lopment agencies;  (3)  conduct  a  formal  pretest  of  the  evaluation 
methodology  involving  a  small  representative  group  of  HSAs, 
SHCCs,  state  health  planning  and  development  agencies,  and  Public 
Health  Service  programs;  (4)  develop  and  disseminate  to  HSAs  and 
SHCCs  guidelines  for  documenting  and  collecting  data  required  for 
evaluation;  and  (5)  coordinate  with  federal  funding  agencies.  (Final 
report  152  pages.) 
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ABSTRACT:  This  study  examined  changes  in  representation  of  minori- 
ty groups  and  females  on  staffs  of  health  systems  agencies  (HSAs)  and 
state  health  planning  and  development  agencies  (SHPDAs)  between 
1976  and  1978.  A  1976  survey  found  that,  in  the  165  HSAs  and  34 
SHPDAs  in  which  comparable  data  were  available,  there  was  nearly 
a  62%  increase  in  minority  representation  in  HSAs  and  a  53%  in- 
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crease  in  SHPDAs  over  the  two  years.  The  study  also  tried  to  deter- 
mine the  "adequacy"  of  representation  in  health  planning  agencies, 
i.e.,  the  extent  to  which  each  agency's  racial  composition  approached 
the  racial  composition  of  the  health  services  area  or  state.  Using  a 
method  that  identifies  only  extreme  under-representation,  it  was 
found  that  more  than  90%  of  all  agencies  studied  had  adequate  re- 
presentation of  minorities.  For  SHPDAs,  more  than  90%  of  the  agen- 
cies studied  achieved  adequate  minority  representation  for  support 
staffs,  but  approximately  15%  had  inadequate  representation  of  black 
professionals,  and  more  than  20%  had  inadequate  representation  of 
pooled  minorities.  Few  data  were  available  from  which  to  make 
reliable  estimates  of  female  composition  on  staffs,  but  the  evidence 
indicates  that  there  was  still  under-representation  of  women  on  health 
planning  staffs.  See  also  PIC  ID  No.  1036. 
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ABSTRACT:  This  report  describes  a  model  for  projecting  the  supply 
of  active  physicians  in  the  United  States  and  then  applies  the  model 
to  forecast  the  number  of  doctors,  by  specialty,  in  1990.  The  total 
supply  of  practicing  physicians  depends  chiefly  on  the  size  of  U.S. 
medical  school  enrollments,  while  the  number  of  practitioners  in 
various  specialties  is  governed  by  how  many  medical  graduates  enter 
each  residency  program  and  how  many  change  specialties  during  and 
after  graduate  training.  The  details  of  the  relationship  between  input 
and  supply  are  complex.  In  addition  to  graduates  of  U.S.  medical 
schools,  the  input  into  residency  programs  is  augmented  by  U.S. 
citizens  who  attend  foreign  medical  schools  and  return  to  the  U.S. 
and  by  foreign  medical  graduates  who  immigrate  to  the  U.S.  Gradu- 
ates of  osteopathic  schools  who  elect  allopathic  residencies  also  con- 
tribute to  this  number.  HHS  Publication  NO.  HRA-81-634.  (Final 
report  45  pages  plus  appendices.) 
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ABSTRACT:  State  and  local  governments  have  attempted  to  strength- 
en their  planning,  management,  and  delivery  capability  by  consolidat- 
ing health  and  social  service  programs  into  comprehensive  human 
service  agencies  called  the  Department  of  Human  Resources  (DHR). 
The  purpose  of  this  study  was  to  collect  data  in  eight  states  to  validate 
the  above  preliminary  suggestion  and  to  make  additional  suggestions 
related  to  the  implementation  of  health  programs  and  coordination  of 
health  and  human  services  under  a  DHR,  The  findings  indicate  that 
linkages  can  be  formed  between  agencies  whether  they  are  categori- 
cal departments  or  program  divisions  within  an  umbrella  DHR-type 
structure.  The  primary  policy  implications  of  these  findings  are  that 
states  should  not  form  umbrella  structures  merely  for  the  purpose  of 
increasing  the  number  of  linkages  between  agencies.  Rather,  addi- 
tional purposes  such  as  administrative  efficiency  or  policy  manage- 
ment capability  should  be  present  to  justify  the  establishment  of  a 
DHR. 
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ABSTRACT:  Phase  I  of  this  project  developed  a  methodology  for 
monitoring  the  quality  of  nursing  care  by  incorporating  the  best 
elements  of  existing  methodologies  and  research  in  a  process  frame- 
work. Observation  and  scoring  mechanisms  were  established  for  this 
methodology,  which  was  then  evaluated  and  refined.  Phase  II  objec- 
tives were  to  test  in  a  range  of  hospitals  the  applicability  of  the 
quality-monitoring  methodology  developed  in  Phase  I;  expand  the 
methodology  to  nurseries  with  newborn  babies  and  to  recovery 
rooms;  analyze  the  influence  of  certain  organizational  factors  and  of 
educational  background  on  nursing  performance;  and  begin  to  relate 
nursing  processes  to  measures  of  patient  outcomes.  Findings  include 
that  (1)  the  process  instrument  designed  in  Phase  I  is  valid;  (2)  the 
process  measures  have  some  positive  relation  to  outcomes;  and  (3) 
many  variables  of  nursing  quality  are  influenced  by  hospital  manage- 
ment control.  These  findings  imply  that  nursing  management  is  very 
important  in  regard  to  unit  organization,  staff  coordination,  attitude 
determination,  and  control  of  nursing  processes.  The  study  points  out 
that  nursing  education  should  have  a  broader  focus  to  develop 
competency  in  the  complete  scope  of  the  nursing  process,  including 
nursing  management.  "Part  II:  Assessment  and  Study  of  Correlates" 
is  available  from  PIC.  (Part  II  report  128  pages.) 
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ABSTRACT:  The  Bureau  of  Health  Professions  analyzed  and  project- 
ed the  supply,  requirements,  and  geographic  distribution  of  health 
care  personnel.  One  major  aspect  of  the  program  was  the  develop- 
ment and  refinement  of  econometric  forecasting  models  for  the  U.S. 
health  care  sector,  which  necessitated  contracting  for  studies  of  the 
factors  influencing  the  demand  for  health  services  and  the  behavior 
of  primary  care  physicians.  This  report  presents  additional  research 
findings  from  a  statistical  analysis  of  data  from  the  1976  Health  Inter- 
view Survey.  A  descriptive  analysis  of  the  data  indicated  that  health 
status  and  morbidity  were  strongly  related  to  utilization.  Regression 
analysis  was  used  to  explain  the  variation  in  three  utilization  measures 
(doctor  visits,  hospital  admissions,  hospital  days)  associated  with  a  set 
of  socioeconomic  and  morbidity  indicators.  The  results  supported  the 
hypothesis  that  variation  in  utilization  rates  among  socioeconomic 
groups  was  strongly  connected  to  health  status.  Publication  No. 
DHPA- 14-82. 
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ABSTRACT:  This  evaluation  (1)  described  the  nature  and  develop- 
ment of  each  of  the  1 1  first-generation  AHECs,  especially  the  system 
of  linkages  developed  between  institutions  which  constitute  the  struc- 
ture of  the  program,  and  showed  the  ways  in  which  the  building  and 
ongoing  functioning  of  this  system  of  inter-institutional  ties  have 
affected  the  environment;  (2)  attempted  to  measure  the  effect  of  the 
AHEC  program  on  the  geographic  and  speciality  distribution  of 
manpower  in  high-need  areas,  in  comparison  to  a  sample  of  other 
counties  where  no  AHEC  program  was  present;  and  (3)  reviewed  the 
prevailing  assumptions  between  creating  the  system  and  training  the 
manpower  within  it,  on  the  one  hand,  and  improving  access  to  care 
and  its  quality,  on  the  other.  It  was  found  that  nine  of  1 1  AHECs 
developed  regional  sites  near  or  in  medically  underserved  areas  and 
that  in  those  nine  sites,  the  site  became  the  focus  of  educational 
activity  for  the  region.  All  AHECs  were  found  to  have  established 
linkages  with  the  regional  site,  serving  two  purposes:  (1)  the  enhance- 
ment of  regional  and  state  support  for  health  education  and  manpow- 
er planning  and  (2)  provision  of  training  opportunities  for  students. 
Even  though  AHEC  may  affect  students'  choice  of  location  and 
speciality,  current  location  is  constrained  by  the  small  numbers  of 
residency  programs  in  shortage  areas.  The  final  report  contains  pro- 
ject files  on  the  1 1  AHECs. 
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ABSTRACT:  A  National  Area  Health  Education  Center  (AHEC) 
Evaluation  Conference  was  held  in  Washington,  D.C,  August  25-27, 
1980,  to  establish  baseline  evaluation  concepts,  and  to  share  the  ex- 
periences of  the  various  projects,  both  the  "older"  and  the  "newer" 
generations.  More  than  450  registrants  attended  the  workshops  and 
five  plenary  sessions,  and  heard  the  major  presentations.  Participants 
included  representatives  from  existing  AHEC  projects,  federal  offi- 
cials from  several  agencies,  state  and  local  government  representa- 
tives, congressional  staff,  health  planners,  health  educators  from 
several  professions,  officers  and  members  of  national  organizations, 
and  the  interested  public.  This  report  is  a  synopsis  of  the  activities  of 
the  conference,  a  compilation  of  the  individual  and  collective  think- 
ing of  professionals  who  have  been  involved  in  the  National  Area 
Health  Education  Center  program.  HRA  Publication  81-14. 
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ABSTRACT:  This  study  identified  major  weaknesses  in  the  clinical 
education  of  allied  health  manpower  and  made  a  number  of  recom- 
mendations for  alleviating  problems  identified.  Among  its  recommen- 
dations are  the  following:  (1)  efforts  to  improve  clinical  education, 
particularly  continuing  education,  should  be  intensified;  (2)  accredita- 
tion standards  should  be  directly  related  to  accepted  clinical  educa- 
tion objectives  and  systematic  methods  for  evaluating  individual 
competence  should  be  developed;  (3)  provision  for  clinical  education 
should  be  a  major  element  in  planning  an  allied  health  education 
program;  (4)  objectives  for  clinical  education  should  be  clearly  estab- 
lished; (5)  additional  types  of  health  care  agencies  should  be  involved 
in  clinical  education,  and  the  educational  function  in  health  care 
agencies  involved  in  clinical  education  should  be  strengthened;  and 
(6)  the  government  must  provide  the  major  share  of  financial  support 
necessary  to  improve  clinical  education.  Volumes  II  through  IV  are 
available  from  PIC.  Volumes  I-IV  are  available  from  NTIS  (Nos.  PB 
247-646/AS,  PB  247-647/AS,  PB  247-648/AS,  and  PB  247-649,  re- 
spectively). The  complete  set  is  available  under  NTIS  No.  PB  247- 
645/AS. 
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ABSTRACT:  The  major  thrust  of  this  study  was  to  (I)  suggest  a  meth- 
od by  which  the  National  Health  Service  Corps  (NHSC)  could  be 
analyzed;  (2)  review  previous  research  and  evaluation  efforts  related 
to  the  program;  and  (3)  suggest  important  topics  and  questions  left 
unanswered  by  previous  evaluation  efforts.  It  was  found  that  the 
quality  of  the  NHSC  scholarship  assignees  depends  on  the  quality  of 
the  pool  of  applicants.  Those  who  understand  the  requirements  of  the 
program  in  which  they  are  to  serve  will  do  a  better  job.  It  appears 
crucial  for  them  to  begin  early  in  their  educational  process  to  identify 
themselves  as  future  corps  assignees,  and  to  develop  skills  and  atti- 
tudes appropriate  to  their  future  service.  (Final  report  53  pages  plus 
appendices.) 
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ABSTRACT:  Both  PL  94-484  and  PL  94-63  authorize  Health  Re- 
sources Administration  (HRA)  programs  aimed  at  identification, 
motivation,  recruitment,  counseling,  tutoring,  remedial  training,  and 
placement  of  health  professionals  from  disadvantaged  populations 
who  might  serve  in  underserved  areas.  The  Office  of  Health  Re- 
sources Opportunity  (OHRO)  conducted  a  study  that  focused  on  the 
effectiveness  of  recruitment  and  retention  activities  of  the  Special 
Health  Career  Opportunity  Grants  (SHCOG)  and  special  projects  in 
the  Bureau  of  Health  Manpower  (BHM).  The  purposes  of  this  project 
were  (1)  to  study  the  cost-effectiveness  or  cost  benefits  of  the 
SHCOG  and  special  projects  and  (2)  to  determine  the  feasibility  of 
conducting  a  national  impact  study  including  the  impact  of  the  pro- 
gram on  the  participants.  Data  were  gathered  from  program  partici- 
pants and  individuals  in  minority  and  low-income  communities  to 
determine  the  actual  effect  of  the  effort  on  the  consumer.  The  results 
of  the  study  were  disseminated  through  a  monograph  and  articles  for 
appropriate  journals.  The  findings  provided  guidance  for  administer- 


ing the  special  projects  program  and  also  served  as  background  for 
drafting  legislation  and  for  possible  reprogramming  of  funds  for  other 
resources  to  promote  equal  access  to  health  careers. 
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ABSTRACT:  This  review  (1)  evaluated  the  similarities  and  differences 
among  the  various  approaches  to  conducting  the  annual  need/de- 
mand analysis  (NDA)  required  for  each  community  health  center 
(CHC);  (2)  examined  methodologies  used  by  individual  health  cen- 
ters; and  (3)  conducted  a  preliminary  review  of  need  determination 
methodologies  employed  by  several  states.  The  methodologies  used 
in  New  York,  Michigan,  Maine,  and  California  were  reviewed.  In 
addition,  the  need/demand  analysis  conducted  and  submitted  to  the 
Bureau  of  Health  Care  Delivery  and  Assistance  by  eight  CHCs  was 
reviewed.  The  study  found  some  inconsistency  among  various  need/ 
demand  methodologies  and  provided  a  series  of  recommendations 
that  may  be  used  to  make  the  existing  NDA  a  more  meaningful  and 
illustrative  tool  for  CHCs  and  federal  policymakers. 
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PROGRAM(S)  EVALUATED: 
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Service  Corps 

ABSTRACT:  National  Health  Service  Corps  scholars  may  select  the 
private  practice  option  (PPO)  to  fulfill  their  practice  obligation  to  the 
government.  PPO  practitioners  have  certain  practice  requirements  to 
fulfill  during  their  period  of  obligation.  These  requirements  are  speci- 
fied in  a  PPO  agreement  between  the  scholar  and  the  Secretary  of 
HHS.  The  purpose  of  the  study  was  to  develop  a  system  design  to 
monitor  PPO  practitioners.  This  report  describes  the  PPO  monitor- 
ing system  at  the  time  of  the  study  and  demonstrates  the  need  for  an 
improved  system.  Using  the  results  of  PPO  field  surveys  and  discus- 
sions with  regional  and  state  contractor  staff,  a  multi-level  focused 
monitoring  system  is  proposed.  At  the  first  level  of  review,  a  set  of 
screening  criteria  are  proposed  to  identify  potential  violators  of  obli- 
gation requirements.  Only  PPO  practitioners  who  fail  first-level  re- 
view are  referred  to  second-level  review.  Level  two  review  entails 
a  telephone  call  to  clarify  the  problem  and  correct  any  obligation 
problems  that  are  identified.  A  third-level  site  visit  may  be  needed  to 
correct  problems.  Practitioners  who  continue  to  be  noncompliant 
with  the  terms  of  their  agreement  are  referred  to  the  central  office 
for  default  action.  A  short-term  study  is  proposed  to  fully  implement 
the  proposed  system  design. 

DESCRIPTORS:  Medical  Training,  Medical  Practice,  Health  Manpow- 
er Training,  Urban  or  Rural  Places  or  Problems,  Economic  Growth, 
Physicians 
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PERFORMER:  University  of  California,  Office  of  Medical 
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PROJECT  OFFICER:  Kairath,  Dr.  Judy 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  study  utilized  detailed  questionnaires  and  site  visits 
to  interview  approximately  350  individuals  involved  in  the  residency 
programs.  The  study  focused  on  problems  encountered  in  starting 
and  continuing  the  programs,  the  programs'  objectives,  the  kinds  of 
clinical  affiliations  used,  staffing  patterns,  the  background  of  the  resi- 
dents, the  patient  population  served  by  the  programs,  a  description 
of  the  programs,  the  kind  of  patient  care  and  educational  activities  in 
which  the  residents  engaged,  evaluation  of  the  programs,  patterns  of 
funding,  and  finally  what  was  being  done  to  "institutionalize"  them. 
In  addition  to  all  of  the  "hard"  data  collected  and  included  in  the 
tables  and  figures,  considerable  anecdotal  evidence  was  collected 
which  deals  with  attitudes  and  perceptions  about  the  programs,  the 
residents,  and  future  plans  of  the  residents  in  primary  care.  The 
analysis  of  the  data  revealed  little  if  any  differences  between  the 
federal-supported  and  foundation-supported  programs.  The  analysis 
also  led  to  a  number  of  recommendations  regarding  the  future  of 
nonfamily  medicine  resident  training  for  primary  care. 

DESCRIPTORS:  Medical  Training,  Grants-in-Aid,  Health  Manpower 
Training,  Medical  Practice,  Statistical  Analysis  Methods  Feature 
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ABSTRACT:  The  Nurse  Training  Act  Amendments  of  1979  (Public 
Law  96-76)  required  the  Secretary  of  the  Department  of  Health  and 
Human  Services  to  sponsor  a  study  on  nursing  and  nursing  education. 
The  two-year  study  provided  Congress  with  an  independent  assess- 
ment of  nursing  and  nursing  education.  The  study  focused  on  the 
need  for  continued  federal  support  of  nursing  education  programs 
based  on  (1)  the  need  for  nurses;  (2)  the  costs  of  nursing  education; 
(3)  the  distribution  of  nurses  in  medically  underserved  areas;  and  (4) 
recommendations  for  improving  the  retention  of  nurses  in  their 
profession.  An  interim  report  was  submitted  to  Congress  in  August 
1981.  The  final  report  was  completed  in  early  1983.  In  addition  to  the 
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reports  from  the  Institute  of  Medicine,  the  Secretary  of  HHS  also 
submitted  interim  and  final  reports  presenting  the  department's  find- 
ings on  the  ways  to  meet  the  needs  for  nursing  personnel  and  needs 
for  federal  support  of  nursing  education. 
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ABSTRACT:  This  study  represents  an  application  of  the  hospitaliza- 
tion "staging"  methodology  to  quality  assessment  in  a  neighborhood 
health  center  (NHC).  The  staging  methodology  uses  the  hospital  as 
the  capture  point  for  patients  processed  through  the  ambulatory  care 
program.  The  stage  of  the  disease  (as  indicated  by  the  array  of  com- 
plications or  severity)  at  time  of  hospitalization  for  certain  diseases 
reflects  on  the  adequacy  of  antecedent  care.  Staging  criteria  for  40 
conditions  have  been  developed  (representing  approximately  35%  of 
all  admissions  for  NHC  patients),  although  only  21  were  used  to  infer 
"quality"  during  the  present  study.  Although  needs  for  further  refine- 
ment of  staging  criteria  were  found,  the  staging  method  for  outcome 
assessment  was  judged  feasible  for  continual  monitoring  of  quality. 
(Final  report  65  pages.) 
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ABSTRACT:  The  purpose  of  this  procurement  was  to  identify  and 
inventory  all  data  describing  costs  and  utilization  of  services  in  the 
Public  Health  Service  (PHS)  freestanding  clinics;  evaluate  the  varia- 
tions in  cost,  utilization,  and  access  of  PHS  clinics;  and  assess  the 
utility  of  the  data  for  management  of  the  PHS  clinics.  Information 
was  collected  from  the  Bureau  of  Medical  Services  on  the  accuracy 
of  cost,  utilization  and  personnel  data  reported  by  the  headquarters 
in  Hyattsville,  Maryland,  the  data  processing  center  at  the  Baltimore 
Public  Health  Service  Hospital  and  from  site  visits  to  23  of  the  27 
clinics.  The  final  report  includes  assessments  of  the  accuracy  of  cost, 
utilization  and  personnel  data  reported  by  the  clinics  to  the  central 
office  and  suggestions  for  improvements  in  the  system.  It  also  deve- 
lops a  list  of  performance  indicators  for  measuring  the  efficiency  of 
the  clinics.  The  implementation  of  the  recommendations  from  this 
final  report  should  result  in  a  data  system  which  is  more  useful  for 
management  of  the  clinics  at  the  headquarters  and  the  clinical  level. 
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ABSTRACT:  This  handbook  describes  a  performance  monitoring  sys- 
tem for  the  Health  Careers  Opportunity  Program  administered  by  the 
Division  of  Disadvantaged  Assistance,  Bureau  of  Health  Professions. 
It  describes  the  information  content  of  the  system,  methods  of  infor- 


PROJECT  DESCRIPTIONS 


697 


Accession  No.  1899  Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


mation  collection  and  analysis,  and  ways  information  can  be  used  in 
program  management  and  policy  decision  making.  The  handbook 
emphasizes  the  in-house  HCOP  reporting  and  monitoring  system 
(R&M)  that  has  been  developed  and  tested  as  part  of  a  short-term 
evaluation  of  the  Undergraduate  Institution  (UI)  component  of 
HCOP.  The  performance  monitoring  system  described  in  this  hand- 
book has  been  designed  to  help  the  Division  of  Disadvantaged  Assist- 
ance to  respond  to  the  Congress,  the  bureau,  and  others  with 
oversight  authority  informed  about  HCOP's  status  and  its  achieve- 
ments. See  also  PIC  ID  No.  2281. 
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ABSTRACT:  This  manual  was  developed  to  assist  community  health 
centers  (CHCs)  in  organizing  and  operating  high-quality,  efficient 
perinatal  care  services  for  the  communities  they  serve.  It  addresses 
programmatic  and  administrative  issues,  establishing  minimum  ex- 
pectations for  what  services  should  be  provided.  Specifically,  the 
manual  presents  information  and  techniques  for  planning  perinatal 
services,  discusses  staffing  options,  and  suggests  supporting  systems 
and  programs.  The  special  needs  of  high-risk  patients  in  perinatal, 
delivery,  and  postpartum  care  are  also  discussed.  (Final  report  120 
pages.) 
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ABSTRACT:  A  1973  manpower  analysis  of  the  eight  Public  Health 
Service  (PHS)  hospitals  show  that  six  hospitals  needed  increases  in 
staff,  ranging  from  an  increase  of  12  positions  in  the  Galveston  Hospi- 
tal to  an  increase  of  81  positions  in  the  Boston  Hospital.  Two  hospi- 
tals, however,  showed  December  staffing  levels  above  the  January 
levels:  San  Francisco  had  18  more  positions  and  Staten  Island  had  37 
more  positions.  Thus,  the  net  total  staff  necessary  to  reach  the  Janu- 
ary levels  was  180  positions.  The  average  occupancy  rate  for  all 
hospitals  fell  from  69%  in  January  1970  to  56%  in  December  1973 
due  to  the  falling  average  daily  patient  load  (ADPL)  and  number  of 
operating  beds.  ADPL  dropped  from  1,704  to  1,182,  a  decrease  of 
30%,  while  personnel  dropped  from  4,508  to  3,959,  a  decrease  of  only 
12%.  Since  ADPL  declined  more  rapidly  than  the  number  of  person- 
nel, fewer  and  fewer  patients  were  cared  for  per  staff  member,  in- 
dicating a  decrease  in  staff  productivity.  (Final  report  27  pages.) 
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ABSTRACT:  The  implications  of  different  ways  of  defining  physician 
shortage  in  rural  areas  are  explored,  and  the  effects  of  policies  that 
encourage  medical  school  graduates  to  locate  in  rural  areas  are  exam- 
ined. Data  analyses  were  conducted  (1)  at  the  aggregate  level,  relat- 
ing physician  density  to  demographic,  economic,  and  other 
characteristics  of  an  area;  and  (2)  at  the  individual  level,  examining 
some  of  the  factors  that  enter  into  the  location  decision  of  individual 
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physicians  (a  RAND-AMA  survey  was  available  for  analysis).  Both 
levels  of  analysis  document  the  importance  of  the  presence  of  a 
medical  center  or  graduate  training  institution  in  the  area  to  the 
location  of  nongeneral  practitioners.  Primary  care  physicians  are 
found  to  be  more  likely  than  nonprimary  care  physicians  to  choose 
a  rural  location.  Opportunity  to  join  a  group  practice  or  partnership 
appears  to  have  no  marginal  effect  on  the  urban-rural  choice,  but 
payment  of  a  forgiveness  loan  strongly  affects  the  probability  of  a 
rural  practice.  It  is  concluded  that  encouraging  primary  care  residen- 
cies will  have  an  indirect  effect  on  physician  distribution  by  increas- 
ing the  proportion  of  physicians  who  choose  to  work  in 
disadvantaged  or  rural  areas.  Preferential  medical  school  admissions 
for  applicants  from  rural  backgrounds  would  also  increase  the  pro- 
portion of  physicians  who  choose  a  rural  practice.  Survey  instru- 
ments are  appended.  (Final  report  115  pages.) 
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REPORT  TITLE:  Physician/Physician  Extender  Comparative  Study 
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York  NY  10024 
PROJECT  OFFICER:  Villaecus,  H. 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  purpose  of  this  study  was  to  examine,  analyze,  and 
conduct  a  comparative  study  of  two  modes  of  family  planning  ser- 
vices delivery,  one  employing  the  services  of  a  physician  and  the 
other  employing  the  services  of  a  physician  extender  (family  planning 
nurse  practitioner).  This  study  was  limited  to  Regions  VI  and  X.  This 
study  was  the  first  of  its  kind  and  was  conducted  on  a  small  sample 
population  of  six  clinics. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Clinics,  Family  Planning, 
Medical  Training,  Physicians 

STUDY  TYPE:  Case  Studies  «" 
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STATUS:  Study  completed, 

Available  from  PIC, 
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ABSTRACT:  This  report  is  one  in  a  series  of  three  reports  pertaining 
to  medical  school  admissions  and  performance.  It  addresses  the  prob- 
lem of  predicting  the  performance  of  majority  and  minority  students 
in  medical  school  and  is  intended  to  aid  admissions  committees  in 
evaluating  medical  school  applicants  with  very  different  back- 
grounds and  to  assist  third  parties  in  assessing  the  effectiveness  and 
efficiency  of  affirmative  action  programs.  The  study  used  scores  on 
the  National  Board  of  Medical  Examiners  (NBME)  Part  I  and  Part 
II  exams  as  the  standard  evaluation  of  medical  school  performance; 
these  data  are  standardized  and  are  widely  used  by  medical  schools 
to  evaluate  individual  students  as  well  as  programs.  Data  on  members 
of  the  graduating  classes  of  1975  and  1976  from  nine  medical  schools 
were  used  in  the  prediction  models.  These  data  are  similar  to  those 
used  by  medical  schools  in  deciding  who  to  accept  for  admission. 
Performance  on  the  NBME  exams  was  compared  with  preadmission 
characteristics.  One  of  the  most  striking  findings  is  that  the  broad 
aptitude  measures  of  the  quantitative  and  verbal  parts  of  the  Medical 
College  Admission  Test  (MCAT)  have  considerably  more  predictive 
power  for  minority  students  than  for  majority  students;  the  science 
MCAT  and  undergraduate  grade  point  average  are  the  best  predic- 
tors of  majority  students'  performance  in  all  but  one  of  the  models. 
See  also  PIC  ID  Nos.  0700  and  0700.2.  (Final  report  75  pages.) 
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HRA  Programs  (Phase  II) 
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Sliver  Spring  MD  20910 
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ABSTRACT:  This  project  evaluated  how  the  following  HRA  pro- 
grams affected  minority  and  low-income  groups:  health  resources 
development,  capitation  grants  to  health  professions  schools,  and 
construction  grants  to  health  professions  schools.  This  Phase  II  re- 
port provides  evaluative  criteria  and  strategies  as  well  as  a  prelimi- 
nary conceptual  evaluation  design  for  each  of  the  three  programs. 
See  also  PIC  ID  No.  0454. 
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in-Aid,  Research  and  Evaluation  Methods  Feature 
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REPORT  TITLE:  Preparing  for  Prepaid  Health  Services:  A 

Challenge  for  Community  Health  Centers 
PERFORMER:  Birch  and  Davis  Associates,  Inc.,  8905  Fairview 

Road,  Silver  Spring  MD  20910,  Fish,  Pamela,  301-589-6760 
PROJECT  OFFICER:  Abrams,  Rhoda;  Rm  7A55,  PKLN  Bldg; 

301-443-2270 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  An  important  change  facing  community  health  centers 
(CHCs)  concerns  prepayments.  In  addition  to  obtaining  funds 
through  seed,  categorical,  or  block  grants  (in  effect  at  various  times 
in  the  past)  or  through  customary  fee-for-service  reimbursement, 
many  CHCs  must  be  paid  on  a  prospective  basis,  under  some  kind  of 
prepayment  contract.  Medicaid  agencies  have  aggressively  moved  in 
this  direction,  requiring  CHCs  with  Medicaid  patients  to  follow  suit. 
This  change  is  not  merely  a  cash-flow  issue.  CHCs  must  take  on 
certain  characteristics  of  prepaid  entities,  agreeing  to  provide  or  pay 
for  the  cost  of  providing  health  care  for  enrolled  patients  (members) 
in  return  for  the  prospective  payment  fee  (premium).  By  so  agreeing. 


the  CHC  assumes  the  financial  risk  of  meeting  the  health  expenses  of 
each  member,  hence  the  common  reference  to  prepayment  contracts 
as  "risk"  contracts. 
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PROJECT  OFFICER:  Conroy,  Ann;  Rm  865,  PKLN  Bldg; 

301-443-6920 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 

Program  Area) 

ABSTRACT:  To  expand  the  Bureau  of  Health  Professions'  (BHPr's) 
ability  to  manage  its  programs,  ASPRIN  (A  System  for  Program 
Reporitng  and  Information)  was  developed  in  the  late  1970s.  This 
follow-up  project  improved  ASPRIN  by  establishing  the  capability 
to  gather  and  process  program  data  for  program  administration,  man- 
agement, monitoring,  and  evaluation.  These  enhancements  allow  AS- 
PRIN to  be  used  for  interactive  query  and  data  entry,  data  transfer 
to  and  from  external  systems,  off-line  query,  periodic  reporting,  his- 
torical maintenance,  and  system  maintenance.  Specific  goals  of  the 
project  included  (1)  insuring  that  ASPRIN  could  interface  with  the 
NIH  database  IMPAC,  which  contains  information  on  BHPr  grant 
recipients;  (2)  developing  computer  programs  to  store  and  recall 
longitudinal  information  on  BHPr  grant  programs;  (3)  converting 
existing  PINS  software  for  use  in  ASPRIN;  (4)  developing  computer 
programs  to  generate  standard  and  canned  reports  of  program  infor- 
mation required  by  BHPr,  the  Office  of  the  Assistant  Secretary  for 
Health,  and  the  Office  of  the  Secretary;  and  (5)  training  BHPr  person- 
nel on  the  system.  See  also  PIC  ID  No.  2037.  (Final  report  8  pages.) 
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ABSTRACT:  This  report  addresses  the  need  for  an  ongoing  system  of 
services  for  disabled  and  at-risk  children  from  birth  to  age  three.  Such 
a  system  needs  to  accurately  reflect  the  need  for  services,  ensure  that 
agencies  live  up  to  designated  responsibilities,  and  include  a  mech- 
anism for  evaluating  both  the  integrity  of  service  programs  and  the 
quality  of  services  offered.  In  addition  to  the  three  main  addresses, 
the  report  also  summarizes  the  discussion  among  local  service  provid- 
ers, state  agency  administrators,  and  researchers  from  Hawaii,  Ohio, 
Texas,  and  Washington.  This  report  is  the  result  of  a  meeting  held  in 
Columbus,  Ohio,  in  July  1984,  under  the  sponsorship  of  the  National 
Center  for  Clinical  Infant  Programs'  Project  Zero  to  Three.  (Final 
report  20  pages.) 
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search and  Evaluation  Planning  and  Administration 
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ABSTRACT:  This  study  developed  a  framework  for  decision  making 
regarding  the  use  of  funds  for  adolescent  health  care  needs.  The 
special  needs  of  adolescents  and  the  available  resources  to  serve  these 
needs  were  identified.  Various  types  of  programs  designed  to  deal 
with  adolescent  health  problems  were  analyzed.  The  study  found  that 
(1)  the  evidence  of  process  effectiveness  and  outcome  results  of  the 
adolescent  programs  is  almost  nonextant;  (2)  the  most  common  con- 
cern expressed  by  adolescent  programs  was  funding  continuity;  (3) 
federal  grant  mechanisms  were  not  effectively  meeting  program 
needs;  (4)  inadequate  training  of  providers  of  adolescent  services, 
including  doctors,  is  a  problem;  (5)  much  research  evidence  had  not 
been  converted  to  practice;  (6)  local  programs  needed  to  be  provided 
with  more  flexibility  in  order  to  meet  specific  local  needs;  and  (7) 
nebulous  OE  guidelines  needed  to  be  restructured.  The  report  made 
specific  recommendations  for  alleviating  each  of  the  weaknesses  not- 
ed above.  (Final  report  211  pages  plus  appendices;  executive  sum- 
mary 12  pages.) 
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ABSTRACT:  Part  I  of  this  report  describes  the  problems  and  issues 
associated  with  the  review  of  prescription  drugs  in  inpatient  facilities 
and  the  attempts  that  have  been  made  toward  overcoming  the  prob- 
lems and  doing  something  about  the  inappropriate  use  of  drugs.  Part 
II  consists  of  the  basic  information  used  to  form  the  framework  upon 
which  effective  drug  utilization  review  programs  within  the  struc- 
tures of  PSROs  can  be  built  and  implemented.  This  effort  involved 
the  development  of  conceptual  needs  for  drug  usage  review,  incor- 
porating differing  but  practical  methodologies.  Part  II  also  suggests 
reasonable  approaches  to  the  implementation  and  evaluation  of  the 
candidate  models,  including  what  could  be  expected  in  their  cost- 
effectiveness  if  successfully  installed  and  operated.  Part  III  is  the 
appendix.  (Parts  I  and  II  71  pages  each;  Part  III  371  pages.) 
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ABSTRACT:  Section  793  of  PL  94-484,  required  that  the  Secretary  of 
HEW,  in  coordination  with  the  National  Center  for  Health  Statistics 
(NCHS),  shall  "continuously  develop,  publish,  and  disseminate  on  a 
nationwide  basis  statistics  and  other  information  regarding  public  and 
community  health  personnel,  including  (1)  detailed  descriptions  of 
the  various  types  of  activities  in  which  public  and  community  health 
personnel  are  engaged;  (2)  the  current  and  anticipated  needs  for  the 
various  types  of  public  and  community  health  personnel;  and  (3)  the 
number,  employment,  geographic  locations,  salaries,  and  surpluses 
and  shortages  of  public  and  community  health  personnel,  and  the  cost 
of  training  such  personnel."  The  first  report  was  to  be  submitted  to 
the  Congress  no  later  than  December  1,  1978.  The  purpose  of  this 
study  was  to  develop  alternative  designs  for  a  data  system  that  could 
furnish  the  statistics  and  other  information  required  by  Section  793. 
Among  the  recommendations  presented  in  the  report  are  (1)  identify 
all  ongoing  data  surveys  that  can  identify  members  of  the  public  and 
community  health  (PCH)  work  force;  (2)  determine  if  organizations 
are  willing  to  modify  their  surveys  in  order  to  capture  better  data  on 
PCH  work  force  members;  and  (3)  discuss  with  NCHS  the  extent  to 
which  the  cooperative  health  statistics  system  (CHSS)  can  become 
the  dominant  data  collecting  mechanism  for  the  new  system  and 
design  necessary  modifications.  (Final  report  109  pages.) 
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ABSTRACT:  The  report  brings  together  available  information  and 
data  in  an  attempt  to  establish  an  analytical  perspective  of  the  supply 
of  registered  nurses.  The  report  was  written  in  the  context  of  a 
national  debate  over  the  existence  of  a  shortage  of  registered  nurses 
and  the  appropriateness  of  alternative  national  policies  to  deal  with 
the  perceived  problems  in  nursing.  Much  of  the  debate  about  the 
shortage  of  nurses  revolves  around  the  same  facts  and  data.  The 
conflicting  views  reflect  widely  contrasting  interpretations  of  the 
economic  conditions  in  nursing,  which  in  turn  lead  to  very  different 
definitions  of  the  policy  problem  to  be  addressed.  This  report  at- 
tempts to  place  the  facts  and  data  in  a  broad  interpretive  context,  to 
provide  a  framework  for  improved  understanding  of  many  important 
issues,  and  to  further  discussions  in  the  area.  HHS  Publication  No. 
HRA-81-23.  (Final  report  28  pages.) 
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PIC  ID  NO:  1617  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  HRP-09041 19 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '81  through  September  '81 
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PROJECT  TITLE:  Refinement  and  Expansion  of  the  HCOP 
Management  Information  System 

REPORT  TITLE:  None 

PERFORMER:  Levine  Associates,  Inc.,  11426  Rockville  Pike, 
Rockville  MD  20852 
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PROJECT  OFFICER:  Brayboy,  Gene  A. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 
Program  Area) 

ABSTRACT:  This  project  supported  the  updating  of  35  existing  statisti- 
cal table  programs,  where  necessary,  to  provide  (1)  for  fiscal  year 
reporting  selection;  (2)  more  complete  evaluation  of  the  effectiveness 
of  the  health  careers  opportunity  program  to  increase  the  number  of 
trained  health  professionals  among  minority  and  other  disadvantaged 
groups  (in  order  to  address  the  under-representation  of  health  profes- 
sionals among  these  groups);  and  (3)  for  development  of  computer 
programs  for  25  new  statistical  reports  and  preparation  of  the  techni- 
cal system  and  user  guide  documentation. 

DESCRIPTORS:  Minority  Groups,  Medical  Practice,  Medical  Train- 
ing, Health  Manpower  Training,  Training  and  Employment  of  the 
Disadvantaged 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2229  PROJECT  NO:  HRSA  83-144 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-82-0084 
COST    (In  Thousands):  FY  83-$39 
STATUS:  Study  completed, 

No  final  report 
START/END  DATES:  September  '82  through  April  '84 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Impact  of  HRA  Programs  on 
Regionalization  of  Health  Care  Delivery 

REPORT  TITLE:  Regionalization  of  Patient  Care:  Case  Studies  of 

Interhospital  Sharing  (Four  Volumes) 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Crane,  Anabel;  Rm  1436,  PKLN  Bldg; 

301-433-1126 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT:  This  study  was  undertaken  in  order  to  determine  how 
prevalent  regionalization  of  patient  care  services  has  become  in  the 
U.S.;  what  forms  it  most  frequently  takes;  what  conditions  and  forces 
most  often  interact  to  precipitate  individual  cases  of  regionalization 
of  patient  care  services;  and  what  effects,  if  any,  reorganization  has 
on  the  quality,  accessibility,  and  cost  of  patient  care.  A  major  portion 
of  the  project  was  devoted  to  development  of  a  detailed  research 
design  and  accompanying  data  collection  instruments.  The  first  study 
conclusion  was  that  the  level  of  patient  care  regionalization  actually 
taking  place  in  the  nation  is  substantially  lower  than  had  been 
thought.  Of  15  forces  thought  to  be  important  to  the  development  of 
regionalization,  only  five  were  of  any  significance:  geographic  prox- 
imity, economic  pressure,  leadership  of  administrators,  medical  staff 
support,  and  influence  of  health  planning  agencies.  The  study  was 
unsuccessful  in  demonstrating  any  changes  in  quantitative  indicators 
of  the  quality,  accessibility,  and  cost  of  patient  care  attributable  to 
regionalization.  The  study  concluded  that  future  research  should  be 
focused  more  narrowly  on  the  mechanisms  and  impact  of  large,  hie- 
rarchical regionalization.  The  NTIS  Nos.  for  the  four  volumes  of  the 
report  and  the  executive  summary  are  PB  261-726/AS,  PB  261-727/ 
AS,  PB  263-674/AS,  PB  261-728/AS,  and  PB  261-725/AS,  respec- 
tively. 


DESCRIPTORS:  Decentralization,  Reorganization,  Hospitals,  Health 
Care  Delivery  Systems,  Health  Planning,  Case  or  Site  Study  Feature, 
Literature  Review  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0690  PROJECT  NO:  HRA-74-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  104-74-136 
COST  (In  Thousands):  FY  74-$237 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES;  July  '74  through  October  '76 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Reimbursable  Agreement  to  Centers  for  Disease 
Control 

REPORT  TITLE:  None 

PERFORMER:  Center  for  Infectious  Diseases,  Family  Planning 
Branch,  1600  Clifton  Road,  Atlanta  GA  30333 

PROJECT  OFFICER:  Rickard,  R.;  Rm  710H,  HHH  Bldg; 
202-245-6925 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Family  Planning 

ABSTRACT:  This  project  provided  technical  consultation  and  training 
to  health  agencies  in  how  to  design,  implement,  and  revise  ongoing 
service  statistics  systems  and  how  to  conduct  studies  that  develop  and 
implement  evaluation  methodologies  that  optimize  the  use  of  availa- 
ble family  planning  data  sources. 

DESCRIPTORS:  Family  Planning,  Technical  Assistance,  Health  Man- 
power Training 
STUDY  TYPE:  Other 

PIC  ID  NO:  0868  PROJECT  NO:  NCFPS  73-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  73-$305 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  July  '72  through  August  '73 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE;  Impact  of  Health  Planning  and  Use  of  General 
Revenue  Sharing  Funds  for  Health  Purposes 

REPORT  TITLE;  Relationship  between  General  Revenue  Sharing, 
Health  Planning  and  Health  Resources;  An  Exploratory 
Study 

PERFORMER:  Berkeley  Planning  Associates,  3200  Adeline  Street, 
Berkeley  CA  94703 
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PROJECT  OFFICER:  Durand,  Roger 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area) 

ABSTRACT:  This  study  focused  on  the  ways  in  which  general  revenue 
sharing  has  affected  the  health  expenditures  of  state  and  local  govern- 
ments. In  particular,  it  addressed  three  major  questions:  (1)  Have  the 
levels  of  state  and  local  health  expenditures  increased  since  the  pas- 
sage of  the  GRS  legislation?  (2)  What  types  of  health  activities  have 
been  supported  with  GRS  funds?  and  (3)  Are  there  particular  charac- 
teristics of  states  and  localities  which  are  associated  with  changes  in 
the  level  or  rate  of  change  of  health  expenditures  since  the  beginning 
of  the  GRS  program?  These  questions  were  addressed  through  the 
use  of  both  existing  and  original  data.  The  existing  data  included  a 
time-series  of  overall  local  and  state  health  expenditures  and  actual 
use  survey  data  for  FY  1977  collected  by  the  Bureau  of  the  Census. 
Original  data  on  the  relationship  between  GRS  and  health  were 
collected  through  telephone  discussions  with  state  and  local  officials 
and  through  a  series  of  site  visits  to  selected  localities.  The  study 
found  that  GRS  funds  do  provide  important  fiscal  support  for  the 
health  activities  carried  out  by  states,  counties,  and,  to  a  lesser  extent, 
municipalities.  Finally,  the  study  found  that  the  linkage  between  GRS 
dollars  and  health  is  rarely  acknowledged  by  budget  officials  who 
tend  to  see  GRS  as  a  "no-strings"  program  to  increase  local  fiscal 
capacity  and  provide  tax  relief. 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Federal  State  and  Local 
Relations,  Health  Planning,  Literature  Review  Feature,  Grants-in- 
Aid,  State  or  Local  Administration,  Evaluation  by  State  and  Local 
Governments 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1673  PROJECT  NO:  OA  78-004 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-124562 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-78-0196 
COST    (In  Thousands):  FY  78-$59,  FY  79-$12 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '78  through  December  '79 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Relationship  of  HSA  Rural  Capacity  Building 
Activities  to  the  Post  NHI  Era 

REPORT  TITLE:  Relationship  of  HSA  Rural  Capacity  Building 

Activities  to  the  Post  NHI  Era 
PERFORMER:  Office  of  Planning,  Evaluation  and  Legislation,  5600 

Fishers  Lane,  Rockville  MD  20857 
PROJECT  OFFICER:  Calvm,  Daniel 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  This  paper  analyzes  the  interrelationships  of  the  health 
problems  of  rural  areas,  the  condition  of  rural  health  delivery  sys- 
tems, and  the  impact  of  national  health  insurance  on  rural  problems 
and  delivery  systems.  Resulting  from  the  evaluation  and  analysis,  an 
optimal  model  for  rural  areas  has  been  developed  with  the  following 
goals:  affect  demand  by  improving  services  accessibility  for  popula- 
tions of  high  risk;  increase  the  overall  availability  of  service  by  the 
input  and  productive  utilization  of  additional  health  care  resources; 


produce  additional  primary  care  physicians  compatible  with  rural 
social  and  cultural  conditions  through  structural  changes  in  medical 
training  institutions;  affect  physician  retention  through  the  develop- 
ment of  professionally  attractive  rural  practices;  and  develop 
economically  viable  medical  support  systems  capable  of  being  self- 
sufficient  without  federal  resources  through  improved  management 
and  productivity.  A  recycling  process  for  federal  resources,  continu- 
ally combined  with  additional  state  and  local  resources,  in  a  "seed" 
money/capacity-building  approach,  would  be  used.  The  four  compo- 
nents necessary  to  this  model  are  national  health  insurance;  national 
manpower  training  strategy;  a  designation,  planning,  placement 
mechanism;  and  an  integrated  rural  health  delivery  system.  (Final 
report  187  pages.) 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Physicians,  Urban  or 
Rural  Places  or  Problems,  Federal  State  and  Local  Relations,  Health 
Planning,  Health  Insurance  and  Financing 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0809  PROJECT  NO:  HSA(O)  75-2 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  249-715 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  75-$0 

STATUS:  Study  completed,  '  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '75  through  May  '75 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Factors  that  Lifted  Medical  Schools  Out  of 
Financial  Distress:  1971-1977 

REPORT  TITLE:  Report  on  Medical  School  Recipients  of  Financial 

Distress  Grants 
PERFORMER:  Cresap,  McCormick,  and  Paget,  Inc.,  245  Park 

Avenue,  New  York  NY  10167 
PROJECT  OFFICER:  McCarron,  Helen 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education  Programs 

(Entire  Program  Area) 

ABSTRACT:  The  findings  of  this  study  document  the  effectiveness 
with  which  the  Financial  Distress  Program  has  met  its  purpose.  As 
a  result  of  the  program,  each  of  eight  institutions  has  succeeded  in 
attaining  and  maintaining  financial  solvency.  Because  there  have 
been  reductions  in  federal  institutional  and  research  support  and  in 
private  philanthropy,  such  a  program  will  be  required  to  assure  con- 
tinued development  of  physicians,  especially  in  the  primary/ambula- 
tory care  specialities  for  service  in  the  nation's  manpower  shortage 
areas.  In  addition  to  the  documentation,  the  study  provides  a  basis  for 
review  and  evaluation  of  the  policy  and  procedures  which  govern 
this  program. 

DESCRIPTORS:  Accreditation  of  Institutions,  Economic  Analysis 
Feature,  Medical  Training 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1955  PROJECT  NO:  BHM  79-011 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


704 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


Accession  No.  1921 


CONTRACT/GRANT  NO:  232-79-0077 
COST    (In  Thousands):  FY  79-$103 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES;  September  '79  through  November  '80 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resou'-ces  and  Services 
Administration 

PROJECT  TITLE:  Study  of  Shared  Schedule  Residencies 

REPORT  TITLE:  Report  to  the  Congress  on  Shared-Schedule 

Residency  Training  Positions  as  Required  by  Sec.  709(b)  of 
Title  VII  of  the  PHS  Act  as  Amended  by  P.L.  94-484 

PERFORMER:  Bureau  of  Health  Professions,  Rockville  MD  20857, 
and  KOBA  Associates,  Inc.,  Washington  D.C.  20005 

PROJECT  OFFICER:  Nelson,  Thomas;  Rm  1125,  PKLN  Bldg; 
301-443-6512 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education 
Programs-Family  Medicine  Residencies  and  Training 

ABSTRACT:  Section  709  of  the  Health  Professions  Educational  Assist- 
ance Act  (P.L.  94-484)  requires  that  all  primary-care  residency  train- 
ing programs  receiving  federal  assistance  establish  a  "reasonable 
number"  of  shared-schedule  residency  positions.  The  law  also  re- 
quires submission  of  a  report  to  Congress  by  January  1,  1979,  on 
compliance  with  this  provision,  including  recommendations  for  legis- 
lation to  ensure  compliance.  Primary  data  was  collected  and  analyzed 
to  determine  (1)  potential  and  effective  demand  for  shared-schedule 
positions;  (2)  supply  of  shared-schedule  positions;  (3)  compliance 
with  Section  709,  Title  VII  of  the  PHS  Act;  and  (4)  variations  among 
residents  and  programs  regarding  their  interest  in  shared-schedule 
positions.  The  analysis  from  this  project  was  used  to  report  to  Con- 
gress as  required  by  the  law.  A  directory  of  shared-schedule  residen- 
cy programs  was  also  produced  as  a  part  of  this  study.  These  are  some 
of  the  findings  from  the  study:  there  is  a  lack  of  demand  among 
physicians  to  seek  shared-schedule  residencies;  some  programs  re- 
quired to  offer  shpred-schedule  positions  did  not  offer  them;  some 
programs  did  not  offer  the  number  of  positions  required;  more  physi- 
cians found  shared-schedule  positions  through  informal  means  than 
through  the  formal  advertisements. 

DESCRIPTORS:  Health  Manpower  Training,  Medical  Training,  Sur- 
vey or  Questionnaire  Feature,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1954  PROJECT  NO:  BHM  78-002 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  232-78-0122 
COST    (In  Thousands):  FY  78-$138 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  August  "78  through  December  '79 
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PROJECT  TITLE:  Assessment  of  NCHS  Activities  Relating  to 
Slalislics  on  Minorities 

REPORT  TITLE;  Requirements  for  Minority  Statistics 
PERFORMER:  KOBA  Associates,  Inc..  1156  15lh  Slreel  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  TestolT.  Arthur;  Rm  8A()9,  PKLN  Bldg; 

301-443-2100 
PROGRAM(S)  EVALUATED 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  this  contract  was  to  convene  a  panel  of 
21  experts  on  health  statistics  and  the  minority  conmiunity  in  order 
to  evaluate  NCHS's  program  to  help  guide  the  center's  actions  in 
designing  and  implementing  a  program  more  responsive  to  the  need 
for  improved  minority  health  statistics  and  minority  participation  in 
NCHS  activities.  The  major  areas  addressed  by  the  panel  were  user 
problems;  specification  problems;  survey  process  problems;  surveys, 
data,  and  analyses  not  provided  by  NCHS;  minority  involvement  in 
the  survey  cycle;  and  the  development  of  an  NCHS  civil  rights 
mechanism.  Preconference  activities  included  the  development  of 
three  major  background  papers  on  the  status  of  and  recommendations 
for  change  in  NCHS  data,  on  what  NCHS  should  do  to  bring  about 
closer  involvement  and  assistance  from  members  of  the  minority 
community  in  the  activities  of  the  center,  and  on  recommendations 
and  supporting  rationale  of  the  panel.  The  recommendations  can  be 
grouped  under  six  major  captions;  (1)  improve  communications  with 
the  miiKirity  community;  (2)  provide  better  technical  assistance  to 
users  of  minority  statistics;  (3)  provide  needed  training  to  users  of 
minority  data;  (4)  utilize  of  minority  consultants  by  NCHS;  (5)  im- 
prove the  center's  data  production  with  respect  to  minorities;  and  (6) 
improve  outputs  of  the  center's  data  with  respect  to  minorities.  (Final 
report  131  pages.) 

DESCRIPTORS;  Minority  Groups,  Information  Dissemination,  Infor- 
mation Processing,  Research  and  Evaluation  Performance,  Morbidi- 
ty and  Mortality,  Statistical  Data  Feature,  Conference  Proceedings 
Feature,  Demography,  Statistics 
STUDY  TYPE;  Program  Strategy 

PIC  ID  NO   1674  PROJECT  NO;  OA  78-103 

FUND  SOURCE:  Evaluation        NTIS  NO;  PB  80-114093 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  232-78-0143 
COST    (In  Thousands):  FY  78-$101,  FY  79-$5 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '78  through  July  '79 
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Retention  of  Minorities  for  Allied  Health  Careers 

REPORT  TITLE;  Research  Design  to  Evaluate  Recruitment  and 

Retention  of  Minorities  for  Allied  Health  Careers 
PERFORMER:  Verve  Research  Corporation,  6110  Executive 

Boulevard,  Rockville  MD  20850 
PROJECT  OFFICER;  McHale.  Carol;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Allied  Health; 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 
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ABSTRACT:  Scclmii  7^)6(a)  and  747  of  P  L.  44-484  aulhonzed  "estuh- 
lishmLMit  of  methods  of  rccruilniL-nt.  Iiaiiiiiig,  and  retaining  of  allied 
health  professionals."  Evidence  indicates  that  the  number  of  minority 
allied  health  workers  gradually  increased  between  1970  and  1980; 
h(iwever.  specific  information  about  the  level  of  training,  the  number 
of  minorities  currently  enrolled  in  allied  health  educational  programs, 
and  the  methods  employed  to  recruit  and  retain  minority  students  in 
the  allied  health  professions  was  lacking.  This  project  developed  a 
methodology  lo  assess  federally  supported  educational  programs 
funded  under  Sections  796(a)  and  797  in  attracting  and  retaining 
mmorities  in  allied  health  educational  programs.  The  contractor  de- 
signed and  developed  survey  instruments  and  methodologies  to  (1) 
solicit  information  about  the  degree  to  which  the  purposes  estab- 
lished in  F.L.  94-484  were  being  met  for  minority  students;  (2)  deter- 
mine the  kinds  of  activities  that  have  been  initiated  to  increase  the 
enrollment  and  retention  of  minorities  in  allied  health  educational 
training  programs;  and  (3)  assess  the  impact  of  training  program 
activities  on  meeting  these  goals  in  terms  of  recruitment  and  reten- 
tion. 

DESCRIPTORS;    Health    Manpower   Training,    Minority  Groups, 
Grants-in-Aid,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1962  PROJECT  NO:  [3HM  80-017 

FUND  SOURCE:  Evaluation        NTIS  NO:  I'lC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232  80  0036 
COST    (In  Thousands):  FY  81-$80 
STATUS:  Study  completed. 

Available  from  FIC 
START/END  DATES:  June  '80  through  February  "82 
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PROJECT  TITLE:  Evaluation  of  the  Utilization  of  Nursing  Personnel 

REPORT  TITLE:  Review  and  Evaluation  of  Nursing  Productivity 
PERFORMER:  Medicus  Systems  Corporation,  1  American  Plaza, 

Evanston  IL  60201 
PROJECT  OFFICER:  Levine,  Dr.  Eugene 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Nursing-Institutional  Aid; 

PHS-OASH-Health  Services  Research 

ABSTRACT:  Many  isolated  studies  have  demonstrated  that  RNs  are 
often  not  used  to  the  maximum  of  their  capabilities.  The  objectives 
of  this  project  were  to  (1)  evaluate  efforts  to  assess  and  improve 
nursing  productivity;  (2)  develop  recommendations  to  improve  nurs- 
ing productivity;  and  (3)  have  the  findings  reviewed  by  experts  at  a 
national  conference.  The  study  contains  a  description  of  the  frame- 
work for  evaluating  nursing  productivity;  a  detailed  review  of  the 
literature  and  research  on  the  subject  of  nursing  productivity,  includ- 
ing a  bibliography  of  over  3,300  items;  and  the  report  of  the  National 
Conference  on  Nursing  Productivity  held  in  1975.  The  study  found 
that  many  studies  are  poorly  designed  and  inadequately  controlled, 
and  their  results  must  be  interpreted  as  suggestive  rather  than  conclu- 
sive. It  found  that  research  in  nursing  productivity  has  had  certain 
sources  of  funding,  certain  kinds  of  investigators,  and  is  following  a 
complex  of  trends.  A  third  set  of  findings  deals  with  input,  technolo- 
gy, environment,  and  output.  The  report  recommends  implementa- 
tion of  approaches  which  have  been  determined  to  be  almost 
immediately  beneficial  to  nursing  productivity,  makes  policy  sugges- 
tions based  on  analysis  of  the  findings,  and  recommends  integration 
of  knowledge  into  a  single  unified  model  which  can  be  used  to  study 
the  interrelationship  of  the  facets  of  nursing  which  have  only  been 
studied  to  date  in  isolation.  (Final  report  392  pages.) 


DESCRIPTORS:  IBibliography  Feature,  Conference  Proceedings  Fea- 
ture, Literature  Review  Feature,  Nursing  Manpower,  Productivity, 
Social  Research,  Research  and  Evaluation  Performance 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  0548  PROJECT  NO:  DN  74-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-NU-44124 
COST    (In  Thousands):  FY  74-$l31 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '74  through  November  "76 
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PROJECT  TITLE:  Rural  Health  Initiative  Evaluation  Study 

REPORT  TITLE:  Rural  Health  Initiative  Evaluation  Study 

PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 
Avenue,  Silver  Spring  MD  20910 

PROJECT  OFFICER:  Calvin,  Daniel 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Comprehensive 
Health  Grants  to  States  (CONSOLIDATED-See  PHHSBG) 

ABSTRACT:  This  evaluation  is  based  on  a  quantitative  analysis  of  the 
performance  of  48  RHI  grantees  and  on  a  case  study  analysis  of  9 
grantees.  The  performance  measures  used  are  encounters  per  provid- 
er, revenue  per  encounter,  cost  per  encounter,  and  regional  office 
project  success  rating.  Major  findings  are  that  (1)  information  availa- 
ble at  time  of  grant  award  can  probably  be  used  for  good  forecasts 
of  grantee  success;  (2)  cost  minimization  is  achieved  at  some  24,000 
encounters  per  year;  (3)  loss  minimization  is  achieved  at  roughly 
30,000  encounters  per  year;  and  (4)  revenues  per  visit  are  maximized 
at  roughly  38,000  encounters  per  year.  Major  problems  for  the  sites 
are  location,  management  quality  and  goals,  and  phasing  in  expendi- 
tures in  line  with  output  volume. 

DESCRIPTORS:  Grant-in-Aid  Formulas,  Urban  or  Rural  Places  or 
Problems,  Case  or  Site  Study  Feature,  Management  Information  and 
Reporting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1597  PROJECT  NO:  OPEL  77-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  300-550 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-77-0173 
COST    (In  Thousands):  FY  77-$0.  FY  78-$0 
STATUS;  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  January  '79 
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REPORT  TITLE:  Rural  Homeless 

PERFORMER:  Patton,  Larry  T.,  12  8th  Street  S.E..  Washington 
D.C.  20003 

PROJECT  OFFICER:  Tavani,  Cleo;  Rm  1436,  PKLN  Bldg: 

301-443-1900 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers; 
PHS-HRSA-Health  Services-Community-Migrant  Health 

ABSTRACT:  This  report  reviews  data  on  the  nature  and  causes  of  rural 
homelessness.  Using  data  from  a  National  Institute  of  Mental  Health 
study  of  the  homeless  in  Ohio,  a  survey  of  HHS  community  health 
center  grantees,  and  site  visits  to  the  Black  Belt  counties  of  Alabama 
and  Mississippi  and  to  the  farm  regions  of  Minnesota  and  North 
Dakota,  the  report  examines  (1)  the  changing  rural  economy;  (2)  the 
nature  of  the  rural  social  service  network;  (3)  the  characteristics  of 
the  rural  homeless;  and  (4)  medical  care  utilization  by  the  homeless. 
The  study  suggests  that  homelessness  in  economically  depressed  rural 
areas  is  more  hidden  than  in  urban  areas  and  more  difficult  to  alleviate 
due  to  the  relative  lack  of  social  services  found  in  more  affluent 
metropolitan  areas.  In  terms  of  health  care,  the  survey  found  that 
access  to  emergency  care  appeared  adequate,  but  cautioned  that  there 
were  no  data  on  conditions  in  the  more  sparsely  populated  areas. 
(Final  report  36  pages.) 

DESCRIPTORS:  Homeless,  Urban  or  Rural  Places  or  Problems,  Sur- 
vey or  Questionnaire  Feature.  Case  or  Site  Study  Feature,  Demogra- 
phy, Health  Care  Utilization,  Community  Health  Centers,  Mental 
Health,  Access  to  Services 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3116  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  305761 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  '87  through  August  "87 
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PERFORMER;  JRB  Associates,  8400  Westpark  Drive,  McLean  VA 
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PROJECT  OFFICER:  Diephaus,  Edward;  Rm  715,  PKLN  Bldg; 

301-443-1034 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community  (Entire  Program 
Area); 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  Community  health  centers  (CHCs)  often  represent  the 
only  accessible  source  of  health  care  for  underserved  populations.  To 
provide  the  greatest  amount  of  services  within  funding  and  reim- 
bursement constraints  CHC  management  must  continually  strive  for 
improved  operational  efficiency.  One  of  the  potential  techniques  for 
achieving  these  improvements  is  through  the  acquisition  of  comput- 
ers to  assist  with  billings,  accounting,  provision  of  management  re- 
ports, and  other  administrative  and  clinical  functions.  This  report 
describes  the  methodology  and  results  of  a  seven-month  study  of 


successful  implementations  of  automated  systems  by  federally  funded 
CHCs.  The  analysis  of  CHC  experiences  were  used  to  address  a  series 
of  questions  with  policy  implications.  Particular  attention  was  given 
to  issues  of  financing  acquisition  of  systems,  problems  with  defining 
ownership  of  computer  software,  problems  arising  when  one  CHC 
takes  on  the  data  processing  for  another,  and  concerns  for  provision 
of  technical  assistance  and  other  forms  of  support  for  increasing 
automation.  (Final  report  42  pages.) 

DESCRIPTORS:  Community  Health  Centers,  Financial  Management, 

Information  Systems 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2204  PROJECT  NO;  HRSA  83-132 

FUND  SOURCE:  Evaluation        NTIS  NO:  HRP-0905986 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  240-82-0089 
COST    (In  Thousands):  FY  83-$75 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  August  '83  through  June  '8 
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PROJECT  TITLE:  Development  of  Measures  to  Evaluate  the  Effect 
of  Societal  Factors  on  Excess  Hospital  Bed  Capacity 

REPORT  TITLE:  Societal  Factors  and  Excess  Hospital  Factors:  An 

Exploratory  Study  (Five  Volumes) 
PERFORMER:  Lewin  and  Associates,  Inc.,  1090  Vermont  Avenue 

N.W.,  Washington  D.C.  20005 
PROJECT  OFFICER:  Crane,  Anabel;  Rm  1436,  PKLN  Bldg; 

301-433-1126 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area) 

ABSTRACT;  The  ratio  of  short-term  general  care  hospital  beds  per 
1,000  population  has  been  rising  over  the  past  decade.  In  large  urban 
areas  there  are  strong  opinion  and  some  evidence  that  indicate  an 
excess  hospital  bed  capacity  for  provision  of  short-term  inpatient 
care.  Studies  have  shown  that  most  planning  for  facilities  construc- 
tion and  capital  expansion  in  urban  areas  is  done  on  "demand-based 
methods"  which  frequently  result  in  excess  hospital  bed  capacity. 
The  purpose  of  this  study  is  to  develop  a  testable  model  or  models 
relating  to  the  impact  of  several  special  factors  on  ratios  of  hospital 
beds  to  population.  Among  the  factors  to  be  explored  are  racial/ 
ethnic  group  considerations,  employment  concerns,  and  religious 
group  sponsorship  of  hospitals.  The  study  was  conducted  in  two 
phases  and  relied  on  the  active  participation  of  a  working  advisory 
panel.  Phase  I  was  exploratory  and  carried  the  project  through  to  a 
completed  research  design  and  questionnaire  package  and  also  prov- 
ided preliminary  information  on  the  impact  of  the  factors  being  stud- 
ied based  on  the  review  of  secondary  data  for  five  local  areas.  Phase 
I  provided  the  substantive  and  methodological  basis  for  Phase  II, 
which  attempted  to  measure  the  strength  of  these  societal  pressures 
and  identify  actions  or  policies  that  could  be  used  to  influence  behav- 
iors that  contribute  to  overbedding. 

DESCRIPTORS:  Hospitals,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 
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REPORT  TITLE:  Source  Book-Nursing  Personnel 

PERFORMER:  Bureau  of  Health  Professions,  Division  of  Health 

Professions  Analysis.  5600  Fishers  Lane,  Rockville  MD 

20857,  Spencer,  Wm. 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Heallh  Manpower-Nursing  (Entire  Program 

Area) 

ABSTRACT:  This  sixth  edition  of  the  source  book  presents  data  availa- 
ble as  of  early  1981  on  nursing  personnel,  who  constitute  by  far  the 
largest  group  of  health  care  providers.  The  report  presents  trend  data 
as  well  as  other  statistics,  analyses,  and  projections  for  the  50  states 
and  the  nation.  The  report  also  introduces  data  from  the  1977  Nation- 
al Sample  Survey  of  Registered  Nurses,  a  study  initiated  by  the 
Bureau  of  Health  Professions  in  1976  under  contract  to  the  American 
Nurses'  Association.  (HHS  Publication  No.  HRA-81-21.) 

DESCRIPTORS:  Nursing  Manpower,  Health  Manpower  Projections, 
Statistical  Analysis  Methods  Feature,  Trends  and  Forecasts 
STUDY  TYPE:  Other 

PIC  ID  NO:  1680  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  HRP-0904001 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  "80  through  September  "81 
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PROJECT  TITLE:  Survey  of  Extant  Data  Bases  on  Developmentally 
Disabled  Children  up  to  Six  Years  of  Age 

REPORT  TITLE:  Sourcebook  of  Extant  Data  Bases  on 

Developmentally  Disabled  Children  up  to  Six  Years  of  Age 

PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 
Pike,  Rockville  MD  20852,  Bodycombe,  David 

PROJECT  OFFICER:  Blevins,  Gregory 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Maternal  and  Child 
Health  (Entire  Program  Area)  (CONSOLIDATED-See 
MCHSBG) 


ABSTRACT:  The  primary  purpose  of  this  contract  was  to  identify  and 
catalog  the  efforts  of  public  and  private  institutions  to  collect  data  on 
handicapped  children  up  to  six  years  of  age.  The  methodology  in- 
cluded conducting  personal  interviews  and  a  mail  campaign,  dis- 
tributing fliers  at  professional  meetings  and  placing  advertisements  in 
national  journals.  The  major  product  of  this  contract  is  the  "Sour- 
cebook of  Extant  Databases  on  Developmentally  Disabled  Children 
up  to  Six  Years  of  Age."  It  includes  a  description  of  the  major  federal 
laws  and  regulations  that  affect  disabled  children  in  addition  to  the 
listing  of  the  federal,  multigeographic,  state  and  local,  and  private 
databases.  It  is  a  useful  reference  document  for  program  planners, 
especially  those  at  the  national  level,  concerned  with  developmental- 
ly disabled  children.  The  final  report  includes  a  description  of  the 
methodology  utilized,  problems  encountered,  recommendations  for 
others  who  might  undertake  a  bibliographic  effort,  and  report  appen- 
dices. -  ■ 

DESCRIPTORS:  Bibliography  Feature,  Child  Development,  Hand- 
icapping Conditions  and  Problems,  Children  and  Youth,  Infants,  Sur- 
vey or  Questionnaire  Feature,  Law  and  Legislation 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1804  PROJECT  NO:  HSA  79-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-79-0020 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  September  "79  through  July  "80 
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PROJECT  TITLE:  Evaluation  of  Medical  Care  Utilization  and 
Unmet  Needs  in  Federal  Correctional  Institutions 

REPORT  TITLE:  Status  of  Health  Care  in  the  Federal  Prison  System 

PERFORMER:  La  Jolla  Management  Corporation,  11426  Rockville 
Pike,  Rockville  MD  20852 

PROJECT  OFFICER:  Calvin,  Daniel 

PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Patient  Care  and  Special 
Health-PHS  Hospitals  and  Clinics  (TERMINATED) 

ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  degree  to 
which  the  need  for  health  care  in  federal  correctional  institutions  was 
being  met  and  to  make  recommendations  for  correcting  problems  in 
meeting  needs.  The  major  finding  was  that  utilization  of  health  care 
services  in  federal  prisons  (i.e.,  1 5.7  ambulatory  care  visits  per  inmate 
per  year)  was  much  higher  than  expected  given  inmate  similarities  to 
the  general  population  in  terms  of  health  status.  Findings  also  indicate 
that  such  a  high  demand  for  services  has  led  to  unmet  health  care 
needs  in  terms  of  time  spent  per  encounter.  (FY  1979  funding  for  this 
study  was  from  nonevaluation  monies.) 

DESCRIPTORS:  Health  Care  Techniques,  Needs  and  Needs  Assess- 
ment, Preventive  Health  Care,  Facilities,  Case  or  Site  Study  Feature, 
Health  Care  Utilization 

STUDY  TYPE:  Program  Strategy;  Case  Studies        '  -  '  •■ 

PIC  ID  NO:  1598  PROJECT  NO:  BMS  78-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-78-0045 
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STATUS:  Study  completed. 

Available  from  PIC, 
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PROJECT  TITLE:  Status  of  Organ  Donation  and  Coordination 
Services 

REPORT  TITLE:  Status  of  Organ  Donation  and  Coordination 

Services:  Report  to  the  Congress  for  Fiscal  Year  1987 
PERFORMER:  Bureau  of  Resources  Development,  5600  Fishers 

Lane.  Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Organ  Transplantation; 

HCFA-Program  Direction  and  Management-Medicaid; 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  This  summary  presents  highlights  of  the  first  annual  re- 
port to  Congress  on  organ  donation  and  coordination  services  re- 
quired by  Section  375  of  the  Public  Health  Service  Act.  The  report 
discusses  the  legal  framework,  public  attitudes  toward  donation,  pub- 
lic and  professional  education,  Medicare  and  Medicaid  programs, 
organ  procurement  organizations  including  the  National  Organ  Pro- 
curement and  Transplantation  Network  and  the  United  Network  for 
Organ  Sharing,  donor  availability,  requirements  for  donor  organs, 
and  methods  to  improve  data  collection  on  organ  donation  and  coor- 
dination services.  (Final  report  35  pages  plus  appendices.) 

DESCRIPTORS:  Transplants,  Program  Coordination,  Consumer  Edu- 
cation, Services  Integration,  Regulation  and  Standard  Setting,  State 
or  Local  Administration,  Social  Attitudes  and  Public  Opinion,  Medi- 
care, Medicaid 
STUDY  TYPE:  Other 

PIC  ID  NO:  3065  PROJECT  NO: 

FUND  SOURCE:  Research/Sa- 
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MECHANISM:  Contract/In- 
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CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 
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PROJECT  OFFICER:  Sisk,  Frank;  Rm  1443,  PKLN  Bldg; 

301-443-2086 


PROGRAM(S)  EVALUATED: 

PHS-HRSA  (Entire  Program  Area) 

ABSTRACT:  The  "Studies  and  Papers"  series  contains  original  papers 
contributed  by  Health  Resources  and  Services  Administration  staff, 
as  well  as  abstracts  of  papers  previously  published  or  presented  at 
meetings.  The  publications  cover  a  broad  spectrum  of  programmatic 
and  administrative  activities  including  (1)  health  care  delivery  to 
underserved  persons;  (2)  health  services  for  Native  Americans;  (3) 
AIDS  campaign;  (4)  organ  transplants;  (5)  health  professions  training; 
(6)  tracking  of  health  professionals  and  monitoring  of  their  compe- 
tence by  operating  a  nationwide  data  bank  on  malpractice  claims  and 
sanctions;  and  (7)  monitoring  of  developments  affecting  health  facili- 
ties, especially  those  in  rural  areas.  The  PIC  collection  of  this  series 
begins  with  the  Summer  1987  issue. 

DESCRIPTORS:  Aging,  Health  Care  Delivery  Systems,  Urban  or  Ru- 
ral Places  or  Problems,  Minority  Groups,  Health  Manpower  Train- 
ing, Health  Care  Techniques,  Morbidity  and  Mortality,  Homeless, 
Transplants 
STUDY  TYPE:  Other 

PIC  ID  NO:  3094  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  On-going 

Available  from  PIC 
START/END  DATES:  June  "87  through  December  '99 


1932 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Study  of  Medicare  Standards  for  Automated 
Hospital  and  Independent  Laboratories 

REPORT  TITLE:  Study  of  Automation  in  Hospital  and  Independent 

Clinical  Laboratories 
PERFORMER:  Auerbach  Associates,  Inc.,  21  North  Broad  Street, 

Philadelphia  PA  19107 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Genetic 

Services-Hemophilia  Treatment  Centers 

(CONSOLIDATED-See  MCHSBG) 

ABSTRACT:  This  study  was  undertaken  to  determine  how  extensively 
and  for  what  kinds  of  tests  clinical  labs  use  automated  methods  and 
the  impact  that  automation  has  on  their  operating  procedures.  Auto- 
mated equipment  reduces  human  involvement  in  the  test  process  and 
demands  greater  attention  to  quality  control  procedures.  Automated 
equipment  and  the  methodologies  need  to  be  evaluated  and  certified 
for  use  in  provider  laboratories  since  these  are  important  determi- 
nants of  test  accuracy  and  precision.  Because  of  the  impact  that 
automation  has  had,  and  will  continue  to  have,  on  clinical  laboratory 
procedures  and  personnel,  certain  additions  and  changes  to  Medicare 
regulations  have  been  warranted. 

DESCRIPTORS:  Information  Processing,  Laboratories 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0869  PROJECT  NO:  CHS  71-3 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  110-71  183 


PROJECT  DESCRIPTIONS 


709 


Accession  No.  1932 


Public  Health  Service 
HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


COST    (In  Thousands):  Not  available 
STATUS;  Study  completed, 

Available  from  PIC. 

Executive  summary  at  PIC 
START/END  DATES:  June  *7I  through  October  '11 


1933 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Descriptive  Studies  of  Community  Health  Center 
Reimbursement 

REPORT  TITLE:  Study  of  Community  Health  Centers' 

Reimbursement  Levels 
PERFORMER:  Analysis,  Management  &  Planning,  Inc.,  II  Mifflin 

Place,  Cambridge  MA  02138 
PROJECT  OFFICER:  Heyman,  Victor 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  This  study  investigated  the  factors  that  influence  com- 
munity health  centers"  (CHCs")  reimbursement  levels,  both  at  the 
state  and  CHC  level.  The  study  also  examined  the  extent  to  which 
these  factors  affect  reimbursement  levels  and  determined  what  fac- 
tors are  within  and  beyond  the  control  of  the  CHC  program.  Using 
this  information,  the  study  then  estimated  potential  reimbursement 
levels  for  the  CHCs,  as  well  as  how  these  potential  levels  may  vary 
due  to  state,  community,  and  CHC  characteristics.  Recommenda- 
tions included  (I)  individual  CHC  grant  cuts  should  not  be  made 
uniformly  across  all  CHCs  because  the  potential  reimbursement-level 
increases  that  will  help  absorb  these  cutbacks  are  not  the  same  for  all 
CHCs;  (2)  potential  reimbursement  levels  should  be  established  for 
each  state  to  serve  as  targets  for  monitoring  CHC  progress  and  for 
grant  funding  decisions;  and  (3)  federal  grant  fund  reductions  to 
individual  CHCs  should  be  based  in  part  on  the  potential  of  CHCs 
to  achieve  increases  in  their  sevice-generated  income,  which  will 
vary  among  CHCs  and  states.  (Final  report  85  pages  plus  appendix.) 

DESCRIPTORS:  Community  Health  Centers,  State  or  Local  Govern- 
ment, Field  Test  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2072  PROJECT  NO:  HSA  80-9 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240  80  0054 
COST    (In  Thousands):  FY  80-$5'? 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  November  '80  through  December  '81 


1934 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  Health  Manpower  Estimation  and 
Forecasting  Methodologies 

REPORT  TITLE:  Study  of  Health  Manpower  Needs  Methodologies 
PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 
Avenue,  Silver  Spring  MD  20910 


PROJECT  OFFICER:  Slambler,  Howard;  Rm  841,  PKLN  Bldg; 

301-443-6936 
PROGRAM(S)  EVALUATED 

PHS-HRSA-Health  Ma  npowcr  (Enlire  Program  Area) 

ABSTRACT:  The  Health  Professions  Educational  Assistance  Act  of 
1976  (PL  94-484)  directed  the  Secretary  to  evaluate  and  project  the 
supply  and  requirements  for  health  professions.  This  study  found  that 
there  were  a  large  number  and  variety  of  methods  being  used  by 
different  organizational  units  within  the  Public  Health  Service  (PHS) 
and  by  other  health  planning  organizations  to  estimate  and  forecast 
health  manpower  requirements.  At  the  time  of  study,  the  most  active 
agency  within  the  federal  government  in  determining  health  man- 
power requirement  efforts  was  the  Bureau  of  Health  Manpower  and 
the  most  widely  used  technique  for  determining  health  manpower 
requirements  was  the  approach  based  on  service  utilization.  Such  an 
approach  accounted  for  consumer  demand  for  health  services,  as 
represented  by  utilization  rates.  The  second  most  widely  used  tech- 
niques were  simple/population  ratios  and  regression  analysis.  There 
was  little  formal  interaction  between  offices  in  HEW  that  developed 
requirement  efforts  and  non-HEW  agencies  involved  in  similar  ef- 
forts. The  study  also  found  that  methodologies  that  were  developed 
among  the  offices  of  PHS  were  largely  inconsistent  with  each  other: 
there  was  no  formal  mechanism  wilhin  PHS  for  the  management  and 
direction  of  analytical  requirement  efforts;  instead,  methodologies 
were  developed  independently  of  PHS  policy-planning  efforts.  (Final 
report  138  pages.) 

DESCRIPTORS:  Health  Manpower  Projections,  Health  Planning, 
Needs  and  Needs  Assessment,  Trends  and  Forecasts 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1047  PROJECT  NO:  BHM  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-106214 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0260  TO  1 

COST    (In  Thousands):  FY  77-$34,  FY  78-$  10 

STATUS:  Study  completed. 

Available  from  PIC,  > . 

Executive  summary  at  PIC, 

Available  from  NTIS  '  ■ 

START/END  DATES:  June  '77  through  March  '78 


1935 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Study  of  Nurse  Practitioner  Programs,  Students, 
Graduates,  and  Employers  of  Nurse  Practitioners 

REPORT  TITLE:  Study  of  Nurse  Practitioner  Programs,  Students, 

Graduates,  and  Employers  of  Nurse  Practitioners,  1980-82 
PERFORMER:  State  University  of  New  York,  School  of 

Health-Related  Professions,  Buffalo  NY  14260 
PROJECT  OFFICER:  Henry,  Marie;  Rm  5C04,  PKLN  Bldg; 

301-443-5763 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Nursing  (Entire  Program 

Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  utilize  the  methods 
developed  in  prior  contracts  (NOI-NU-34064  and  231-76-0044  with 
the  State  University  of  New  York  at  Buffalo)  to  assess  the  impact  of 
the  programs  on  nurse  practitioners,  students,  and  graduates  of  the 
programs.  The  data  obtained  from  this  study  was  of  utmost  value  in 
policy  decisions,  implementation  of  legislation,  and  providing  a  clear 
direction  for  planning  in  the  administration  of  the  Division  of  Nurs- 
ing's Practitioner  Program.  (Final  report  244  pages.) 
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DESCRIPTORS:  Nursing  Manpower,  Facilities,  Hospitals 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1965  PROJECT  NO:  HRSA  80-028 

FUND  SOURCE:  Evaluation        NTIS  NO:  HRP-0')04775 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  232-80-0031 
COST    (In  Thousands):  FY  80-$328 
STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  "80  through  December  "83 


1936 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Study  of  Relationships  between  CHCs  and  Their 
Medical  Staff  to  Identify  Successful  Recruitment  and 
Retention  Strategies... 

REPORT  TITLE:  Study  of  Relationships  between  CHCs  and  Their 

Medical  Staff  to  Identify  Successful  Recruitment  and 

Retention  Strategies. ..(Two  Volumes) 
PERFORMER:  Triton  Corporation,  1255  23rd  Street  N.W., 

Washington  D.C.  20037,  Bloom,  Sonny,  202-565-4020 
PROJECT  OFFICER:  Fox,  Steve,  M.D.;  Rm  637,  PKLN  Bldg; 

301-443-5720 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers 

ABSTRACT:  This  study  examined  and  identified  the  key  criteria/ 
determinants  of  qualified  medical  directors  and  staff  physicians  at 
community  health  centers  (CHCs)  and  the  factors  that  attract  such 
qualified  personnel  to  CHCs.  The  study  had  two  phases.  The  first 
phase  involved  a  literature  search  on  the  topic  of  physician  recruit- 
ment and  retention  as  well  as  the  contacting  of  several  individuals  and 
organizations  nationwide  with  notable  experience  and  expertise  in  the 
field.  A  detailed  interview  guide  was  then  developed  for  generating 
responses  from  selected  CHC  grantees  and  other  organizations  that 
recruit  primary  care  providers  on  the  topics  of  physician  recruitment, 
retention,  job  responsibilities,  and  turnover.  The  second  phase  of  the 
study  involved  testing  the  guide  with  four  CHC  grantees  and  then 
using  their  responses  (including  comments  on  the  guide's  content, 
structure,  and  administration)  to  prepare  a  final  version  of  the  ques- 
tionnaire. This  version  was  then  voluntarily  completed  by  19  organi- 
zations-17  CHC  grantees  at  the  time  of  the  study,  one  former  Bureau 
of  Health  Care  Delivery  and  Assistance  site,  and  one  national  health 
maintenance  organization.  Volume  I  is  available  from  PIC.  Volume 
II,  which  was  produced  under  Contract  No.  240-84-0029,  contains 
the  appendices. 

DESCRIPTORS:  Community  Health  Centers,  Physicians,  Health  Care 
Delivery  Systems 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  3037  PROJECT  NO:  HRSA  85-105 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-85-0507 
COST    (In  Thousands):  FY  85-559 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  September  "85  through  October  '86 


1937 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  Section  1536  States  and  Single 
HSA  States 

REPORT  TITLE:  Study  of  Single  HSA  States  and  Section  1536 
States 

PERFORMER:  Arthur  D.  Little,  Inc.,  25  Acorn  Park,  Cambridge 
MA  02140 

PROJECT  OFFICER:  Wilson,  Robert;  Rm  1B49,  PKLN  Bldg; 

301-443-1667 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource 
Development-State  Planning  and  Regulation 

ABSTRACT:  Health  planning  operations  under  PL  93-641  were  stud- 
ied in  13  single  health  systems  agency  (HSA)  states  and  in  three 
Section  1536  states  in  terms  of  structure,  roles,  relationships,  function 
performance,  and  identified  situations  unique  to  a  particular  organiza- 
tional structure.  The  research  design  for  the  study  involved  the  deve- 
lopment of  interview  checklists.  Data  obtained  from  these  checklists 
showed  that  the  single  HSA  structure  is  workable  and  has  the  poten- 
tial to  meet  the  objectives  of  PL  93-641  without  unnecessary  duplica- 
tion. It  was  also  determined  that  the  Section  1536  structure  may  be 
an  appropriate  alternative  structure  in  some  states  and  that  attempts 
should  be  made  to  recognize  and  address  the  issue  of  the  role  of  state 
government  in  health  planning  and  regulation.  Recommendations 
resulting  from  the  study  pertained  to  developing  criteria  for  the 
designation  of  a  statewide  health  service  area  for  single  HSA  and 
Section  1536  states,  clarifying  the  role  of  the  state  health  coordinating 
council,  developing  guidance  for  health  plan  development  and  pro- 
ject review  procedures  in  single  HSA  states,  requiring  additional 
review  and  responsibilities  for  the  state  health  coordinating  council 
and  subarea  advisory  councils  in  Section  1536  states,  and  developing 
guidelines  to  address  requested  changes  in  the  health  service  area 
designation  of  states.  Checklists  used  in  the  study  are  appended. 
(Final  report  230  pages;  executive  summary  18  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Health  Planning,  Re- 
search and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1052  PROJECT  NO:  BHPRD  77-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0212  TO  1 
COST    (In  Thousands):  FY  77-$99 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '77  through  December  '77 
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1938 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Study  of  Student  Assistance  and  Training 

Program  Support  for  Public  Health/Health  Administration 

REPORT  TITLE:  Study  of  Student  Assistance  and  Training  Program 

Support  for  Public  Health/Health  Administration 
PERFORMER:  Levine  Associates,  Inc..  11426  Rockville  Pike. 

Rockville  MD  20852 
PROJECT  OFFICER:  Kelly,  Howard;  Rm  895.  PKLN  BIdg; 

301-443-6896 
PROGRAM(S)  EVALUATED 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 

Program  Area) 

ABSTRACT:  The  purpose  of  this  study  was  to  identify  the  impact  of 
health  manpower  training  grant  support  on  schools  of  public  health 
and  accredited  graduate  programs  in  health  administration.  Data  col- 
lection and  analysis  were  limited  to  samples  of  15  schools  of  public 
health  and  15  graduate  programs  in  health  administration  and  to  the 
academic  years  ending  in  1974-1983.  The  report  made  quantitative 
and  qualitative  evaluations  concerning  the  impact  of  the  public  health 
and  health  administration  training  grant  programs  in  relation  to  (1) 
the  e.\tent  to  which  the  grant  program  contributed  to  meeting  public 
health  work-force  training  needs;  (2)  effectiveness  of  student  assist- 
ance in  attracting  students  with  desireable  backgrounds;  (3)  effective- 
ness of  student  assistance  in  stimulating  the  output  of  persons  with 
high-demand  specialties;  (4)  impact  of  the  Bureau  of  Health  Profes- 
sions (BHPr)  support  mechanisms,  including  formula  and  capitation 
grants,  student  assistance,  and  special  project  funding;  (5)  influence 
of  program  support  grants  on  discipline  emphasis  in  the  training 
institutions;  (6)  influence  of  program  support  grants  on  institutional 
organization  and  change;  and  (7)  influence  of  program  support  on  the 
initiation  of  alternative  training  modes  for  public  health  practitioners. 

DESCRIPTORS:  Health  Manpower  Training.  Medical  Training,  Re- 
search and  Evaluation  Planning  and  Administration 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2212  PROJECT  NO:  HRSA  83-118 

FUND  SOURCE:  Evaluation        NTIS  NO:  HRP-0906521 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240  83-0052 
COST    (In  Thousands):  FY  83-$l 77 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '83  through  June  "85 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Study  of  the  Delivery  of  Health  Services  to  the 
Homeless 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  National  Academy  of  Sciences,  Institute  of 

Medicine.  2101  Constitution  Avenue  N.W.,  Washington  D.C. 
20418 

PROJECT  OFFICER:  Tavani,  Cleo;  Rm  1436,  PKLN  Bldg; 
301-443-1900 


PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Health  Centers; 
PHS-HRSA-Primary  Care  Block  Grant  (PCBG); 
PHS-HRSA-Health  Services-Community-National  Health 
Service  Corps 

ABSTRACT:  The  project  will  evaluate  Public  Health  Service  primary 
care  programs,  such  as  community  health  centers  and  the  National 
Health  Service  Corps,  in  terms  of  improving  access  to  care  for  the 
homeless.  Congress  has  stipulated  that  the  following  three  issues  be 
addressed;  (1)  the  extent  to  which  requirements  for  existing  health 
programs  act  as  barriers  to  care;  (2)  the  efficiency  of  the  delivery  of 
health  services  to  the  homeless;  and  (3)  actions  that  could  be  taken 
at  each  level  of  government  and  by  the  private  sector  to  improve  the 
availability  of  care.  The  study  will  be  performed  by  a  committee  of 
experts  from  various  clinical  specialties  in  medicine  and  other  health 
care  professions;  from  public  health  and  epidemiology;  and  from 
hospital  administration,  public  administration,  economics,  social  wel- 
fare and  law.  Existing  data  will  be  collated  and  analyzed;  new  data 
collection  will  not  be  a  major  part  of  this  activity.  Private  foundations 
and  government  agencies  are  expected  to  share  information  they 
have  been  gathering  about  health  care  needs  of  homeless  people  and 
about  demonstration  health  care  programs.  The  committee  will  seek 
out  model  programs  and  promising  approaches  to  meeting  the  health 
service  needs  of  these  populations;  a  series  of  site  visits  and  work- 
shops will  be  part  of  the  study. 

DESCRIPTORS:  Homeless,  Ambulatory  and  Outpatient  Health  Care 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2854  PROJECT  NO:  HRSA  86-171 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-86-0073 
COST    (In  Thousands):  FY  86-5400 
STATUS:  Study  in  process 

START/END  DATES;  September  '86  through  October  '88 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Estimation  of  Insurance  Rates  for  the  HEAL 

Program  \ 

REPORT  TITLE:  Study  of  the  Health  Educational  Assistance  Loan 

(HEAL)  Program  Student  Loan  Insurance  Fund  (SLIF) 
PERFORMER;  Touche  Ross  &  Co.,  1900  M  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Wells,  Fred 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Health  Professions-Student 

Loans; 

PHS-HRSA-Health  Manpower-Health  Professions-HEAL 

ABSTRACT:  The  objectives  of  this  study  were  to  determine  if  the 
present  premimum  charge  of  1%  is  adequate  to  pay  future  claims 
from  the  Student  Loan  Insurance  Fund  (SLIF);  and,  if  it  is  not  ade- 
quate, then  to  determine  if  the  premium  percentage  charge  should  be 
increased  and/or  if  the  time  period  for  which  a  premium  is  assessed 
should  be  lengthened  to  cover  all  or  part  of  the  repayment  period. 
The  study  projected  SLIF  balances  over  a  10-year  period  using  a 
financial  model  and  supporting  assumptions  under  the  following 
premium  structures:  ( 1 )  front-loaded  (FL),  i.e.,  premiums  are  assessed 
at  disbursement  for  the  in-school  and  grace  period;  and  (2)  front- 
loaded  plus  over  the  life  of  the  loan  (FL  i  OTL),  i.e.,  premiums  are 
assessed  at  disbursement  for  the  in-school  and  grace  period  with  an 


712 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

HEALTH  RESOURCES  AND  SERVICES  ADMINISTRATION 


Accession  No.  1942 


additional  charge  on  the  decHning  balance  of  the  original  principal 
after  repayment  begins.  Within  these  two  structures,  the  sensitivity 
of  SLIF  balances  to  alternative  default  rates  was  determined.  It  was 
determined  that  a  3.5%  rate  would  be  required  to  maintain  a  positive 
SLIF  balance  through  FY  1992  under  FL  premiums  assessed  on  the 
in-school  and  grace  period.  Only  with  FL  premiums  of  4.5%  to  5% 
would  SLIF  balances  remain  positive  and  continue  to  increase  in 
total  dollars  during  the  10-year  projected  period. 
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ABSTRACT:  This  study  was  designed  to  provide  information  on  par- 
ticipation rates  and  barriers  and  facilitators  to  participation  among 
older  minority  persons  in  community-based  alternatives  to  long-term 
institutionalization.  Federal  and  in  some  cases  state  data  were  re- 
viewed for  Titles  XVIII.  XIX,  and  XX  of  the  Social  Security  Act  and 
for  Titles  III  and  VII  of  the  Older  Americans  Act.  Limitations  of 
these  data  are  spelled  out  in  the  report,  as  well  as  the  actual  participa- 
tion rates.  These  data  on  minority  participation  rates  were  supple- 
mented by  telephone  discussions  with  205  service  providers  in  32 
specially  selected  counties  in  the  United  States.  The  32-county  study 
also  sought  to  provide  information  on  barriers  and  facilitators  to 
minority  participation.  Agencies  that  serve  a  relatively  high  propor- 
tion of  older  minority  persons  relative  to  county  population  statistics 
are  likely  to  have  a  high  proportion  of  minority  staff,  to  be  located 
in  a  minority  neighborhood,  and  to  be  under  the  sponsorship  of  a 
public  rather  than  a  proprietary  or  even  a  nonprofit  agency.  The 
annotated  bibliography  presents  articles,  papers,  reports,  and  books 
relevant  to  geriatric  day  care,  home  health  services,  homemaker 
services,  and  nutrition  programs  for  possible  data  and  information  on 
minority  use.  The  final  report  and  the  executive  summary  are  also 
available  from  NTIS  (Nos.  PB  297-673  and  PB  297-672,  respectively). 
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ABSTRACT:  This  report  describes  an  in-depth  study  of  three-year 
medical  school  programs  as  compared  with  traditional  four-year  pro- 
grams. The  purpose  of  the  study  was  to  examine  the  effects  of  three- 
year  programs  on  the  medical  education  process  by  analyzing  infor- 
mation about  (1)  a  school's  decision  to  conduct  the  program;  (2)  the 
process  followed  by  these  schools  in  adopting  such  programs;  (3) 
perceptions  about  the  programs  held  by  school  staffs;  (4)  appraisals 
of  the  graduates  of  these  programs;  (5)  characteristics  of  the  curricula 
of  the  programs;  and  (6)  a  comparison  of  the  variables  in  three-  and 
four-year  programs.  Graduate  medical  school  program  directors 
were  not  as  satisfied  with  graduates  of  three-year  programs  as  they 
were  with  graduates  of  four-year  programs.  A  maximum  of  23%  of 
the  nation's  medical  schools  initiated  three-year  programs,  but  only 
8%  continued  to  offer  such  programs  in  1978.  Results  of  the  study 
indicate  that  the  reasons  for  ending  three-year  programs  were  faculty 
opposition  to  them;  the  disappearance  of  financial  incentives  for 
them;  and  the  opinions  of  clinical  program  directors  who  preferred 
four-year  programs. 
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ABSTRACT:  Relationships  among  three  federally  funded  health  ser- 
vice programs  are  examined  at  the  local  level  to  determine  how 
mental  health  and  drug  treatment  services  are  provided.  The  three 
programs  are  community  mental  health  centers  (CMHC),  community 
health  centers  (CHC),  and  drug  treatment  centers  (DTC).  Six  sites 
were  visited  to  study  relationships  between  programs  and  written 
case  studies  were  prepared,  detailing  the  background,  relationships 
discovered,  and  factors  affecting  the  interaction  between  programs. 
It  was  found  that  physical  proximity  of  programs  represents  an  im- 
portant relationship,  since  the  sharing  of  physical  space  results  in 
interaction  of  staffs.  Relationships  exist  in  the  areas  of  medical  re- 
cords and  billing,  but  funding  appears  to  be  an  uncommon  relation- 
ship. Five  sites  exhibited  some  relationship  at  the  board  level,  but 
only  two  were  significant.  Planning  and  policy  decision  making  in- 
volving administrative  staff  was  found  at  three  sites,  and  interaction 
between  professional  staff  was  noted  at  four  sites.  Environmental 
factors  that  appear  to  influence  the  establishment  of  relationships 
include  relationship  of  the  catchment  areas,  timing  of  funding,  exist- 
ence of  leadership,  community  interaction,  and  existence  of  comple- 
mentary services.  Barriers  to  interaction  are  lack  of  leadership,  lack 
of  community  representation,  the  medical  model  as  the  mode  of 
delivery,  and  the  view  by  patients  that  seeking  mental  health  is 
shameful.  (Final  report  201  pages.) 
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ABSTRACT:  This  bibliography  contains  print  materials  published  be- 
tween 1971  and  1980  as  well  as  nonprint  materials.  It  is  composed  of 
two  sections:  research  and  grief  counseling.  The  research  section 
covers  epidemiology,  theories  of  causation,  retrospective  and  pros- 
pective studies,  maternal  and  child  health,  risk  factors,  apnea,  moni- 
toring, death  investigation,  and  general  articles  that  provide  an 
overview  of  SIDS.  The  grief  counseling  section  includes  materials  on 
the  impact  of  SIDS  on  those  who  had  significant  contact  with  the 
infant  (family,  friends,  babysitters,  health  care  providers).  The  role  of 
various  professionals  (first  responders.  nurses,  physicians,  counselors, 
death  investigators,  funeral  directors,  clergy)  in  the  guilt,  grief,  and 
psychological  adaptation  of  affected  individuals  also  is  addressed  by 
literature  included  in  the  section.  Materials  concerning  the  impact  of 
monitoring  on  family  life  and  overview  articles  on  SIDS  that  empha- 
size grieving,  counseling,  and  the  support  provided  by  parent  groups 
are  included  in  this  portion  of  the  bibliography  as  well.  HHS  Publica- 
tion No.  (HSA)  81-5268.  (Final  report  101  pages.) 
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ABSTRACT:  The  purpose  of  the  contract  was  to  construct  a  relatively 
simple  method  to  estimate  savings  from  discontinuance  or  conversion 
(D/C)  at  the  areawide  level  using  existing  data.  The  report  presents 
a  methodology  that  includes  (1)  determining  the  redistribution  of 
patient  demand  as  a  result  of  the  D/C  action;  (2)  determining,  based 
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on  this  redistributed  demand,  the  cost  impact  on  the  facility  at  which 
the  D/C  will  occur;  (3)  determining  the  cost  impact  of  the  D/C 
action  on  recipient  hospitals  in  the  area;  and  (4)  calculating  the 
change  (saving  or  increases)  in  financial  costs  stemming  from  the 
D/C  action.  (For  example,  do  the  savings  at  the  D/C  facility  out- 
weigh cost  increases  at  recipient  hospitals?) 
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ABSTRACT:  The  report  provides  detailed  statistics  on  trends  in  the 
national  supply  and  geographic  distribution  of  personnel  in  eight 
health  occupations,  together  with  data  on  selected  professional  cha- 
racteristics. It  was  prepared  primarily  as  a  reference  document,  with 
the  tables  designed  to  be  self-standing  and  self-explanatory.  The  sta- 
tistical tables  on  the  health  occupations  covered  in  this  report  are 
organized  in  1 1  major  groupings,  beginning  with  a  set  of  tables  that 
presents  combined  data  for  all  the  occupations.  This  is  followed  by 
groups  of  tables  of  data  on  the  following  individual  health  occupa- 
tions: physicians  (both  M.D.'s  and  D.O.'s).  dentists,  optometrists, 
pharmacists,  podiatrists,  veterinarians,  and  registered  nurses.  HHS 
Publication  No.  HRA-81-20. 
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ABSTRACT:  The  purpose  of  this  study  was  to  determine  the  impact 
of  the  Comprehensive  Health  Insurance  Plan  (CHIP)  bill  on  Health 
Services  Administration  (HSA)  target  populations  and  to  determine 
what  impact  CHIP  might  have  on  the  availability  of  health  care  in 
underserved  areas.  The  CHIP  benefit  package  was  compared  to  exist- 
ing HSA  program  benefits  and  the  relative  strengths  and  weaknesses 
of  CHIP  were  isolated.  The  impact  of  CHIP  on  scarcity  areas,  while 
for  the  most  part  indeterminate,  was  likened  to  the  influence  of  previ- 
ous federal  expenditures  for  health  care.  HSA  programs  offer  their 
target  populations  a  broader  range  of  services.  Accessibility  of  ser- 
vices to  groups  like  the  migrant  populations  was  questioned  under 
CHIP.  The  impact  of  CHIP  on  the  provision  of  services  to  shortage 
areas  was  seen  as  at  best  neutral  and  at  worst  harmful. 
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ABSTRACT:  The  objective  of  this  evaluation  study  was  to  examine  the 
general  status  of  health  professions  schools  vis-a-vis  training  in  geria- 
trics. This  was  achieved  through  the  development  and  pre-testing  of 
mail  surveys  that  were  implemented  under  a  subsequent  contract. 
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Cooperative  linkages  were  established  v\  ith  professional  associations 
and  societies  and  survey  samples  derived  for  the  various  health 
professions  training  programs  to  be  studied.  Those  health  professions 
consist  of  the  following:  allopathic  and  osteopathic  medicine,  nurs- 
ing, podiatry,  pharmacy,  physical  therapy,  and  occupational  therapy. 
The  study  focused  on  undergraduate  or  first  professional  degree  level 
educational  program  for  each  of  these  professions. 
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ABSTRACT:  The  first  step  of  this  two-part  study  assessed  the  impact 
of  the  Hill-Burton  Program,  the  controversial  federal  construction 
program  that  provides  for  a  major  public  investment  in  the  enhance- 
ment of  hospital  facilities  and  other  major  aspects  of  health  care 
delivery.  This  report  on  Part  I  describes  (1)  relevant  previous  studies 
and  available  data;  (2)  history  of  related  legislation;  (3)  organization 
and  administration  of  the  Hospital  Survey  and  Construction  Act  of 
1946.  which  initiated  the  Hill-Burton  Program;  and  (4)  details  of 
results  of  the  program:  distribution  of  grants,  direct  loans,  loan  gran- 
tees, and  availability  of  hospital  beds  and  physicians.  An  annotated 
bibliography  of  selected  relevant  studies  is  appended.  See  also  PIC 
ID  No.  2226. 1  for  a  description  of  Part  II.  (Final  report  33  pages  plus 
appendi,\.) 
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REPORT  TITLE:  Task  Ordering  Agreement  for  the  Evaluation  of 
the  Area  Resource  File  for  Utility  in  Health  Planning  for  the 
Disadvantaged 

PERFORMER:  BLK  Group,  Inc.,  1730  M  Street  N.W.,  Washington 
D.C.  20036 

PROJECT  OFFICER:  Barnes.  Margaret;  301-443-1935 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 
(Entire  Program  Area); 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  A  study  to  assess  the  value  of  the  Area  Resource  File 
(ARE)  to  health  planners  is  reported.  The  study  was  based  on  the 
assumption  that  health  planners  need  accessibility  to  relevant  and 
timely  data.  A  questionnaire  was  distributed  to  all  274  statewide 
and/or  areawide  health  agencies;  138  responded.  The  items  were 
designed  to  collect  data  on  agency  identification,  general  information 
about  the  ARF.  and  specific  information  on  data  categories  in  ARF. 
More  than  60%  of  the  respondents  indicated  that  ARF  would  be  of 
assistance  in  planning  efforts.  Of  responses  relating  to  specific  uses  of 
ARF  in  planning,  32%  were  in  the  comparative  studies  category, 
29%  were  in  the  historical  community  statistical  profile  category,  and 
20%  were  in  the  current  planning  category.  Sixty  percent  of  the 
respondents  indicated  that  ARF  data  are  too  old,  but  68%  desired  to 
receive  the  data  even  if  it  were  not  regularly  updated.  Respondents 
suggested  that  ARF  could  be  improved  as  a  planning  tool  by  increas- 
ing the  frequency  of  data  collection  and  correction,  using  smaller 
geographical  areas,  using  dates  to  denote  when  data  are  collected, 
and  adding  more  demographic  data.  A  listing  of  secondary  sources 
is  contained  in  a  separate  volume.  (Final  report  99  pages.) 

DESCRIPTORS:  Health  Planning,  Survey  or  Questionnaire  Feature, 
Statistical  Data  Feature,  Information  Systems 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0584  PROJECT  NO:  BHPRD  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  259-751 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-75-0092 
COST    (In  Thousands):  FY  75-$20 
STATUS:  Study  completed. 

Available  from  NTIS  -  '  ■ 

START/END  DATES:  May  '75  through  September  '75 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Title  X  Family  Planning  Clinic  Study 

REPORT  TITLE:  Title  X  Family  Planning  Clinic  Study 
PERFORMER:  Birch  and  Davis  Associates,  Inc.,  8905  Fairview 

Road,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Bogner,  Sue,  Ph.D. 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Family  Planning 

ABSTRACT:  This  study  investigated  family  planning  clinic  perfor- 
mance among  a  sample  of  Title  X  programs  which  the  Bureau  of 
Community  Health  Services  (BCHS)  has  funded;  identified  determi- 
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nants  of  differences;  and  developed  without  sacrificing  program  qual- 
ity effectiveness,  policy  alternatives  to  foster  improved  productivity 
and  efficiency.  Among  the  issues  investigated  are  types  of  BCHS- 
funded  family  planning  programs  that  have  had  the  "best"  perfor- 
mance in  terms  of  productivity  measures  and  factors  associated  with 
that  performance;  the  effect  of  various  factors  such  as  local  clinic 
staffing  patterns,  site  protocols,  site  and  client  characteristics  on  the 
productivity  measures;  the  effect  on  performance  measures  of  factors 
such  as  education/counseling  efforts  and  follow-up  protocols;  possi- 
ble appropriate  measures  of  clinical  performance  beyond  the  basic 
user  and  encounter  data  currently  employed  by  BCHS;  the  relation- 
ship of  the  productivity  of  providers  of  nonmedical  services  to  clinic 
productivity;  and  the  various  influences  on  productivity  of  a  sample 
of  Title  X  clinics  with  different  levels  of  productivity. 

DESCRIPTORS:  Administrative  Personnel,  Clinics,  Family  Planning, 
Management  Information  and  Reporting.  Productivity,  Management 
Techniques 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1805  PROJECT  NO:  HSA  79-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-79-0031 
COST    (In  Thousands):  FY  80-S161 
STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC 
START/END  DATES:  October  '79  through  January  '81 


1952 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Comparison  of  Program  Indicators  across 
Programs  Using  the  BCHS  Common  Reporting 
Requirements  (BCRR) 

REPORT  TITLE:  Update  of  Database  for  Computer  Analysis  of 

BCHS  Common  Reporting  Requirements  (To  Include 

January-June  1978  Data) 
PERFORMER:  National  Institute  for  Advanced  Studies,  600  E 

Street  N.W.,  Washington  D.C.  20004 
PROJECT  OFFICER:  Enger,  Isadore 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  Bureau  of  Community  Health  Services  (BCHS)  pro- 
vides grant  funding  to  13  types  of  health  programs,  all  of -which  are 
required  to  submit  statistical  reports  detailing  their  activities,  ser- 
vices, revenues  and  expenditures.  The  reporting  formats  and  data 
elements  are  the  same.  These  data  are  collectively  referred  to  as  the 
Bureau's  Common  Reporting  Requirements  (BCRR)  database.  This 
report  documents  a  project  that  updated  and  revised  the  database. 
Volume  1  describes  the  procedures  employed  for  obtaining  correct 
period  records  and  the  rules  applied  for  merging  quarterly  data  into 
the  semi-annual  file.  Volume  2  presents  the  final  record  listing  for  the 
January  to  June  1978  database.  See  also  PIC  ID  No.  1594.  (Final 
report  volumes  1 1  pages  plus  appendices  and  49  pages,  respectively.) 

DESCRIPTORS:  Information  Processing,  Management  Information 

and  Reporting,  Information  Systems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1594.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  295-877 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  558295  (DLP) 
COST    (In  Thoosonds):  FY  78-510 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  November  "78  through  February  '79 


1953 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Use  of  DRGs  (Diagnosis  Related  Groups)  in 
Health  Planning 

REPORT  TITLE:  Use  of  DRGs  (Diagnosis  Related  Groups)  in 

Health  Planning 
PERFORMER:  Institute  for  Health  Planning,  Inc.,  Madison  WI 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRS-A-Program  Direction  and  Management 

ABSTRACT:  The  concept  of  diagnosis  related  groups  (DRGs)  has 
been  incorporated  into  a  variety  of  functions.  This  paper  examines 
one  category  of  DRG  applications,  the  use  of  DRG  data  as  a  tool  for 
health  planning.  Two  primary  data  issues  are  addressed:  data  availa- 
bility and  data  accessibility.  Included  are  overviews  of  hospital  case- 
mix  management  systems  and  the  types  of  reports  generated  by  these. 
The  voluntary  and  legislative  approaches  lo  data  accessibility  are  also 
examined.  The  report  describes  the  use  of  DRG  data  for  projecting 
morbidity  patterns,  projecting  overall  and  service-specific  bed  needs, 
projecting  program  resource  requirements,  examining  utilization  pat- 
terns, allocating  resources,  projecting  total  hospital  inpatient  reve- 
nues, and  determining  the  need  for  nursing-home  beds.  The 
discussion  of  each  application  indicates  how  existing  techniques  and 
methodologies  may  be  modified  using  DRG-based  data.  The  types  of 
data  elements  needed  for  each  application  are  outlined  and,  for  some 
applications,  examples  are  included  to  clarify  the  explanation. 

DESCRIPTORS:  Health  Planning,  Medicare  Prospective  Payment  Sys- 
tem 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1694  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  HRP-0906218 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '84  through  January  '85 


1954 

AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Use  of  Evaluation  Research  in  the  Policy  Process 

REPORT  TITLE:  Use  of  Evaluation  Research  in  the  Policy  Process 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER: 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Program  Direction  and  Management 

ABSTRACT:  The  report  relates  evaluation  research  relevant  to  policy- 
making and  illustrates,  through  an  analysis  of  two  studies,  the  factors 
that  result  in  high  impact  of  this  research  on  policymaking.  The 
analysis  describes  nine  factors  that  play  a  role  in  linking  relevant 
evaluation  research  with  policymaking.  (Final  report  34  pages.) 


DESCRIPTORS:  Research  and 
Analysis  Methods  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0822 


Evaluation  Performance,  Statistical 


PROJECT  NO:  HSA(c)  74-3,  Task 
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FUND  SOURCE:  Evaluation  NTIS  NO 
MECHANISM  Contract  ERIC  NO 

CONTRACT/GRANT  NO:  105-74  6 
COST    (In  Thousands):  FY  74-$2 

STATUS:  Study  completed. 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  February  '74  through  March 
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COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
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AGENCY  SPONSOR:  Public  Health  Service 

Health  Resources  and  Services 
Administration 

PROJECT  TITLE:  Evaluation  of  the  Effects  of  the  National  Health 
Service  Corps  Physician  Placements  upon  Medical  Care 
Delivery  in  Rural  Areas 

REPORT  TITLE:  Utilization  and  Impact  of  Physician  Extenders  in 

Office-Based  Primary-Care  Practices:  NHSC  and 

Private-Sector  Comparisons 
PERFORMER:  Mathematica  Policy  Research,  Inc.  101  Morgan 

Lane.  Plainsboro  NJ  08536 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-National  Health 

Service  Corps; 

PHS-HRSA-Health  Manpower-Public  Health  and  Health 
Administration 

ABSTRACT:  As  part  of  a  comprehensive  evaluation  of  the  National 
Health  Service  Corps  (NHSC)  physician  placement  program  in  rural 
America,  this  study  examined  the  extent  and  impact  of  using  physi- 
cian extenders  (PEs)  in  medical  practices.  The  report  discusses 
whether  PEs  are  employed  by  physicians  with  unique  characteristics 
or  in  particular  market  situations.  Characteristics  of  physicians  and 
practices  employing  PEs  were  compared  with  physicians  and  prac- 
tices not  employing  PEs.  Separate  comparisons  were  performed  for 
private  sector  practices  in  metropolitan  and  nonmetropolitan  areas 
and  for  NHSC  practices  in  nonmetropolitan  areas.  The  report  also 
discusses  the  productivity  impact  of  physician  extenders  on  the  deliv- 
ery of  office-based  primary  medical  services.  Analyses  of  PEs"  impact 
on  office-visit  rates  were  performed  separately  for  private  sector 
practices  in  metropolitan  areas  and  nonmetropolitan  areas  and  for 
NHSC  practices  in  nonmetropolitan  areas.  See  also  PIC  ID  No.  1978. 
(Final  report  80  pages.) 

DESCRIPTORS:  Health  Manpower  Other,  Paraprofessionals,  Access 
to  Services,  Urban  or  Rural  Places  or  Problems,  Health  Care  Deliv- 
ery Systems,  Productivity 

STUDY  TYPE:  Research  and  Data  Development;  Program  Impact 


1956 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  the  IHS  Patient  Care  Information 
System  and  Alternatives  for  Improving  the  Patient  Care 

Process 

REPORT  TITLE:  Assessment  of  Indian  Health  Service  Patient  Care 

Information  System 
PERFORMER:  JRB  Associates,  8400  Westpark  Drive,  McLean  VA 

22102 

PROJECT  OFFICER:  Godmere,  Richard;  Rm  14A19,  PKLN  BIdg; 

301-443-0201 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Patient  Care  and  Special  Health 
(Entire  Program  Area); 

PHS-IHS-Indian  Health  (Entire  Program  Area) 

ABSTRACT:  The  Indian  Health  Service  (IHS)  Patient  Care  Informa- 
tion System  (PCIS)  was  developed  in  the  1960s,  implemented  in 
Tucson,  Arizona,  in  1975,  and  implemented  in  Alaska  and  Billings, 
Montana,  in  1979.  Further  system  implementation  was  halted  because 
of  the  system's  high  operating  costs.  This  study  analyzed  ( I )  the  PCIS 
and  (2)  the  alternatives  for  improving  patient  care  information  proc- 
essing. Some  of  the  findings  from  the  analysis  of  the  PCIS  address  the 
health  summary  component,  PCIS  forms,  area  and  service  unit  opera- 
tions, training,  and  coordination  and  management.  The  providers 
interviewed  in  all  three  areas  found  PCIS  useful  for  clinical  informa- 
tion and  for  their  own  efficiency;  many  of  them  also  recognized  the 
system's  potential  applications.  The  major  criticisms  of  the  PCIS 
concern  the  long  turn-around  time  for  the  microfiche  reporting  sys- 
tem, the  lack  of  local  control  over  report  generation,  and  lack  of  a 
database  capability.  Both  short-term  and  long-term  recommendations 
for  improving  the  PCIS  are  given. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Native 
Americans,  Information  Systems,  Case  or  Site  Study  Feature,  Infor- 
mation Processing 

STUDY  TYPE:  Program  Strategy;  Program  Performance  Evaluation 

PIC  ID  NO:  2215  PROJECT  NO:  HRSA  83-127 

FUND  SOURCE:  Evaluation        NTIS  NO:  HRP-0905887 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-82-0089 
COST    (In  Thousands):  FY  83-$72 
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STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  August  '83  through  March  '84 


1957 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  Elderly  Health  Needs  of  the 
Laguna  Reservation 

REPORT  TITLE:  Assessment  of  Needs  and  Recommendations  for  a 

Service  Delivery  System  for  the  Elderly 
PERFORMER:  University  of  New  Mexico,  Gerontology 

Department,  Albuquergue  NM  87131 
PROJECT  OFFICER:  Lessans,  Dana 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area); 

HD-AOA-Aging-State  and  Community  Programs-State 

Agency  Activities 

ABSTRACT:  The  objective  of  this  project  was  to  develop  recommen- 
dations for  delivery  of  multiple  services  to  elderly  Indians  living  at 
Laguna  Pueblo.  These  recommendations  were  to  be  comprehensive 
in  scope  and  consistent  with  needs;  centralized  for  efficiency  of  oper- 
ation; structured  to  maximize  sensitivity  to  tribal  values;  designed  to 
utilize  existing  programs;  and  feasible  to  implement  and  operate  with- 
in the  limits  of  resources  of  the  Pueblo.  The  project  involved  both 
review  of  existing  data  and  conduct  of  an  extensive  survey  on  medi- 
cal, social,  nutritional,  and  coping  problems  of  the  elderly.  Those 
surveyed  assigned  health  care  a  low  priority,  presumably  because 
they  have  extensive  health  care  services  available  and  perhaps  be- 
cause of  low  expectations.  The  conclusions  of  the  study  stress  the 
importance  of  providing  better  transportation  for  the  elderly,  a  need 
for  a  centrally  located  facility  that  would  provide  all  necessary  ser- 
vices, better  coordination  between  services  and  services  providers, 
and  a  modification  of  the  food  stamps  eligibility  determination  proce- 
dures. The  study  also  found  that  the  aging  programs  in  New  Mexico 
significantly  limit  services  to  Indians  by  use  of  the  county  as  the 
administrative  and  planning  unit.  Transportation  was  reported  as  the 
gravest  problem  although  local  community  health  representatives 
apparently  specialize  in  providing  it.  (Final  report  98  pages.) 

DESCRIPTORS:  Native  Americans,  Elderly,  Health  Care  Delivery 
Systems,  Needs  and  Needs  Assessment,  Survey  or  Questionnaire  Fea- 
ture, Transportation,  Supportive  Services,  Consumer  Evaluation 
Feature,  Demography 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1141  PROJECT  NO:  HSA(C)  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  75-$0 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '74  through  September '75 
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AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Blackfeet  Indian  Reservation  Nutrition  Survey 
(August-September  1961) 

REPORT  TITLE:  Blackfeet  Indian  Reservation  Nutrition  Survey 

(August-September  1961) 
PERFORMER:  Indian  Health  Service,  Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services-Preventive  Health; 

X-Non-HHS  Programs-Other 

ABSTRACT:  The  Interdepartmental  Committee  on  Nutrition  for  Na- 
tional Defense  completed  the  initial  phases  of  a  nutrition  survey  of 
the  Blackfeet  Reservation  from  August  to  September  1961.  In  the 
spring  of  1962  a  re-evaluation  of  the  same  population  was  conducted. 
The  findings  are  presented  in  this  report.  Suboptimal  intakes  of  a 
number  of  nutrients  were  observed  in  various  age  and  sex  groups  in 
the  population  sampled.  These  manifestations  of  nutritional  problems 
were  encountered  more  frequently  and  with  greater  severity  in 
groups  undergoing  physiological  stress  such  as  women  during  their 
reproductive  years  and  particularly  during  pregnancy  and  lactation 
as  well  as  infants  and  preschool-age  children.  In  significant  segments 
of  the  population,  the  levels  of  caloric  and  protein  intake  and  the 
dietary  supply  of  calcium,  iron,  and  vitamins  A  and  C  were  border- 
line. Almost  22%  of  the  adult  population  fell  into  the  underweight 
classification  of  less  than  90%  of  "standard"  weight  when  compared 
to  a  normal  North  American  population. 

DESCRIPTORS:  Food  and  Nutrition,  Health  Promotion,  Native 
Americans 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0292  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  "60  through  December  "64 
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Indian  Health  Service 

PROJECT  TITLE:  Comparative  Evaluation  of  Health  Delivery 
Projects  Serving  the  Navajo  Population 

REPORT  TITLE:  Comparative  Evaluation  Project 

PERFORMER:  Navajo  Health  Authority,  Window  Rock  Navajo 

Nation  AZ  86515 
PROJECT  OFFICER:  Davis,  C. 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Facilities  (Entire  Program  Area) 

ABSTRACT:  In  this  study  the  Navajo  Health  Authority  undertook  to 
develop  and  to  perform  a  comparative  evaluation  of  factors  affecting 
the  quantity,  quality,  costs,  and  commitment  to  comprehensive  health 
care  on  the  Navajo  Reservation.  The  most  notable  finding  was  that 
data  collection  was  problematic-the  result  of  no  common  data  col- 
lection format.  The  only  areas  in  which  comparisons  were  possible 
were  provider  survey  and  services  description.  Results  are  based  on 
the  study  of  four  selected  health  care  facilities  including  their  satellite 
field  clinics.  Background  information  on  the  Navajo  Reservation  is 
supplied  to  provide  perspective.  (Final  report  94  pages.) 
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PROJECT  TITLE:  Determine  the  Feasibility  of  Replicating  the  IHS 
Mississippi  Choctaw  Indian  Tribe's  Health  Education 
Program  m  Other  HSA/IHS  Settings 

REPORT  TITLE:  Determine  the  Feasibility  of  Replicating  the  IHS 

Mississippi  Choctaw  Indian  Tribe's  Health  Education 

Program  in  Other  HSA/IHS  Settings 
PERFORMER:  Pantek  Inc.,  1100  17th  Street  N.W.,  Washington 

D.C.  20036 
PROJECT  OFFICER:  Bogner,  Sue,  Ph  D 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health  (Entire  Program  Area); 

PHS-IHS-Indian  Health-Services-Indian  Health  Manpower 

ABSTRACT:  This  study  evaluated  the  feasibility  of  replicating  the 
Indian  Health  Service  (IHS)  Mississippi  Choctaw  Indian  tribe's 
health  education  program  in  other  IHS  settings.  Since  1972,  the  tribe 
has  contracted  annually  with  IHS,  the  United  Southeastern  Tribes 
(USET),  to  operate  a  health  education  program  to  improve  health 
care  and  services  to  Indian  residents.  When  the  program  was  initiat- 
ed, the  tribe  itself  was  responsible  for  its  design  and  implementation. 
However,  in  the  mid-1970s,  IHS  developed  guidelines  for  implemen- 
tation of  P.L.  93-638,  the  Indian  SelfDetermination  and  Education 
Assistance  Act,  which  included  a  model  for  implementing  a  health 
education  program.  The  study  examined  the  monitoring  require- 
ments of  this  arrangement,  the  effectiveness  of  such  contracting  for 
implementing  a  health  education  program  and  the  accomplishments 
of  the  program  to  date.  In  addition,  the  utility  and  value  of  the 
aforementioned  health  education  guidelines  to  the  ongoing  program 
were  examined  along  with  the  possibility  of  measuring  the  impact  of 
the  health  education  effort.  (Final  report  43  pages;  appendices  256 
pages.) 

DESCRIPTORS:  Native  Americans,  Consumer  Education,  Health  Care 
Delivery  Systems,  Feasibility  Study  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1583  PROJECT  NO:  OPEL  78-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  78-115  (P) 
COST    (In  Thousands):  FY  78-$7 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '78  through  April  '79 


1961 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Develop  an  Information  System  in  the  Indian 

Health  Service  for  Improving  Financial  Management 

REPORT  TITLE:  Develop  an  Information  System  in  the  Indian 
Health  Service  for  Improving  Financial  Management 

PERFORMER:  Washington  Consulting  and  Management  Associates, 
Inc.,  2025  1  Street  N.W.,  Washington  D.C.  20006 

PROJECT  OFFICER:  Lillie,  Steven 

PROGRAM(S)  EVALUATED 

PHS-IHS-Indian  Health-Program  Direction  and  Management 

ABSTRACT:  The  objective  of  this  study  was  to  develop  alternatives 
for  strengthening  the  management  control  of  the  Indian  Health  Ser- 
vice (IHS)  over  its  information  activities.  It  involved  a  review  of  the 
then-current  status  of  information  activities,  focusing  particularly  on 
management  needs  at  the  service  unit  (facility)  level,  and  the  develop- 
ment of  alternatives  for  IHS  consideration.  A  simulation  of  informa- 
tion systems  to  meet  managers'  needs  at  the  facility  level  was 
undertaken  to  provide  input  into  the  development  of  alternatives. 
The  IHS  subsequently  undertook  a  major  effort  to  improve  its  infor- 
mation systems  program,  and  the  results  of  this  study  were  used  in 
that  effort. 

DESCRIPTORS:  Information  Systems,  Financial  Management,  Native 
Americans,  Management  Information  and  Reporting,  Facilities 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2077  PROJECT  NO:  HSA  81-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-228049 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-81-0009 
COST    (In  Thousands):  FY  81-$178 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '81  through  March  '82 


1962 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluating  a  National  Community  Health 
Representative  Program 

REPORT  TITLE:  Development  of  a  Workload  Data  Reporting 

System  for  Tribal  Health  Workers 
PERFORMER:  Indian  Health  Service,  Office  of  Research  and 

Development,  Tucson  AZ  85734 
PROJECT  OFFICER:  Shea,  T.;  Rm  10C26,  PKLN  Bldg; 

301-443-4527 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area); 

PHS-IHS-Indian  Health-Program  Direction  and  Management 

ABSTRACT:  Tribal  health  providers  and  the  Office  of  Training  Man- 
agement Services,  Office  of  Research  and  Development,  Indian 
Health  Service,  developed  a  system  for  reporting  workload  data. 
Participative  management  concepts  and  motivational  techniques  used 
in  the  planning,  design,  training,  and  implementation  phases  en- 
couraged and  facilitated  positive  attitudes  toward  the  reporting  sys- 
tem in  general,  and  incentives  for  accurate  workload  reporting  and 
health  program  accountability  in  particular.  For  these  reasons,  it  is 
recommended  to  managers  that,  to  assure  the  success  of  data  system 
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implementution,  users  should  be  included  m  the  planning,  design, 
teaching,  and  implementation  phases.  The  major  emphasis  and  thrust 
from  design  to  implementation  has  been  in  health  prcivider  participa- 
tion in  the  development  and  implementation.  The  focus  is  on  the 
contribution  of  the  people  who  designed  the  system  rather  than  on 
the  system  itself.  It  is  believed  that  this  workload  data  reporting 
system  will  assist  in  the  evaluation  of  community  health  representa- 
tive and  tribal  health  programs.  (Final  report  20  pages.) 

DESCRIPTORS:  Native  Americans,  Management  Information  and  Re- 
porting, Information  Processing,  Health  Care  Techniques 
STUDY  TYPE:  Other 

PIC  ID  NO;  0818  PROJECT  NO:  HSA  (I)  74-3 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  74-$40 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '74  through  June  '75 


1963 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Effectiveness  of  Health  Risk  Appraisal  (HRA) 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Aberdeen  Area  Indian  Health  Service,  115  4th 

Avenue  S.E.,  Aberdeen,  SD  57401 
PROJECT  OFFICER:  Nolan,  Leo;  Rm  8A23,  PKLN  BIdg; 

301-443-4700  .   .  ' 

PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services-Preventive  Health; 

PHS-IHS-Indian  Health-Services-Tribal  Management 

ABSTRACT:  Major  risk  factors  to  which  Indians  are  prone  include 
injuries  due  to  not  using  seatbelts,  cardiovascular  diseases  due  to 
smoking,  and  cirhossis  due  to  alcohol  abuse.  The  Health  Risk  Ap- 
praisal (HRA)  project  of  the  Centers  for  Disease  Control  has  deve- 
loped a  demonstrably  effective  approach  to  risk  reduction  among  the 
groups  in  which  it  has  been  tested.  It  is  being  redesigned  for  wide- 
spread use  in  risk  appraisal  of  diverse  populations  and  cultures  and 
is  a  potentially  useful  protocol  for  use  in  the  care  of  American  Indi- 
ans. Health  Risk  Appraisal  is  part  of  a  health  survey  planned  by  the 
Aberdeen  Area  for  the  Cheyenne  River  Sioux  Reservation.  The 
Aberdeen  effort  provides  the  opportunity  to  evaluate  the  potential 
utility  of  health  risk  appraisal  for  the  IHS  population  nationwide,  to 
assess  the  use  of  tribal  health  workers  to  collect  HRA  data,  and  to 
develop  analytic  methods  of  immediate  use  to  Area  epidemiologists 
and  practitioners. 

DESCRIPTORS:  Native  Americans,  Preventive  Health  Care,  Health 
Promotion 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  3141  PROJECT  NO:  HRSA  87-115 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  87-$100 

STATUS:  Study  in  process 

START/END  DATES:  September  "87  through  September  "89 


1964 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Epidemiological  Assessment  of  the  Contributing 
Factors  of  Injury,  Mortality  and  Morbidity  among  Native 
Americans 

REPORT  TITLE:  Epidemiological  Assessment  of  the  Contributing 
Factors  of  Injury,  Mortality  and  Morbidity  among  Native 
Americans 

PERFORMER:  Yale  University,  New  Haven  CT  06150 
PROJECT  OFFICER:  Dietermann,  John 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area); 
PHS-IHS-Indian  Health-Services-Preventive  Health 

ABSTRACT:  The  report  is  divided  into  four  sections:  (1)  literature 
review;  (2)  specification  of  risk  factors;  (3)  preliminary  assessment  of 
Indian  Health  Service  Community  Injury  Control  (CIC)  activities; 
and  (4)  recommendations  for  future  program  direction.  The  literature 
review  revealed  no  substantial  differences  in  injury  mortality  rates 
between  people  in  low  income,  rural  areas  in  the  U.S.  and  the  Native 
Americans.  Conclusions  about  alcohol  use  by  this  group  did  not 
reveal  much  credible  evidence  regarding  incidents  leading  to  injury. 
There  are  few  literature  sources  that  compare  injury  factors  of  Native 
Americans  to  those  of  the  general  population.  A  preliminary  evalua- 
tion of  the  injury  control  program's  effectiveness  was  undertaken. 
The  analysis  reveals  that  insignificant  decreases  in  hospitalizations  for 
falls,  motor  vehicle,  and  intentionally  inflicted  injuries  occurred  from 
FY  1980-FY  1984.  This  correlates  with  the  increased  level  of  IHS 
CIC  activities.  The  primary  recommendation  was  to  u.se  better  tar- 
geting of  injury  control  interventions  through  the  use  of  supplemen- 
tal data  forms  for  severe  injuries.  These  forms  were  developed  as  part 
of  the  study. 

DESCRIPTORS:  Native  Americans,  Epidemiologic  Research,  Preven- 
tive Health  Care,  Literature  Review  Feature,  Morbidity  and  Mortal- 
ity 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2553  PROJECT  NO:  HRSA  84-123 

FUND  SOURCE:  Evaluation        NTIS  NO:  HRP-0906564 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-84-0112 
COST    (In  Thousands):  FY  84-$100 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '84  through  July  "85 


1965 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  Health  Committees'  Involvement  in 
Local  Indian  Health  Affairs 

REPORT  TITLE:  Evaluation  of  a  Select  Health  Board  and  Health 
Committee's  Involvement  in  Local  Health  Affairs 

PERFORMER:  National  Indian  Health  Board,  50  South  Steele 
Street,  Denver  CO  80209 

PROJECT  OFFICER:  Halsey,  Wesley 

PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area) 


PROJECT  DESCRIPTIONS  72i 


Accession  No.  1965 


Public  Health  Service 
INDIAN  HEALTH  SERVICE 


ABSTRACT:  The  objective  of  this  project  was  to  evaluate  consumer 
involvement  in  the  management  of  Indian  Health  Service  delivery 
systems.  The  contract  required  the  NIHB  to  establish  criteria  for 
identification  of  health  board  involvement  in  the  decision-making 
process  and  to  develop  methods  and  techniques  for  use  by  a  board 
to  determine  current  and  desired  levels  of  involvement  and  necessary 
priorities  to  achieve  those  levels.  A  third  objective  of  the  project  was 
to  use  the  findings  to  develop  and  implement  guidelines  for  board 
involvement  in  program  management.  The  study  recommended  (1) 
that  IHS  encourage  its  area  directors  and  service  unit  directors  to 
actively  plan  relevant  developmental  experiences  for  their  respective 
health  boards  and  health  committees;  and  (2)  that  IHS,  through  coop- 
erative measures  of  NIHB  and  local  health  boards,  develop  a  refined 
technical  assistance  capability  in  order  to  address  the  needs  of  local 
health  boards  in  areas  of  training  for  health  issues,  board  manage- 
ment, evaluation,  planning,  and  financial  management.  (Final  report 
68  pages.) 

DESCRIPTORS:  Native  Americans,  Health  Care  Delivery  Systems, 
Citizen  Participation,  Survey  or  Questionnaire  Feature,  Consumer 
Evaluation  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO  1145  PROJECT  NO:  HSA(I)  74-1-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  110-72-246 

COST    (In  Thousands):  FY  72-$98,  FY  74-$59 

STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '72  through  December  "75 


1966 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  Community  Health  Representatives 
Program:  Oklahoma  City  Area 

REPORT  TITLE:  Evaluation  of  CHR  Program  FY  75 
PERFORMER:  Oklahoma  City  Area  Indian  Health  Service 

Advisory  Board,  2500  South  Broadway,  Edmond  OK  73034 
PROJECT  OFFICER:  Rice,  Terry 
PROGRAM(S)  EVALUATED; 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area) 

ABSTRACT:  This  study  evaluated  nine  Indian  service  units  and  20 
tribes  served  by  those  units.  The  report  primarily  is  composed  of 
three-page  summaries  of  meetings  of  several  dozen  groups  of  tribal 
leaders,  IHS  staff,  and  others  serving  as  evaluation  committees.  The 
report  makes  1 1  recommendations  to  the  IHS,  focusing  mainly  on  the 
need  for  continued  improvements  in  "communication"  among  ser- 
vice unit  directors,  community  health  representatives  (CHRs),  and 
the  IHS.  The  report  makes  14  recommendations  to  the  tribes,  focus- 
ing on  the  importance  of  the  "position"  of  the  CHR.  (Final  report  65 
pages.) 

DESCRIPTORS:   Native  Americans,   Ambulatory  and  Outpatient 
Health  Care,  Consumer  Evaluation  Feature 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1 142  PROJECT  NO:  HSA(I)  74-1-IV 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  75-74a-2212 
COST    (In  Thousands):  FY  73-$40,  FY  74-S40 


STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  June  '73  through  February  '75 
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AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  Effectiveness  of  Suquamish  Tribe 
Blue  Cross/Blue  Shield  Demonstrator  Project 

REPORT  TITLE:  Not  yet  determined 
PERFORMER:  Not  yet  determined 

PROJECT  OFFICER:  Nolan,  Leo;  Rm  8A23  PKLN  BIdg; 

301-443-4700 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Program  Direction  and  Management 

ABSTRACT:  The  objectives  of  this  evaluation  are  to  (1)  develop  a 
methodology  to  evaluate  the  impact  of  the  Blue  Cross/Blue  Shield 
plan  serving  the  Suquamish  Tribe  of  Washington  state  and  compare 
the  impact  with  services  provided  by  IHS  at  similar  sites;  (2)  imple- 
ment the  methodology  to  draw  conclusions  concerning  the  quantity, 
cost,  effectiveness,  and  accessibility  of  the  service;  (3)  identify  prob- 
lems and  strengths;  (4)  recommend  approaches  to  overcome  the 
problems;  and  (5)  recommend  approaches  for  replicaiton  of  this  pro- 
ject in  other  Indian  communities.  User  survey  data  is  available  for  this 
evaluation. 

DESCRIPTORS:  Native  Americans,  Health  Insurance  and  Financing, 

Case  or  Site  Study  Feature,  Demonstration  Projects 

STUDY  TYPE:  Research  and  Data  Development;  Program  Impact 

PIC  ID  NO:  3142  PROJECT  NO: 

FUND  SOURCE:  Evaluation  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  in  process 

START/END  DATES:  June  '87  through  February  '89 
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AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  EMS  Program  Outcomes 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  American  Indian  Health  Care  Association,  245  East 

6th  Street,  St.  Paul  MI  55101 
PROJECT  OFFICER:  Ornelas,  Ramona  C;  Rm  6A20,  PKLN  Bldg; 

301-443-4700 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area) 

ABSTRACT:  This  project  will  identify  the  critical  factors  related  to 
improved  outcomes  for  prehospital  and  in-hospital  emergency  medi- 
cal service  (EMS)  programs  funded  by  the  Indian  Health  Service 
(IHS).  Critical  factors  such  as  transport  time,  response  time,  care 
given  in  emergency  room,  equipment  use  (emergency  room  and  tran- 
sport), and  staffing  levels  will  be  identified,  evaluated,  and  used  to 
establish  criteria  for  monitoring  all  IHS-funded  EMS  programs.  The 
project  will  assess  the  critical  factors  in  all  kinds  of  EMS  programs 
serving  American  Indians,  i.e.,  pre-emergency  rooms  and  emergency 
rooms  operated  by  the  Indian  Health  Service,  tribes,  contractors,  or 
combinations  of  these  groups. 


722 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 
INDIAN  HEALTH  SERVICE 


Accession  No.  1971 


DESCRIPTORS:  Emergency  Medical  Care,  Hospitals,  Native  Ameri- 
cans 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  3148  PROJECT  NO: 

♦  FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-86-0086 
COST    (In  Thousands):  FY  86-$50 
STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  January  '89 
1969 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  Medical  Care  Provided  to  Alaskan 
Natives 

REPORT  TITLE:  Evaluation  of  Medical  Care  Provided  to  Alaskan 
Natives 

PERFORMER:  Alaska  Native  Health  Board,  1135  West  8th 

Avenue,  Anchorage  AK  99501 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area) 

ABSTRACT:  A  specific  objective  of  this  study  was  to  identify  the 
strengths  and  weaknesses  of  the  health  care  delivery  system  that 
includes  the  Alaska  Area  Native  Health  Service,  State  of  Alaska 
Division  of  Public  Health,  and  regional  and  village  health  boards. 
The  study  assumed  that  the  functional  elements  of  problem  solving 
(information  gathering,  assessment,  and  treatment  planning)  and  the 
clinical  elements  of  problem  solving  (primary  prevention,  screening, 
diagnostic  work-up,  treatment,  and  follow-up)  are  necessary  func- 
tions of  the  health  care  delivery  system.  The  study  examined,  using 
the  tracer  methodology,  the  actual  delivery  of  care  for  anemia,  hy- 
pertension, and  streptococcal  disease,  based  on  records  at  two  service 
units  of  the  IHS  in  Alaska.  Natives  were  involved  in  designing  and 
approving  the  study  design.  The  study  found  that,  in  a  population 
otherwise  without  regular  medical  care,  a  combination  of  more  per- 
sons screened  and  better  follow-up  could  increase  dramatically  the 
current  rate  of  cure  for  such  nonacute  conditions  as  those  examined. 
Volume  I  ("Iron  Deficiency  Anemia,  Streptococcal  Disease,  and 
Hypertension")  is  available  from  PIC.  (Volume  I  114  pages.) 

DESCRIPTORS:  Native  Americans,  Consumer  Evaluation  Feature, 
Preventive  Health  Care,  Ambulatory  and  Outpatient  Health  Care, 
Client  Records 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1132  PROJECT  NO:  IHS  76-3-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  243-75-0358 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '75  through  April  '76 
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AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Effectiveness  of  the  California  Rural  Indian 
Health  Board  (CRIHB) 


REPORT  TITLE:  Evaluation  of  the  California  Rural  Indian  Health 
Board 

PERFORMER:  R.J.  Associates,  Inc.,  1018  Wilson  Boulevard, 

Arlington  VA  22209 
PROJECT  OFFICER:  Austin,  Thomas 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area); 
PHS-IHS-Indian  Health-Facilities-Hospital  and  Outpatient 
Care; 

PHS-IHS-Indian  Health-Program  Direction  and  Management 

ABSTRACT:  The  California  Rural  Indian  Health  Board  (CRIHB)  pro- 
vides 40,000  rural  Indians  with  dental  clinics,  medical  clinics,  and 
outpatient  facilities.  Many  suggestions  are  made  in  this  evaluation  for 
further  management  improvements  within  the  CRIHB  central  office 
operation.  The  office  has  solved  some  past  problems  with  the  Indian 
Health  Service  (IHS),  but  much  more  needs  to  be  done  in  other  areas. 
The  central  office  must  provide  guidelines,  technical  assistance,  and 
training  of  project  directors  in  its  16  local  projects.  Planning  of  a 
medical  facility  is  another  responsibility.  Unfortunately,  the  office 
cannot  do  all  these  things  and  simultaneously  implement  the  compre- 
hensive statewide  data  reporting  systems  that  it  urgently  requires. 
The  central  office  CRIHB  must  prepare  financial  statements  for  all 
projects.  A  quarterly  performance  report  is  mandatory  for  compli- 
ance with  its  contract.  Monitoring  legislation  and  endeavoring  to 
secure  new  funds  from  federal  and  state  grants  is  a  primary,  but 
neglected,  function  of  the  CRIHB  office.  In  the  delicate  matter  of 
allocation  of  funds  to  its  projects,  it  is  suggested  that  the  office  should 
utilize  outside  consulting  assistance.  (Final  report  24  pages.) 
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ABSTRACT:  The  goals  and  objectives  of  this  interagency  initiative 
were  directed  at  increasing  the  number  of  older  persons  served  in 
primary  care  facilities,  increasing  the  amount  of  services  requested  or 
the  scope  of  services  available  to  them,  increasing  the  quality  of 
health  care  delivery,  and  coordinating  existing  social  and  health  ser- 


PROJECT  DESCRIPTIONS 


723 


Accession  No.  1971 


Public  Health  Service 
INDIAN  HEALTH  SERVICE 


vice  delivery  systems  operated  under  the  auspices  of  the  Administra- 
tion on  Aging  and  Health  Services  Administration.  Specific  goals  of 
the  study  were  to  (1)  increase  the  access  of  older  persons  to  health 
care  services  provided  by  HSA-sponsored  facilities  within  a  given 
geographic  area;  (2)  encourage  opportunities  for  linkages  between 
HSA-sponsored  facilities  and  state  area  agencies  on  aging;  and  (3) 
greater  utilization  of  available  funding,  manpower  and  facilities  by 
Indian  tribal  organizations  and  other  underserved  and  unserved  eld- 
erly populations  within  a  given  geographic  area. 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Health  Care 
Delivery  Systems,  Clinics,  Hospitals,  Program  Coordination,  Federal 
State  and  Local  Relations,  Aging 
STUDY  TYPE:  Program  Strategy 
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ABSTRACT:  A  widely  tested  Health  Records  Staffing  Methodology 
was  adapted  to  IHS  and  applied  in  five  service  units.  The  results  of 
this  application  indicated  that  a  large  staffing  shortage  existed,  less 
than  that  estimated  by  the  zero-base  formula  but  greater  than  a  later 
modified  zero-base  formula.  Also,  the  results  indicated  that  the  stand- 
ards used  by  zero-base  formula  should  be  changed,  with  the  inpatient 
standard  being  raised  from  2.5  to  3.6  staff-hours  per  admission  and  the 
outpatient  standard  being  decreased  from  0.41  to  0.24  staff-hours  per 
visit.  A  second  pair  of  objectives  included  (1)  determining  the  conse- 
quences of  inadequate  health  records  staffing  and  (2)  discussing  ways 
of  improving  the  utilization  of  health  records  personnel  to  the  extent 
possible  within  the  time  and  resource  constraints  of  the  project.  Both 
volumes  of  the  report  are  also  available  from  NTIS  (Nos.  PB  246-661 
and  PB  246-662,  respectively).  (Final  report:  Volume  I,  82  pages; 
Volume  II,  appendices,  198  pages.) 

DESCRIPTORS:  Administrative  Personnel,  Client  Records,  Native 
Americans,  Health  Care  Delivery  Systems,  Utilization  Review 
STUDY  TYPE:  Case  Studies 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-9 
COST    (In  Thousands):  FY  75-$55 
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ABSTRACT:  The  purpose  of  this  project  is  to  provide  a  more  refined 
statement  of  and  methodology  for  computing  Indian  Health  Service 
(IHS)  resource  shortfalls  that  can  be  used  for  establishing  justifica- 
tions for  new  resource  requests  and  in  assisting  IHS  management  and 
tribal  leadership  in  achieving  equitable  allocation  of  such  resources. 
At  present,  projections  made  by  IHS  indicate  resource  shortfalls  in 
various  health  service  categories  ranging  from  28%  in  direct  patient 
care  services  to  80%  in  other  areas.  These  shortfalls  represent  the 
additional  resources  needed  to  equip  these  health  services  to  meet  the 
levels  of  utilization  required  by  the  eligible  Indian  populations.  The 
project  includes  assisting  representatives  from  the  IHS  and  from  the 
Office  of  Planning,  Evaluation,  and  Legislation  (OPEL)  in  the  final 
implementation  of  a  resource  allocation  model  (RAM)  as  an  effective 
basis  for  making  resource  planning  and  allocation.  The  project  begins 
with  the  definition  of  remaining  RAM  implementation  needs.  The 
second  task  will  be  the  verification  and  explication  of  the  inputs, 
computations,  and  output  of  the  model  and  in  explaining  in  a  straight- 
forward manner  how  the  RAM  works.  Next,  the  estimates  produced 
by  RAM  will  be  compared  with  those  of  earlier  methods.  The  final 
task  will  be  the  development  of  implementation  support  materials  to 
maximize  the  effectiveness  of  the  RAM.  (Executive  summary  58 
pages.) 

DESCRIPTORS:  Native  Americans,  Needs  and  Needs  Assessment, 
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REPORT  TITLE:  Evaluation  of  the  Pascua  Yaqui  Health  Care  Plan 

Analytical  Model  and  Its  Merits  Effective  Alternative  to  the 
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ABSTRACT:  The  Pascua  Yaqui  Health  Care  Plan  (PY  HCP)  was 
designed  in  1980  by  the  Indian  Health  Service  (IHS)  as  an  experimen- 
tal system  to  provide  medical  services  to  Pascua  Yaqui  tribal  mem- 
bers residing  in  Pima  County,  Arizona.  The  evaluation  of  the  PY 
HCP  was  intended  to  determine  (1)  if  it  has  been  a  viable  health  care 
delivery  system  for  its  enrollees.  and  (2)  if  the  prepaid  health  care 
concept  can  be  adapted  for  use  at  other  IHS  sites.  The  report  con- 
cludes that  (1)  the  PY  HCP  is  meeting  the  needs  of  the  tribal  members 
because  it  makes  available  a  comprehensive  package  of  health  care 
(including  24-hour  emergency  services  and  free  pharmacy)  for  all 
tribal  members  in  the  county;  (2)  the  strengths  and  problems  of  the 
prepaid  arrangement  as  the  principal  source  of  health  services  for  this 
population  are  varied;  and  (3)  IHS  can  successfully  implement  a 
prepaid  health  care  program  to  meet  the  medical  needs  of  a  target 
population  if  the  participating  tri\  e,  health  care  provider,  and  IHS 
staff  strongly  suppon  the  project.  This  report  co\  ers  the  first  phase 
of  a  proposed  two  phase  evaluation  of  the  PY  HCP.  It  includes  results 
from  a  Patient  Satisfaction  Survey  and  is  supplemented  by  a  statistical 
report.  (Final  report  101  pages  plus  appendi.x;  executi\  e  summary  10 
pages;  statistical  report  25  pages.) 

DESCRIPTORS:  Native  Americans.  Health  Insurance  and  Financing, 
Grant  and  Contract  Management,  Health  Care  Delivery  Systems. 
Statistical  Data  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3145  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-87-0068 
COST  (In  Thousands):  Not  available 
STATUS:  Stud\-  completed. 

A\  ailable  from  PIC. 

Executive  summary  at  PIC 
START/END  DATES:  September  '87  through  May  "88 


1975 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Indian  Health  Service  (IHS)  Resource  Allocation 
Criteria  (R.AC)  Input  Data  E\aluation 

REPORT  TITLE:  Evaluation  of  the  RAC  Input  Data  Elements  (Two 
\'olumes) 

PERFORMER:  Washington  Consulting  and  Management  Associates, 
Inc..  2025  I  Street  N.W.,  Washington  D.C."20006 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  purpose  of  this  project  was  to  (1)  determine  the 
reliability  of  data  inputs  to  IHS  RAC  model;  (2)  determine  the  degree 
to  which  the  quality  of  the  input  data  to  the  RAC  affects  the  reliabili- 
ty of  the  RAC  output;  (3)  identify  means  to  improve  the  quality  of 
RAC  input  data;  (4)  determine  the  degree  of  confidence  that  can  be 
placed  in  RAC  so  that  it  can  be  improved;  and  (5)  provide  for  greater 
analysis  of  the  IHS  data  to  determine  applicability  and  availability  for 
needs  assessment  and  the  requirements  of  a  needs  assessment. 
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ABSTRACT:  This  report  provides  an  overall  view  of  the  Indian  Health 
Ser\  ice  Tuberculosis  Control  Program  based  on  research  performed 
between  May  and  September  1973.  Emphasis  was  placed  on  diagnosis 
and  treatment,  preventive  therapy,  control  and  surveillance,  man- 
power training  and  education,  and  consumer  participation.  (Final 
report  34  pages.) 
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Communicable  Disease,  Health  Manpower  Training,  Research  and 
Evaluation  Performance,  Public  Health  Services 
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ABSTRACT:  Alcoholism  is  a  leading  cause  of  health  problems  among 
American  Indians.  Excluding  programs  in  Alaska,  the  Indian  Health 
Service  (IHS)  funded  166  alcohol  prevention  and  treatment  programs 
in  FY  l')83.  For  this  study,  six  conceptual  models  of  exemplary 
alcohol  treatment  and  prevention  programs  (prevention/outreach, 
detoxification,  primary  residential  treatment,  halfway  house,  outpa- 
tient, and  custodial  care)  were  defined  and  then  compared  with  12  of 
the  IHS  programs  (prevention/outreach,  detoxification,  primary  resi- 
dential treatment,  halfway  house,  outpatient,  and  residential).  The 
findings  show  that  the  characteristics  of  nine  of  the  programs  general- 
ly conform  to  the  characteristics  of  tne  models.  One  program  differs 
substantially  from  its  corresponding  model.  The  two  comprehensive 
programs  could  not  be  evaluated.  The  report  describes  the  12  IHS 
programs,  the  conceptual  models,  and  the  study's  major  findings.  It 
also  makes  several  recommendations  for  improving  IHS  community 
alcohol  programs.  (Final  report  118  pages  plus  appendices.) 
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ABSTRACT:  The  major  emphasis  of  this  project  was  to  assess  the 
existing  contract  care  system  with  the  underlying  general  purpose  of 
determining  if  this  system  could  be  made  more  effective.  The  study 
was  able  to  use  existing  data  on  services  received  and  general  infor- 
mation to  determine  "probable  need"  parameters  without  undertak- 
ing a  special  survey.  It  found  that  the  probable  number  of  cases  of 
many  major  diseases  far  exceeds  the  number  of  cases  served.  In 
general,  the  objectives  of  this  project  were  to  describe  the  health  care 
delivery  situation  for  Indian  people  in  the  Aberdeen  area,  to  suggest 
possible  alternatives  for  improving  secondary  and  tertiary  health  care 
delivery,  and  to  detail  the  additional  information  and  analysis  re- 
quired to  arrive  at  a  choice  among  the  alternatives.  The  alternatives 
discussed  range  from  simply  increasing  yearly  funding  under  the 
contract  care  system,  to  establishing  a  major  Indian  Health  Service 


(IHS)-operated  medical  center  in  the  Aberdeen  area.  The  report  also 
outlines  the  additional  cost  and  other  comparisons  that  must  be  made 
to  choose  among  these  alternatives.  (Final  report  43  pages.) 
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ABSTRACT:  This  project  developed  a  plan  for  a  quality  assurance 
program  for  public  health  nursing  services  within  the  Indian  Health 
Service  (IHS).  The  report  includes  (I)  a  literature  review  to  define 
the  scope  of  work  required;  (2)  the  goals  and  objectives  for  a  quality 
assurance  program;  (3)  IHS  data  resources  to  qualify  the  program's 
objectives;  (4)  a  literature  review  of  specific  nursing  and  public  health 
nursing  models  for  quality  assurance;  and  (5)  the  methodology  for 
two  quality  assurance  models.  The  report  recommends  proceeding 
with  the  standardized  development  and  implementation  of  quality 
assurance  programs  based  on  this  report  in  two  IHS  areas.  Specific 
recommendations  address  review  of  the  study  programs;  expansion 
of  the  programs  to  all  other  IHS  areas;  development  of  program, 
outcome  objectives;  client  involvement;  recruitment  of  public  health 
nurses  to  IHS;  research;  data  resources;  input  from  public  health 
nurses  in  the  field;  components  of  continued  quality  assurance  deve- 
lopment; timetable;  and  cost  factors.  (Final  report  81  pages  plus  ap- 
pendices and  references.) 
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1980 

AGENCY  SPONSOR:  Public  Health  Service 

Indian  Health  Service  j  ' 

PROJECT  TITLE;  Tribal  Evaluation  Organizations:  Evaluation  of 
Fort  Belknap  Indian  Reservation 

REPORT  TITLE:  Impact  Study  of  PL  86-121  Sanitation  Projects  on 

the  Fort  Belknap  Indian  Reservation 
PERFORMER:  Oklahoma  City  Area  Indian  Health  Service 

Advisory  Board,  2500  South  Broadway,  Edmond  OK  73034 
PROJECT  OFFICER:  Stapleton,  W 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Heaith-Facilities-Sanitation 

ABSTRACT:  This  report  studies  the  impact  of  P.L.  86-121  sanitation 
projects  on  the  Fort  Belknap  Indian  Reservation.  Evaluation  was 
based  on  data  collected  and  compared  from  four  of  the  nine  tribal 
communities  at  Fort  Belknap.  Concurrent  with  a  household  sanita- 
tion facility  survey,  health  records  of  the  members  of  each  home  in 
the  study  were  reviewed  to  determine  health  status  prior  to  and  after 
the  installation  of  sanitation  facilities.  The  sanitation  study  focused  on 
water,  waste,  and  water-waste  disposal  systems.  The  study  also  exam- 
ined and  reported  on  the  extent  of  the  tribal  community  involvement 
in  the  P.L.  86-121  program  and  on  their  acceptance  and  utilization  of 
the  program.  The  study  found  that  few  of  the  new  wells,  sinks,  and 
septic  tanks  were  operational,  and  that  this  was  due  in  large  part  to 
the  failure  of  IHS  staff  to  follow  IHS  installation  guidelines.  The 
attempt  to  measure  health  effects  was  vitiated  because  many  families 
did  not  use  the  new  water  due  to  odor  and  chemical  content.  Several 
managerial,  construction  standards,  and  O&M  recommendations 
were  made.  (Final  report  56  pages.) 

DESCRIPTORS:  Native  Americans,  Environmental  Health,  Survey  or 
Questionnaire  Feature,  Federal  Administration,  Facilities 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0420  PROJECT  NO:  IHS  73-2(d) 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  247-328 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  85-73-116 
COST  (In  Thousands):  FY  73-$36 
STATUS:  Study  completed. 

Available  from  PIC,  . 

Executive  summary  at  PIC,      .  ■ 

Available  from  NTIS 
START/END  DATES:  June  '73  through  June  '74 


1981 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Evaluation  of  Service  Networks  and  Utilization 
Patterns  of  IHS  Mental  Health  Programs 

REPORT  TITLE:  Indian  Consumer  Evaluation  of  Mental  Health 
Services 

PERFORMER:  Association  of  American  Indian  Social  Workers, 

1018  North  View  Lane,  Aberdeen  SD  57401 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health  (Entire  Program  Area); 
PHS-ADAMHA-Mental  Health-Services-Community 
Program  Grants  and  Contracts  (CONSOLIDATED-See 
ADAMHSBG) 

ABSTRACT:  This  study  analyzed  the  impressions  of  the  mental  health 
program  for  American  Indians  that  patients  and  advisory  board  mem- 


bers have  in  four  participating  cities.  The  suitability  of  treatment, 
personal  and  tribal  involvements,  and  community-based  treatment 
and  planning  features  were  emphasized.  The  report  found  that,  al- 
though the  program  accomplished  some  of  its  goals,  the  chances  for 
success  were  considerably  weakened  because  tribal  leaders  saw  the 
program  as  a  threat  to  tribal  autonomy  and  program  staff  were  unable 
to  integrate  their  services  with  other  available  community  resources. 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Native  Americans, 
Health  Care  Delivery  Systems,  Mental  Health 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0354  PROJECT  NO:  IHS  73-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  244-742 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  110-73-342 
COST    (In  Thousands):  FY  73-$25 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '73  through  April  '74 
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AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Indian  Health  Service  Briefmg  Book  for  the 
National  Evaluation  Symposium 

REPORT  TITLE:  Indian  Health  Service  Briefmg  Book  for  the 

National  Evaluation  Synposium 
PERFORMER:  Pennsylvania  State  University,  American  Indian 

Education  Policy  Center,  State  College  PA  16802, 

Charleston,  Mike  G.,  Ph.D. 
PROJECT  OFFICER:  Nolan,  Leo;  Rm  8A23,  PKLN  Bldg; 

301-443-4700 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area) 

ABSTRACT:  This  book  was  prepared  as  background  reading  for  par- 
ticipants in  the  National  Evaluation  Symposium  that  was  sponsored 
by  the  Indian  Health  Service  (IHS)  and  held  May  10-12,  1988,  in  Palo 
Alto,  California.  The  book  serves  as  resource  document  for  other 
health  professional  and  practitioners  interested  in  evaluation,  re- 
search, and  policy  analysis  in  the  field  of  Indian  health.  Chapter  1 
provides  an  overview  of  program  evaluation,  including  classification, 
models,  steps  in  the  evaluation  process,  meta-evaluation,  and  evalua- 
tion standards.  It  also  contains  abstracts  of  80  IHS  evaluation  studies. 
Chapter  2  discusses  issues  related  to  research  in  the  social  sciences 
such  as  paradigms,  selecting  a  research  topic,  research  design,  and 
data  collection  and  analysis.  It  includes  abstracts  of  10  previously 
conducted  IHS  research  studies.  Chapter  3  discusses  such  issues  in 
policy  analysis,  social  policy,  and  management  as  methods,  the  relia- 
bility and  influence  of  policy  studies,  and  the  nature,  control,  and 
management  of  human  services  organizations.  The  book  also  includes 
four  different  indexes  of  the  90  reports  reviewed.  (Final  report  288 
pages.) 

DESCRIPTORS:  Native  Americans,  Research  and  Evaluation  Perfor- 
mance, Research  and  Evaluation  Methods  Feature,  Literature  Re- 
view Feature,  Social  Research 
STUDY  TYPE:  Other 

PIC  ID  NO:  3144  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  88IO26522301D 
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COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  January  '88  through  May  '88 


1983 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Indian  Health  Service  Chart  Series  Book 

REPORT  TITLE:  Indian  Health  Service  Chart  Series  Book 
PERFORMER:  Indian  Health  Service,  Rockville  MD  20857 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-IHS-lndian  Health  (Entire  Program  Area) 

ABSTRACT:  This  report  presents  statistical  information  that  describes 
the  Indian  Health  Service  (IHS)  program  and  its  relationship  with 
Native  Americans  (i.e.,  American  Indians  and  Alaskan  Natives).  It 
includes  information  on  the  IHS  structure,  demography  of  American 
Indians  and  Alaskan  Natives,  patient  care,  and  community  health 
care.  It  depicts  historical  trends  and  compares  Native  Americans  to 
other  population  groups.  Tables  giving  detailed  data  and  charts 
showing  significant  relationships  are  grouped  into  six  major  catego- 
ries: ( 1 )  IHS  structure;  (2)  population  statistics;  (3)  natality  and  infant/ 
maternal  mortality  statistics;  (4)  general  mortality  statistics;  and  (6) 
community  health  statistics.  (Final  report  80  pages.) 

DESCRIPTORS:  Statistical  Data  Feature,  Native  Americans,  Health 
Care  Delivery  Systems,  Demography,  Morbidity  and  Mortality, 
Community  Health  Centers 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  3007  PROJECT  NO 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '86  through  April  '87 


1984 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Indian  Health  Service  Public  Health  Nursing 
(PHN)  Program 

REPORT  TITLE:  Indian  Health  Service  Public  Health  Nursing 

(PHN)  Program;  Descriptive  Report 
PERFORMER:  Support  Services,  Inc.,  8609  2nd  Avenue,  Silver 

Spring  MD  20910-3327 
PROJECT  OFFICER:  Nolan,  Leo;  Rm  8A23,  PKLN  Bldg; 

301-443-4700 
PROGRAM(S)  EVALUATED: 

PHS-IHS-lndian  Health-Services-Indian  Health  Manpower 

ABSTRACT:  This  report  describes  the  goals,  staffing,  and  services  of 
Public  Health  Nursing  (PHN)  program  of  the  Indian  Health  service 
(IHS).  The  1987  description  is  based  on  data  that  were  readily  availa- 
ble in  1987  and  shows  that  (1)  from  1980  to  1987  the  numbers  of 
professional  PHN  positions  relative  to  all  professional  nursing  posi- 
tions in  IHS  was  fairly  constant;  (2)  from  1981  to  1986  the  number 


of  LPNs  in  the  PHN  program  decreased;  (3)  from  1980  to  1984 
families  in  the  IHS  service  population  received  between  5.5  and  6.1 
services  per  family;  (4)  from  1980  to  1984  between  20%  and  23%  of 
the  families  in  the  IHS  service  population  received  PHN  services 
each  year;  (5)  for  FY  1987  PHNs  spent  31%  of  their  time  providing 
direct  services  in  patients'  homes;  and  (6)  for  FY  1987  most  PHN 
visits  were  conducted  with  clients  younger  than  four  years  old  (22%), 
65  and  older  (19%),  and  45  to  65  years  old  (14%).  This  information 
in  this  report  serves  as  the  basis  for  an  evaluation  of  the  impact  of  the 
PHN  program  in  improving  the  health  of  Native  American  individu- 
als and  communities.  The  appendices  contain  draft  questionnaires 
designed  to  elicit  some  of  the  information  needed  to  meet  the  goals 
of  the  PHN  evaluation.  (Final  report  13  pages  plus  appendices.) 

DESCRIPTORS:  Native  Americans,  Nursing  Manpower,  Survey  or 
Questionnaire  Feature,  Public  Health  Services,  Statistical  Data  Fea- 
ture 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  3143  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  87-738(P) 
COST  (In  Thousands):  FY  87-$20 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '87  through  January  '88 


1985 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Menominee  Tribe  Health  Care  Program  Planning 

REPORT  TITLE:  Menominee  Tribe  Health  Care  Program  Planning 
PERFORMER:  Transaction  Systems,  Inc.,  800  Peachtree  Street 

N.E.,  Atlanta  OA  30308 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-IHS-lndian  Health-Services  (Entire  Program  Area) 

ABSTRACT:  The  purpose  of  the  project  was  to  design  a  health  care 
program  and  implementation  plan  for  use  by  the  Menominee  Indians 
in  Wisconsin.  Central  to  the  project  was  an  assessment  of  tribal  health 
care  needs  and  the  evaluation  of  available  services  and  facilities.  Data 
on  health  care  needs  and  available  services  from  on-site  investigations 
and  interviews  as  well  as  secondary  sources  were  compiled.  Health 
service  needs  were  compared  with  available  effective  services  to 
determine  the  nature  and  magnitude  of  unmet  needs  and  the  corre- 
sponding requirements  for  services.  Specific  recommendations  were 
made,  including  what  health  services  are  needed,  how  they  could  be 
financed  and  organized,  when  they  could  be  instituted,  and  how 
responsibility  for  administering  the  services  could  be  allocated. 

DESCRIPTORS:  Health  Planning,  Native  Americans,  Needs  and  Needs 
Assessment 

STUDY  TYPE:  Case  Studies  ,: 

PIC  ID  NO:  0843  PROJECT  NO:  HSA  (C)  74-6,  Task 

1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  243-707 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-9  ''^  ■• 

COST    (In  Thousands):  FY  75-$48  •'  i 
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STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  November  '74  through  April  '75 


1986 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Adolescent  Indian  Suicide  Prevention  Survey 
Project  (Four  Phases) 

REPORT  TITLE:  Methodology  for  Study  of  Existing  Preventive 

Programs  (Phase  II) 
PERFORMER:  University  of  Colorado  Health  Sciences  Center, 

Department  of  Psychiatry,  Denver  CO  80262 
PROJECT  OFFICER:  Nolan.  Leo;  Rm  8A23,  PKLN  Bldg; 

301-443-4700 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services-Preventive  Health; 

X-Many  HHS  Programs; 

X-Non-HHS  Programs 

ABSTRACT:  The  second  phase  of  this  four-phase  project  to  develop 
a  variety  of  strategies  for  suicide  prevention  among  American  Indian 
and  Alaskan  Native  youth  entailed  surveying  all  agencies  and  organi- 
zations (federal,  state,  tribal,  and  other)  that  may  be  delivering  ser- 
vices intended  to  prevent  suicide  or  reduce  related  risk  factors  among 
Indian/Native  youth.  The  response  rate  to  the  one-page  survey  was 
approximately  23%;  176  programs  with  significant  preventive  in- 
teraction activity  as  of  May  9,  1988  were  identified.  The  information 
obtained  from  the  survey  was  summarized  and  organized  on  a  pro- 
gram-by-program basis  and  then  indexed  using  one  or  more  key 
terms.  The  majority  of  the  176  programs  identified  are  located  in 
human  service  and/or  community-based  settings;  approximately  25% 
are  located  in  or  near  schools.  Nearly  one-half  of  the  programs  are 
operated  or  sponsored  by  local  tribes  or  native  organizations;  one- 
third  are  managed  by  private  nonprofit  groups;  and  one-fourth  are 
administered  by  the  Indian  Health  Service.  The  introduction  to  the 
final  report  and  the  prevention  program  testing  key  are  available 
from  PIC.  See  also  PIC  ID  No.  3146. 

DESCRIPTORS:  Children  and  Youth,  Native  Americans,  Preventive 
Health  Care,  Survey  or  Questionnaire  Feature,  Social  Services 
Delivery  Systems,  Morbidity  and  Mortality 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3146.1  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable  . 

CONTRACT/GRANT  NO:  248-88-0026 
COST  (In  Thousands):  Not  available 
STATUS:  Study  in  process, 

Executive  summary  at  PIC 
START/END  DATES:  September  '88  through  September  '89 


1987 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Overview  of  Staffing  and  System  for  PHS 
Hospitals  and  U.S.  Indian  Health  Service  Hospitals 


REPORT  TITLE:  Overview  of  Staffing  and  System  for  PHS 

Hospitals  and  U.S.  Indian  Health  Service  Hospitals 
PERFORMER:  Transaction  Systems,  Inc.,  800  Peachtree  Street 

N.E.,  Atlanta  GA  30308 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community  (Entire  Program 

Area); 

PHS-IHS-Indian  Health-Program  Direction  and 
Management; 

PHS-IHS-Indian  Health-Facilities-Hospital  and  Outpatient 
Care 

ABSTRACT:  This  report  describes  the  tasks  that  were  performed  dur- 
ing a  series  of  overview  analyses  at  the  United  States  Public  Health 
Service  (USPHS)  hospital,  Staten  Island,  New  York,  and  provides  an 
overview  of  a  study  of  nurse  staffing  at  the  Indian  Health  Service 
(IHS)  hospital,  San  Carlos,  Arizona.  It  was  determined  that  the  nurs- 
ing staff  at  the  USPHS  hospital  in  Staten  Island  performed  many 
activities  that  are  not  usually  performed  in  traditional  medium-to- 
large  teaching  hospitals.  At  the  IHS  hospital,  it  was  found  that  the 
nursing  department  was  responsible  for  a  much  broader  scope  of 
functions  and  activities  than  normally  were  assigned  to  a  nursing 
department  in  a  general  acute  short-term  hospital.  The  statistics  sug- 
gested that  both  field  and  outpatient  services  would  continue  to  com- 
mand ever-increasing  resources,  while  inpatient  resources  that  were 
required  would  not  be  significantly  reduced.  (Final  report  262  pages.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Hospitals, 
Planning,  Nursing  Manpower,  Native  Americans,  Utilization  Re- 
view, Administrative  Personnel 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0841  PROJECT  NO:  HSA  (c)  74-6,  Task 

4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  248-736 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-9 
COST    (In  Thousands):  FY  74-$46 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '74  through  May  '74 
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AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Feasibility  of  Launching  a  Program  to  Collect 
Third-Party  Reimbursement  by  the  Indian  Health  Service 
(IHS) 

REPORT  TITLE:  Potential  Medicare  and  Medicaid  Revenues  for  the 

Indian  Health  Service 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services  (Entire  Program  Area); 

HCFA-Program  Direction  and  Management-Medicare; 

HCFA-Program  Direction  and  Management-Medicaid 

ABSTRACT:  The  objectives  of  the  study  were  to  determine  collections 
IHS  might  make  if  the  Indian  Health  Care  Improvement  Act  were 
enacted;  costs  IHS  would  incur  to  capture  collections;  net  revenues 
that  IHS  would  realize;  and  issues  that  could  be  raised  by  a  decision 
to  implement  a  collection  program.  The  approach,  which  included  an 
initial  central  office  analysis  and  subsequent  extensive  field  work 
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analysis,  built  up  calculations  for  73  service  units  based  on  five  fac- 
tors: provider  status,  patient  eligibility,  service  coverage,  reimburse- 
ment rate,  and  billing  efficiency.  The  results  indicated  potential  net 
revenues  ranging  from  26  million  to  56  million  dollars  over  a  five- 
year  period  depending  upon  alternative  implementation  strategies. 

DESCRIPTORS:  User  Charges,  Native  Americans,  Health  Care  Deliv- 
ery Systems 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0826  PROJECT  NO:  HSA  (C)  74-3,  Task 

9 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  243-070 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105  74-6 
COST    (In  Thousands):  FY  74-$44 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '74  through  May  '75 


1989 

AGENCY  SPONSOR:  Public  Health  Service 
Indian  Health  Service 

PROJECT  TITLE:  Adolescent  Indian  Suicide  Prevention  Survey 
Project  (Four  Phases) 

REPORT  TITLE:  Scientific  Background  Investigation  and  Report 
(Phase  I) 

PERFORMER:  University  of  Colorado  Health  Sciences  Center, 

Department  of  Psychiatry,  Denver  CO  80262 
PROJECT  OFFICER:  Nolan,  Leo;  Rm  8A23,  PKLN  BIdg; 

301-443-4700 
PROGRAM(S)  EVALUATED: 

PHS-IHS-Indian  Health-Services-Preventive  Health; 

X-Many  HHS  Programs; 

X-Non-HHS  Programs 

ABSTRACT:  This  project  on  the  prevention  of  teen  suicide  among 
American  Indians  and  Alaskan  Natives  is  intended  to  (1)  catalog  the 
range  of  prevention  activities  that  are  being  pursued  in  the  communi- 
ties; (2)  identify  those  activites  that  may  directly  or  indirectly  affect 
the  factors  that  place  Indian/Native  youth  at  risk  for  suicide;  and  (3) 
develop  a  framework  for  characterizing  these  activities.  In  phase  I  of 
the  project  literature  related  to  the  prevention  of  suicide  and  the 
reduction  of  related  risk  factors  among  Indian/Native  youth  was 
reviewed.  The  phase  I  report  contains  descriptive  summaries  of  all 
papers  that  were  published  as  of  March  1988  on  preventive  interven- 
tion activities  that  focus  on  suicide  and/or  related  risk  factors  among 
Indian/Native  youth.  See  also  PIC  ID  No.  3146.1.  (Final  report  2 
pages  plus  attachments.) 

DESCRIPTORS:  Children  and  Youth,  Native  Americans,  Preventive 
Health  Care,  Bibliography  Feature,  Mental  Illness,  Literature  Re- 
view Feature,  Morbidity  and  Mortality,  Survey  or  Questionnaire 
Feature,  Alcoholism 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  3146  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  248-88-0026 
COST    (In  Thousands):  Not  available 


STATUS:  Study  in  process. 

Available  from  PIC 
START/END  DATES:  September  "88  through  September  '89 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Grants 

PROJECT  TITLE:  Annual  Manpower  Survey  of  NIH  Research 
Grants 

REPORT  TITLE:  Annual  Manpower  Survey  of  NIH  Research 

Grants  (Selected  Reports) 
PERFORMER:  Division  of  Research  Grants,  Bethesda  MD  20892 
PROJECT  OFFICER:  Casey,  Charles;  Rm  1A18,  WSTWD  BIdg; 

301-496-7401 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT:  The  NIH  annual  survey  of  manpower  employed  on  re- 
search grants  was  begun  in  1973  and  was  terminated  in  1979.  A 
computerized  system  containing  the  information  obtained  from  these 
surveys  generates  statistics  on  faculty  who  are  paid  by  NIH  research 
grants,  professionals  who  are  nonfaculty  but  perform  research, 
professionals  who  are  primarily  in  training,  and  nonprofessional  staff. 
Publications  that  are  based  on  data  collected  in  the  annual  manpower 
survey  and  that  are  available  from  PIC  are  "Manpower:  Paid  Em- 
ployment on  NIH  Research  Grants  by  Awarding  Institute,  Fiscal 
Years  1973,  1974,  and  1975"  and  the  FY  1976  supplement;  "Manpow- 
er: Training  Supported  by  NIH  Research  Grants,  Training  Grants, 
and  Fellowships,  Fiscal  Years  1973,  1974,  and  1975"  and  the  FY  1976 
supplement;  "NIH  Extramural  Research  Personnel  Statistics:  Doc- 
torate Level  Employment  on  NIH  Research  Grants,  Fiscal  Years 
1973-1976";  and  "Employment  of  Women  in  Professional  Positions 
on  NIH  Research  Grants:  NIH  Extramural  Research  Personnel  Sta- 
tistics, Fiscal  Years  1973-1976."  See  also  PIC  ID  Nos.  1148.1  and 
1148.2. 

DESCRIPTORS;  Grant  and  Contract  Management,  Management  Infor- 
mation and  Reporting,  Survey  or  Questionnaire  Feature,  Research 
and  Evaluation  Methods  Feature,  Statistical  Analysis  Methods  Fea- 
ture, Statistics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1148  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
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STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '11  through  September  '79 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Heahh 
Division  of  Research  Grants 

PROJECT  TITLE:  Computer  Retrieval  of  information  on  Scientific 
Projects  (CRISP) 

REPORT  TITLE:  Computer  Retrieval  of  Information  on  Scientific 

Projects  (CRISP)  (Indexes) 
PERFORMER:  Statistics  and  Analysis  Branch,  9000  Rockville  Pike, 

Bethesda  MD  20892 
PROJECT  OFFICER:  Collins,  Kenneth:  Rm  148,  WSTWD  Bldg; 

301-496-7543 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT:  CRISP  (Computer  Retrieval  of  Information  on  Scientific 
Projects)  is  a  major  information  management  system  containing  data 
on  the  research  programs  supported  by  the  Public  Health  Service. 
Most  of  this  research  falls  within  the  broad  category  of  extramural 
projects:  grants,  contracts,  and  cooperative  agreements  conducted  by 
nonfederal  institutions  and  administered  by  the  National  Institutes  of 
Health  and  the  Alcohol,  Drug  Abuse,  and  Mental  Health  Administra- 
tion; and  research  grants  administered  by  the  Centers  for  Disease 
Control,  the  Food  and  Drug  Administration,  the  Health  Resources 
and  Services  Administration,  the  National  Center  for  Health  Services 
Research,  and  the  Office  of  Population  Affairs.  In  addition  to  its 
coverage  of  extramural  programs,  CRISP  also  contains  information 
on  the  intramural  programs  of  NIH  and  ADAMHA.  Upon  request, 
technical  information  and  programming  specialists  conduct  searches 
of  the  database.  The  "Research  Awards  Index"  (RAI),  which  is 
generated  directly  form  the  CRISP  files,  is  available  in  most  public 
health,  medical,  and  major  university  libraries  and  from  PIC.  CRISP 
is  also  merged  into  the  FEDRIP  (Federal  Research  in  Progress) 
database,  which  is  prepared  by  the  National  Technical  Information 
Service  (NTIS).  For  information  on  accessibility,  contact  the  project 
officer. 

DESCRIPTORS:  Information  Systems,  Biomedical  Research,  Data- 
bases Administrative  Information,  Grant  and  Contract  Management 
STUDY  TYPE:  Other 

PIC  ID  NO:  3077  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable  ■ 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  On-going 

Available  from  PIC 
START/END  DATES;  October  "70  through  December  *99 
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AGENCY  SPONSOR;  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Grants 

PROJECT  TITLE;  Annual  Manpower  Survey  of  NIH  Research 
Grants 


REPORT  TITLE:  Evaluation  of  the  Annual  Manpower  Survey  of 

NIH  Research  Grants 
PERFORMER:  Cooper-Williams  Associates,  1982  Sentinel  Drive, 

Sumner  MD  20016 
PROJECT  OFFICER:  Casey,  Charles;  Rm  1AI8,  WSTWD  Bldg; 

301-496-7401 
PROGRAM(S)  EVALUATED; 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

X-Many  HHS  Programs-Employment  and  Training; 
X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  This  project  evaluated  the  NIH  annual  survey  of  man- 
power employed  on  research  grants,  which  was  begun  in  1973.  The 
initial  objectives  of  this  evaluation  were  to  develop  recommendations 
for  modifications  to  survey  instructions,  definitions,  questions,  distri- 
bution procedures,  and  response  analysis.  The  NIH  policy  staff  also 
wanted  to  know  if  the  survey  imposed  too  heavily  on  the  grantee 
institutions.  The  report  discusses  study  methodology,  survey  deve- 
lopment, need  for  the  data,  uses  of  the  information,  NIH  procedures, 
grantee  institution  procedures  for  supplying  the  information,  accura- 
cy of  supplied  data,  analysis  of  response  rates,  and  recommendations 
for  survey  continuation/discontinuation.  Ultimately  the  survey  was 
discontinued.  See  also  PIC  ID  Nos.  1 148  and  1 148.2.  (Final  report  86 
pages  plus  appendices.) 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Grant 
and  Contract  Management,  Statistical  Analysis  Methods  Feature, 
Statistics,  Management  Information  and  Reporting,  Survey  or  Ques- 
tionnaire Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO   1148  1  PROJECT  NO;  DRG  74-1 

FUND  SOURCE;  Evaluation        NTIS  NO:  PB  281-953 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  263-77-C0625 

COST    (In  Thousands):  FY  75-$12,  FY  76-$121,  FY  77-$80 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES;  May  '75  through  June  '79 
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AGENCY  SPONSOR;  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Grants 

PROJECT  TITLE:  Annual  Manpower  Survey  of  NIH  Research 
Grants 

REPORT  TITLE:  Evaluation  of  the  Stochastic  Imputation  Method 
PERFORMER;  Information  Management  Services,  Inc..  6110 

Executive  Boulevard,  Rockville  MD  20852 
PROJECT  OFFICER:  Casey,  Charles:  Rm  1A18,  WSTWD  Bldg; 

301-496-7401 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT;  During  FY  1973-FY  1975,  the  percentage  of  NIH  re- 
search grant  recipients  who  submitted  manpower  report  forms  (No. 
1749)  ranged  from  70%  to  80%.  The  stochastic  imputation  method 
was  used  to  inflate  manpower  report  data  to  provide  estimates  of  the 
complete  set  of  grants  that  were  targeted  for  data  collection.  The 
stochastic  imputation  method  determines  estimates  of  missing  data  by 
sampling  the  collected  data  according  to  a  structured  stochastic  proc- 
ess. To  evaluate  the  accuracy  of  the  stochastic  imputation  method 
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with  respect  to  its  use  in  the  manpower  report  system,  a  series  of 
siniLilations  was  run  under  a  variety  of  conditions  that  were  designed 
to  simulate  the  bias  pattern  that  occurred  during  the  actual  collection 
of  manpower  report  data.  The  simulation  process  included  starting 
with  a  large  set  of  actual  manpower  report  data,  deleting  a  percentage 
of  the  data,  applying  the  stochastic  imputation  method  to  estimate  the 
deleted  data,  and  evaluating  how  accurately  the  method  estimated 
the  deleted  data.  The  evaluation  results  discussed  in  the  report  in- 
clude estimates  of  the  number  of  personnel  employed  on  grants; 
distribution  of  variables  (actual  versus  estimated);  disaggregated 
comparisons  of  actual  versus  estimated  data;  and  estimate  variation 
as  a  function  of  different  sets  of  random  numbers.  See  also  PIC  ID 
Nos.  1148  and  1148.1.  (Final  report  22  pages.) 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Statistics,  Grant 
and  Contract  Management,  Research  and  Evaluation  Methods  Fea- 
ture, Management  Information  and  Reporting,  Survey  or  Question- 
naire Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1 148  2  PROJECT  NO:  DRG  74  1 

FUND  SOURCE:  Evaluation        NTIS  NO  PB  281-954 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  GS-03S-44748 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  May  '75  through  December  '76 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Resources 

PROJECT  TITLE:  Survey  of  Laboratory  Animal  Facilities  and 
Resources  Supporting  Biomedical  Research 

REPORT  TITLE:  Animal  Facilities  and  Resources  Supporting 

Biomedical  Research  in  the  United  States  in  Fiscal  Year  1978 
PERFORMER:  National  Academy  of  Sciences,  Institute  of 

Laboratory  Animal  Resources,  2101  Constitution  Avenue 

N.W.,  Washington  D.C.  20418 
PROJECT  OFFICER:  Holman,  Dr.  John  E.;  Rm  5859,  Bldg  31; 

301-496-5175 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  This  report  is  based  on  data  derived  from  a  national  mail 
survey.  The  survey  was  aimed  at  the  collection  and  analysis  of  objec- 
tive data  on  the  status  of  unfilled  needs  and  future  requirements  for 
research  animals,  animal  resource  personnel,  facilities  and  programs 
throughout  the  United  States  during  FY  1978.  Although  primary 
attention  in  this  report  is  given  to  nonprofit  organizations  that  were 
eligible  for  federal  grants  and  that  conducted  biomedical  research 
during  FY  1978,  data  were  also  received  from  federal  agencies,  com- 
mercial research  laboratories,  pharmaceutical  industry,  and  nonprofit 
organizations  that  used  animals  for  purposes  other  than  biomedical 
research.  Survey  questionnaires  were  distributed  to  2,637  known  us- 
ers of  laboratory  animals  in  the  United  States,  and  1,902  (72%)  were 
returned.  Of  these,  the  responses  of  1,252  organizations  fulfilled  the 


committee's  criteria  for  inclusion  in  the  response  population  for  ag- 
gregate analysis.  The  report  is  divided  into  six  sections:  dimensions 
of  survey  population,  animal  use  and  sources,  facility  administration 
and  personnel,  facilities  and  equipment,  costs  of  animal  care,  and 
appendix  (survey  questionnaire).  Detailed  data  are  presented  in  30 
tables. 

DESCRIPTORS:  Facilities,  Laboratories,  Planning,  Needs  and  Needs 
Assessment 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1506  PROJECT  NO:  DRR  77-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-210636 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NO  l-RR-7-2 114 
COST    (In  Thousands):  FY  77-$  125 
STATUS;  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES;  June '77  through  March '80 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Resources 

PROJECT  TITLE:  Evaluation  of  the  Scientific  Mission  of  the 

Division  of  Research  Resources  ' 

REPORT  TITLE;  Assuring  the  Resources  for  Biomedical  Research 
PERFORMER;  Research  Resources  Evaluation  Panel,  Coordinated 

by  Bolt,  Beranek  and  Newman,  Inc.,  Cambridge  MA  02238 
PROJECT  OFFICER;  Blumsack,  Martin  B  ;  Rm  5B54,  Bldg  31; 

301-496-5507 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management; 

PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  The  Division  of  Research  Resources  (DRR)  has  con- 
ducted a  comprehensive  evaluation  of  its  scientific  missions  and  of  the 
goals  and  management  performance  of  all  major  programs.  A  panel 
of  national  leaders  from  both  academic  and  lay  communities  was 
appointed,  supported  by  an  additional  group  of  technical  consultants. 
This  panel  analyzed  data  obtained  from  NIH  grants  and  contract 
records  and  conducted  extensive  interviews  with  the  staff  of  all  of  the 
institutes  of  the  NIH.  Site  visits  were  made  to  representative  scientific 
resource  installations  supported  by  DRR  (e.g.,  clinical  research  cen- 
ters, biomedical  computer  facilities,  and  primate  research  centers). 
The  reports  have  been  reviewed  and  analyzed  by  program  staff  It  is 
recommended  that  additional  institutions  be  encouraged  to  compete 
for  and  displace  existing  clinical  research  centers;  that  funding  for 
biotechnology  be  increased;  that  primate  research  resources  be  in- 
creased; that  minority  biomedical  support  be  better  staffed;  that  gen- 
eral biomedical  research  support  be  better  justified  and  increased; 
that  better  program  coordination  be  established  between  DRR  and 
NIH;  and  that  more  and  better  data  collection  analysis  and  planning 
be  implemented  by  DRR.  (Final  report  96  pages  plus  appendices.) 

DESCRIPTORS;  Biomedical  Research,  Research  and  Evaluation  Plan- 
ning and  Administration,  Research  and  Evaluation  Performance, 
Medical  Technology,  Consumer  Evaluation  Feature,  Minority 
Groups,  Grant  and  Contract  Management,  Case  or  Site  Study  Fea- 
ture 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Resources 

PROJECT  TITLE:  Evaluation  of  NIH  Extramural  Shared 
Instrumentation  Activities 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Abt  Associates  Inc.,  55  Wheeler  Street,  Cambridge 
MA  02138 

PROJECT  OFFICER:  Blumsack,  Martin  B.;  Rm  5B54,  BIdg  31; 

301-496-5507 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  A  questionnaire  survey  will  be  used  to  evaluate  the  im- 
plementation and  impact  of  NIH  programs  providing  grants-in-aid 
for  the  acquisition  of  biomedical  instruments  that  are  to  be  shared  by 
a  number  of  investigators.  The  results  of  this  project  will  be  used  by 
the  staff  of  the  Division  of  Research  Resources  (DRR)  and  the  Na- 
tional Institute  of  General  Medical  Sciences  (NIGMS)  in  planning 
their  respective  future  instrumentation  support  activities  and  review- 
ing current  practices  regarding  shared  instrumentation  grants.  In  ad- 
dition, by  completing  the  picture  already  partially  drawn  by  reports 
from  other  studies  (e.g.,  NIH  83-311,  "Academic  Research  Equip- 
ment and  Equipment  Needs  in  the  Biomedical  Sciences";  NIGMS 
82-401,  "Evaluation  of  NIGMS  Shared  Instrumentation  Initiative"), 
the  study  will  support  policy  formulation  by  the  corporate  manage- 
ment of  NIH  regarding  the  support  of  instrumentation  for  biomedical 
research. 

DESCRIPTORS:  Biomedical  Research,  Cost-Effectiveness  Analysis 
Feature,  Federal  Role,  Grant  and  Contract  Management,  Grants-in- 
Aid,  Planning 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO  2753  PROJECT  NO:  NIH/DRR  86-307 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable  . 

CONTRACT/GRANT  NO:  NO  1-RR  62122 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  December  '89 
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PROJECT  TITLE:  Evaluation  of  the  Use  of  Laboratory  Animals  in 
Biomedical  and  Behavioral  Research  (Two  Phases) 

REPORT  TITLE:  Not  yet  determined  (Phase  I) 


PERFORMER:  National  Academy  of  Sciences,  Institute  of 

Laboratory  Animal  Resources,  2101  Constitution  Avenue 

N.W.,  Washington  D.C.  20418 
PROJECT  OFFICER:  Willett,  Dr.  James  D.;  Rm  5B54,  Bldg  31; 

301-496-5507 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  This  project  will  result  in  the  acquisition  and  analysis  of 
objective  data  on  the  use  of  laboratory  animals  and  on  laboratory 
animal  resources  within  the  United  States.  Data  will  be  acquired 
through  a  national  survey  of  facilities,  both  public  and  private,  using 
laboratory  animals.  The  study  is  occurring  in  two  phases.  The  first 
phase  involves  the  design  and  test  of  a  survey  instrument  at  nine 
research  centers.  If  the  survey's  design  proves  successful  and  Office 
of  Management  and  Budget  (OMB)  approval  is  obtained,  a  full-scale 
national  survey  will  follow.  On  completion  of  the  national  survey,  the 
ILAR  Study  Committee  will  prepare  a  report  analyzing  the  data 
gathered.  This  report  will  serve  as  a  basis  for  an  assessment  by  the 
scientific  community  of  the  current  use  of  laboratory  animals 
throughout  the  nation's  research  enterprise,  and  will  serve  as  a  key 
component  in  the  academy's  study  of  the  issues  associated  with  the 
uses  of  animals  in  biomedical  and  behavioral  research  (Phase  II).  The 
report  from  the  national  survey  will  provide  critical  objective  data 
on  the  nation's  use  of  research  animals  to  NIH,  the  public,  the  scientif- 
ic community,  Congress,  regulatory  authorities,  other  governmental 
and  private  agencies,  and  policymakers  in  private  enterprise.  See  also 
PIC  ID  No.  2675.1. 

DESCRIPTORS:  Biomedical  Research,  Federal  Role,  Planning,  Needs 
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PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  Phase  I  of  NIH's  evaluation  of  the  uses  of  animals  in 
research  began  with  project  no.  NIH/DRR  85-310,  seeking  objective 
data  on  the  nation's  use  of  laboratory  animals.  Phase  II  of  this  evalua- 
tion is  needed  by  NIH  to  aid  review  of  its  current  policies  regarding 
the  uses  of  animals  in  biomedical  research  and  is  responsive  to  con- 
gressional interests  in  the  nation's  use  of  laboratory  animals.  Phase  I 
of  this  evaluation  is  supporting  the  development  and  test  of  a  means 
of  acquiring  objective  data  on  the  use  of  laboratory  animal  resources 
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within  the  U.S.  A  pilot  study  is  underway  that  will  lead  to  a  full-scale 
national  survey  of  the  kinds  and  numbers  of  laboratory  animals  used. 
Phase  II  of  the  proposed  NAS  uses  of  animals  in  research  study  seeks 
to  evaluate  the  benefits  to  humans  and  animals  (past,  present,  and 
future)  arising  from  the  use  of  laboratory  animals,  and  public  con- 
cerns that  may  lead  to  further  federal  legislation  and  regulatory  ac- 
tions affecting  biomedical  research.  The  study  will  also  provide  an 
assessment  of  the  developments  in  science  that  may  serve  to  reduce 
the  need  for  laboratory  animals.  See  also  PIC  ID  No,  2675. 

DESCRIPTORS:  Biomedical  Research,  Federal  Role,  Planning,  Needs 
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STUDY  TYPE:  Research  and  Data  Development 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO  NOl-RR-62114 
COST    (In  Thousands):  FY  86-Sl 35 
STATUS:  Study  in  process 
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PROJECT  TITLE:  Evaluation  of  the  Role  of  Clinical  Research 
Centers  in  Clinical  Trials  with  Emphasis  on  Information 
Processing 

REPORT  TITLE:  First-Order  Characterization  of  Clinical  Trials 
PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
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301-496-6595 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  Project  results  include  a  broad  characterization  of  clini- 
cal trials  and  their  organizational,  administrative,  operational  and 
information  problems;  an  exploration  of  potential  solutions;  and  a 
detailed  characterization  and  evaluation  of  the  role  of  the  general 
clinical  research  centers  (GCRC)  program  in  clinical  trials  and  a 
description  of  the  trials  that  use  its  resources.  Specific  recommenda- 
tions to  the  GCRC  program  were  that  it  should  provide  research  data 
coordinators  to  support  clinical  trials;  make  biomedical  scientists 
(e.g.,  biostatisticians  and  computer  programmer/analysts)  manage- 
ment and  analysis  system  available  to  clinical  trials  that  use  GCRC 
resources;  augment  the  functional  capabilities  of  the  system  to  include 
analysis  of  covariance,  improved  data  editing,  document  tracking, 
sample  size  determination  and  randomization;  provide  computerized 
nutrient  database  and  diet  calculation  program  for  GCRC  dietitians; 
provide  fiscal  management  and  word  processing  computer  programs 
for  GCRC  administrative  coordinators;  and  explore  methods  to  im- 
prove the  quality  of  clinical  trials  by  helping  investigators  to  improve 
their  practice  of  research  methodology,  statistics,  and  information 
processing. 

DESCRIPTORS:  Biomedical  Research,  Clinical  Trials  Feature,  Infor- 
mation Processing,  Information  Systems,  Medical  Technology, 
Needs  and  Needs  Assessment,  Technology  Assessment  or  Transfer 
STUDY  TYPE:  Research  and  Data  Development 
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STATUS:  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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ABSTRACT:  During  the  late  1970s  and  early  1980s,  the  animal  re- 
sources program  (ARP)  facilitated  and  supported  summer  training 
experiences  for  187  veterinary  students  by  ARP  grantees  in  order  to 
introduce  them  to  career  opportunities  in  research.  In  this  follow-up 
study,  146  of  the  veterinary  student  participants  who  had  been  gra- 
duated (41  students  were  still  in  school  at  the  time  of  this  study)  were 
identified  as  to  their  status.  It  was  found  that  23%  of  the  participants 
undertook  formal  postdoctoral  academic  training  (excluding  intern- 
ships and  residencies)  following  receipt  of  their  veterinary  degree, 
while  an  additional  12%  held  academic  or  research  positions  at  the 
time  of  the  study.  Nearly  40%  of  recent  postdoctoral  appointees  to 
ARP  training  grants  have  had  prior  experience  in  laboratory  animal 
medicine/comparative  pathology  through  one  of  the  summer  pro- 
grams. 

DESCRIPTORS:  Biomedical  Research,  Scientific  Manpower,  Veteri- 
nary Schools  and  Medicine 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO;  2392  PROJECT  NO:  DRR  83-404 
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MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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COST    (In  Thousands):  Not  available 
STATUS;  Study  completed 
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REPORT  TITLE:  Major  Clinical  Applications  of  Research  Findings 
Accomplished  at  General  Clinical  Research  Centers 
(GCRCs)  (Selected  Reports) 

PERFORMER:  Division  of  Research  Resources,  Bethesda  MD 
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PROJECT  OFFICER:  Vaitukaitis,  Dr.  Judith;  Rm  5B51,  Bldg  31; 

301-496-6595 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  This  project  produced  the  following  reports:  "Advances 
in  Diabetes"  (December  1982);  "Advances  in  Neuroendocrine 
Sciences"  (March  1983);  "Advances  in  Perinatology  from  the  Clini- 
cal Research  Centers"  (March  1983);  and  "Advances  in  Hyperten- 
sion" (May  1983).  The  project  was  undertaken  to  examine  the 
contribution  of  the  Division  of  Research  Resources'  general  clinical 
research  centers  (GCRCs)  to  major  clinical  application  of  research 
findings  over  the  past  20  years.  The  GCRC  Program  Advisory  Com- 
mittee identified  areas  of  significant  medical  advances  and  then  a 
group  of  consultants  examined  all  publications  in  the  chosen  areas 
that  emanated  from  GCRCs.  The  expert  consultants  provided  judg- 
ment on  the  most  significant  publications  and  developed  reports  sum- 
marizing the  advances  in  each  area  and  highlighting  the  GCRC 
contributions.  Studies  on  advances  in  transplantation  and  advances  in 
nutrition  are  being  conducted.  The  reports  should  be  available  by  the 
end  of  1988.  (Final  reports  55  pages,  37  pages  plus  bibliography,  16 
pages,  and  13  pages  plus  references,  respectively.) 

DESCRIPTORS:  Ambulatory  and  Outpatient  Health  Care,  Bibliogra- 
phy Feature,  Biomedical  Research,  Chronic  Disease,  Diabetes, 
Digestive  and  Metabolic  Disease,  Drugs  Therapeutic  and  Devices, 
Food  and  Nutrition,  Health  Care  Techniques.  Technology  Assess- 
ment or  Transfer 
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ABSTRACT:  A  pilot  project  undertaken  to  develop  a  method  for 
quantifying  the  value  of  a  variety  of  benefits  of  service,  research,  and 
teaching  in  research  animal  diagnostic  and  investigative  laboratories 
(RADILs)  is  documented.  The  report  summarizes  the  development 
and  testing  of  the  methodology  and  contains  page  references  to  a 


separate,  more  detailed  supplement.  The  methodology  developed 
uses  independent,  judgmental,  expert  estimates  of  benefits  of  service 
and  research.  The  design  was  tested  in  the  University  of  Missouri 
RADIL  and  validated  in  the  Johns  Hopkins  RADIL.  Test  and  vali- 
dation procedures,  and  results  are  summarized.  Not  surprisingly,  all 
three  activity  areas-service,  research,  and  teaching-were  judged  to 
have  positive  benefit-cost  ratios  at  each  RADIL.  Confidence  inter- 
vals could  be  developed  for  the  benefit-cost  ratios  of  service  and 
research.  Service  demonstrated  the  highest  benefit-cost  ratio.  The 
overall  benefit-cost  ratios  were  6.1  for  Johns  Hopkins  and  3.9  for 
Missouri.  These  ratios  are  said  to  substantiate  continued  funding  of 
the  RADILs.  Recommendations  for  further  development  of  the  me- 
thodology and  suggested  applications  in  conjunction  with  onsite  vi- 
sits are  presented.  The  report  and  its  supplement  ("A  Methodology 
for  Evaluation  of  Research  Animal  Diagnostic  and  Investigative 
Laboratories")  are  also  available  from  NTIS  (Nos.  PB  259-728/AS 
and  PB  259-729/AS,  respectively).  (Final  report  24  pages;  supple- 
ment 196  pages  plus  appendices.) 
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ABSTRACT:  The  study  of  "Models  for  Biomedical  Research"  was  an 
evaluation  of  the  opportunities  for  and  limitations  to  the  use  of  lower 
organisms,  in  vitro  systems,  and  nonbiological  approaches  in  deve- 
loping models  for  biomedical  research.  It  provides  a  thoughtful  anal- 
ysis of  modeling  in  the  biological  sciences.  Using  a  case  study 
approach,  five  workshops  were  held  sampling  these  spectra  of  bi- 
omedical research  modeling  in  cellular  immunology,  regulation, 
learning,  diseases  and  aging,  and  development.  A  sixth  workshop 
examined  mathematical  modeling  in  biomedical  research.  The  work- 
shops produced  insights  into  modeling  and  information  transfer  in 
biological  research  that  provided  a  conceptual  framework  for  selec- 
tion and  use  of  models.  The  study  made  eight  recommendations  to  the 
National  Institutes  of  Health  regarding  modeling  and  model  develop- 
ment in  biomedical  research.  The  National  Academy  of  Sciences 
marketed  the  report,  and  more  than  300  copies  have  been  circulated 
throughout  the  NIH,  to  select  NIH  advisory  bodies,  other  federal 
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agencies,  the  concerned  public,  and  members  of  Congress.  In  the 
House  report  on  the  Heahh  Research  Extension  Act  of  1985,  the 
Committee  on  Energy  and  Commerce  noted  the  studies  resuUs  as  of 
potential  use  to  the  director  of  the  NIH  in  developing  and  implement- 
ing the  congressionally  directed  plan  for  research  on  research  meth- 
ods that  do  not  require  the  use  of  animals. 
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ABSTRACT:  The  contract  provided  for  administrative  support  for  a 
panel  of  nine  distinguished  and  knowledgeable  non-federal  scientists 
and  administrators  who  addressed  key  issues  related  to  the  missions, 
administrative  policies,  and  overall  management  of  the  seven  primate 
research  centers.  The  panel  also  provided  advice  regarding  the  na- 
ture and  extent  of  other  regional  or  national  primate  resources  which 
are  considered  necessary  for  support  of  biomedical  research  in  the 
United  States.  The  study  involved  site  visits  to  each  of  the  centers  and 
their  host  institutions  by  the  panel,  which  reviewed  all  pertinent 
historical  documents.  Discussions  were  held  with  the  center  direc- 
tors, staff  scientists,  and  academic  (host  institution)  officials  in  several 
major  areas  of  inquiry,  including  policy,  scientific  program,  fiscal 
affairs,  personnel,  animal  usage,  physical  plant  and  major  equipment, 
and  communication.  The  panel  concluded  that  the  program  continues 
to  be  sound  and  well  justified,  and  has  made  many  important  contri- 
butions to  the  advancement  of  science,  medicine,  and  primate  biolo- 
gy. It  was  the  panel's  consensus  that  certain  changes  are  required  in 
the  primate  research  centers  to  ensure  their  maximum  effectiveness 
and  productivity  in  the  future.  Twelve  areas  of  specific  findings  and 
recommendations  were  outlined  to  assist  in  accomplishing  this  objec- 
tive. (Final  report  258  pages.) 
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ABSTRACT:  A  panel  of  mass  spectrometry  (MS)  experts,  biochemists, 
and  biologists  was  brought  together  to  provide  advice  and  informa- 
tion relevant  to  program  decisions  regarding  the  commitment  of 
limited  funds  in  a  manner  most  likely  to  contribute  technological 
support  to  important  biological  and  medical  research  problems. 
There  have  been  many  advances  in  high  molecular  weight  mass 
spectrometry,  and  the  panel  explored  ways  to  facilitate  the  expansion 
of  the  applicability  of  MS  capabilities.  The  panel  concluded  that  most 
biochemists  were  not  aware  of  the  new  capabilities  of  mass  spec- 
trometry and  that  not  enough  high  mass  instruments  are  available. 
They  recommended  that  time-of-flight-based  commercial  systems  be 
placed  in  biochemical  laboratories  to  evaluate  their  usage;  that  more 
magnetic  sector  instruments  be  made  available;  and  that  the  overall 
systems  development  be  supported  in  time-of-fiight  and  fourier  mass 
spectrometry. 
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ABSTRACT:  The  study  provided  an  overview  of  the  four-year  history 
(FY  1980-FY  1983)  of  the  program  using  data  from  program  docu- 
ments, award  statements,  and  grantee  progress  reports.  Major  find- 
ings included  apprentices  were  appropriately  drawn  from  minority 
populations  and  received  the  expected  orientation  and  introduction 
to  biomedical  research.  Reported  work-research  experiences  includ- 
ed laboratory  orientation,  literature  searches,  preparation  of  biologi- 
cal materials  and  solutions,  operation  of  research  equipment  and 
computers,  data  collection,  oral  presentations,  and  scientific  writing. 
Student  and  faculty  reactions  to  their  experiences  with  the  program 
were  positive.  Institutions'  suggestions  for  improvement  included 
expanding  the  length  of  time  for  student  participation;  involving 
more  students;  providing  more  student  orientation;  involving  stu- 
dents for  successive  summers;  rotating  students  between  projects;  and 
including  college  undergraduate  students. 
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ABSTRACT:  The  evaluation  was  carried  out  in  four  phases.  Phase  I 
was  an  assessment  of  the  evaluability  of  the  program  that  concluded 
that  program  objectives  were  sufficiently  well  specified  and  that 
information  was  sufficiently  available  to  document  and  measure  in- 
tended program  results.  Phase  II  produced  a  plan  for  data  collection 
and  analysis  within  grantee  institutions.  The  majority  of  effort  was 
devoted  to  Phase  III,  a  preliminary  test  of  evaluation  measures  in 
selected  institutions  and  documentation  of  the  program  in  the  field: 
sample  selection  criteria  were  developed,  site  visits  conducted,  and 
case  studies  prepared  on  nine  grantees.  The  case  studies  documented 
that  grantees  are  utilizing  BRSG  funds  to  complement  overall  institu- 
tional research  and  development  strategies.  Based  on  the  preliminary 
test  of  evaluation  measures,  a  high  percentage  of  BRSG-supported 
efforts  resulted  in  subsequent  project  funding  by  the  PHS  and  other 
grant  programs,  in  publications,  and  in  other  benefits  for  institutions 


and  investigators.  Phase  IV  involved  the  formulation  of  strategies 
and  recommendations  for  future  monitoring  and  evaluation  of  the 
program. 
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ABSTRACT:  The  approach  consisted  of  a  short-term  evaluation  of  the 
program.  Specifically,  the  contractor  (1)  reviewed  and  revised,  as 
appropriate,  the  work  already  done  by  program  staff  in  describing  the 
program,  setting  out  objectives,  specifying  performance  indicators, 
identifying  major  program  problems  and  issues,  and  characterizing 
evidence  already  collected  regarding  program  process  and  perfor- 
mance; (2)  developed  measures  of  progress  and  success  in  achieving 
the  objectives  and  specified  processes  of  data  collecting  and  reporting 
that  will  enable  the  program  to  monitor  progress  and  success;  (3) 
performed  a  short-term  evaluation  of  process,  progress,  and  success 
using  data  that  were  readily  available  and/or  easily  obtainable;  and 
(4)  characterized  long-term/full-scale  evaluations  of  the  program 
that  can  be  undertaken  specifying  the  information  that  would  result, 
the  data  that  would  be  needed  to  implement  the  evaluation(s),  and  the 
likelihood  of  success  and  utility.  Volumes  I  and  II  (the  executive 
summary  and  final  report)  are  available  from  PIC. 
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PERFORMER:  Aurora  Associates,  Inc.,  1015  18th  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Ingalls,  Thomas;  Rm  4047,  Bldg  12A; 

301-496-1088 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management; 

PHS-NIH-Biomedical  Research-Research  Services 

ABSTRACT:  This  report  covers  Phase  I  of  the  evaluation  of  the  Small 
Animal  Section  (SAS)  of  the  Veterinary  Resources  Branch  (VRB)  of 
the  National  Institutes  of  Health  (NIH).  Phase  I  focused  on  examin- 
ing the  SAS  rodent  and  rabbit  production  and  research  holding  pro- 
grams, both  of  which  are  dependent  upon  principal  investigators" 
(Pis')  demands  for  animals  and  holding  days.  SAS  has  not  found  a 
way  to  reliably  predict  PI  requests  or  to  induce  Pis  to  adhere  to  their 
requests.  This  report  contains  (1)  a  description  of  the  SAS  and  the 
programs  being  evaluated,  including  assessment  approach  and  me- 
thodology; (2)  a  discussion  of  SAS  user  information;  (3)  a  detailed 
analysis  of  production  and  research  holding  expenses  and  income; 
and  (4)  a  summary  of  Phase  I  findings  and  recommendations.  The 
general  strategy  for  Phase  II  derives  from  the  following  findings:  (1) 
as  a  whole,  the  SAS  production  program  operated  at  a  loss  of  approx- 
imately $1 35,400  in  FY  1984;  (2)  mouse  and  rat  production  each  failed 
to  meet  their  expenses  in  FY  1984;  (3)  guinea  pig,  hamster,  and  rabbit 
production  registered  modest  earnings  in  FY  1984,  but  they  account- 
ed for  only  7.7%  of  all  animals  and  used  28%  of  all  production  floor 
space;  (4)  if  full  cost-recovery  requirements  had  been  applied  in  FY 
1984,  program  production  costs  would  have  increased  65%  and  total 
program  losses  would  have  multiplied  5.3  times.  See  also  PIC  ID 
Nos.  2518.1  and  2518.2.  (Final  report  103  pages  plus  appendices.) 
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ABSTRACT:  The  evaluation  of  the  National  Institutes  of  Health's 
(NIH's)  Veterinary  Resources  Branch  (VRB)  examined  the  feasibili- 
ty of  (1)  phasing  out  the  in-house  production  of  small  animals  and 
providing  these  rodents,  instead,  through  contract  sources;  and  (2) 
shifting  VRB's  space  and  resources  to  a  centralized  animal  research 
holding  facility.  This  report  covers  Phase  II  of  the  evaluation,  which 
(1)  determined  specific  cost  and  income  implications  of  phasing  out 
rodent  production  by  stock  and  strain;  (2)  determined  specific  cost 
and  income  projections  for  an  expanded  program  of  research  hold- 
ing; (3)  examined  public  and  private  research  holdings  to  determine 
types  of  services,  operating  procedures,  staffing  patterns,  and  costs; 
(4)  designed  a  flexible,  gradual  program  of  expansion  for  VRB  re- 
search holding;  (5)  determined  structural  changes  within  VRB  to 
facilitate  and  accommodate  program  changes;  (6)  implemented  the 
gradual  discontinuation  of  in-house  rodent  production;  and  (7)  pre- 
pared a  detailed  plan  for  the  implementation  of  these  program  con- 
versions. Volume  1  contains  ( 1 )  a  review  of  the  results  of  Phase  I;  (2) 
the  results  from  the  VRB  Principal  Investigator  (PI)  Survey,  which 
was  one  of  the  key  sources  of  data  for  Phase  II  planning  and  develop- 
ment; and  (3)  the  VRB  research  holding  program  implementation 
plan.  Volume  2,  the  report's  appendices,  includes  the  working  memo- 
randa from  the  Small  Animal  Services'  expansion  of  its  research 
holding  services.  See  also  PIC  ID  Nos.  2518  and  2518.2. 
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ABSTRACT:  The  Scientific  Equipment  Rental  Program  (SERF)  of  the 
National  Institutes  of  Health  (NIH)  rents  scientific  equipment  that 
has  general  utility  in  research  but  is  not  used  sufficiently  by  particular 
laboratories  to  warrant  its  permanent  possession.  At  the  time  of  the 
study,  more  than  1,000  NIH  scientists  were  renting  approximately 
3,000  research  instruments  from  SERF;  SERF  provides  this  service 
with  a  staff  of  four.  Fhase  I  (the  management  audit)  of  the  evaluation 
of  SERF  appraised  the  program's  actual  and  potential  levels  of  pro- 
ductivity. The  audit  revealed  that  (1)  SERF  was  well  managed  and 
had  a  steady  increase  in  demand  and,  consequently,  had  approached 
the  limits  of  its  staffs  capabilities;  (2)  it  was  operating  with  time 
frames  that  were  less  than  sufficient  to  meet  intermittent  fluctuations 
in  its  workload;  and  (3)  enhancement  of  its  computer  capabilities 
would  provide  the  single  greatest  source  of  additional  support. 
SERF'S  customer  satisfaction  was  also  assessed  in  Fhase  I;  SERF  was 
rated  close  to  "excellent"  in  each  of  its  1 1  operations.  See  also  FIC 
ID  No.  2587.1.  (Final  report  48  pages  plus  appendices.) 
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ABSTRACT:  The  Scientific  Equipment  Rental  Frogram  (SERF)  of  the 
National  Institutes  of  Health  (NIH)  rents  scientific  equipment  that 
has  general  utility  in  research  work  but  is  not  used  sufficiently  by 
particular  laboratories  to  warrant  its  permanent  possession.  This  re- 
port summarizes  Phase  II  of  the  evaluation  of  SERF.  This  phase 
entailed  analyzing  and  designing  a  computer  system  to  impove  effi- 
ciency and  economy  in  management  information,  inventory,  and  bill- 
ing procedures  for  SERP.  The  SERF  Management  Information 
System  has  five  interrelated  subsystems:  inventory,  purchasing,  rent- 
al, utility,  and  table  maintenance.  Based  upon  the  software  and  hard- 
ware available  to  SERP,  the  design  and  implementation  of  the  system 
does  not  require  the  purchase  of  any  new  hardware  or  software.  See 
also  PIC  ID  No.  2587.  (Final  report  10  pages.) 
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ABSTRACT:  This  evaluation  of  the  National  Institutes  of  Health  Li- 
brary is  being  conducted  to  examine  the  productivity  of  library  staff 
Work  procedures  and  operations  are  being  analyzed  for  efficiency 
and  cost-effectiveness.  Data  have  been  collected  from  surveys  of 
library  users  and  staff,  observations,  work  statistics,  and  library  re- 
cords. 
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ABSTRACT:  The  evaluation  will  analyze  current  policy,  practices, 
and  performance  of  the  Biomedical  Engineering  and  Instrumentation 
Branch  (BEIB)  in  the  Division  of  Research  Services  (DRS)  of  the 
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National  Institutes  of  Health  (NIH).  BEIB  is  a  central  resource  at 
NIH  for  providing  collaborative  support  to  the  intramural  research 
program  in  engineering,  physics,  and  other  physical  sciences.  The 
evaluation  is  intended  to  identify  performance  indicators  for  each 
program  area  and  to  develop  criteria  for  selecting  activity  where 
further  comprehensive  review  is  likely  to  be  of  benefit.  A  cost  anal- 
ysis of  a  random  sample  of  products  and  services  acquired  through 
BEIB  will  be  performed  and  compared  to  a  random  sample  of  pro- 
ducts and  services  ordered  through  the  internal  BID  procurement 
process  to  determine  the  more  cost-effective  method.  The  contractor 
will  also  survey  researchers  in  the  NIH  intramural  program  to  deter- 
mine their  level  of  satisfaction  with  BEIB  programs  and  to  determine 
the  need  for  additional  support.  The  planned  data  collection  to  sup- 
port the  analysis  will  address  the  three  classes  of  systems:  input, 
process,  and  outcome. 
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ABSTRACT:  This  report  presents  the  results  of  an  evaluation  of  the 
Carnivore  Unit  (CU),  part  of  the  Veterinary  P.esources  Branch 
(VRB)  of  the  National  Institutes  of  Health  (NIH).  The  CU  provides 
dogs  and  cats  and  related  veterinary  and  animal  care  services  to  NIH 
intramural  investigators.  The  study  showed  that  the  CU  has  not 
responded  in  a  timely  manner  to  the  changing  conditions  in  its  market 
and  among  its  competitors.  To  ensure  that  CU  continues  to  operate 
in  the  most  efficient  and  cost-effective  manner,  the  report  recom- 
mends a  strategic  plan  for  (I)  a  gradual  transition  from  breeding  to 
purchasing  animals,  including  feral  cats  that  are  caught  and  then 
conditioned  to  a  specific  health  status;  (2)  minimal  stocking  of  pur- 
chased animals  at  CU;  (3)  marketing  CU's  research  holding  capacity 
to  make  use  of  surplus  CU  resources;  and  (4)  transferring  CU  staff  and 
other  resources  not  required  for  the  revamped  operations.  These 
recommendations  are  valid  only  as  long  as  the  demand,  especially  for 
hounds  and  beagles,  continues  to  decline.  See  also  PIC  ID  Nos.  2518 
and  25 1 8. 1.  (Final  report  61  pages  plus  appendices.) 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation 
Methods  Feature,  Budgeting,  Planning 


STUDY  TYPE:  Program  Performance  Evaluation;  Program  Strategy 

PIC  ID  NO  2518  2  PROJECT  NO: 

FUND  SOURCE:  Evaluation        NTIS  NO  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-84  C-0356 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '84  through  July  '86 


2016 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Division  of  Research  Services 

PROJECT  TITLE:  Short-Term  Evaluation  Training 

REPORT  TITLE:  Short-Term  Evaluation  Training 
PERFORMER:  Ridge  Associates,  Inc.,  5  Ledyard  Avenue, 

Cazenovia  NY  13035 
PROJECT  OFFICER:  Ingalls,  Thomas;  Rm  4047,  Bldg  12 A; 

301-496-1088 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research- Activity-Intramural 

Research; 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 
Program  Area) 

ABSTRACT:  This  project  involved  training  Division  of  Research  Ser- 
vices (DRS)  managers  and  supervisors  to  develop  the  interpersonal 
and  management  skills  needed  to  implement  changes  identified  dur- 
ing an  evaluation  of  various  DRS  programs.  To  facilitate  the  change, 
the  training  emphasized  the  need  to  (1)  consider  the  organizational 
setting  and  constraints,  performance  and  management  implications, 
and  inter-group  and  cross-organizational  ramifications;  (2)  focus  on 
communications  and  understanding;  and  (3)  instill  a  positive  attitude 
and  create  lasting  behavioral  changes. 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Management  Techniques,  Administrative  Personnel 
STUDY  TYPE:  Other 

PIC  ID  NO:  3066  PROJECT  NO:  DRS  87-307 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-MD-726507 
COST    (In  Thousands):  FY  87-$l2,  FY  88-$IO 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  August  '87  through  March  '88 


Fogarty  International  Center 


2017 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Fogarty  International  Center 

PROJECT  TITLE:  Assessment  of  Scientific  and  Professional 

Accomplishments  of  Former  International  Research  Fellows 
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Accession  No.  2019 


REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Computer  Horizons.  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  and  Abt  Associates  Inc..  55  Wheeler 

Street.  Cambridge  M.A 
PROJECT  OFFICER:  Farlee.  Coralie,  Ph.D.;  Rm  609,  Bldg  38A; 

30 1-496- 1491 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Fogarty  International 

Center-Research  Feliouship  Programs 

ABSTRACT:  Scientific  and  professional  accomplishments  of  former 
international  research  fellows  will  be  assessed  and  documented.  Ap- 
proaches will  be  developed  to  (1)  conduct  literature  searches  and  (2) 
design  the  sampling  plan.  Information  on  professional  status  and 
scientific  accomplishments  will  be  collected.  A  system  will  be  deve- 
loped to  maintain  current  follow-up  information  on  international  re- 
search fellows  in  future  years. 

DESCRIPTORS:  International  Issues,  Scientific  Manpower,  Health 
Manpower  Training,  Educational  Administration 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2677  PROJECT  NO:  FIC  85-401 

FUND  SOURCE:  Other  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-TW-6-2108 
COST    (In  Thousands):  FY  86-SO.  FY  87-SO 
STATUS:  Stud>  in  process 

START/END  DATES:  April  -86  through  March  '89 


2018 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Fogarty  International  Center 

PROJECT  TITLE:  Development  of  a  System  for  the  Collection  and 
Analysis  of  Data  on  Biomedical  Research  Expenditures  by 
Major  Countries 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Phoenix  Associates,  Inc.,  4720  Montgomery  Lane, 

Bethesda  MD  20814 
PROJECT  OFFICER:  Farlee.  Coralie,  Ph.D.;  Rm  609,  Bldg  38A: 

301-496-1491 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Fogarty  International  Center 

(Entire  Program  Area) 

ABSTRACT:  The  purposes  of  this  study  are  to  (1)  address  the  issues 
of  comparability  of  raw  data  systems  in  health  research  expenditures 
statistics  from  a  sample  of  nine  OECD  countries;  (2)  investigate  the 
feasibility  of  establishing  a  regularized  data  collection  system;  (3) 
develop  a  methodology  for  collecting  and  synthesizing  biomedical 
and  other  health  research  data;  and  (4)  recommend  and  analyze  op- 
tions for  the  locus,  costs,  and  resource  needs  of  a  continuing  data 
collection  effort.  This  information  will  be  crucial  to  determining 
whether  an  international  data  system  can  be  set  up  on  a  regular  basis. 
Such  a  database  would  help  policymakers  to  better  understand  the 
U.S.  and  National  Institutes  of  Health's  (NIH"s)  position  in  compari- 
son to  other  advanced  industrialized  nations"  positions  on  biomedical 
expenditures.  The  contractor  will  also  convene  a  workshop  on  the 
methodologies  for  the  collection  of  cross-national  biomedical  statis- 
tics. 

DESCRIPTORS:  Statistical  Analysis  Methods  Feature,  Information 
Processing,  International  Issues,  Biomedical  Research,  Feasibility 
Study  Feature 


STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3014  PROJECT  NO:  NIH/FIC  87-312 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-TW-72107 
COST    (In  Thousands):  FY  87-S210 
STATUS:  Study  in  process 

START/END  DATES:  September  '87  through  March  '89 


2019 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Fogarty  International  Center 

PROJECT  TITLE:  Evaluation  of  the  Senior  International  Fellowship 
(SIF)  Program 

REPORT  TITLE:  Evaluation  of  the  Senior  International  Fellowship 
(SIF)  Program 

PERFORMER:  Policy  Analysis  Inc.,  1577  Beacon  Street,  Brookline 
M.A  02146 

PROJECT  OFFICER:  Farlee,  Coralie,  Ph.D.;  Rm  609,  Bldg  38A; 

301-496-1491 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Fogarty  International 
Center-Research  Fellowship  Programs 

ABSTRACT:  This  study  conducted  an  evaluation  of  the  Senior  Inter- 
national Fellowship  (SIF)  program  of  the  Fogarty  International  Cen- 
ter (FIC).  The  primary  objectives  of  the  SIF  program  are  to  provide 
the  basis  for  individual  senior  scientists  to  share  and  exchange  exper- 
tise, learn  new  techniques,  and  conduct  international  collaborative 
research.  The  study  entailed  three  main  goals:  (1)  to  evaluate  the 
extent  to  which  the  SIF  program  has  achieved  its  stated  objectives; 
(2)  to  assess  the  extent  to  which  the  objectives  and  expectations  of  the 
individual  participants  were  met;  and  (3)  to  identify  how  the  program 
or  the  way  it  is  promoted  can  be  improved.  The  study  obtained 
information,  including  CVS  and  reprints  of  publications  and  contact- 
ed former  fellows,  deans,  colleagues,  and  others  about  perceptions 
and  accomplishments  attributable  to  the  program.  It  was  concluded 
that  the  SIF  program  not  only  attracts  the  kind  of  persons  it  ought 
to,  the  SIF  experience  was  personally  rewarding  for  fellows  and 
contributed  to  enhancing  their  professional  careers,  including 
changes  in  research  direction,  the  attainment  of  new  grant  awards, 
and  appointment  to  national  advisory  committees.  The  SIF  experi- 
ence appeared  to  affect  institutions  by  contributing  curriculum 
changes,  establishing  new  programs  and  departments,  introducing 
new  research  techniques  and  strategies,  and  encouraging  a  greater 
interest  in  international  activities  in  institutions  that  in  the  past  had 
shown  little  interest.  (Final  report  144  pages.) 

DESCRIPTORS:  International  Issues,  Scientific  Manpower,  Health 
Manpower  Training,  Educational  Administration 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2148  PROJECT  NO:  FIC  82-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-TW-3-2109 
COST    (In  Thousands):  FY  83-S158 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  "83  through  June  '86 
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Accession  No.  2020 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


2020 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Fogarty  International  Center 

PROJECT  TITLE:  Evaluation  of  the  U.S.-U.S.S.R.  Individual  Health 
Scientist  Exchange  (IHSE)  Program 

REPORT  TITLE:  Evaluation  of  the  U.S.-U.S.S.R.  Individual  Health 

Scientist  Exchange  (IHSE)  Program 
PERFORMER:  Policy  Analysis  Inc.,  1577  Beacon  Street,  Brookline 

MA  02146 

PROJECT  OFFICER:  Farlee,  Coralie,  Ph.D.;  Rm  609,  BIdg  38A; 

301-496-1491 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Fogarty  International  Center 
(Entire  Program  Area) 

ABSTRACT:  This  project  report  provides  an  overview  of  the  back- 
ground, exchange  philosophy,  program  history,  and  operations  of  the 
U.S.-U.S.S.R.  Individual  Health  Scientist  Exchange  Program.  A 
summary  is  also  provided  of  the  host  institutions,  areas  of  specializa- 
tion, length  of  stay,  and  other  data  on  program  participants,  as  well 
as  commentary  on  Soviet  biomedical  institutions  and  an  assessment 
of  the  program's  administration  and  management.  Recommendations 
are  provided  for  program  management. 

DESCRIPTORS:  International  Issues,  Scientific  Manpower,  Biomedi- 
cal Research 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO  2134  PROJECT  NO:  NIH/FIC  83-302 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-TW-3-21 18 
COST    (In  Thousands):  FY  83-$45,  FY  84-$81 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  June  '85 


2021 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Fogarty  International  Center 

PROJECT  TITLE:  Evaluation  of  the  NIH  International  Research 
Fellowship  Program  (IRFP) 

REPORT  TITLE:  NIH-International  Research  Fellowship  Program: 

An  Evaluation,  1958-1977 
PERFORMER:  Fogarty  International  Center,  Bethesda  MD  20892 
PROJECT  OFFICER:  Farlee,  Coralie;  301-496-1491 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical 

Research- Activity-Training-Fellowships; 

PHS-NIH-Biomedical  Research-Fogarty  International  Center 

(Entire  Program  Area) 

ABSTRACT:  This  study  evaluated  the  International  Research  Fellow- 
ship Program  of  the  National  Institutes  of  Health.  Between  1958  and 
1977,  data  from  various  sources  were  analyzed  according  to  pro- 
gram-wide and  regional  characteristics  permitting  both  inter-  and 
intraregional  comparisons  for  the  full-time  course  of  the  program  and 
for  Five-year  intervals.  In  the  analysis  of  the  first  20  years  of  the  IRFP, 
a  number  of  characteristics  and  trends  emerged.  Variations  in  coun- 
try participation,  award  rates,  approved  unfunded  applications, 
disapproval  rates,  withdrawals,  award  and  funding  patterns,  distribu- 


tion of  awards  by  region,  host  institutions  preceptors  and  postfellow- 
ship  activity  constituted  the  major  findings  of  this  study.  Included  in 
the  report  is  a  program  critique  which  incorporates  comments  and 
observations  from  various  sources  pertinent  to  past  activities,  accom- 
plishments, and  program  operation.  Implications  for  the  future  course 
and  direction  of  the  program  are  also  presented. 

DESCRIPTORS:  Health  Manpower  Training,  Biomedical  Research, 
International  Issues 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1776  PROJECT  NO:  NIH/FIC  80-401 

FUND  SOURCE:  Other  NTIS  NO:  PB  81-156424 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '79  through  July  '80 


National  Cancer  Institute 


2022 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
National  Cancer  Institute 

PROJECT  TITLE:  Evaluation  of  the  Surveillance,  Epidemiology, 
and  End  Results  Program  (SEER)  of  the  National  Cancer 
Institute  (Two  Phases) 

REPORT  TITLE:  Alternative  Methods  for  Determining  Cancer 
Incidence  and  Survival  in  the  United  States  (Phase  II) 

PERFORMER:  Dartmouth  College,  Norris  Cotton  Cancer  Center, 
Hanover  NH  03755 

PROJECT  OFFICER:  Myers,  Dr.  Max  H. 

PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  Phase  II  of  this  evaluation  of  the  Surveillance,  Epidemi- 
ology, and  End  Results  (SEER)  program  of  the  National  Cancer 
Institute  (NCI)  examined  alternative  methods  and  data  sources  for 
collecting  cancer  incidence  and  survival  data  other  than  by  the  sys- 
tem of  population-based  tumor  registries  in  use  at  the  time  of  the 
study.  The  study  determined  that  a  nationwide  probability  sample  of 
hospitals,  a  nationwide  probability  sample  of  hospital  discharges,  and 
use  of  mortality  data  to  estimate  incidence  were  viable  alternatives 
to  the  SEER  program.  NCI  staff  explored  these  alternatives  and 
concluded  that  the  SEER  program  best  achieved  the  goals  of  a 
national  cancer  data  collection  system.  The  report  summarizes  the 
results  of  the  evaluation  of  alternative  systems.  See  also  PIC  ID  No. 
1510.  (Final  report  55  pages;  executive  summary  12  pages  plus  tables.) 

DESCRIPTORS:  Cancer,  Morbidity  and  Mortality,  Information  Sys- 
tems, Information  Processing,  Statistical  Analysis  Methods  Feature, 
Statistical  Data  Feature 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1510  1  PROJECT  NO:  NCI  77-6 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  81-124752 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CP-71047 

COST    (In  Thousands):  Not  available  -  , 
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Accession  No.  2025 


STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  September  '78  through  September  '79 


2023 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
National  Cancer  Institute 

PROJECT  TITLE:  Evaluation  of  the  NCI  Mass  Media  Program: 
Television  Public  Service  Announcements 

REPORT  TITLE:  Analysis  of  Exposure  to  NCI's  Cancer  Prevention 

Awareness  PSAs 
PERFORMER:  Nancy  Low  and  Associates,  Inc.,  5454  Wisconsin 

Avenue,  Bethesda  MD  20815 
PROJECT  OFFICER:  Smith,  Shelagh  A.;  Rm  4B43,  Bldg  31; 

301-496-6792 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  This  project  analyzed  the  exposure  of  six  public  service 
announcements  (PSAs)  distributed  in  three  waves  during  Phase  1  of 
the  National  Cancer  Institute's  (NCI's)  Cancer  Prevention  Aware- 
ness Program.  All  NCI  spots  were  monitored  by  Broadcast  Advertis- 
ers Reports,  Inc.  (BAR)  for  a  21 -month  period,  January  1984  to 
September  1985.  The  monthly  BAR  reports  were  examined  to  (1) 
describe  the  frequency  of  exposure  of  six  NCI  spots  distributed  in  the 
three  waves;  (2)  compare  this  exposure  to  other  comparable  HHS 
spots;  and  (3)  analyze  the  NCI/PSA  exposure  for  each  of  the  75 
largest  TV  markets  monitored  by  BAR.  In  1984,  these  75  markets 
(out  of  a  total  209  markets)  included  78%  of  the  viewing  public.  The 
findings  show  that  the  NCI  Cancer  Prevention  Awareness  PSAs 
were  aired  more  than  5,000  times  in  the  21 -month  period  at  an  es- 
timated value  of  more  than  $750,000.  The  spots  were  shown  in  an 
average  of  three-quarters  of  the  monitored  markets  and  reached  an 
average  of  28%  of  the  TV  homes  in  these  75  markets. 

DESCRIPTORS:  Cancer,  Broadcast  Technology,  Information  Dissemi- 
nation, Educational  Technology 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2140  PROJECT  NO:  NCI  83-305 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  87-190237/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NCI-CO-33851 
COST    (In  Thousands):  FY  83-$35 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '84  through  August  '86 


2024 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health  '  '  ' 
National  Cancer  Institute 

PROJECT  TITLE:  Assessment  of  the  Factors  Affecting  Critical 
Cancer  Research  Findings 

REPORT  TITLE:  Assessment  of  the  Factors  Affecting  Critical 
Cancer  Research  Findings 


PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Murray,  Barbara  R.;  Rm  10A49,  Bldg  31; 

301-496-5515 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer; 

PHS-NIH-Biomedical  Research  (Entire  Program  Area); 

PHS-NIH-Biomedical  Research-Activity-Intramural 

Research; 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  The  purpose  of  this  evaluation  was  to  determine  if  there 
is  a  significant  relationship  between  the  administrative  aspects  of 
research  (e.g.,  mechanisms  of  funding,  location  of  performance)  and 
the  scientific  aspects  (e.g.,  quality  of  results,  impact  on  the  field).  The 
approach  used  was  to  convene  a  panel  of  eminent  scientists  who 
selected  1 3  scientific  findings  (i.e.,  advances)  that  had  the  most  signifi- 
cant impact  on  cancer  research  during  the  previous  10  years.  Citation 
and  other  bibliometric  techniques  were  used  to  assess  this  impact. 
Detailed  historiographic  tracings  of  the  13  advances  were  prepared. 
These  traces  were  lists  of  publications  reporting  highly  significant 
progress  in  the  advances.  Research  support,  institutional  location, 
citation  frequency,  and  other  characteristics  of  these  publications 
were  determined.  The  key  findings  were  that  (1)  many  different 
institutional  settings  contributed  to  the  advances;  (2)  for  a  majority 
of  the  trace  papers  NCI  provided  some  support  for  the  work  report- 
ed; (3)  each  of  the  major  research  support  mechanisms  used  by  NCI 
supported  significant  portions  of  the  research;  and  (4)  papers  support- 
ed by  other  NIH  components  and  foreign-supported  papers  were  also 
frequently  cited.  The  results  are  intended  to  be  used  as  reference 
material  and  to  provide  some  new  information  about  the  relationship 
between  administrative  and  scientific  factors  and  research  perfor- 
mance. They  are  not  intended  to  provide  a  basis  for  directly  influenc- 
ing policies. 

DESCRIPTORS:  Biomedical  Research,  Statistical  Analysis  Methods 
Feature,  Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2139  PROJECT  NO:  NCI  83-304 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-191515 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CO-3-3933 
COST    (In  Thousands):  FY  83-$200,  FY  84-$275,  FY  85-$  100 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  September  '87 


2025 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
National  Cancer  Institute 

PROJECT  TITLE:  Cancer  Therapy  Evaluation  Program  Information 
System  (CTEP-IS) 

REPORT  TITLE:  Cancer  Therapy  Evaluation  Program  Information 

System  (CTEP-IS)  (Two  Reports) 
PERFORMER:  Information  Management  Services,  Inc.,  6110 

Executive  Boulevard,  Rockville  MD  20852 
PROJECT  OFFICER:  Vilk,  Paul  J.;  Rm  1304,  LAN  Bldg; 

301-496-5725 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 


PROJECT  DESCRIPTIONS  743 


Accession  No.  2025 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


ABSTRACT:  The  objectives  for  this  project  were  to  (1)  provide  ad- 
ministrative data  for  the  tracking  of  protocols  through  the  protocol 
review  process;  and  (2)  provide  for  potocol  data  retrieval,  using  such 
search  categories  as  drug,  disease,  study  disease,  or  institution.  "Can- 
cer Therapy  Evaluation  Program-Information  System  (CTEP-IS)" 
(which  is  the  final  report  for  this  project)  outlines  the  steps  taken  to 
design  and  implement  the  CTEP-IS  database.  The  Drug  Distribution 
and  Protocol  Monitoring  System  (DDMS),  a  companion  database  to 
the  CTEP-IS  database,  allows  users  to  verify  that  the  physician  re- 
questing the  drug  is  eligible  and  that  the  amount  of  drug  requested 
is  reasonable.  "Drug  Distribution  and  Protocol  Monitoring  System 
(DDPMS)"  (which  is  also  available  from  PIC)  presents  an  overview 
of  the  DDPMS  database  and  statistics  such  as  the  number  of  drug 
requests  processed  for  shipment  from  investigators  and  pharmacies 
worldwide,  the  number  of  requests  accepted,  and  the  number  denied 
for  the  period  November  12,  1982,  through  August  17,  1986.  Both 
reports  are  also  available  from  NTIS  (Nos.  PB  88-190731  and  PB 
88-191499,  respectively). 

DESCRIPTORS:  Cancer,  Information  Processing.  Medical  Practice 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  2141  PROJECT  NO:  NCI  82-303 

FUND  SOURCE:  Evaluation/ 

Other  NTIS  NO:  See  Abstract 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CM-27510 

COST    (In  Thousands):  FY  83-$270,  FY  84-$648,  FY  85-$600,  FY 
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STATUS:  Study  completed. 
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PROJECT  TITLE:  Value  and  Effectiveness  of  the  Technical 

Publications  Program  of  Drug  Research  and  Development 
(Chemotherapy) 

REPORT  TITLE:  CCA/CCR  Evaluation 

PERFORMER:  Information  Systems  Company,  6000  Executive 

Boulevard.  Rockville  MD  20852 
PROJECT  OFFICER:  Murray,  Barbara  R. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer; 
PHS-NIH-Biomedical  Research-Research  Resources; 
X-Non-HHS  Programs-Health 

ABSTRACT:  This  study  evaluated  the  journals  "Cancer  Chemothera- 
py Reports"  (CCR)  and  "Cancer  Chemotherapy  Abstracts"  (CCA). 
Findings  suggest  that  more  than  78%  of  CCR  users  favor  its  con- 
tinuation moderately.  CCR  users  felt  that  the  publication  had  brought 
to  their  attention  information  that  prevented  the  duplication  of  re- 
search efforts  conducted  elsewhere  and  31%  thought  it  had  signifi- 
cantly changed  the  direction  or  emphasis  of  a  research  effort.  For 
CCA,  more  than  67%  of  its  users  favor  continuation  very  strongly 
and  24%  favor  its  continuation  moderately.  Users  of  the  CCA  felt  it 
had  prevented  duplication  and  changed  the  direction  of  their  re- 
search. An  overwhelming  majority  (68%)  of  the  users  of  CCR  are 
M.D.'s  and  most  are  practicing  clinicians.  The  primary  role  for  both 
of  these  publications  appears  to  be  one  of  awareness.  The  study 
recommended  for  CCR  and  CCA  a  cumulative  index  that  supple- 
ments the  last  cumulative  index.  (Final  report  72  pages  plus  appen- 
dices.) 


DESCRIPTORS:  Cancer,  Biomedical  Research,  Survey  or  Question- 
naire Feature,  Consumer  Evaluation  Feature,  Medical  Practice,  In- 
formation Dissemination 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0327  PROJECT  NO:  NCI  73-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  241-112 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CO-35403 
COST    (In  Thousands):  FY  73-$57 

STATUS:  Study  completed,  ' 
Available  from  PIC,  i 
Executive  summary  at  PIC, 
Available  from  NTIS 
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Contribute  to  Effective  Message  Performance 

PERFORMER:  National  Cancer  Institute,  National  Heart.  Lung, 
and  Blood  Institute  Working  Group/Contractor,  Bethesda 
MD 

PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion-Other  Activities 

ABSTRACT:  Most  major  health  education  campaigns  in  the  United 
States  use  radio  and  television  public  service  announcements  (PSAs) 
to  communicate  information  to  the  public.  Researchers  have  found 
that  the  public  perceives  television  PSAs  as  highly  reliable  sources 
of  health  information.  These  mass  media  campaigns,  however,  have 
often  lacked  adequate  pretesting  to  determine  the  PSAs'  clarity  or 
appeal  to  their  target  audiences.  The  Health  Message  Testing  Service 
(HMTS)  was  developed  in  1976  to  pretest  radio  and  television  mes- 
sages. This  report  on  television  health  PSAs  includes  (1)  a  back- 
ground discussion  of  PSAs  and  the  HMTS;  (2)  a  content  analysis  of 
58  HMTS-tested  messages;  (3)  an  analysis  of  the  PSA  characteristics 
that  affect  performance;  and  (4)  guidelines  for  effective  health  PSAs. 
The  appendices  contain  (1)  detailed  statistical  analysis;  (2)  compari- 
son of  original  coded  variables  with  those  used  in  final  analysis;  (3) 
reliability  of  content  analysis;  (4)  code  book;  and  (5)  coding  sheet 
used  in  the  study.  "Review  of  the  Literature  for  Developing  Effec- 
tive PSA  Production  Guidelines"  was  also  produced  under  this  con- 
tract and  is  available  from  PIC.  The  National  Heart,  Lung,  and  Blood 
Institute  co-sponsored  this  project  with  the  National  Cancer  Insti- 
tute. (Final  report  34  pages  plus  appendices  and  20  pages,  respective- 
ly-) 

DESCRIPTORS:  Media,  Information  Dissemination,  Literature  Re- 
view Feature,  Consumer  Education,  Testing  and  Tests 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0630  PROJECT  NO:  NCI/NHLBI  77-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
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STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 
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Program 
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Report) 
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301-496-6792 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  This  study  planned  and  implemented  the  evaluation  of 
the  Office  of  Cancer  Communications'  programs  and  products,  par- 
ticularly the  National  Cancer  Prevention  Awareness  Program.  Tech- 
niques included  survey  research,  media  studies,  and  process  as  well 
as  evaluation.  A  master  evaluation  protocol  was  approved  in  Septem- 
ber 1986,  with  NCI  staff  and  subcontractors  (CDP  and  Low  and 
Associates)  participating.  An  eight-point  evaluation  plan  was 
proposed  and  includes  two  nationwide  surveys.  The  results  of  the 
proposed  evaluation  project  will  be  used  by  the  Office  of  Cancer 
Communications  (OCC)  for  guiding  overall  policy  and  program 
management;  making  appropriate  changes  in  present  program  and 
materials;  planning  for  future  efforts;  providing  evidence  to  support 
continuation  of  office  activities;  reporting  on  OCC  activities  to  Con- 
gress and  other  interested  parties;  promoting  broader  replication  and 
dissemination  of  successful  projects  and  approaches;  and  helping  oth- 
er organizations  within  the  National  Cancer  Education  Program  to 
improve  their  communcation  efforts. 

DESCRIPTORS:  Cancer,  Consumer  Education,  Media,  Survey  or 
Questionnaire  Feature,  Black  Americans,  Preventive  Health  Care 
STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CO-54059 

COST    (In  Thousands):  FY  85-$288,  FY  86-$288,  FY  87-$288 
STATUS:  Study  in  process. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '84  through  October  '88 


2029  \_ 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health  y.^ 
National  Cancer  Institute 

PROJECT  TITLE:  Integrated  Evaluation  of  Community  Cancer  Care 
Programs  (Two  Phases) 

REPORT  TITLE:  Community  Cancer  Care  Evaluation  (CCCE) 
(Phase  I) 
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Columbia  Street,  Seattle  WA  98104 
PROJECT  OFFICER:  Ford,  Dr.  Leslie  G.;  Rm  7A05,  BLAIR  Bldg; 

301-427-8708 
PROGRAM(S)  EVALUATED 
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ABSTRACT:  This  study  evaluated  the  Community  Clinical  Oncology 
Program  (CCOP),  a  community  cancer  care  program  funded  by  the 
National  Cancer  Institute  (NCI).  Since  September  1983  the  CCOP 
has  directly  supported  physicians  in  their  efforts  to  participate  in 
national  clinical  trials.  Because  approximately  80%  of  cancer  patients 
are  treated  in  their  own  communities  rather  than  in  major  cancer 
treatment  centers,  the  program  introduces  the  most  up-to-date  cancer 
management  research  protocols  into  communities  so  that  practicing 
community  physicians  can  apply  the  same  management  principles  to 
all  their  cases  and  up-to-date  cancer  treatment  methods  can  be  dif- 
fused into  the  community.  The  study  addressed  (1)  whether  the 
CCOP  increased  community  participation  in  clinical  research  proto- 
cols; (2)  whether  patient  care  changed  as  a  result  of  the  CCOP;  and 
(3)  the  characteristics  that  make  a  successful  CCOP.  Results  show 
that,  in  general,  patients  on  protocols  received  more  appropriate  care 
than  those  off  protocols.  However,  comparisons  of  CCOP  patients 
with  control  patients  did  not  detect  any  evidence  of  diffusion  of 
state-of-the-art  cancer  management  into  community  practice.  Two 
possible  explanations  for  this  are  ( 1 )  that  intervention  was  in  place  for 
too  short  a  time  or  (2)  mcreasing  protocol  involvement  of  community 
oncologists  is  not  an  efficient  diffusion  method.  The  executive  sum- 
mary is  available  from  PIC;  the  six  volumes  of  the  final  report  are 
available  from  the  project  officer.  See  also  PIC  No.  2130.1. 

DESCRIPTORS:  Cancer,  Planning,  Health  Care  Delivery  Systems, 
Technology  Assessment  or  Transfer,  Community  Based  Care 
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ABSTRACT:  The  contractor  conducted  an  investigation  of  the  rela- 
tionship of  federal  regulations  to  the  conduct  of  clinical  treatment 
research  in  cancer.  This  study  was  conducted  through  an  analysis  of 
the  relevant  FDA  and  PHS  regulations  and  guidelines  (and,  where 
appropriate,  state  and  local  statutes)  and  through  interviews  with 
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research  subjects  and  patient  organizations,  clinical  investigators  and 
the  administrative  staff  of  their  institutions,  and  institutional  review 
boards  (IRB).  The  issues  addressed  were  (1)  whether  the  research 
subject  is  protected  from  undue  risk  and  coercion  under  the  federal 
regulations;  (2)  the  unique  status  of  cancer  patients  as  they  relate  to 
FDA  and  PHS  guidelines  concerning  the  risk:benerit  ratio  spectrum 
of  toxicities  of  a  new  therapy;  (3)  the  adequacy  and  compliance  of 
obtaining  informed  consent  from  cancer  patients;  (4)  the  ability  of 
IRBs  to  competently  analyze  cancer  treatment  protocols;  (5)  the  way 
in  which  the  population  of  cancer  patients,  particularly  those  with 
advanced  disease,  perceive  their  involvement  in  treatment  research; 
and  (6)  suggestions  for  modifying  the  existing  regulations  and  proce- 
dures in  order  to  improve  cancer  treatment  research.  A  comprehen- 
sive listing  and  analysis  of  regulations  affecting  cancer  therapy 
research  has  been  prepared  for  distribution  to  clinical  researchers. 
Extensive  recommendations  covering  many  aspects  of  the  regula- 
tions of  therapeutic  research  are  incorporated  in  the  llnal  report. 

DESCRIPTORS:  Regulation  and  Standard  Setting,  Cancer,  Survey  or 
Questionnaire  Feature.  Federal  Role.  Biomedical  Research 
STUDY  TYPE:  Program  Impact 
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ABSTRACT:  The  Office  of  Carcinogenesis,  National  Cancer  Institute, 
supports  a  variety  of  publications  that  document  carcinogenesis-relat- 
ed  research  being  done  all  over  the  world.  The  study  assessed  the 
adequacy  of  the  format  and  contents  of  the  journal  "Carcinogenesis 
Abstracts"  and  determined  the  feasibility  of  using  alternative  means 
of  dissemination.  The  report  presents  the  results  of  the  evaluation  and 
documents  the  approach  used  to  collect  and  analyze  the  data.  (Final 
report  97  pages.) 

DESCRIPTORS:  Biomedical  Research,  Information  Dissemination 
STUDY  TYPE:  Case  Studies 
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ABSTRACT:  The  purpose  of  this  study  has  been  to  develop  a  me- 
thodology for  providing  systematic  evaluation  of  the  effectiveness  of 
Clinical  Cancer  Education  Grants.  Data  was  collected  on  the  educa- 
tional goals,  objectives  and  cancer  teaching  activities  of  the  grantee 
institutions,  and  on  all  documents  involved  in  the  grant  application 
process,  including  the  guidelines.  The  study  generated,  with  the  as- 
sistance of  a  large  number  of  experienced  cancer  educators  through- 
out the  United  States,  a  set  of  program  goals  and  cancer  education 
objectives  for  physicians  and  dentists  in  training.  New  data  forms 
have  been  developed  for  recording  the  activities  supported  by  the 
program.  Two  alternative  systems  of  data  storage-and-retrieval,  one 
manual  and  one  computer-compatible,  have  also  been  developed. 

DESCRIPTORS:  Consumer  Education,  Cancer,  Curriculum  Develop- 
ment, Literature  Review  Feature,  Information  Processing,  Educa- 
tional Techniques,  Survey  or  Questionnaire  Feature 
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ABSTRACT:  The  National  Center  for  Health  Services  Research  is 
conducting  a  study  to  determine  the  effects  of  iVledicare's  prospective 
payment  system  on  cancer  cHnical  research  by  examining  the  costs 
of  providing  hospital  care  for  patients  on  clinical  trials  and  studying 
changes  in  patterns  of  treatment  for  cancer  patients  before  and  after 
the  prospective  payment  system.  This  add-on  was  requested  in  order 
to  attach  names  to  hospital  discharge  abstracts  for  approximately  30 
hospitals.  Names  are  needed  to  match  the  abstracts  against  National 
Cancer  Institute  lists  of  protocol  patients  and  to  establish  linkages 
between  the  hospital  discharge  abstracts  and  the  billing  data.  This 
additional  task  includes  developing  consistent  procedures  and  per- 
forming on-site  visits  where  necessary.  (Work  for  this  study  is  also 
being  performed  under  NIH  Contract  No.  I YOI-OD-6006.) 

DESCRIPTORS:  Information  Processing,  Health  Insurance  and  Fi- 
nancing 
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PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  This  project  was  conducted  to  determine  the  extent  that 
estrogen  receptor  (ER)  assays  were  being  performed  in  clinical  prac- 
tice and  to  measure  the  application  of  research  gains.  In  the  1960s, 
Jensen  and  others  demonstrated  that  breast  cancers  which  contained 
the  capacity  to  bind  estrogens  were  more  responsive  to  hormones 
than  cancers  which  lacked  the  receptors.  The  identification  of  this 
estrogen-binding  protein  in  breast  cancer  cell  cytoplasm  provided  a 
scientific  basis  for  predicting  whether  a  patient  would  have  a  favora- 
ble response  to  endocrine  therapy.  The  techniques  were  refined  and 
estrogen  receptor  assays  attained  clinical  significance  as  well  as  serv- 
ing as  a  research  tool.  NCI  held  a  major  workshop.  Estrogen  Recep- 
tors in  Human  Breast  Cancer,  in  1979.  A  1974  workshop  was 
designed  to  evaluate  the  correlation  of  receptor  content  with  clinical 
response  in  some  600  trials  reported  by  10  teams  of  investigators.  The 
recommendations  from  the  1979  conference  strongly  encouraged  the 
use  of  the  technology  for  clinical  application.  Data  collection  was 
completed  and  these  data  underwent  analysis  including  comparison 
of  events  of  1977-78  and  those  of  1980.  Preliminary  analyses  showed 
increased  usage  of  the  assay  in  the  study  area  in  a  strong  linear  pattern 
between  1977  and  1980.  The  investigations  also  showed  that  the  assay 
results  were  considered  when  making  treatment  choices.        .  ,  ;  , 
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ABSTRACT:  This  evaluation  of  International  Cancer  Information 
Center  products  and  services  is  concerned  with  users  and  potential 
users.  It  will  examine  what  information  they  need,  how  they  perfer 
to  obtain  it,  and  what  use  they  make  of  it.  The  evaluation  will  also 
consider  International  Cancer  Information  Center  products  and  ser- 
vices as  related  to  other  cancer  information,  its  producers,  distribu- 
tors, and  users.  The  evaluation  is  expected  to  identify  changes  that 
will  enable  the  International  Cancer  Information  Center  to  provide 
subscribers  and  users  the  information  they  need  and  to  increase 
awareness  among  potential  users  of  International  Cancer  Information 
Center  information,  products,  and  services.  The  major  source  of  data 
collection  will  be  a  series  of  mail  surveys  conducted  with  the  broad 
cancer  research  community,  libraries  providing  International  Cancer 
Information  Center  services,  and  individual  product  users.  Data  from 
the  surveys  will  be  used  to  determine  levels  of  awareness  and  use. 
Survey  yield  reports  will  be  submitted  to  the  International  Cancer 
Information  Center  along  with  an  overall  evaluation  report  describ- 
ing the  combined  results  and  their  implications.  No  official  formal 
publication  is  intended. 
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REPORT  TITLE:  Evaluation  of  the  Surveillance,  Epidemiology,  and 

End  Results  Program  (SEER)  of  the  National  Cancer 

Institute  (Phase  I) 
PERFORMER:  Dartmouth  College,  Norris  Cotton  Cancer  Center, 
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PROJECT  OFFICER:  Myers,  Dr  Max  H 
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PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  Phase  I  of  this  evaluation  of  the  Surveillance,  Epidemi- 
ology, and  End  Results  (SEER)  Program  of  the  National  Cancer 
Institute  (NCI)  evaluated  the  program's  composition,  administration, 
organization,  and  procedures.  The  report  presents  the  Phase  I  me- 
thodology, results,  conclusions,  and  recommendations.  The  recom- 
mendations include  (1)  establishing  goals  and  using  them  to  guide 
operations  and  assess  potential  modification  of  SEER  membership; 
(2)  increasing  the  participation  of  potential  users  of  SEER  data,  espe- 
cially senior  epidemiologists,  in  setting  priorities,  guiding  future  di- 
rections, and  designing  the  format  for  presention  of  results;  (3) 
pursuing  coordination  with  other  cancer  data  systems  within  NCI 
and  in  other  federal  agencies;  and  (4)  using  SEER  incidence  and 
survival  results  to  emphasize  time  trends  and  variations  among  geo- 
graphic and  demographic  subgroups  of  the  U.S.  population.  See  also 
PIC  ID  No.  1510.1.  (Final  report  238  pages;  executive  summary  12 
pages.) 
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ABSTRACT:  An  analysis  was  conducted  of  the  federal  government's 
activities  in  ionizing  radiation  research  with  emphasis  on  human 
health  and  related  biological  aspects  of  that  research.  The  major 
emphasis  of  the  review  was  to  evaluate  whether  the  research  was 
adequate  to  meet  the  needs  for  knowledge  about  the  effects  of  ioniz- 


ing radiation  and  whether  the  management  and  review  techniques 
were  satisfactory  to  ensure  that  high  quality  research  could  be  con- 
ducted. Each  agency  provided  a  statement  of  its  statutory  authority 
and  inventory  of  the  research  projects,  and  a  list  of  research  goals  and 
objectives.  The  committee  of  expert  consultants  provided  through 
the  National  Academy  of  Sciences  reviewed  the  listings,  contacted 
a  sample  of  the  principal  investigators,  and  prepared  a  review  of 
individual  projects  from  reports  submitted.  The  committee  prepared 
a  report  that  analyzed  and  evaluated  federal  research  efforts  in  the 
field  of  biological  and  human  effects  of  exposure  to  ionizing  radiation. 
From  this  report  the  committee  can  identify  research  areas  that  need 
further  development  or  were  not  addressed.  The  project  originated 
through  PL  95-622,  November  9,  1978  and  is  amplified  by  statements 
in  the  "Congressional  Record"  (October  14,  1978,  pp.  H13471, 
H13573). 
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ABSTRACT:  This  project,  co-sponsored  by  NHLBI  and  NCI,  was 
conducted  to  determine  appropriate  methodologies  for  testing  broad- 
cast and  printed  health  messages.  Prior  to  this  project,  such  me- 
thodologies were  not  widely  available  to  pretest  health  messages  and 
materials  before  they  were  produced  in  fmal  form.  This  project 
sought  to  develop  cost-effective,  standardized  methodologies  to 
evaluate  health  education  messages  and  over  time,  to  develop  a  bank 
of  data  for  comparing  the  effect  of  different  messages.  With  the 
assistance  of  expert  working  groups,  these  methodologies  for  print 
and  broadcast  testing  were  established.  This  testing  period  has  prov- 
ided a  demonstration  of  the  methodologies  and  a  projection  of  user's 
costs.  The  data  collected  as  part  of  the  broadcast  testing  has  been 
analyzed  to  determine  what  variables  within  a  message  contribute  to 
strong  message  testing  scores.  In  addition,  an  extensive  literature 
review  has  been  completed  which  details  research  conducted  on 
effective  health  messages. 
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ABSTRACT:  This  report  documents  what  experts  learned  between 
1946  and  1971  about  controlling  cancer,  including  prevention, 
screening  and  detection,  diagnosis  and  pretreatment  evaluation,  treat- 
ment, rehabilitation,  and  continuing  care.  The  first  volume  provides 
background  information  on  the  study  of  the  cancer  problem.  The 
second  volume  discusses  the  history  of  scientific  and  technical  ad- 
vances in  cancer  control.  The  third  volume  presents  a  history  of 
programmatic  developments  in  cancer  control.  The  fourth  volume 
consists  of  a  series  of  appendices,  including  a  technical  report  entitled 
"An  Overview  of  Cancer  Control  in  the  Regional  Medical  Pro- 
grams." Also  included  in  the  appendix  is  the  Databank  of  Cancer 
Control,  a  compilation  of  abstracts  of  750  reports. 

DESCRIPTORS:  Cancer,  Bibliography  Feature,  Biomedical  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0283  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CN-55122 
COST    (in  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  "74  through  November  '77 


2040 

AGENCY  SPONSOR:  Public  Health  Service  '  J 

National  Institutes  of  Health 
National  Cancer  Institute 

PROJECT  TITLE:  Integrated  Evaluation  of  Community  Cancer  Care 
Programs  (Two  Phases) 

REPORT  TITLE:  Not  yet  determined  (Phase  II) 
PERFORMER:  University  of  North  Carolina,  Health  Services 
Research  Center,  Chapel  Hill  NC  27514 


PROJECT  OFFICER:  Ford,  Dr.  Leslie;  Rm  7A05,  BLAIR  BIdg; 

301-427-8708 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  The  purpose  of  the  CCOP  Phase  II  is  to  conduct  Nation- 
al Cancer  Institute  (NCI)-approved  treatment  and  other  cancer  con- 
trol clinical  trials  in  the  community  setting.  Fifty-two  Phase  11 
community  clinical  oncology  programs  (CCOPs)  and  17  research 
bases  (NCI-funded  cooperative  groups  and  cancer  centers)  have  been 
funded  for  three  years.  This  project  will  generate  information  to 
determine  what  is  necessary  for  a  CCOP  to  be  successful.  More 
specifically,  questions  will  be  answered  on  incentives  for  primary 
care  physicians  to  participate  in  cancer  control  research;  how  to 
mobilize  the  necessary  patient  population  and  expertise  to  implement 
cancer  control  research;  and  how  to  change  physician  practice  pat- 
terns and  thus  improve  the  health  status  of  the  community.  The 
information  generated  by  this  project  will  primarily  be  used  by 
policymakers  in  the  NCI  to  determine  the  scope  and  and  require- 
ments of  future  community  cancer  control  programs.  The  project 
will  also  generate  information  relating  to  changing  physician  practice 
patterns  and  diffusion  and  adoption  of  new  technology  that  will  be 
useful  to  all  agencies  interested  in  the  transfer  of  state-of-the-art  medi- 
cal technology  in  community  practice.  See  also  PIC  ID  No.  2130. 
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ABSTRACT:  PDQ  is  an  on-line  cancer  information  system  designed  by 
the  National  Cancer  Institute  (NCI)  to  improve  the  nation's  cancer 
care  system.  PDQ  makes  readily  available  to  physicians  the  latest 
information  on  cancer  treatment,  research  protocols,  and  referral 
sources,  all  geographically  indexed  by  region  to  facilitate  its  effective 
application.  Widespread  adoption  of  PDQ  by  members  of  the  medical 
community  may  positively  affect  the  stage  at  which  cancers  are  iden- 
tified, proper  diagnosis,  optimal  treatment,  and  the  rate  of  patient 
accrual  into  clinical  protocols.  The  importance  of  these  factors  indi- 
cates the  need  for  a  thorough  evaluation.  This  evaluation  will  provide 
feedback  with  which  to  modify  and  improve  PDQ.  Physicians  and 
their  information  intermediaries  are  the  focus  of  this  evaluation.  In- 
formation will  be  collected  on  the  technical  performance  of  the  sys- 
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tem,  adopters,  and  nonadopters  of  the  system,  system  use,  and  indica- 
tors of  system  impact.  Data  will  be  gathered  with  a  variety  of  tech- 
niques, including  surveys,  automated  usage  data,  user  panels,  and 
focus  groups. 
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ABSTRACT:  The  rapid  growth  and  diversification  of  the  National 
Cancer  Program  has  created  increasing  needs  for  information  to  sup- 
port program  planning  and  management.  To  meet  these  needs  several 
information  systems  were  independently  developed  in  the  divisions 
and  in  one  office  of  the  institute.  Although  the  systems  were  created 
to  meet  rather  specific  needs  of  various  user  populations,  their 
growth  and  development  were  uncoordinated.  Thus  the  degree  to 
which  the  various  systems  were  redundant  and  provided  accurate 
timely  and  comprehensive  information  was  not  clear.  Nor  was  the 
extent  of  use  and  user  satisfaction.  This  study  was  designed  to  evalu- 
ate the  existing  science  program  information  systems  within  NCI  and 
NIH  in  terms  of  their  content,  quality,  capabilities,  and  usage.  The 
study  approach  was  conducted  by  collecting  and  analyzing  all  availa- 
ble data  on  the  existing  systems.  The  data  were  collected  by  inter- 
viewing the  system  managers  and  a  selection  of  users  throughout 
NCI  and  by  obtaining  all  available  systems  documentation,  example 
outputs,  and  evidence  of  uses.  The  report  highlights  a  number  of 
problems  including  data  overlap  among  systems,  lack  of  comprehen- 
sive data  in  any  single  system,  problems  in  information  currency,  and 
limitations  in  search  capabilities  and  user  documentation.  Study 
recommendations  include  long-,  intermediate-,  and  short-range  ac- 
tions. 
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ABSTRACT:  There  have  been  many  studies  and  articles  regarding 
basic  research.  It  is  through  basic  research  that  problems  are  solved. 
The  manuscript  finalized  under  this  contract  provides  data  for  the 
study  of  the  contribution  of  categorical  research  to  basic  science 
knowledge.  This  manuscript  attempts  to  determine  where  in  history 
categorical  research  has  contributed  to  basic  science  and  provide  a 
balanced  picture  between  categorical  and  basic  research  to  assist  in 
making  decisions  for  future  planning.  This  manuscript  will  serve  the 
entire  National  Cancer  Institute. 
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PROJECT  OFFICER:  Morns,  Julian  M.;  Rrii  (iA25,  BIdg  31; 

301-496-4308 
PROGRAM(S)  EVALUATED 

►  FHS-NIH-BiomcdiCcii  Research-Institute  Specific-Eye 

ABSTRACT:  This  project  evaluated  the  NEI's  planning  and  evaluation 
strategy  and  methodology.  The  first  phase  of  the  project  included  a 
review  of  documentation  and  analysis  of  the  strengths  and  weak- 
nesses of  the  process  of  evaluation  and  planning.  Interviews  were 
conducted  concerning  the  history  and  development  of  the  NEI's 
comprehensive  program  evaluation  and  planning  activity.  The  se- 
cond phase  of  this  project  was  based  on  results  of  the  first  phase,  and 
thereby  sought  to  develop  a  new,  more  highly  structured  comprehen- 
sive evaluation  strategy  to  be  integrated  with  the  planning  process. 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Biomedical  Research 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO  1771  PROJECT  NO:  NEI  80-301 
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ABSTRACT:  The  brief  final  report  presents  the  four  primary  objec- 
tives of  core  grants,  a  short  description  of  the  findings  of  the  evalua- 
tion project,  and  a  list  of  its  results.  The  most  important  of  these 
results  is  that  a  new  set  of  guidelines  has  been  developed  and  pub- 
lished. These  guidelines  include  the  following  changes;  the  objectives 
are  more  clearly  and  precisely  defined,  allowable  costs  are  more 
restrictive,  the  maximum  direct  cost  that  may  be  requested  is  $750,- 
000  over  five  years,  support  is  no  longer  provided  for  pilot  studies  or 
for  adding  new  investigators,  administrative  costs  may  not  exceed 
15%  of  the  direct  costs  each  year,  and  the  eligibility  criteria  have 
been  made  more  restrictive. 
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ABSTRACT:  The  project  evaluated  the  National  Eye  Institute's  Small 
Grants  Programs  to  determine  whether  it  is  achieving  the  goals  for 
which  it  was  designed:  to  support  pilot  projects,  testing  of  new  tech- 
niques, and  feasibility  studies  of  important,  innovative,  and  high  risk 
research-all  of  which  would  provide  a  basis  for  more  extended  re- 
search. The  target  population  of  the  Small  Grants  Program  includes 
clinicians  with  limited  research  experience,  recently  trained  or  less 
experienced  basic  scientists,  investigators  whose  research  careers 
have  been  interrupted  and  are  to  be  resumed,  investigators  changing 
fields  of  research,  investigators  at  minority  institutions  or  located  in 
a  largely  nonresearch  environment,  and  established  investigators 
needing  quick  support  for  a  pilot  project.  The  two  most  important 
goals  of  this  evaluation  were  to  identify  factors  that  should  be  consid- 
ered in  the  review  and  administration  of  small  grants  and  to  assess  the 
impact  of  the  NEI  Small  Grants  Program  on  vision  research.  Specifi- 
cally, the  evaluation  sought  to  examine  the  patterns  of  both  successful 
and  unsuccessful  applicants  to  the  program.  The  evaluation  suggests 
that  the  R03  program  should  be  continued,  particularly  for  the  sever- 
al target  groups  for  whom  the  mechanism  may  be  more  appropriate. 

DESCRIPTORS:  Grant  and  Contract  Management,  Management 
Techniques,  Research  and  Evaluation  Performance,  Research  and 
Evaluation  Planning  and  Administration,  Biomedical  Research 
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REPORT  TITLE:  Summary  and  Critique  of  Available  Data  and  the 
Prevalence  and  Economic  and  Social  Costs  of  Visual 
Disorders  and  Disabilities 
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ABSTRACT:  This  study  was  undertaken  because,  although  there  is  a 
great  deal  of  data  available  about  the  prevalence  and  costs  of  visual 
disorders  and  the  costs  of  medical  and  rehabilitative  care  associated 
with  them,  the  data  are  scattered  and  often  present  apparently  con- 
flicting information.  Emphasis  in  the  past  has  been  placed  on  blind- 
ness with  passing  attention  given  to  other  visual  disorders.  Through 
a  thorough  and  critical  analysis  of  all  available  data  and  their  sources, 
it  has  been  possible  to  identify  strengths  and  weaknesses  of  the  availa- 
ble information  and  thus  to  achieve  a  better  understanding  of  the 
national  distributions  related  to  a  variety  of  visual  disorders.  The  data 
have  enabled  NEI  to  begin  to  relate  research  needs  and  priorities  to 
the  social  and  economic  impacts  of  eye  disorders  on  society.  This 
report  provides  background  for  the  National  Advisory  Eye  Council's 
second  major  planning  report  and  is  being  used  by  NEI  as  a  basis  for 
further  development  of  program  and  evaluation  plans.  (Final  report 
375  pages.) 

DESCRIPTORS:  Biomedical  Research,  Morbidity  and  Mortality, 
Health  Planning,  Research  and  Evaluation  Planning  and  Administra- 
tion, Literature  Review  Feature,  Economic  Analysis  Feature,  Com- 
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ABSTRACT:  This  project  completed  the  evaluation  begun  by  Project 
NEI  76-1.  This  final  phase  of  the  NEI's  second  comprehensive  pro- 
gram evaluation  and  planning  activity  was  completed  in  April  1978 
when  "Vision  Research-A  National  Plan:  1978-1982"  was  published. 
This  report  and  its  predecessor,  "Support  for  Vision  Research" 


(NEI-76-1),  were  based  on  the  FY  1975  council  report  "Vision  Re- 
search Program  Planning"  published  in  Spring  1975.  The  public  re- 
sponse to  the  latter  document  indicated  the  need  for  preparation  of 
a  more  complete,  detailed,  and  far-reaching  report,  yet  one  that  re- 
tained the  original's  essential  philosophy,  principles,  and  approach. 
Volume  One  of  this  report  contains  a  summary  of  the  National  Advi- 
sory Eye  Council's  latest  evaluation  of  the  national  vision  research 
program,  its  recommendations  for  program  development,  and  a  dis- 
cussion of  important  cross-cutting  policy  and  administrative  issues 
facing  the  National  Eye  Institute.  Volume  Two  presents  the  complete 
reports  of  six  panels  of  experts  convened  by  the  Council  to  assist  in 
the  evaluation  and  planning  of  the  NEI's  research  and  research  train- 
ing programs.  Finally,  Volume  Three  presents  the  extensive  evalua- 
tive data  on  vision  research  supported  in  the  United  States  that  served 
as  an  important  and  informative  resource  for  the  work  of  the  panels 
and  the  council.  See  also  PIC  ID  No.  1239.1. 
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ABSTRACT:  This  project  increased  the  effectiveness  and  efficiency  of 
the  National  Eye  Institute  in  carrying  out  its  mission  by  justifying  the 
appropriate  level  of  federal  support  for  vision  research,  identifying 
major  needs  and  opportunities  in  vision  research  and  establishing 
program  and  funding  priorities,  promoting  stability  and  contin-iity  in 
vision  research  funding  and  achieving  program  balance,  speeding 
progress  toward  achieving  NEI  program  goals,  and  demonstrating 
accountability  for  expenditure  of  tax  dollars.  The  project  provided 
the  managers  of  NEI  and  the  council  with  a  useful  evaluation  of  how 
well  the  NEI  was  meeting  its  program  objectives  and  furnished  them 
with  a  detailed  guide  for  future  program  development.  The  project 
better  defined  the  goals  and  objectives  of  NEI  programs,  encouraged 
scientists  to  work  in  areas  considered  opportune  by  the  best  minds  in 
the  field,  helped  the  council  make  program-relevant  judgments  con- 
cerning what  grants  NEI  should  fund,  and  served  as  a  source  docu- 
ment for  a  wide  variety  of  managerial  purposes.  The  evaluation  of 
NEI's  program  included  analysis  of  data  related  to  the  support  of 
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vision  research  in  the  United  States;  discussion  of  progress  toward 
fulfiUing  the  recommendations  in  the  previous  national  plan  (1978- 
1982);  redefining  and  ranking  program  objectives;  examining  the  pro- 
gram; assessing  the  state  of  the  art,  accomplishments,  research  needs, 
and  possible  approaches  in  vision  research.  See  also  PIC  ID  No.  1 239. 
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ABSTRACT:  Continued  collection  and  analysis  of  data  on  blood  re- 
sources are  required  to  assess  the  effects  of  blood  resources  research 
programs  and  to  plan  research  directions.  Previous  data  collection 
efforts  were  forced  to  rely  upon  surveys  of  the  blood  services  com- 
munity because  no  relevant  databases  existed.  The  advent  of  prospec- 
tive reimbursement  programs  and  standardization  in  health  provider 
billing  and  reporting,  provided  the  institute  with  an  opportunity  to 
plan  for  the  use  of  these  standardized  systems  as  blood  resources  data 
sources.  This  project  identified  the  ways  in  which  the  new  data 
systems  could  be  used  and  specified  the  ways  in  which  they  could  be 
modified  to  meet  the  information  needs  of  the  institute. 
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ABSTRACT:  The  National  Heart  Lung  and  Blood  Institute  Special- 
ized Centers  of  Research  (SCORS)  programs  are  large  center  grant 
programs  directed  toward  research  in  areas  of  recognized  need.  Each 
of  the  individual  centers  in  a  SCORS  program  is  intended  to  provide 
a  coordinated,  multidisciplinary  approach  to  problems  associated 
with  the  etiology,  pathogenesis,  diagnosis,  treatment,  and/or  preven- 
tion of  the  condition  on  which  the  program  is  focused.  Individual 
SCORS  are  expected  to  include  both  basic  and  human  clinical  re- 
search and  refiect  a  central  theme.  In  the  aggregate,  the  individual 
SCORS  in  a  program  are  expected  to  comprise  a  collective  program 
that  is  coordinated  by  the  NHLBI.  A  number  of  senior  researchers 
with  interests  in  areas  currently  receiving  SCORS  program  support, 
working  with  the  Extramural  Division  directors  of  the  NHLBI  and 
the  associate  director  for  the  Institute  for  Scientific  Program  Opera- 
tion, developed  a  list  of  criteria,  all  of  which  they  believe  should  be 
met  before  continuing  SCORS  program  support  in  a  research  area. 
At  present  the  NHLBI  does  not  have  an  established  methodology  for 
examining  each  of  the  criteria  for  its  several  SCORS  programs.  This 
project  will  develop  measures  for  each  of  the  criteria  that  will  assist 
the  NHLBI  director  and  the  Extramural  Divisions  directors  in  deter- 
mining whether  to  continue  existing  SCORS  programs  and  in  select- 
ing alternative  areas  for  SCORS  support. 

DESCRIPTORS:  Biomedical  Research,  Grant  and  Contract  Manage- 
ment 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2542  PROJECT  NO:  NHLBI  85-402 

FUND  SOURCE:  Other  NTIS  NO:  Not  yet  determined 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  86-$50 
STATUS:  Study  in  process 

START/END  DATES:  March  "85  through  September  '88     "■•  ■ 


2052 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  Progress  in  Hypertension  and 
Pulmonary  Research 


PROJECT  DESCRIPTIONS  753 


Accession  No.  2052 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


REPORT  TITLE:  Bibliographic  Methods  for  the  Evaluation  of 

Trends  in  Pulmonary  and  Hypertension  Research 
PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike. 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Roth,  Dr.  Carl  A.;  Rm  5A11,  BIdg  31; 

301-4Q6-3620 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  In  1972.  through  the  National  Heart.  Blood  Vessel, 
Lung,  and  Blood  Act,  the  institute  was  given  increased  mandates  in 
a  number  of  research  areas.  This  evaluation  project  focused  on  assess- 
ing progress  since  the  act  in  hypertension  and  pulmonary  research. 
The  project  used  bibliographic  and  citation  analysis  methods  to  deve- 
lop its  measures.  Prior  to  this  project,  such  analyses  had  relied  solely 
on  subjective  judgments  by  eminent  professionals.  Interest,  though, 
increased  in  augmenting  such  judgments  with  quantitative  measures 
developed  from  analysis  of  journal  publications.  Such  analyses  ap- 
peared to  be  the  best  quantitative  surrogate  for  measuring  research 
progress.  The  Office  of  the  Director,  NIH,  supported  such  analysis 
of  NIH-sponsored  publication.  This  project  surpassed  then-current 
efforts  by  focusing  in  detail  on  three  specific  research  areas.  In  par- 
ticular, the  project  sought  to  determine  if  institute  actions  following 
the  enactment  of  the  1972  legislation  have  led  to  quantifiable  progress 
in  the  research  areas.  The  questions  answered  indicated  whether 
institute  efforts  have  led  to  such  progress  and  enabled  the  institute  to 
take  actions  to  progress.  The  results  show  that  changes  that  correlate 
NHLBI  activities  have  taken  place. 
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ABSTRACT:  Four  thousand  adults  participated  in  two  national  proba- 
bility telephone  surveys  in  1983  and  1986  to  assess  attitudes  and 
knowledge  about  heart  disease  risk  from  high  blood  cholesterol  levels 
and  the  public's  efforts  to  lower  blood  cholesterol  levels.  The  per- 
centage of  adults  who  believed  that  reducing  high  blood  cholesterol 


levels  would  have  a  large  effect  on  heart  disease  increased  from  64% 
in  1983  to  72%  in  1986,  so  that  the  importance  attached  to  reducing 
high  blood  cholesterol  levels  approached  that  attributed  to  reducing 
smoking  and  high  blood  pressure.  In  1983,  35%  of  adults  reported 
that  they  had  their  cholesterol  levels  checked  versus  46%  in  1986.  In 
both  years,  diet  changes  were  most  frequently  chosen  as  ways  to 
control  the  blood  cholesterol  level;  reducing  dietary  fat  was  believed 
to  be  as  important  as  reducing  dietary  cholesterol.  By  1986,  23%  of 
adults  reported  that  they  made  dietary  changes  specifically  to  lower 
their  blood  cholesterol  level,  an  increase  from  14%  in  1983. 

DESCRIPTORS:  Biomedical  Research,  Heart  Disease,  Survey  or  Ques- 
tionnaire Feature.  Preventive  Health  Care.  Statistical  Data  Feature 
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ABSTRACT:  This  project  assisted  the  institute  in  its  efforts  to  evaluate 
the  impacts  of  the  Hypertension  Detection  and  Follow-Up  Program 
(HDFP).  The  evaluation  mainly  centered  on  the  potential  impacts  of 
the  clinical  trial  results  on  policy  and  on  clinical  practice  as  well  as 
on  the  related  areas  of  public  knowledge  of  hypertension,  and  on  the 
perception  of  the  public  and  the  various  professional  communities  of 
the  benefits  of  treating  high  blood  pressure.  Five  working  groups 
developed  background  papers  for  the  Conference  on  the  Implications 
of  the  Hypertension  Detection  and  Follow-up  Program  held  in  Be- 
thesda. Maryland,  in  1981.  The  background  papers  identified  and 
analyzed  issues  relating  to  the  results  of  HDFP,  economics,  health 
care  delivery,  definitions  of  hypertension,  and  treatment.  Using  these 
background  papers,  the  conferees  developed  recommendations  in- 
cluding further  analysis  of  existing  HDFP  data;  basic  research  to- 
ward primary  prevention;  new  studies  of  drug  and  nondrug  therapy; 
the  establishment  of  databases  for  tracking  and  treatment  of  hyperten- 
sion; the  development  of  a  consensus  on  standards  for  detection, 
referral,  treatment  goals,  and  quality  control  procedures;  determina- 
tion of  the  role  of  care  models  in  the  delivery  of  health  services;  and 
the  communication  of  specific  messages  for  the  public,  patients,  inter- 
est groups,  policymakers,  third-party  payers,  and  providers.  NIH 
Pub.  No.  81-1088.  (Final  report  24  pages  plus  appendices.) 
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ABSTRACT:  This  study  recognized  the  need  to  maximize  the  effec- 
tiveness of  clinical  trial  coordinating  centers.  The  annual  costs  of 
ongoing  NHLBI  coordinating  centers  totaled  more  than  four  million 
dollars  in  the  late  1970s.  These  coordinating  centers  alone  usually 
accounted  for  10%-15%  of  the  annual  budget  of  clinical  trials  and  a 
single  clinical  trial  cost  as  much  as  12  million  dollars  per  year.  Fur- 
thermore, these  large-scale  clinical  trials  were  likely  to  become  more 
expensive  due  to  inflationary  pressures  and  public  resolve  to  deal 
finally  and  effectively  with  heart  and  vascular  diseases.  The  specific 
objectives  to  be  achieved  by  this  project  were  as  follows:  (1)  the 
formulation  and  clear  understanding  of  coordinating  center  policies, 
objectives,  roles,  responsibilities,  and  authority;  and  (2)  the  establish- 
ment of  baseline  cost  and  other  coordinating  center  management  data 
for  initiating,  planning,  operating  and  evaluating  clinical  trials.  The 
criteria  or  bases  of  planning  and  evaluation,  the  guidelines  for  apply- 
ing these  criteria,  and  the  mechanism(s)  for  performing  them  as  ad- 
dressed by  this  project  were  used  by  NHLBI  advisory  committees, 
contract  and  grant  review  committees,  NHLBI  staff,  and  the  steering 
committees  of  NHLBI  clinical  trials. 

DESCRIPTORS:  Biomedical  Research,  Clinical  Trials  Feature,  Heart 
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STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  In  recent  years,  the  concept  that  coronary  heart  disease 
prevention  should  start  in  childhood  has  attracted  increasing  atten- 
tion. Statements  by  various  expert  committees  and  organizations 
(e.g.,  the  Joint  National  Commission  on  Prevention  and  Control  of 
Hypertension,  the  NIH  Consensus  Panel  on  Lowering  Blood  Choles- 
terol, and  the  American  Heart  Association)  all  advocate  identifica- 
tion and  intervention  in  coronary  heart  disease  risk  factors  in 
childhood.  The  project  will  survey  by  telephone  a  representative 
sample  of  pediatricians,  family  medicine  physicians,  and  general  prac- 
titioners to  assess  their  attitudes,  knowledge,  and  practice  in  the  area 
of  coronary  heart  disease  prevention  and  risk  factor  detection  and 
modification  in  children.  Results  of  the  survey  will  be  used  for  plan- 
ning purposes  and  to  evaluate  professional  educational  needs. 

DESCRIPTORS:  Heart  Disease,  Child  Development,  Survey  or  Ques- 
tionnaire Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Research  and  Data  Development 
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301-496-9380 
PROGRAM(S)  EVALUATED: 
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and  Blood 

ABSTRACT:  This  project  sponsored  a  working  conference  (December 
1978)  on  coronary  prone  behavior  (CPB).  It  was  anticipated  that  the 
output  of  this  conference  would  be  (1)  a  clearly  delineated  position 
on  each  aspect  of  the  CPB  problem  in  terms  of  the  value  of  the 
research  done  to  date;  (2)  the  legitimacy  and  validity  of  the  conclu- 
sions based  upon  this  research;  (3)  a  critical  and  objective  review  of 
the  statistical  procedures  and  design  employed  in  the  studies;  (4)  an 
intensive  analysis  of  the  theoretical  underpinnings  of  the  CPB  con- 
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cepts  from  physiological,  cardiological,  psychological,  sociological, 
anthropological,  and  epidemiological  standpoints;  (5)  whether  inter- 
vention studies  are  yet  justifiable  on  the  basis  of  existing  research 
findmgs;  and  (6)  a  synthesis  of  these  data  combined  with  recommen- 
dations for  activities  in  this  area. 

DESCRIPTORS:  Heart  Disease,  Biomedical  Research,  Preventive 
Health  Care 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO  1760  PROJECT  NO  NHLBI  79-307 
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Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  December  "78  through  September  '80 


2058 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  the  Impact  of  the  Coronary 
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REPORT  TITLE:  Determination  of  Medical  Practice  Regarding 
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Measurements  of  Practice  before  Release  of  the  CPPT 

PERFORMER:  National  Capitol  Systems,  Inc.,  5205  Leesburg  Pike, 
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PROJECT  OFFICER:  Roth,  Carl  and  Goor,  Ronald;  Rm  5A11,  BIdg 
31;  302-496-3620 

PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  This  evaluation  provided  baseline  data  to  enable  the 
institute  to  determine  the  impact  of  the  Coronary  Primary  Prevention 
Trial  (CPPT)  on  clinical  practice  and  to  determine  effective  ways  to 
disseminate  clinical  trial  results  to  the  medical  community.  A  random 
sample  of  1,610  physicians  in  the  continental  United  States  was  inter- 
viewed in  fall  1983  to  ascertain  their  knowledge,  attitudes,  and  prac- 
tices regarding  coronary  heart  disease  risk  factors.  The  baseline 
results  were  compared  with  data  collected  in  a  follow-up  survey  of 
physicians.  (Final  report  196  pages;  executive  summary  2  pages.) 

DESCRIPTORS:  Biomedical  Research,  Heart  Disease,  Clinical  Trials 
Feature,  Medical  Practice 
STUDY  TYPE:  Program  Impact 
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ABSTRACT:  The  overall  purpose  of  this  evaluation  project  was  to 
determine  the  state  of  knowledge  of  the  realized  and  potential  impact 
of  emergency  medical  systems  toward  reducing  the  toll  of  sudden 
death  from  cardiovascular  disease  in  the  United  States.  The  study 
determined  the  extent  and  nature  of  analyses  already  performed  in 
various  sections  of  the  United  States  on  the  effects  of  prehospital 
emergency  medical  facilities  and  services.  In  addition,  the  project 
documents  the  past  and  ongoing  relevant  data  collection  activities  as 
well  as  already  available  data  in  those  areas  of  the  country  that  (1) 
have  improved  or  upgraded  emergency  medical  facilities  during  the 
1970s;  or  (2)  have  not  significantly  changed  their  prehospital  emer- 
gency medical  systems  over  that  period.  The  project  assisted  the 
sponsoring  agencies  (NHLBI  and  Department  of  Transportation)  to 
determine  whether  longitudinal  studies  to  assess  impact  were  re- 
quired, and  if  so,  to  identify  those  areas  where  sufficient  data  existed 
to  determine  the  efficacy  of  the  efforts.  The  Department  of  Transpor- 
tation contributed  $72K  to  this  project. 
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ABSTRACT:  This  project  evaluated  the  effectiveness  of  community 
health  centers'  hypertension  detection  in-service  training  programs 
and  monitoring  of  blood  pressure  measurement  techniques.  After 
baseline  data  were  collected,  follow-up  data  were  gathered  between 
three  and  one-half  and  four  and  one-half  years  later.  One  of  the  major 
findings  was  that,  for  patients  with  elevated  diastolic  blood  pressure 
(i.e.,  higher  than  90  mm  Hg)  at  the  beginning  of  the  program,  there 
was  an  average  12.6  mm  Hg  decrease  by  the  end  of  the  study.  In 
addition,  the  quality  of  blood  pressure  measurements  in  the  clinics 
improved.  One  inde.x  for  blood  pressure  measurement  quality  is  that 
if  the  recording  of  zero  as  the  final  digit  is  excessive,  then  blood 
pressure  measurement  is  poor.  The  percentage  of  blood  pressure 
readings  recorded  as  ending  in  zero  declined  from  49%  in  1982  to 
31%  in  1986.  This  latter  figure  approaches  values  in  large  surveys 
with  carefully  trained  and  monitored  technicians  and  nurses.  For 
additional  information  contact  the  agency. 
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ABSTRACT:  The  Behavioral  Medicine  Branch  has  sought  to  encour- 
age researchers  and  clinicians  to  consider  biobehavioral  factors  and 
optimization  of  the  preventive,  diagnostic,  therapeutic,  and 
rehabilitative  approaches  to  cardiovascular  disease.  This  project  is 
evaluating  three  major  program  directions:  the  use  of  cardiovascular 
instrumentation  in  biobehavioral  investigations  of  cardiovascular  dis- 
ease; the  experimental  designs  employed  in  the  research;  and  the 
integration  of  results  from  neurobiological  studies  of  the  cardiovascu- 
lar system.  A  working  conference  on  circulation,  neurobiology  and 
behavior  was  held  as  part  of  the  evaluation  project.  The  conference 
brought  together  researchers  from  several  disciplines  to  investigate 
the  interrelationship  of  the  nervous  system,  cardiovascular  regulation 
and  behavior.  The  proceedings  of  this  conference  were  published  in 
Summer  1982.  Another  working  conference  on  cardiovascular  in- 
strumentation and  its  applicability  to  biobehavioral  research,  held  in 
Spring  1982,  brought  together  bioengineers,  physiologists,  and 
behavioral  scientists  working  on  cardiovascular  processes.  The 
evaluation  portion  of  the  meeting  resulted  in  recommendations  to  the 
biobehavioral  research  community  concerning  the  most  advanced 
technologies  available  to  them.  The  final  portion  of  this  project  will 
be  incorporated  into  a  working  group  on  experimental  design  and 
research  methodology  issues  unique  to  biobehavioral  research. 
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Central  Laboratories 

REPORT  TITLE:  Evaluation  of  Central  Laboratories  Serving  NHLI 

Clinical  Trials,  June  1975-August  1975 
PERFORMER:  Division  of  Heart  and  Vascular  Diseases,  Bethesda 
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301-496-3620 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood; 

PHS-CDC-Technology  Development-Laboratory 
Improvement 

ABSTRACT:  The  roles  played  by  central  laboratories  associated  with 
the  National  Heart  and  Lung  Institute  (NHLI)  clinical  trials  are 
reviewed.  The  laboratories  studied  were  located  at  the  Centers  for 
Disease  Control  (CDC)  in  Atlanta,  Georgia;  Northwestern  Universi- 
ty Medical  Center  in  Chicago,  Illinois;  Bioscience  Laboratories  in 
Van  Nuys,  California;  and  the  Institutes  of  Medical  Sciences  in  San 
Francisco,  California.  Each  laboratory  director  provided  information 
about  sample  handling,  data  management,  quality  control  proce- 
dures, and  test  methods.  On-site  visits  were  conducted  for  discussions 
with  laboratory  staff  and  review  of  operations.  It  was  found  that  all 
four  central  laboratories  have  collected  and  handled  large  numbers 
of  specimens  satisfactorily;  the  CDC  laboratory  attained  greater 
precision  than  the  other  laboratories,  but  no  striking  differences  are 
apparent  in  other  precision  levels.  All  four  central  laboratories  were 
found  to  have  instrumentation,  space,  and  other  facilities  adequate  for 
the  performance  of  their  contract  responsibilities.  All  of  the  laborato- 
ries have  competent  staff,  but  the  depth  of  staff  varies.  The  central 
laboratories  appear  to  have  had  their  main  difficulties  in  relating  to 
various  committees  within  the  institution,  rather  than  in  dealing  with 
the  users  of  services.  (Final  report  121  pages.) 
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tion 

STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0569  PROJECT  NO:  NHLBI  73-5A 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  SHR-0001350 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  05-$23 


PROJECT  DESCRIPTIONS 


757 


Accession  No.  2062 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


STATUS:  Study  completed, 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  May  "75  through  August  '75 


2063 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  Clinical  Trial  Self-Reported  Dietary 
Adherence  Measurements  Using  Biochemical  Methods 

REPORT  TITLE:  Evaluation  of  Clinical  Trial  Self-Reported  Dietary 

Adherence  Measurements  Using  Biochemical  Methods 
PERFORMER:  Center  for  Environmental  Health.  1600  Clifton 

Road.  Atlanta  GA  30333 
PROJECT  OFFICER:  Farrand,  Marilyn  E.;  Rm  6A08A.  FED  Bldg; 

301-496-3503 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  This  project  had  two  purposes.  It  evaluated  and  validat- 
ed (using  biochemical  methods  for  determining  lipid  content  of  blood 
sera)  the  various  self-reported  measurement  techniques  for  assessing 
long-term  dietary  adherence  developed  and  relied  upon  in  the  Multi- 
ple Risk  Factor  Intervention  Trial  (MRFIT).  Second,  using  the  blood 
samples  gathered  to  evaluate  adherence,  the  overall  nutritional  status 
of  trial  participants  was  evaluated  (using  biochemical  methods  in  use 
in  the  Health  and  Nutrition  Examination  Survey,  HANES).  A  com- 
parison of  serum  cholesterol  ester  fatty  acid  values  in  the  identified 
dietary  adherence  subgroups  was  made.  The  overall  nutritional  status 
of  the  same  subgroups  was  evaluated  principally  to  obtain  evidence 
that  a  prudent  fat-controlled  dietary  pattern  is  nutritionally  sound  for 
long-term  use.  This  evaluation  will  assist  NIH  in  formulating  and 
adjusting  future  public  policy  recommendations  regarding  American 
dietary  patterns  and  goals  for  the  1980s.  Results  will  be  disseminated 
principally  through  publications  in  scientific  journals  and  periodic 
official  institute  reports. 
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PROJECT  TITLE:  Evaluation  of  Health  Hazard  Appraisal  Strategies 
in  Industrial  Cardiovascular  Risk  Factor  Reduction  Programs 

REPORT  TITLE:  Evaluation  of  Health  Hazard  Appraisal  Strategies 
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PERFORMER:  Dynamac  Corporation,  Inc.,  11140  Rockville  Pike, 

Rockville  MD  20852 
PROJECT  OFFICER:  Roccella,  Edward  J.;  Rm  4A05,  Bldg  31; 

301-496-0554 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  This  project  identified  and  described  the  types  of  health 
hazard  appraisal  (HHA)  programs  used  in  industry  and  the  extent  to 
which  HHA  has  impact  on  cardiovascular  risk  reduction.  It  describes 
the  industry  approaches  to  document  changes  in  work  loss  days, 
insurance  premiums,  and  morbidity  and  mortality  rates  relating  to 
HHA  efforts  as  well  as  the  cost  of  administering  health  hazard  ap- 
praisal programs.  A  survey  has  been  conducted  and  the  data 
analyzed.  Although  the  prevalence  of  HHA  use  is  low,  its  use  is 
growing.  On  the  other  hand  smoking  cessation  programs  and  high 
blood-pressure  control  efforts  have  been  clearly  established  in  the 
nation's  businesses  and  have  gained  wide  acceptance  in  efforts  to 
control  cardiovascular  disease.  Nutrition  education  programs  have 
not  penetrated  the  work  setting  as  well  as  nonsmoking  education  or 
high  blood-pressure  programs,  but  they  are  clearly  established. 

DESCRIPTORS:  Preventive  Health  Care,  Heart  Disease,  Survey  or 
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PROJECT  TITLE:  Evaluation  of  Hyperlipoproteinemia  Dietary 
Manuals  and  Physician  Handbook 

REPORT  TITLE:  Evaluation  of  Hyperlipoproteinemia  Dietary 

Manuals  and  Physician  Handbook 
PERFORMER:  KOBA  Associates,  Inc.,  1156  15th  Street  N.W., 

Washington  D.C.  20005 
PROJECT  OFFICER:  Ernst,  Nancy  D.;  Rm  210,  FED  Bldg; 

301-496-2533 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  Dietary  intervention  is  the  recommended  initial  treat- 
ment for  hyperlipoproteinemia.  In  many  cases,  diet  alone  is  sufficient 
to  return  lipids  to  normal  levels.  Even  if  drug  therapy  is  necessary, 
diet  should  be  continued  since  the  effects  of  diet  and  drugs  are  addi- 
tive. In  1971,  the  NHLBI  developed  booklets  for  dietary  manage- 
ment of  hyperlipoproteinemia.  The  effort  was  undertaken  to  satisfy 
a  need  for  practical  and  effective  dietary  guidelines  that  were  specific 
for  each  of  the  five  types  of  hyperlipoproteinemia.  About  8  million 
of  these  booklets  were  duplicated  in  many  local  and  regional  hospitals 
diet  manuals  and  have  been  transcribed  into  several  languages.  The 
NHLBI  undertook  the  evaluation  to  determine  the  effectiveness  of 
the  format,  content,  and  distribution  of  the  booklets.  The  populations 
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surveyed  included  known  physician/dietitian  users  and  their  patients 
and  potential  physician/dietitian  users.  The  information  was  used  in 
assessing  the  overall  effort  and  in  making  appropriate  modifications. 

DESCRIPTORS:  Heart  Disease,  Medical  Practice,  Consumer  Evalua- 
tion Feature 
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PROJECT  TITLE:  Evaluation  of  Regimen  Compliance  in  Long-Term 
Clinical  Trials 

REPORT  TITLE:  Evaluation  of  Regimen  Compliance  in  Long-Term 

Clinical  Trials  (Four  Reports) 
PERFORMER:  University  of  Maryland,  School  of  Medicine, 

Baltimore  MD  21201 
PROJECT  OFFICER:  Friedman,  Dr.  Lawrence  M.;  Rm  216,  FED 

Bldg;  301-496-4323 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  This  project  evaluated  patient  and  staff  compliance  in 
two  long-term  clinical  trials  of  medications  to  prevent  recurrent  heart 
attacks:  the  Aspirin  Myocardial  Infarction  Study  (AMIS)  and  Beta 
Blocker  Heart  Attack  Trials  (BHAT).  The  evaluation  focused  on  two 
facets  of  compliance:  (1)  the  extent  to  which  patients  were  taking 
their  medication  as  prescribed  and  (2)  the  extent  to  which  clinic  staff 
were  adhering  to  protocol  in  encouraging  and  measuring  patient 
compliance.  Phase  I  consisted  of  field  data  collection.  Phase  II  con- 
sisted of  a  series  of  papers  addressing  issues  of  compliance.  The 
purpose  of  this  project  was  to  develop  methods  for  determining  the 
adequacy  of  the  various  measures  of  compliance  used  in  the  two  trials 
(blood  and  urine  tests,  pill  counts,  patient  representations,  and  staff 
assessments)  and  to  apply  these  methods  in  evaluating  compliance 
data  routinely  collected  in  the  trials.  The  four  reports  available  from 
PIC  are  "How  Blind  Was  the  Patient  Blind  in  AMIS?"  ("Clinical 
Pharmacology  and  Therapeutics"  Vol.  32,  1982);  "Issues  in  Medica- 
tion Adherence  Assessment  in  Clinical  Trials  of  the  National  Heart, 
Lung,  and  Blood  Institute"  ("Controlled  Clinical  Trials"  Vol.  5, 
1984);  "Participation  in  a  Clinical  Trial:  The  Patients'  Point  of  View" 
("Controlled  Clinical  Trials"  Vol.  6,  1985);  and  "Assessment  of  Dou- 
ble-Blindness at  the  Conclusion  of  the  Beta-Blocker  Heart  Attack 
Trial"  ("JAMA"  Vol.  253,  1985). 
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PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  The  National  Sickle  Cell  Disease  Program  was  initiated 
in  1972  as  a  major  collaborative  effort  to  accelerate  research  in  and 
to  improve  diagnostic  techniques,  education  and  treatment  for  the 
disease.  The  Heart,  Lung,  and  Blood  Institute  within  the  National 
Institutes  of  Health  (NIH)  was  named  as  the  lead  agency  with  respon- 
sibility for  the  coordination  of  the  national  program.  The  purpose  of 
this  project  was  to  evaluate  a  major  component  of  the  national  pro- 
gram, the  Sickle  Cell  Education  Program.  The  education  program 
was  created  to  increase  public  awareness  and  understanding  about 
sickle  cell  anemia  and  trait.  The  program  attempted  to  remove  public 
misconceptions  and  increase  public  awareness  of  the  problem  by 
sponsoring  continuing  education  programs  at  centers  and  clinics  and 
providing  factual  information  through  films,  lectures,  workshops, 
seminars,  tutorial  conferences  and  printed  material.  Questionnaires 
were  administered  to  the  three  target  populations:  those  populations 
at  risk,  the  medical  community,  and  the  general  public.  The  resulting 
data  were  analyzed  using  the  Statistical  Package  for  the  Social 
Sciences  (SPSS)  and  discussed  at  length  in  the  final  report.  This 
project  has  evaluated  the  program's  progress  and  strategies,  empha- 
sizing the  effectiveness  of  the  program  for  each  of  the  target  popula- 
tions. The  project  also  has  outlined  areas  for  emphasis  and  developed 
baseline  data  on  the  target  populations'  awareness  and  behavior  of  the 
disease. 
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ABSTRACT:  The  Statewide  Hypertension  Coordination  Program  was 
initialed  in  response  to  a  congressional  mandate  to  determine  whether 
coordination  of  state  activities  related  to  hypertension  detection  and 
control  could  cause  major  changes  not  only  in  hypertension  status, 
but  also  in  the  morbidity  and  mortality  of  diseases  linked  to  elevated 
blood  pressure.  In  1977,  California,  Connecticut,  Maryland,  and 
South  Carolina  received  funding  for  the  program.  Georgia,  Maine, 
and  Michigan  joined  the  program  in  1979.  The  project  included  an 
independent  assessment  of  the  program,  across-state  comparisons, 
and  an  exmination  of  statewide  coordination  and  service  delivery  in 
states  that  were  not  participating  in  the  program  (Alabama,  New 
Hampshire,  and  Ohio).  The  report  concludes  that  the  long-term  bene- 
fits of  the  program  were  greater  visibility  and  credibility  for  the 
states'  hypertension  control  programs,  increased  public  and  profes- 
sional awareness  concerning  hypertension,  the  wealth  of  data  from 
the  surveys,  and  knowledge  about  links  with  the  organizations  in- 
volved in  the  hypertension  control  system. 
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PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  Clinical  Investigator  Award  (CIA)  programs  have  been 
widely  adopted  at  NIH  as  a  means  to  attract  young  physicians  to 
research  careers.  Since  the  first  cohort  of  NHLBI  awardees  complet- 
ed their  award  terms  in  June  1985,  a  follow-up  evaluation  was 
planned  to  expand  upon  those  program  performance  indicators  and 
comparisons  included  in  the  summer  1983  NHLBI  study.  Outside 
consultants  knowledgeable  and  experienced  in  bibliometric  tech- 
niques and  biomedical  manpower  techniques  and  biomedical  man- 
power issues  were  to  determine  the  feasibility  of  acquiring  the  data 
necessary  for  the  planned  measures  and  comparisons  within  a  reason- 
able budget.  Small-scale  data  collection  and  analyses  efforts  were 
planned  where  issues  of  feasibility  and  economy  of  data  arose.  This 
project  was  terminated  prior  to  completion. 
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ABSTRACT:  This  project  evaluated  the  effect  of  sickle  cell  counseling 
programs  conducted  as  part  of  the  National  Sickle  Cell  Disease  Pro- 
gram. The  project  focused  on  the  psychosocial  effects  of  counseling 
related  to  counselees'  feelings,  attitudes  and  behavior.  The  two-year 
study  was  both  prospective  and  longitudinal  in  design,  relying  on 
survey  questionnaires,  interviews  and  structured  observation  me- 
thodology. The  data  was  collected  from  federally  funded  compre- 
hensive sickle  cell  centers  and  screening  and  education  clinics  and 
consisted  of  three  major  types  of  information:  (I)  profiles  of  centers 
and  clinics  counseling  programs-e.g.,  methodology  and  training;  (2) 
information  related  to  the  counselees'  feelings,  attitude,  behavior  pri- 
or to,  immediately  after,  and  one  year  following  counseling;  and  (3) 
information  related  to  the  counselor— e.g.,  his/her  orientation  and 
expectations  for  counseling,  attitudes  and  feelings  about  sickle  cell 
trait  and  disease.  A  data  collection  was  completed,  and  a  written 
report  is  being  finalized. 
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tudes and  Public  Opinion,  Counseling,  Morbidity  and  Mortality, 
Blood  Disease,  Genetics 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  the  DBDR  Erythropoietin  Program 

REPORT  TITLE:  Evaluation  of  the  Erythropoietin  Program  of  the 
Division  of  Blood  Diseases  and  Resources,  National  Heart, 
Lung,  and  Blood  Institute 

PERFORMER:  Division  of  Blood  Diseases  and  Resources,  Bethesda 
MD  20205 

PROJECT  OFFICER:  Ball,  Dr.  Anne  P.;  Rm  5A12B,  FED  BIdg; 

301-496-5911 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  Erythropoietin  is  a  hormone  that  stimulates  red  cell  pro- 
duction and  is  important  to  the  institute's  blood  diseases  research 
program.  The  objective  of  this  project  was  to  evaluate  the  division's 
erythropoietin  program  with  regard  to  procurement  of  urine,  purifi- 
cation of  the  hormone,  and  distribution  to  the  scientific  community. 
A  working  group  of  expert  consultants  examined  existing  program 
records,  evaluated  the  then-current  status  of  research,  and  made 
recommendations  for  the  future  of  the  program.  The  experts  conclud- 
ed that  NHLBI  should  continue  support  of  the  procurement,  purifica- 
tion, and  distribution  of  human  urinary  EP  until  another  source  is 
available.  Top  priority  should  be  given  to  the  identification  of  a  small 
number  of  high-yield  patients  in  the  United  States.  The  support  mech- 
anism for  this  activity  should  be  a  contract  in  order  to  maintain 
quality  and  cost  control  and  to  encourage  commercial  entry  into  the 
field.  The  cost  of  the  program  should  be  shared  by  the  National 
Cancer  Institute  and  the  National  Institute  of  Arthritis,  Diabetes,  and 
Digestive  and  Kidney  Diseases  because  their  grant  programs  are 
dependent  upon  the  availability  of  this  hormone. 

DESCRIPTORS:  Biomedical  Research,  Blood  Bank 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1767  PROJECT  NO:  NHLBI  80-309 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  Evaluation  of  the  Framingham  and  Other  CHD 
Risk  Models  in  a  Large  National  Cohort:  Phase  II, 
Supplementary  Data  Collection  and  Analysis 

REPORT  TITLE:  Evaluation  of  the  Framingham  and  Other  CHD 
Risk  Models  in  a  Large  National  Cohort:  Phase  II, 
Supplementary  Data  Collection  and  Analysis 

PERFORMER:  National  Center  for  Health  Statistics,  Hyattsville 
MD  20782 

PROJECT  OFFICER:  Higgins,  Millicent  W.;  Rm  2C08,  FED  BIdg; 

301-496-2327 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  This  study  evaluated  the  accuracy  of  predictive  models 
relied  upon  by  the  NHLBI  in  making  programmatic  decisions  and  in 
designing  and  funding  its  prevention  programs.  When  coupled  with 
the  original  Health  and  Nutrition  Examination  Survey  (HANES) 
conducted  between  1971  and  1974,  the  HANES  follow-up  survey 
(1982-1984)  provided  an  independently  obtained  national  probability 
sample  of  1 5,500  individuals  who  were  at  least  35  years  old  at  the  time 
of  the  original  survey  and  for  whom  initial  data  on  serum  cholesterol 
and  other  major  variables  were  collected  in  a  standardized  manner. 
In  the  follow-up  survey,  surviving  participants  of  the  original  survey 
were  interviewed  to  obtain  a  detailed  medical  history  and  examined 
for  blood  pressures  and  body  weights.  Death  certificates  and  relevant 
health  information  on  decedents  were  collected  wherever  possible. 
The  National  Center  for  Health  Statistics  (NCHS)  applied  the  Fra- 
mingham risk  models  for  heart  disease  and  stroke  morbidity  and 
mortality,  and  other  NHLBI  predictive  models  for  heart  and  lung 
diseases  to  data  collected  in  the  original  HANES  survey  between 
1971  and  1974.  The  predicted  10-year  morbidity  and  mortality  rates 
were  then  compared  with  the  actual  morbidity  and  mortality  experi- 
ence of  the  original  HANES  participants.  NCHS  participation  in  the 
study  ensured  an  independent  review  of  NHLBI  program  decisions 
and  public  dissemination  of  the  results. 
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PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892,  and 

Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Roth,  Dr.  Carl;  Rm  5A11,  Bldg  31; 

301-4*56-3620 
PROGRAM(S)  EVALUATED: 

FHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  The  Interagency  Technical  Committee  on  Heart,  Blood 
Vessel,  Lung,  and  Blood  Diseases  and  Blood  Resources  (lATC)  is 
composed  of  representatives  of  all  federal  departments  and  agencies 
with  programs  relevant  to  these  fields  of  study.  The  lATC's  purposes 
are  to  assure  the  adequacy  and  technical  soundness  of  all  related 
federal  programs  and  activities,  and  to  provide  for  full  communica- 
tion and  exchange  of  information  necessary  to  maintain  adequate 
coordination  of  such  programs  and  activities.  This  project  will  at- 
tempt to  assess  lATC's  effectiveness  in  accomplishing  its  objectives. 
All  current  lATC  representatives  will  be  surveyed  for  such  informa- 
tion as  (1)  how  the  information  imparted  in  lATC  meetings  is  dis- 
seminated throughout  the  agencies  and  (2)  examples  of  how 
information  from  lATC  meetings  has  influenced  their  agencies'  pro- 
gram policies.  Attempts  will  also  be  made  to  contact  former  lATC 
participants.  National  Heart,  Lung,  and  Blood  Institute  (NHLBI) 
personnel  and  individuals  from  lATC  agencies  who  are  currently 
active  in  lATC  working  group  activities  will  be  interviewed. 

DESCRIPTORS:  Program  Coordination,  Heart  Disease 
STUDY  TYPE:  Program  Impact 
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REPORT  TITLE:  Evaluation  of  the  National  Heart,  Lung  and  Blood 
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Dupont  Circle  N.W.,  Washington  D.C.  20036 
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301-496-3620 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  Fourteen  medical  schools  that  received  Pulmonary  Aca- 
demic Awards  (PAAs)  were  evaluated  in  the  following  terms:  (1) 
improvement  in  respiratory  disease  curricula  for  medical  students;  (2) 
increase  in  number  of  students  who  demonstrated  an  interest  in  re- 
spiratory diseases;  (3)  increase  in  number  of  students  who  choose 
academic  careers  in  pulmonary  medicine;  (4)  improvement  in  caliber 
of  pulmonary  faculty;  and  (5)  increase  in  commitment  of  the  grantee 
institution  to  sustaining  an  effective  pulmonary  program.  The  author 
concluded  that  both  the  pulmonary  curricula  and  the  teaching  of 
clinical  medicine  improved  noticeably  more  at  PAA-recipient 
schools  than  at  comparison  schools.  In  addition,  the  academic  careers 
of  most  awardees  advanced.  The  grantee  institutions  were  able  to 


strengthen  their  existing  pulmonary  teaching  programs  to  the  point 
where  they  were  able  to  sustain  the  effect  with  their  own  funds. 
Funds  from  providing  patient  care  was  the  usual  source  of  continued 
support.  In  summary,  the  author  feels  that  the  PAA  program  was 
instrumental  in  achieving  these  outcomes. 

DESCRIPTORS:  Higher  Education,  Biomedical  Research,  Medical 
Students 

STUDY  TYPE:  Program  Impact 
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PERFORMER:  Division  of  Lung  Diseases,  Bethesda  MD  20892, 

and  Prospect  Associates,  1801  Rockville  Pike,  Bethesda  MD 
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Bldg;  301-496-7668 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  This  project  assessed  the  impact  of  the  Pulmonary  Facul- 
ty Training  Award  program,  which  was  initiated  by  the  National 
Heart,  Lung,  and  Blood  Institute  to  develop  research  and  training 
programs  in  pulmonary  medicine  by  providing  the  opportunity  for 
junior  faculty  in  institutions  without  strong  pulmonary  research  pro- 
grams to  spend  an  extended  period  of  time  pursuing  pulmonary  re- 
search at  institutions  with  established  pulmonary  programs. 
Particular  attention  was  directed  toward  the  development  of  pulmo- 
nary training  at  participating  medical  centers,  the  level  of  pulmonary 
research  activity  among  the  trainees,  and  the  degree  to  which  re- 
search and  training  capabilities  were  strengthened  at  the  schools 
involved.  Data  were  collected  from  available  sources  on  grant  appli- 
cant activity  and  publications/citations  of  awardees.  It  was  conclud- 
ed that  awardees  generally  believed  that  the  training  received  was  of 
the  highest  quality  and  provided  them  with  the  critical  skills  neces- 
sary to  be  independent  investigators.  Post-training  outcomes  were 
not  perceived  as  universally  positive.  Awardees  cited  insufficient 
research  support  and  imposition  of  clinical  demands  on  their  time  as 
impeding  their  ability  to  accomplish  their  post-training  goals.  (Final 
report  26  pages  plus  appendices;  executive  summary  5  pages.) 
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PROGRAM(S)  EVALUATED: 
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and  Blood 

ABSTRACT:  An  innovative  NHLBI  program  was  developed  to  con- 
vey information  on  sickle  cell  disease  to  high  school  science  and 
biology  teachers  who,  in  turn,  were  expected  to  pass  the  information 
on  to  their  students.  This  project  evaluated  the  effectiveness  of  the 
program  in  communicating  facts  and  dispelling  myths  about  the  dis- 
ease. The  project  also  determined  whether  the  seminar  processes 
(organization,  content,  planning,  administration)  were  efficient,  and 
what  changes  might  improve  them.  Various  evaluation  techniques 
were  used,  including  interviews,  questionnaires,  and  usage  records. 
Knowledge  gains  of  participants  were  assessed  by  testing  before  and 
after  seminar  sessions.  The  test  results  showed  that  participants  im- 
proved their  understanding  of  the  subject  significantly  by  attending 
the  seminars.  The  improvement  of  students  in  subject  matter  knowl- 
edge indicated  that  the  teacher  training  program  had  resulted  in 
knowledge  transfer  to  the  target  group.  Faculty  and  sponsors  were 
uniformly  positive  in  their  support  for  the  training  programs. 
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PROJECT  TITLE:  Evaluation  of  Nutrition  Seminar  Project 

REPORT  TITLE:  Evaluation  of  Workshops  on  Nutrition  Counseling: 

Workshop  Impact  and  Cost  Report 
PERFORMER:  Development  and  Evaluation  Associates,  4836 

Westfield  Drive,  Manlius  NY  13104 
PROJECT  OFFICER:  Farrand,  Marilyn  E.;  Rm  6A08A,  FED  BIdg; 

301-496-3503 
PROGRAM(S)  EVALUATED: 
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and  Blood 

ABSTRACT:  National  programs  for  the  prevention  and  treatment  of 
cardiovascular  disease  include  efforts  to  change  habits,  and  therefore 
there  has  been  an  increased  need  for  nutrition  personnel  trained  in  this 
specialty.  The  institute  sponsored  an  experimental  series  of  regional 
workshops  to  improve  and  maintain  the  nutrition  knowledge  and 
counseling  skills  of  hyperlipidemia  practicing  nutritionists.  The  pur- 
pose of  this  project  was  to  determine  whether  the  workshops  were 
effective  and  whether  they  could  be  effectively  applied  on  a  national 
basis  without  institute  assistance.  The  project  examined  the  effects  on 
enrollees,  the  management  of  the  workshops,  and  their  cost.  Proce- 
dures used  to  assess  the  impact  of  the  workshops  on  the  participants 
included  the  use  of  cognitive  achievement  tests,  tape-recorded  inter- 
views, self-report  questionnaires,  evaluation  forms,  and  telephone 
interviews.  Results  of  the  data  analysis  indicated  that  participant 
attitudes  showed  positive  changes  over  the  course  of  the  workshops 
and  that  participants  gained  a  variety  of  skills  and  techniques.  (Final 
report  54  pages  plus  appendices;  executive  summary  20  pages.) 
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PROGRAM(S)  EVALUATED: 
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and  Blood 

ABSTRACT:  Mortality  rates  by  cause  and  demographic  status  are 
major  indicators  of  progress  against  disease.  NHLBI  uses  and  de- 
pends heavily  on  such  measures  in  assessing  its  programs.  It  is  impor- 
tant that  changes  in  mortality  rates  be  based  on  accurate  demographic 
information.  This  project  evaluated  the  feasibility  of  a  measurement 
methodology  based  on  the  National  Death  Index  (NDI)  and  its  use 
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with  Census  Bureau  data  in  furnishing  basic  mortahty  data  for  the 
United  States.  The  method  of  obtaining  mortahty  data  depends  on  the 
NDI,  an  epidemiologic  tool.  A  census  file  containing  name,  birth 
date.  Social  Security  number,  sex,  race,  marital  status,  father's  sur- 
name, state  of  birth,  and  state  and  county  of  residence  for  each  person 
in  the  cohort  were  matched  against  the  NDI,  which  contains  infor- 
mation on  approximately  two  million  decedents  each  year.  The  possi- 
bility of  missing  deaths  in  the  matching  process  because  of  errors  and 
the  lack  of  Social  Security  numbers  exists  and  is  believed  to  be  much 
more  likely  than  counting  a  person  dead  who  is  actually  alive.  Two 
articles  were  produced  by  this  study:  "Use  of  Probabilistic  Methods 
in  Matching  Census  Samples  to  the  National  Death  Index"  and  "On 
the  Feasibility  of  Linking  Census  Samples  to  the  National  Death 
Index  for  Epidemiologic  Studies;  A  Program  Report." 

DESCRIPTORS:  Statistical  Data  Feature,  Morbidity  and  Mortality, 
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301-496-2533 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  project  has  evaluated  the  impact  of  the  year-long 
nutrition  education  program  emphasizing  heart  health  sponsored 
jointly  by  the  NHLBI  and  Giant  Food  Inc.  The  feasibility  of  such  a 
project  was  established.  Both  the  "point  of  purchase"  and  marketing 
strategies  for  nutrition  education  were  appealing  to  consumers,  food 
retailers,  and  other  private  sector  interests.  An  assessment  of  the 
program  showed  that  its  effects  on  consumer  awareness,  knowledge, 
and  behavior  were  mixed.  Telephone  surveys  indicated  that,  over 
time,  study  participants  showed  substantially  greater  awareness  and 
knowledge  of  the  fact  and  cholesterol  contents  of  foods  and  the 
relationship  between  dietary  fat  and  serum  cholesterol  than  selected 
comparison  respondents.  However,  consumer  food  habits  showed 
little  change  when  measured  either  by  actual  food  sales  data  or  re- 
ported changes  in  food  selection. 

DESCRIPTORS:  Consumer  Education,  Food  and  Nutrition,  Heart  Dis- 
ease, Feasibility  Study  Feature,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Program  Impact 
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PROJECT  TITLE:  Evaluation  of  the  Effect  of  High  Blood  Pressure 
Media  Messages  on  Physicians 

REPORT  TITLE:  Health  Professionals'  Awareness  of  High  Blood 

Pressure  Media  Messages:  Pilot  Study 
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PROGRAM(S)  EVALUATED: 
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and  Blood 

ABSTRACT:  The  purpose  of  this  project  was  to  assess  the  impact  of 
National  High  Blood  Pressure  Education  Program  (NHBPEP)  popu- 
lar media  messages  on  health  professionals.  Through  the  use  of  an 
interview  survey,  the  project  addressed  whether  health  professionals 
are  influenced  or  reinforced  by  information  in  the  mass  media  related 
to  hypertension  detection  and  control,  as  indicated  by  their  recall  of 
public  service  announcements  on  television  and  radio  and  in  newspa- 
per articles,  and  similar  materials.  The  authors  concluded  that  both 
aided  and  unaided  recall  of  television  messages  was  much  higher  than 
for  newspaper  and  magazine  materials,  radio,  community  meetings, 
and  movie  messages.  The  results  also  showed  that  10%  of  the  profes- 
sionals surveyed  reported  a  change  in  their  feelings  about  the  signifi- 
cance of  high  blood  pressure  treatment. 

DESCRIPTORS:  Media,  Educational  Technology,  Heart  Disease,  Pre- 
ventive Health  Care,  Demonstration  Projects 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  1765  PROJECT  NO:  NHLBI  80-306 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-158402 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-HO-02924 
COST    (In  Thousands):  FY  80-$28 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '80  through  September  '81 


2081 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health  ' 
National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  High  Blood  Pressure:  1987  Survey  of  Physicians' 
Knowledge,  Attitudes,  and  Reported  Behavior 


764 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

NATIONAL  INSTITUTES  OF  HEALTH 


Accession  No.  2083 
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and  Blood 

ABSTRACT:  In  1977  the  NHLBI  supported  a  nationwide  survey  of 
physicians'  knowledge,  attitudes,  and  reported  behavior  related  to 
the  diagnosis  and  management  of  hypertension.  Since  the  1977  sur- 
vey, two  reports  of  the  Joint  National  Committee  on  the  Detection, 
Evaluation,  and  Treatment  of  High  Blood  Pressure  have  been 
released  (JNC  II  in  1980  and  JNC  III  in  1984)  that  provide  new 
recommendations  for  the  stepped-care  management  of  high  blood 
pressure.  The  degree  to  which  physicians  are  following  the  recom- 
mendations is  unknown.  Other  developments  in  hypertension  since 
1977  include  the  release  of  clinical  trial  results  indicating  the  benifits 
of  treating  mild  hypertensives,  the  spread  of  nondrug  therapies  for 
hypertension,  and  revision  of  the  definition  of  hypertension.  The 
proposed  follow-up  survey,  to  be  conducted  in  1986,  will  allow  an 
assessment  of  changes  in  physicians'  knowledge,  attitudes,  and  re- 
ported behaviors  since  1977.  A  representative,  random  sample  of 
physicians  who  manage  hypertensive  patients,  including  general  and 
family  practitioners,  internists,  cardiologists,  and  nephrologists,  will 
be  surveyed.  The  survey  instrument  will  be  similar  to  the  1977  instru- 
ment, but  will  be  updated  to  reflect  new  management  approaches, 
including  new  antihypertensive  drugs  and  nonpharmacological 
methods,  and  to  address  approaches  to  special  population  groups 
such  as  blacks  who  are  hypertensive  and  renal  patients. 

DESCRIPTORS:  Medical  Practice,  Heart  Disease,  Statistical  Data  Fea- 
ture 

STUDY  TYPE:  Program  Impact 
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and  Blood 

ABSTRACT:  A  major  change  in  blood  banking  procedures  took  place 
early  in  1979  due  to  research  on  the  extension  of  the  storage  period 
for  red  blood  cells.  This  project  evaluated  the  results  of  that  change. 
As  a  result  of  15  years  of  extensive  research,  it  has  been  found  that 
the  addition  of  adenine  to  blood  cells  for  transfusion  will  permit  the 
extension  of  the  storage  period  from  21  to  35  days.  Limited  studies 
with  computer  models  have  suggested  that  this  extension  of  the  out- 


dating  period  will  result  in  more  efficient  use  of  blood,  especially  by 
hospitals  with  a  low  volume  of  transfusions.  The  overall  project  goal 
was  to  obtain  a  measure  of  the  efficiency  with  which  red  blood  cells 
are  provided  for  medical  use  before  and  after  the  availability  of 
adenine.  The  project  identified  specific  parameters  of  efficiency  in  the 
collection,  distribution,  and  use  of  red  blood  cells  and  then  analyzed 
the  parameters  to  derive  quantitative,  or  semi-quantitative,  assess- 
ments of  the  pre-  and  post-adenine  efficiency  of  the  blood  establish- 
ment. The  study  found  that  the  introduction  of  adenine  provided  a 
great  immediate  benefit  to  the  blood  banks  involved.  Very  substantial 
improvements  in  outdating,  shortages,  and  shipping  activities  were 
accompanied  by  a  sharp  increase  in  the  average  age  of  transfused 
blood. 

DESCRIPTORS:  Blood  Bank,  Biomedical  Research 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1757  PROJECT  NO:  NHLBI  78-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  84-231646 
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Available  from  PIC, 
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Available  from  NTIS 
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ABSTRACT:  Smoking  is  a  major  risk  factor  for  heart  disease  and 
cancer  and  is  a  major  cause  of  illness  in  our  society.  The  anti-smoking 
campaign  launched  by  HEW  and  private  organizations  has  been  vig- 
orous. This  project  examined  the  impact  of  federal  policies  on  both 
the  anti-smoking  activities  and  the  level  of  smoking  in  the  federal 
workplace.  The  project  was  important  not  only  as  an  assessment  of 
the  federal  policies,  but  also  as  a  model  to  measure  the  impact  of  such 
policies  in  the  private  sector.  The  project  was  implemented  under  the 
auspices  of  the  NHLBI  Interagency  Technical  Committee  Working 
Group  on  Smoking  and  Heart,  Lung,  and  Blood  Disorders.  The 
working  group  represents  14  federal  agencies,  and  assists  in  the  im- 
plementation of  the  National  Heart,  Blood  Vessel,  Lung,  and  Blood 
Program.  NASA,  OPM,  and  NIDA  have  expressed  keen  interest  in 
this  project  and  their  representatives  served  as  the  project's  executive 
committee.  The  study  used  survey  research  techniques.  Supervisors 
were  surveyed  to  obtain  their  attitudes,  beliefs,  and  opinions  regard- 
ing the  anti-smoking  policies.  Workers  were  surveyed  in  those  organ- 
izations that  had  adopted  anti-smoking  policies,  and  were  assessed  on 
their  attitudes,  opinions,  and  beliefs  regarding  the  anti-smoking  poli- 
cy as  well  as  on  their  smoking  activities.  The  authors  concluded  that 
overall  daily  cigarette  consumption  and  the  decision  to  quit  smoking 
were  not  related  to  policy  awareness  of  enforcement. 
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301-496-3620 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  grant  and  research  contract  activities  of  the  National 
Institutes  of  Health  (NIH)  support  a  substantial  number  of  biomedical 
research  professionals  who  never  appear  as  principal  investigators  on 
applications  for  research  support.  This  project  will  develop  a  com- 
puterized system  for  capturing  the  data  on  planned  research  staffs 
that  are  included  in  all  research  grant  and  contract  awards  made  by 
the  National  Heart,  Lung,  and  Blood  Institute  (NHLBI),  giving  pro- 
gram administrators  a  means  of  determining  the  total  percentage 
commitment  of  all  individuals  participating  in  NIH-sponsored  re- 
search. The  system  will  also  provide  important  insight  into  the  effec- 
tiveness of  NIH  research  training  and  research  career  development 
programs.  The  system  will  be  designed  so  that  it  will  be  exportable 
to  other  interested  BIDs.  It  will  be  useful  to  the  NHLBI  in  monitor- 
ing trends  in  the  level  of  effort  commitment  for  research  staff  includ- 
ed in  all  research  support  mechanisms.  Such  data  can  be  useful  in 
forecasting  future  trends  in  average  grant  costs. 

DESCRIPTORS:  Information  Systems,  Heart  Disease,  Grant  and  Con- 
tract Management 

STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Evaluation/ 

Salaries  and  Expenses  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  263-86-D-0104 
COST    (In  Thousonds):  FY  87-$10,  FY  88-$3l 
STATUS:  Study  in  process 

START/END  DATES:  September  "87  through  August  '89 


2085 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Interim  Survey  and  Qualitative  Research  on 

Public  Knowledge,  Attitudes,  and  Behavior  Regarding  High 
Blood  Pressure 

REPORT  TITLE:  None 

PERFORMER:  National  Heart,  Lung,  and  Blood  Institute,  Bethesda 

MD  20892 
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ABSTRACT:  This  project  had  several  purposes,  all  aimed  at  a  continu- 
ing evaluation  of  the  progress  of  the  National  High  Blood  Pressure 
Education  Program:  to  assess  changes  in  public  knowledge,  attitudes, 
and  behavior  since  national  data  were  gathered  in  1979  under  project 
NHLBI  79-301;  to  assess  the  extent  to  which  NHBPEP  public  infor- 
mation and  education  efforts  achieved  their  desired  effects,  specifical- 
ly in  dispelling  misconceptions  about  high  blood  pressure,  stressing 
the  benefits  of  proper  therapy,  and  enlisting  the  support  and  involve- 
ment of  family  and  friends;  to  interpret  the  quantitative  results  of  this 
national  survey  through  focused  group  interviews  with  hypertensives 
and  their  family  members;  and  to  provide  direction  for  replanning 
NHBPEP  mass  media  messages  and  materials.  This  survey  used  ques- 
tions included  in  NHLBI  surveys  of  1973  and  1979  and  related  sur- 
veys sponsored  by  other  organizations  so  that  the  NHLBI  could  use 
trend  analysis  to  track  program  progress.  Personal  interviews  were 
conducted  on  a  representative  national  sample  of  1900  respondents. 
The  respondents  were  asked  questions  related  to  public  knowledge 
about  high  blood  pressure.  Reports  summarizing  the  results  of  this 
survey  and  comparing  the  results  with  those  of  the  1973  and  1979 
surveys  were  disseminated  to  all  public  and  private  agencies  involved 
in  high  blood  pressure  control.  (Final  report  combined  with  NHLBI 
84-406.) 
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PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  This  project  established  a  database  to  enable  the  institute 
to  measure  the  effectiveness  of  past  training  programs  which  have 
supplied  research  manpower  and  to  develop  future  projections  for 
research  training  requirements.  The  efforts  constituted  a  pilot  project 
to  determine  the  feasibility  and  usefulness  of  such  data  collection  and 
analysis.  The  methodology  proposed  was  pretested  on  a  small  num- 
ber of  hypertension  and  blood  researchers.  The  pretest  methodology 
encompassed  two  fields:  storing  the  data  in  machine-retrievable  form 
and  developing  automated  analysis  methods.  The  survey  instrument 
for  this  project  appeared  to  be  a  feasible  method  for  collecting  data 
on  researchers  in  the  NHLBl  and  for  use  throughout  the  various 
institutes  at  NIH.  At  completion  of  this  project,  91%  of  the  blood 
researchers  and  85%  of  the  hypertension  researchers  responded  to 
the  survey  form.  This  project  resulted  in  the  development  of  a  data 
entry/edit  system  which  was  used  for  entering,  editing,  correcting, 
and  verifying  all  the  information  collected.  The  database  design  al- 
lows for  retrieval  and  analysis  of  the  project  data  and  also  capabilities 
are  available  to  add  data  collected  at  another  point  in  time. 
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ABSTRACT:  The  National  Heart,  Lung,  and  Blood  Institute  sponsors 
three  cardiovascular-disease  risk-factor-reduction  programs:  the  Na- 
tional High  Blood  Pressure  Education  Program,  the  National  Choles- 
terol Education  Program,  and  the  NHLBI  Smoking  Education 
Program.  Registered  nurses  and  registered  dieticians  play  a  critical 
role  in  patient  education  and  managem.ent  of  cardiovascular  risk  fac- 
tors and  are  therefore  specific  target  groups  of  the  programs.  Al- 
though surveys  of  physician,  patient,  and  public  knowledge, 
attitudes,  and  behavior  related  to  cardiovascular  risk  factors  have 
been  and  are  being  conducted,  no  recent  national  data  on  registered 
nurses  and  registered  dieticians  are  currently  available.  A  national 
sample  of  practicing  dieticians  and  nurses  will  be  surveyed  to  deter- 
mine their  knowledge,  attitudes,  and  behavior  related  to  the  three 
modifiable  cardiovascular  risk  factors:  hypertension,  elevated  blood 


cholesterol,  and  cigarette  smoking.  The  survey  will  provide  baseline 
data  and  data  for  professional  education  efforts  to  meet  the  needs  of 
dietitians  and  nurses. 
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START/END  DATES:  December  '86  through  September  '89 


2088 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Management  and  Reporting  of  the  Number  and 
Frequency  of  High  Blood  Pressure  and  Cholesterol  Public 
Service  Announcements 

REPORT  TITLE;  None 

PERFORMER:  Broadcast  Advertisers  Reports,  500  5th  Avenue, 

New  York  NY  10036 
PROJECT  OFFICER:  Bellicha,  Terry  C;  Rm  4A31,  Bldg  31; 

301-496-4236 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  This  project  tracked  and  analyzed  the  amount  of  public 
service  advertising  time  given  to  the  National  Heart,  Lung,  and 
Blood  Institute's  (NHLBI's)  public  service  announcements  (PSAs) 
on  high  blood  pressure  and  cholesterol.  Monthly  monitoring  data  for 
certain  television  markets  were  used  to  assess  placement  strategies 
and  to  identify  those  markets  in  which  efforts  to  place  PSAs  with 
stations  needed  to  be  intensified.  The  service  was  continued  with 
NHLBI  program  funds.  See  also  PIC  ID  No.  1768.1. 

DESCRIPTORS:  Media,  Heart  Disease,  Information  Dissemination 
STUDY  TYPE:  Other 

PIC  ID  NO:  1768  PROJECT  NO:  NHLBI  80-310 

FUND  SOURCE:  Evaluation/ 

Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-82-C-0021 

COST    (In  Thousands):  FY  83-$47,  FY  84-$50,  FY  85-$45,  FY 

86-$15,  FY  87-$45 
STATUS:  Study  completed. 

No  final  report 
START/END  DATES:  September  '81  through  November  '87 


2089 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
,  National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Management  and  Reporting  of  the  Number  and 
Frequency  of  High  Blood  Pressure  and  Cholesterol  Public 
^    Service  Announcements 


PROJECT  DESCRIPTIONS  757 


Accession  No.  2089 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


REPORT  TITLE;  Not  yet  determined 

PERFORMER:  Broadcast  Advertisers  Reports,  500  Fifth  Avenue, 

New  York  NY  10036 
PROJECT  OFFICER:  Bellicha,  Terry  C;  Rm  4A31,  Bldg  31; 

301-496-4236 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  The  National  Heart,  Lung,  and  Blood  Institute  (NHLBI) 
provides  mass  media  support  in  the  form  of  public  service  announce- 
ments (PSAs)  to  two  national  education  programs,  the  National  High 
Blood  Pressure  Education  Program  and  the  National  Cholesterol 
Education  Program.  This  project  will  allow  NHLBI  to  evaluate  the 
impact  of  these  two  programs  by  determining  how  often  and  at  what 
times  of  the  day  the  public  service  announcements  have  been  aired 
in  the  largest  75  markets  in  the  U.S.  The  contractor  will  monitor  72 
television  markets  for  one  week  each  month  and  will  monitor  Los 
Angeles,  Chicago,  and  New  York  on  a  full-time  basis.  The  monitor- 
ing will  include  all  NHLBI  PSAs  on  high  blood  pressure  and  on 
cholesterol.  In  addition,  all  PSAs  of  other  organizations  that  develop 
high  blood  pressure  and  cholesterol  messages  will  be  monitored.  A 
monthly  report  will  contain  a  schedule  of  all  PSAs  aired  during  the 
monitored  week  in  each  market,  arranged  by  station  and  market. 
Each  PSA  will  be  identified  by  day,  date,  time,  length,  station  break, 
or  participation  in  a  program  and  program  name.  A  summary  will  be 
provided  in  the  report  to  indicate  the  estimated  dollar  value  of  the 
PSAs  if  that  time  had  been  purchased.  See  also  PIC  ID  No.  1768. 

DESCRIPTORS:  Media,  Heart  Disease 
STUDY  TYPE:  Other 

PIC  ID  NO:  1768  1  PROJECT  NO:  NHLBI  87-404 

FUND  SOURCE:  Other  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-87-P  (83)  0247 
COST    (In  Thousands):  FY  87-$29,  FY  88-$45,  FY  89-$45 
STATUS:  Study  in  process 

START/END  DATES:  September  '87  through  September  '89 


2090 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Social  Impact  Analysis  of  NHLBI  Heart  and 
Circulatory  Disease  Programs 

REPORT  TITLE:  Measuring  the  Social  Impact  of  Heart  and 

Circulatory  Disease  Programs:  Preliminary  Framework  and 
Estimates 

PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER:  Roth,  Dr.  Carl  A.;  Rm  5A11,  Bldg  31; 

301-496-3620 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood; 

PHS-NIH-Biomedical  Research  (Entire  Program  Area); 

X-Many  HHS  Programs-Health; 

X-Non-HHS  Programs-Health  and  Safety  Regulation 

ABSTRACT:  This  project  was  intended  to  produce  measures  of  the 
potential  benefits  of  biomedical  research  as  measured  by  consumer 
"willingness  to  pay"  for  life-savings.  These  measures,  when  coupled 
with  measures  of  the  costs  and  expected  probability  of  life-saving 
discoveries,  could  be  used  to  determine  cost-beneficial  types  and 
levels  of  investment  in  research.  The  research  method  requires  ascer- 


tainment of  consumer  preferences  through  surveys.  Unfortunately, 
the  necessary  forms  clearance  was  not  obtained  from  OMB  due  to 
misunderstanding  of  the  theoretical  basis  of  the  methodology,  which 
relies  on  the  economic  theory  of  consumer  welfare.  The  study  there- 
fore became  exploratory  in  nature.  The  results  show  that  the  willing- 
ness-to-pay approach  is  superior  to  such  alternatives  as  human  capital 
measures  and  will  lead  to  different  results  in  many  cases.  The  report 
presents  a  nine-step  procedure  for  systematically  enumerating,  quan- 
tifying, and  measuring  social  impact,  applicable  to  evaluation  of  any 
social,  health,  or  life-saving  program,  in  terms  of  the  values  of  the 
persons  whose  lives  are  potentially  affected.  It  presents  an  illustrative 
application  to  nine  categories  of  heart  and  circulatory  disease,  based 
on  a  variety  of  data  sources.  (Final  report  135  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Methods  Feature,  Benefit- 
Cost  Analysis  Feature,  Survey  or  Questionnaire  Feature,  Morbidity 
and  Mortality,  Heart  Disease,  Consumer  Products  or  Protection, 
Consumer  Evaluation  Feature,  Research  and  Evaluation  Perfor- 
mance, Biomedical  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0550  PROJECT  NO:  NHLBI  73-4 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  75-C-62 
COST    (In  Thousonds):  FY  73-$63 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  May  "73  through  April  '75 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluability  Assessment  of  the  Minority 

Hypertension  Research  Development  Summer  Program 

REPORT  TITLE:  Minority  Hypertension  Research  Development 

Summer  Program  Evaluability  Assessment 
PERFORMER:  Birch  and  Davis  Associates,  Inc.,  8905  Fairview 

Road,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Hayden,  Dr.  George  A.;  Rm  3C01,  FED 

Bldg;  301-496-1724 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  The  Minority  Hypertension  Research  Development 
Summer  Program  provides  minority  institution  faculty  members  and 
graduate  students  with  the  opportunity  for  research  development  in 
the  area  of  hypertension.  Awards  were  made  to  training  centers  with 
well-established  hypertension  research  activities  to  expose  selected 
faculty  members  and  graduate  students  from  minority  institutions  to 
the  latest  clinical  and  basic  research  on  hypertension  and  to  hyperten- 
sion-related prevention  and  education  programs.  This  evaluation  pro- 
ject (1)  identified  the  objectives  of  the  program  in  the  views  of  the 
NHLBI,  the  training  centers,  the  participating  minority  institutions, 
and  the  trainees;  (2)  examined  the  appropriateness  of  the  program 
design;  (3)  developed  measures  of  progress  toward  the  objectives  and 
constructed  a  process  of  data  collection  and  reporting  to  enable  the 
measuring  of  program  progress;  and  (4)  assembled  the  relevant  avail- 
able information  on  program  operation  and  impact  to  provide  an 
assessment  of  the  program. 

DESCRIPTORS:  Biomedical  Research,  Heart  Disease,  Minority 
Groups,  Scientific  Manpower 


768 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

NATIONAL  INSTITUTES  OF  HEALTH 


Accession  No.  2094 


STUDY  TYPE;  Program  Performance  Evaluation 

PIC  ID  NO:  2402  PROJECT  NO:  NHLBI  83-405 

FUND  SOURCE:  Other  NTIS  NO:  PB  87-135323/AS 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NO  1-HV  48074 

COST    (In  Thousands):  FY  84-$130 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  June  "84  through  April  '86 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Review,  Evaluation,  and  Updating  of  the  National 
Heart,  Blood  Vessel,  Lung  and  Blood  Program  Advisory 
Council  Report 

REPORT  TITLE:  National  Heart,  Blood  Vessel,  Lung,  and  Blood 
Program:  Second  Annual  Report  of  the  Advisory  Council 
and  of  the  Director,  NHLI 

PERFORMER:  JRB  Associates.  8400  Westpark  Drive,  McLean  VA 
22102 

PROJECT  OFFICER:  Roth,  Dr.  Carl  A.;  Rm  5A11,  Bldg  31; 

301-496-3620 
PROGRAM(S)  EVALUATED; 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT;  A  congressionally  mandated  annual  report  on  the  pro- 
gress of  the  NHLBI  program  is  provided  by  the  National  Advisory 
Council.  The  accomplishments  of  the  program  are  cited  for  disease 
areas  such  as  atherosclerosis,  coronary  heart  disease,  and  hyperten- 
sion; lung  diseases  of  infancy  and  childhood  and  respiratory  failure; 
and  blood  diseases  such  as  thrombosis,  hemophilia,  hemorrhagic  dis- 
orders, and  sickle  cell  anemia.  The  status  of  implementation  of  a 
national  program  is  assessed  in  terms  of  resources  and  mechanisms 
and  in  terms  of  prevention,  control,  and  education.  It  is  concluded 
that  continued  improvement  in  national  health  requires  a  steady  flow 
of  young  investigators  developing  into  mature  scientists.  Recommen- 
dations include  establishment  of  a  stable  policy  of  manpower  deve- 
lopment in  biomedical  research;  increased  funds  for  research  grants; 
expansion  of  the  contract  mechanism;  and  a  nationwide  study  to 
determine  if  blood  resources  are  being  made  available  to  patients  in 
the  most  effective  manner.  The  physical  plant  was  overcrowded  and 
antiquated,  and  the  level  of  staffing  within  the  National  Heart  and 
Lung  Institute  was  inadequate  to  carry  out  expanded  programs. 
Recommendations  on  construction  of  facilities,  staff,  location,  and 
increased  budget  are  included.  A  second  volume  presents  the  direc- 
tor's report  on  the  status  of  the  program  and  also  updates  the  five- 
year  plan.  (Final  report  169  pages  plus  appendix;  executive  summary 
39  pages.) 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Plan- 
ning and  Administration,  Research  and  Evaluation  Performance, 
Blood  Disease,  Morbidity  and  Mortality,  Heart  Disease,  Lung  Dis- 
ease 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0554  PROJECT  NO;  NHLBI  74-1 

FUND  SOURCE;  Evaluation        NTIS  NO;  SHR-0001352 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  NOl-HO-4-2935 


COST    (In  Thousands):  FY  74-$207,  FY  75-$273 

STATUS:  Study  completed. 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  April  '74  through  March  '75 


2093 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  Compliance  Improvement  Program 

REPORT  TITLE;  Patient  Compliance  to  Prescribed  Antihypertensive 
Medication  Regimens:  A  Report  to  the  National  Heart, 
Lung,  and  Blood  Institute 

PERFORMER:  Working  Group  on  Patient  Compliance,  Bethesda 
MD  20205 

PROJECT  OFFICER:  Mattson,  Dr.  Margaret  E.;  Rm  4A46,  FED 

Bldg;  301-496-1329 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT;  The  working  group  on  compliance  to  antihypertensive 
medication  regimen  was  convened  for  the  purposes  of  (1)  evaluating 
the  results  of  the  National  High  Blood  Pressure  Education  Research 
Program  grants  supported  by  the  NHLBI;  (2)  integrating  these  data 
into  the  larger  body  of  research  on  compliance  to  hypertension  treat- 
ment; and  (3)  making  recommendations  for  clinical  needs.  The  report 
emanating  from  the  working  group  consists  of  selective,  in-depth 
reviews  by  each  member.  The  reviews  address  the  theory  of  compli- 
ance behavior;  the  measurement  of  compliance;  strategies  for  im- 
proving compliance;  in-depth  analyses  of  the  role  of  patient-clinician 
interactions  and  social  support  in  compliance  behavior;  the  state  of 
implementation  of  compliance  management  strategies  in  public  and 
private  practice;  and  ethical  concerns  raised  by  the  monitoring  and 
management  of  patient  compliance.  Each  report,  where  appropriate, 
also  provides  the  author's  expert  opinion  on  further  research  that  is 
required  or  desirable  and  commendations  for  practical  implementa- 
tion of  existing  knowledge.  NIH  Publication  No.  81-2102,  October 
1980. 

DESCRIPTORS:  Heart  Disease,  Bibliography  Feature,  Health  Care 
Techniques,  Long  Term  Care,  Ambulatory  and  Outpatient  Health 
Care 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO;  1963  PROJECT  NO:  NHLBI  80-305 

FUND  SOURCE;  Evaluation        NTIS  NO;  PB  82-163452 

MECHANISM;  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  80-$30 

STATUS;  Study  completed, 

Available  from  PIC, 

Available  from  NTIS  ^ 
START/END  DATES:  December  '79  through  October  '80 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  Patient  Tracking  Systems 


PROJECT  DESCRIPTIONS  759 


Accession  No.  2094 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


REPORT  TITLE:  Patient  Tracking  for  High  Blood  Control 
PERFORMER:  Kappa  Systems,  Inc.,  150^1  Wilson  Boulevard. 

Arlington  VA  22209 
PROJECT  OFFICER:  Ward,  Graham;  Rm  4A24,  BIdg  31; 

301-496-1051 
PROGRAM(S)  EVALUATED 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  The  National  High  Blood  Pressure  Education  Program 
(NHBPEP)  was  established  in  1974  to  increase  public  and  profession- 
al awareness  of  the  major  proportions  of  the  problem  of  uncontrolled 
hypertension.  Measuring  the  blood  pressure  of  large  segments  of  the 
population  is  far  less  a  problem  than  is  achieving  an  initiation  of 
therapy  in  response  to  any  elevations  which  are  discovered.  Referral 
and  follow-up  between  detection  and  initiation  of  therapy  may  be 
improved  through  the  use  of  so-called  patient  tracking  systems.  Issues 
surrounding  confidentiality  and  program  costs  have  prevented  or 
deterred  most  communities  from  actively  pursuing  patient  tracking 
systems  as  an  ongoing  management  tool.  Between  eight  and  twelve 
communities  have  what  field  experience  shows  to  be  relatively  well- 
functioning  patient  tracking  systems.  The  purpose  of  this  project  was 
to  evaluate  representative  systems  in  detail  so  that  the  NHBl'EP  will 
be  able  to  advise  others  on  the  use  of  this  tool.  Specifically,  the 
proposed  evaluation  effort  met  three  goals:  (1)  to  develop  evaluation 
methodologies  for  patient  tracking  system  monitoring;  (2)  to  apply 
the  methodology  to  a  representative  set  of  systems;  and  (3)  to  develop 
models  of  alternate  approaches  to  patient  tracking  so  that  recommen- 
dations can  be  provided  to  programs  creating  or  altering  such  sys- 
tems. A  guide  to  developing  patient  tracking  systems  developed 
through  this  project  was  prepared  and  was  widely  disseminated. 

DESCRIPTORS:    Management   Techniques,    Information  Systems, 
Heart  Disease,  Client  Records 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO  1511  PROJECT  NO  NHLBl  77-3 

FUND  SOURCE:  Evaluation        NTIS  NO  PB  82-107533 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO  NOl-HV-5-2942 
COST    (In  Thousands):  FY  77-J75 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  "77  through  December  '79 


2095 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Evaluation  of  Progress  in  Pediatric  Pulmonary 
Disease 

REPORT  TITLE:  Pediatric  Respiratory  Disorders 

PERFORMER:  National  Heart,  Lung,  and  Blood  Institute,  Bethesda 

MD  20892,  and  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Hurd,  Suzanne;  Rm  6A16,  WSTWD  BIdg; 

301-496-7208 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  This  project  evaluated  the  progress  made  by  the  National 
Heart,  Lung,  and  Blood  Institute  (NHLBI)  Pediatric  Pulmonary  Dis- 
eases Program  since  enactment  of  the  Heart,  Blood  Vessel,  Lung,  and 
Blood  Act  of  1972.  The  program  in  pediatric  pulmonary  diseases 
seeks  to  prevent  the  disease  and  improve  the  prognosis  for  patients 


with  cystic  fibrosis,  hroiichuililis.  respiratory  distress  syndrome 
(RDS),  and  other  pediatric  pulmonary  diseases.  This  project  ad- 
dressed (1)  the  progress  that  has  been  made  in  pediatric  pulmonary 
disease  in  meeting  the  goals  since  1972  and  (2)  the  directions  or  goals 
that  seem  appropriate  for  future  development.  The  study  concluded 
that  (1)  advances  in  biology  and  medicine  have  made  it  possible  to 
address  a  variety  of  pulmonary  diseases  and  disorders  in  the  pediatric 
age  group  and  (2)  many  areas  of  pediatric  pulmonary  diseases  need 
further  research  (e.g.,  cystic  fibrosis,  sudden  infant  death  syndrome, 
asthma  control,  prevention  of  lung  injury  in  low  birth  weight  infants 
on  repirators,  and  home  care  versus  hospital  care  for  certain  disord- 
ers). (Final  report  81  pages;  executive  summary  3  pages.) 

DESCRIPTORS:  Biomedical  Research,  Chronic  Disease.  Children  and 
Youth 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO  1087  PROJECT  NO  NHLBI  78-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-102645 
MECHANISM:  Conlract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO 

COST    (In  Thousands):  FY  79-},3.  FY  80-Sl.  FY  81-$1,  FY 

82-S18.  FY  83-'t.5 
STATUS:  Study  completed. 

Available  from  PIC.  '       ,  ' 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '78  through  August  '86 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Workshop  on  the  Decline  in  Coronary  Heart 
Disease 

REPORT  TITLE:  Proceedings  of  the  Conference  on  the  Decline  in 

Coronary  Heart  Disease  Mortality 
PERFORMER:  Prospect  Associates,  1801  Rockville  Pike,  Rockville 

MD  20852 

PROJECT  OFFICER:  Havlik,  Richard;  Rm  2C08,  FED  BIdg; 

301-496-4333 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  This  project  sought  full  support  and  won  partial  support 
of  an  NHLBI  workshop  to  evaluate  the  possible  causal  factors  in- 
volved in  the  decline  of  coronary  heart  disease.  In  fact,  this  workshop 
was  the  first  effort  in  an  institute  program  to  identify  possible  causal 
factors  involved  in  the  decline  of  coronary  heart  disease  mortality. 
Evaluating  the  reasons  behind  the  decline  enabled  the  institute  to  plan 
its  programs  to  continue  or  accelerate  the  reduction  in  mortality.  The 
workshop  provided  the  basis  for  a  detailed  institute  evaluation  of  the 
reasons  behind  the  decline  and  its  relation  to  NHLBI  programs. 
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PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  This  report  records  the  proceedings  of  the  National 
Heart  and  Lung  Institute  Working  Conference  on  Health  Behavior 
held  at  Basye.  Virginia,  May  12-15,  1975.  The  conference  objectives 
were  (I)  to  critically  review  the  specific  behavioral  and  educational 
concerns  associated  with  the  prevention  and  control  of  heart,  lung, 
and  blood  disorders;  (2)  to  recommend  approaches  for  resolving 
these  problems,  using  "state-of-the-art"  technology;  and  (3)  to  sug- 
gest directions  for  research  efforts  in  those  areas  where  knowledge 
was  lacking  or  ambiguous.  The  conference  agenda  included  lectures 
and  discussions  on  life  style  development  vs.  modification,  individual 
responsibility  for  health  maintenance,  psychosocial  determinants  of 
health  and  illness,  psychosocial  sequelae  of  illness,  ethical  concerns 
regarding  health  behavior,  compliance,  recruitment,  coping,  atheros- 
clerosis, blood  donor  recruitment,  cardiac  rehabilitation,  chronic  pul- 
monary disease,  and  hypertension.  (Final  report  300  pages.) 
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STUDY  TYPE;  Other 

PIC  ID  NO:  0574  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  SHR-0001409 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '74  through  March  "75 


2098 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Heart,  Lung,  and  Blood  Institute 

PROJECT  TITLE:  Proceedings  of  the  Nutrition-Behavioral  Research 
Conference 
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PERFORMER:  Office  of  the  Director.  Bethesda  MD  20892 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-lnstilute  Specific-Heart  Lung 
and  Blood 

ABSTRACT:  This  report  records  the  proceedings  of  the  Nutrition- 
Behavioral  Research  Conference  held  at  the  National  Institutes  of 
Health  (NIH),  Bethesda,  Maryland,  April  29-30,  1975.  The  objectives 
were  ( I )  to  assess  the  progress  made  and  chart  future  NHLI  initiatives 
in  nutrition  research;  (2)  to  review  the  objectives,  progress,  and  re- 
sults of  each  of  these  nutrition  education  and  intervention  programs; 
and  (3)  to  review  briefiy  research  in  this  area.  Five  specific  areas  of 
interest  were  ( 1 )  to  identify  and  develop  behaviorally  sound  methods 
for  teaching  nutrition  so  that  more  lasting  changes  in  dietary  patterns 
would  be  achieved;  (2)  to  identify  and  develop  valid  and  reliable 
methods  for  assessing  compliance  to  dietary  instruction;  (3)  to  identi- 
fy and  develop  methods  for  use  in  long-term  follow-up  of  nutrition 
education  programs  to  prevent  recidivism  and  to  reinforce  motiva- 
tion; (4)  to  identify  and  develop  behaviorally  sound  nutrition  educa- 
tion materials  for  achieving  lasting  changes  in  dietary  patterns;  and 
(5)  to  recommend  ways  to  disseminate  behaviorally  sound  nutrition 
education  techniques  to  practicing  nutritionists.  (Final  report  134 
pages.) 
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ABSTRACT:  This  report  records  the  proceedings  of  the  Workshop  on 
Albumin  held  in  Bethesda,  Maryland,  February  12-13,  1975.  This 
workshop  on  the  utilization  of  albumin  and  plasma  derivatives  was 
timely  since  there  had  been  a  sharp  increase  in  albumin  usage  in  the 
years  preceding  the  meeting.  This  publication  of  the  proceedings 
provided  a  summary  of  the  scientific  data  relevant  to  the  clinical  use 
of  albumin  and  plasma  derivatives.  The  papers  and  discussions  of  the 
workshop  participants  represent  reviews  of  the  biochemistry  and 
physiology  of  albumin,  the  physiology  of  the  body's  fiuid  spaces,  the 
clinical  use  and  abuse  of  albumin  and  the  adverse  effects  of  oncotic 
materials.  The  overall  purpose  was  to  assure,  through  evaluation  by 
biomedical  research  experts  from  the  outside  community,  the  status 
of  the  particular  program  element  and  the  opportunities  for  future 
research.  (Final  report  358  pages.) 
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ABSTRACT:  Pilot  studies  have  demonstrated  the  ability  of  nonphar- 
macological  therapies  to  achieve  blood  pressure  decreases  with  some 
patients  as  well  as  suggesting  their  utility  for  maintaining  pharmaco- 
logically lowered  pressure  or  allowing  a  lower  drug  dose.  The  objec- 
tives of  this  project  are  to  expand  the  information  available  from 
current  limited  research  efforts  on  nonpharmacological  treatments 
and  pursue  the  implications  of  large-scale  institute  trials  that  suggest 
the  need  to  explore  more  fully  the  feasibility  of  nonpharmacological 
therapies  for  hypertension.  This  project  will  develop  a  database  that 
will  track  and  analyze  the  results  of  programs  funded  through 
NHLBl  on  nonpharmacological  approaches  to  the  treatment  of  hy- 
pertension. The  database  will  be  used  by  the  Behavioral  Medicine 
Branch  to  evaluate  the  effects  of  research  it  is  currently  supporting 
with  the  national  plan  area  of  hypertension  treatment  and  guide  fu- 
ture resource  allocation  in  the  area.  Information  from  the  evaluation 
will  (1)  assess  the  effectiveness  of  cooperating  biobehavioral  projects 
(most  of  which  are  NHLBI  support);  (2)  suggest  the  most  promising 
treatment  approaches  for  defined  patient  populations;  and  (3)  contrib- 
ute to  determining  the  appropriateness  and  feasibility  of  a  controlled 
trial  of  nonpharmacological  therapies  for  hypertension.  (Work  on 
this  project  is  also  being  conducted  under  Contract  No.  NOl-HC- 
48075.) 
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ABSTRACT:  Since  mid- 1972,  the  NHLBI  has  coordinated  the  Nation- 
al High  Blood  Pressure  Education  Program,  a  public-private  sector 
cooperative  effort  to  reduce  death  and  disability  due  to  uncontrolled 
hypertension.  A  major  process  step  toward  control,  and  a  secondary 
objective,  is  improvement  of  public  knowledge  and  acceptance  of  the 
nature  of  hypertension,  the  seriousness  of  the  health  threat  of  uncon- 
trolled hypertension,  the  value  of  periodic  blood  pressure  measure- 
ments and  the  need  for  life-long  adherence  to  therapy  if  prescribed. 
In  1973,  baseline  data  on  these  and  related  issues  were  established 
through  a  national  interview  survey.  This  project  conducted  a  six- 
year  follow-up  study  to  ascertain  changes  from  this  baseline  as  a 
measure  of  progress  and  to  assist  future  planning  of  the  nature  and 
direction  of  the  educational  effort.  The  survey  was  conducted 
through  a  household  interview  of  a  nationwide  probability  sample  of 
U.S.  adults.  The  sample  size  was  approximately  5,000  individuals 
with  over-sampling  among  blacks,  who  have  a  particularly  high 
prevalence  of  high  blood  pressure.  The  analysis  of  the  sample  was 
stratified  by  age,  race,  education,  household  income,  inner-city/ur- 
ban/rural,  and  hypertensive  status.  The  project  has  shown  gains  in 
knowledge  related  to  the  impact  of  hypertension,  the  possible  causes 
and  related  factors  and  in  treatment  methods.  Some  gains  in  control 
status  are  also  shown. 
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ABSTRACT:  This  register  is  intended  to  serve  as  a  device  for  locating 
scientists  working  in  social  and  behavioral  science  areas  of  interest  to 
the  NHLI.  The  institute  is  interested  in  expanding  its  outreach  into 
the  community  of  scientists  in  order  to  fulfill  its  mandate.  The  scien- 
tists whose  names  are  listed  within  are  concerned  with  prevention, 
prediction,  treatment,  and  mechanisms  of  disease  prior  to  the  manife- 
station of  illness,  and  with  clinical  aspects,  pharmacologic  observa- 
tions, behavior,  cultural  anthropology,  and  rehabilitation  during  both 
the  acute  disease  and  in  the  post-disease  or  chronic  period.  This 
register  includes  scientists  working  in  the  fields  of  anthropology, 
biostatistics,  clinical  medicine,  economics,  education,  epidemiology, 
nursing,  nutrition,  pediatrics,  pharmacology,  physiology,  psychiatry, 
psychology,  social  work,  and  sociology.  The  list  is  not  an  exhaustive 
one.  The  index  may  be  used  to  obtain  a  scientist's  descriptors,  institu- 
tion, and  department.  When  the  appropriate  descriptor  is  determined, 
the  key  word  index  may  be  used  to  determine  the  names  of  other 
scientists  working  in  the  same  social  and  behavioral  science  areas. 
The  department  and  institution  index  can  be  consulted  to  obtain 
information  on  social  and  behavioral  science  aspects  under  study  at 
the  scientist's  department  or  institution.  (Final  report  61  pages.) 
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ABSTRACT:  The  first  report  summarizes  discussions  and  recommen- 
dations from  the  August  1974  workshop  on  homozygous  familial 
hypercholesterolemia,  a  rare,  severely  life-limiting  genetic  disorder 
often  resulting  in  advanced  atherosclerosis  and  coronary  heart  dis- 
ease in  childhood  or  adolescence.  The  second  report  presents  the 
proceedings  of  the  National  Heart  and  Lung  Institute  Working  Con- 
ference on  Health  Behavior,  held  May  12-15,  1975.  The  first  report 
("Report  on  Workshop  on  Portacaval  Shunt  in  the  Management  of 
Homozygous  Familial  Hypercholesterolemia")  is  available  from  PIC 
and  from  NTIS.  (Final  reports  19  and  320  pages,  respectively.) 
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ABSTRACT:  The  intent  of  this  project  is  to  survey  a  sample  of  physi- 
cians, including  primary  care,  internal  medicine,  preventive  medi- 
cine, and  pulmonary  medicine  specialists,  to  determine  their  practices 
related  to  the  prevention  of  lung  diseases.  The  survey  will  specifically 
address  the  use  of  lung  function  tests,  the  interpretation  of  such  tests, 
decisions  to  refer  or  to  treat,  the  frequency  with  which  occupational 
histories  are  taken,  and  the  frequency  with  which  smoking-cessation 
counseling  is  provided.  The  survey  will  provide  baseline  data  to  be 
used  in  assessing  the  impact  of  a  seven  and  one-half  year,  $21  million 
clinical  trial  initiated  by  the  NHLBI  in  FY  1984  on  early  intervention 
for  chronic  obstructive  pulmonary  disease  among  smokers  with  mild- 
ly abnormal  pulmonary  function.  It  will  also  provide  baseline  data  for 
physician  education  efforts  of  the  NHLBI. 
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ABSTRACT:  The  Transfusion  Medicine  Academic  Award  (TMAA) 
was  initiated  in  January  1983  to  (1)  encourage  the  development  of 
curricula  in  transfusion  medicine,  and  (2)  allow  the  awardees  to 
broaden  their  expertise  in  transfusion  medicine.  The  TMAA  is  a 
mechanism  for  supporting  individuals  and  schools  who  together  will 
make  a  commitment  to  develop  more  effective  programs  in  transfu- 
sion medicine.  The  award  provides  five  years  of  support  to  a  program 
director,  while  he  or  she  develops  a  teaching  and  research  environ- 
ment in  transfusion  medicine  for  students  and  physicians.  This  project 
will  assemble  baseline  data  on  medical  student  knowledge  and  inter- 
est related  to  transfusion  medicine  and  the  coverage  of  transfusion 
medicine  topics  in  medical  school  curricula.  It  will  also  establish  a 
program  monitoring  system  that  will  permit  informed  decisions  re- 
garding program  modifications  during  its  term  and  collect  data  neces- 
sary for  an  assessment  of  program  effectiveness  and  impact.  Each 
awardee  institution  will  perform  its  own  data  collection  and  question- 
naire administration.  The  data  will  then  be  forwarded  to  a  contracted 
coordinating  center  so  that  comparative  summaries  can  be  developed 
and  returned  to  the  separate  institutional  participants  for  their  own 
internal  evaluations.  The  NHLBI  will  also  be  provided  with  the 
analytical  results. 

DESCRIPTORS:  Blood  Bank,  Curriculum  Development 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2547  PROJECT  NO:  NHLBI  85-403 

FUND  SOURCE:  Other  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-HB-57006 

COST    (In  Thousands):  FY  85-$51,  FY  86-$48,  FY  87-$51,  FY 
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STATUS:  Study  in  process 

START/END  DATES:  November  '84  through  November  '90 
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PROJECT  OFFICER: 
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PHS-NIH-Biomedical  Research-Institute  Specific-Aging 

ABSTRACT:  This  report  describes  the  increase  in  the  number  of  peo- 
ple reaching  age  65.  The  number  of  Americans  reaching  age  65  or 
over  had  risen  from  4%  of  the  population  in  1900  to  more  than  11% 
in  1978,  and  the  percentage  of  those  85  or  over  had  doubled  in  the 
same  period.  If  mortality  rates  remain  constant,  75%  of  those  born 
in  the  U.S.  in  1975  will  survive  to  age  65;  53%  to  age  75;  and  25% 
to  age  85.  The  elderly  as  a  group  use  health  resources  to  a  greater 
extent  than  other  adults.  In  1977,  their  personal  health  care  expendi- 
tures were  28%  of  the  total  for  all  Americans.  The  National  Institute 
on  Aging  conducted  an  investigation  of  the  effectiveness  with  which 
knowledge  of  aging  was  being  incorporated  into  medical  education 
and  recommended  that  (1)  preparation  for  care  of  the  aged  be  includ- 
ed in  clinical  clerkship  and  in  staff  training  programs;  (2)  nursing 
homes  and  other  long-term  care  facilities  be  included  in  clinical  rota- 
tions for  medical  students  and  staff;  and  (3)  medical  schools  develop 
a  cadre  of  faculty  to  teach  gerontology  and  geriatrics  to  medical 
students  and  staff.  (Final  report  57  pages.) 

DESCRIPTORS:  Elderly,  Demography,  Health  Manpower  Training, 
Aging 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0998  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl  AG  2123 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '77  through  September  '78 
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ABSTRACT:  This  study  was  part  of  an  effort  to  formulate  a  long-range 
plan  for  aging  research  in  the  1980s.  The  Animal  Models  Develop- 
ment Program's  objectives  include  (1)  developing  pathobiologically 
characterized  and  defined  aged  animal  colonies,  and  (2)  making  avail- 
able necessary  numbers  of  healthy,  defined,  aged  animals  of  known 
quality  and  biological  characterization.  The  evaluation  panel  con- 
ducted an  assessment  of  the  impact  and  effectiveness  of  this  National 
Institute  on  Aging  (NIA)  program  for  supplying  aged  animals  for  the 
support  of  research  on  aging.  The  panel  determined  that  the  program 
is  critical  for  new  investigators  and  essential  for  the  continuing  re- 
search of  most  established  researchers  in  the  area  of  aging.  The  major 
strength  of  the  program  is  the  availability  of  a  stable  pool  of  animals 
of  specified  genotypes  and  ages.  The  consensus  is  that  the  animals 
available  are  the  best  that  can  be  produced.  NIA  is  the  only  "predicta- 
ble source"  of  aging  animals.  The  panel  recommends  some  program 
changes  to  meet  the  increased  demand  for  animal  models  while  keep- 
ing the  oversupply  of  animals  at  a  minimum  to  maintain  cost-effec- 
tiveness. NIA  also  needs  to  (1)  publicize  the  program,  its  objectives, 
and  how  to  gain  access  to  the  available  resources,  and  (2)  establish 
a  database  for  the  sharing  of  information  on  locations  of  biological 
resources  and  potential  users.  See  also  PIC  ID  No.  1779.1.  (Final 
report  161  pages.) 

DESCRIPTORS:  Elderly.  Planning,  Biomedical  Research,  Survey  or 
Questionnaire  Feature,  Case  or  Site  Study  Feature,  Statistical  Data 
Feature,  Genetics 

STUDY  TYPE:  Program  Performance  Evaluation;  Program  Impact 

PIC  ID  NO:  1779  PROJECT  NO:  NIA  79-301/3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-AG-0-2104 
COST    (In  Thousands):  FY  80-$105,  FY  81-$194,  FY  82-$34 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  'SO  through  May  '82 
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REPORT  TITLE:  Evaluation  of  the  National  Institute  on  Aging 
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PERFORMER:  Prospect  Associates,  1801  Rockville  Pike,  Rockville 

MD  20852 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Aging; 
PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  This  study  was  part  of  an  effort  to  formulate  a  long-range 
plan  for  aging  research  in  the  1980s.  The  Genetic  and  Cellular  Re- 
sources Program  is  intended  to  (1)  stimulate  research  in  the  cellular 
and  molecular  mechanisms  of  aging;  (2)  develop,  characterize,  store, 
and  distribute  cell  cultures  for  gerontological  research;  and  (3)  estab- 
lish a  repository  of  frozen,  viable  genetic  and  mutant  organisms  of 
interest  to  aging  research.  The  program  operates  two  repositories, 
one  for  cellular  resources  at  the  Institute  for  Medical  Research  (IMR) 
and  the  other  for  mutant  strains  of  the  nematode  C.  elegans  at  the 
Caenorhabditis  Genetics  Center  (CGC)  at  the  University  of  Missouri. 
This  report  details  the  findings  and  recommendations  of  a  panel  of 
extramural  scientists  formed  to  evaluate  the  program.  The  panel  con- 
cluded that,  in  general,  the  program  has  been  successful  in  responding 


to  the  needs  of  investigators.  Both  of  the  repositories  are  efficiently 
operated.  The  panel  recommends  that  the  Nalional  Institute  on  Ag- 
ing continue  to  support  the  Cell-line  Repository  in  IMR  but  that 
alternative  fund  sources  be  found  for  the  CGC  because  very  few 
scientists  directly  engaged  in  aging  research  are  using  the  repository. 
The  panel  also  recommends  that  the  ancillary  services  provided  by 
the  IMR  be  discontinued.  See  also  PIC  ID  No.  1779.  (Fmal  report 
174  pages.) 

DESCRIPTORS:  Biomedical  Research,  Genetics,  Elderly,  Planning, 
Survey  or  Questionnaire  Feature,  Statistical  Data  Feature 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  1779  1  PROJECT  NO:  NIA  79-301/3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl  AG-0-2104 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '80  through  June  '82 
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REPORT  TITLE:  Evaluation  of  the  Research  Program  in 

Alzheimer's  Disease  (AD)  (Four  Reports) 
PERFORMER:  Applied  Systems  Institute  Inc.,  1910  K  Street  N.W., 

Washington  D.C.  20036 
PROJECT  OFFICER:  Cartwright,  William  S.;  Rm  612,  FED  Bldg; 

301-496-1178 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Aging 

ABSTRACT:  The  purpose  of  this  evaluation  was  to  determine  the 
effectiveness  of  NI A's  program  development  in  AD  research  in  terms 
of  success  in  stimulating  research  in  this  area,  supporting  crucial  areas 
of  study,  and  overcoming  research  obstacles  posed  by  the  unique 
characteristics  of  this  disease.  The  outcome  of  this  evaluation  was 
used  to  refocus  the  institute's  program,  as  necessary.  This  phase 
(Component  2)  examined  the  incidence  and  prevalence  of  AD  in  the 
U.S.  and  the  economic  costs  associated  with  it.  Related  issues  and 
recommendations  have  also  been  developed.  The  papers  generated 
by  this  study  are  "Cost  of  Illness  and  the  Elderly  (by  Teh-Wei  Hu 
and  Lien-Fu  Huang);  "Evaluation  of  Costs  of  Caring  for  Senile  De- 
mented Elderly:  A  Pilot  Study"  (by  Teh-Wei  Hu,  Lien-Fu  Huang, 
and  Nancy  S.  McDonnell);  "Economic  Costs  of  Senile  Dementia  in 
the  United  States,  1983"  (by  Lien-Fu  Huang  and  Teh-Wei  Hu);  and 
"Research  Evaluation  on  Costs  of  Senile  Dementia"  (by  Teh-Wei  Hu 
and  Lien-Fu  Huang).  See  PIC  ID  No.  2368.1  for  Component  1  infor- 
mation. 

DESCRIPTORS:  Elderly,  Research  and  Evaluation  Performance,  Bi- 
omedical Research 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2368  PROJECT  NO:  NIA  83-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  NOl-AG-3-2123 
COST    (In  Thousands):  FY  83-$74 
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STATUS;  Study  completed. 
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PROJECT  TITLE:  Evaluation  of  the  Research  Program  in 

Alzheimer's  Disease  (Component  1:  Effectiveness  Study) 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Associate  Consultants,  Inc.,  1726  M  Street  N.W., 

Washuigton  D.C.  20036 
PROJECT  OFFICER:  Burke,  Alfred  E.;  Rm  5C11,  Bldg  31; 

301-496-4996 
PROGRAM(S)  EVALUATED 

PHS-NIH-Biomedical  Research-Institute  Specific-Aging 

ABSTRACT:  The  purpose  of  this  evaluation  (Component  1 )  is  to  deter- 
mnie  the  effectiveness  of  NIA's  program  development  in  SDAT 
research  in  terms  of  success  in  stimulating  meaningful  research  in  this 
area,  supporting  the  most  crucial  areas  of  study,  and  overcoming 
research  obstacles  posed  by  the  unique  characteristics  of  this  disease. 
The  outcome  of  this  evaluation  will  be  used  to  refocus  the  institute's 
program  as  indicated.  See  PIC  ID  No.  2368  for  Component  2  infor- 
mation. 

DESCRIPTORS:  Research  and  Evaluation  Performance,  Elderly,  Mor- 
bidity and  Mortality 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2368  1  PROJECT  NO:  NIA  83-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-84-C-0287 
COST    (In  Thousands):  FY  84-S75 
STATUS:  Study  in  process 

START/END  DATES:  September  '84  through  September  '88 
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PROJECT  TITLE:  Research  on  Psychosocial  Aging 

REPORT  TITLE:  Leading  Edges:  Recent  Research  on  Psychosocial 
Aging 

PERFORMER:  National  Institute  on  Aging,  Bethesda  MD  20892 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Aging 

ABSTRACT:  This  report  is  a  collection  of  papers  on  psychosocial 
aging.  Its  objectives  are  to  broaden  scientific  understanding  of  the 
psychosocial  components  of  the  aging  process  and  to  contribute  more 
accurate  information  on  the  place  of  older  people  in  society.  The 
papers  include  (1)  "A  Sense  of  History:  Recent  Research  on  Aging 
and  the  Family"  by  Andrew  Cherlin;  (2)  "Economic  Aspects  of  an 
Aging  Population  and  the  Material  Well-Being  of  Older  Persons"  by 
Thomas  J.  Espenshade  and  Rachel  Eisenberg  Braun;  (3)  "Aging  and 
Work  Organizations"  by  Harris  T.  Schrank  and  Joan  M.  Waring;  (4) 
"Work  and  Retirement  in  a  Changing  Society"  by  Anne  Foner  and 
Karen  Schwab;  (5)  "Geographical  Distribution  of  the  Elderly  Popu- 


lation: Recent  Trends"  by  Tim  B.  Heaton;  (6)  "Minority  Aging"  by 
Kyriakos  S.  Markides;  (7)  "Women  and  Men:  Mortality  and  Health 
of  Older  People"  by  Lois  M.  Verbrugge;  (8)  "Age,  Psychosocial 
Stress,  and  Health"  by  James  S.  House  and  Cynthia  Robbins;  (9) 
"Social  Change  and  Food  Habits  of  the  Elderly"  by  Maradee  A. 
Davis  and  Elizabeth  Randall;  (10)  "Learning  and  Memory  through 
Adulthood"  by  Marion  Perlmutter;  and  (1 1)  "Beyond  Ageism:  Post- 
poning the  Onset  of  Disability"  by  Matilda  White  Riley  and  Kathleen 
Bond. 

DESCRIPTORS:  Aging,  Needs  and  Needs  Assessment,  Elderly,  Retire- 
ment, Demography,  Trends  and  Forecasts,  Morbidity  and  Mortality 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  2043  PROJECT  NO 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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Available  from  PIC 
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ABSTRACT:  This  project  abstracted  all  1,034  NIA  projects  in  process 
from  1978  through  1981  and  coded  projects  active  from  1978  through 
January  1983  using  the  NIA  multi-axis  coding  system  (MACS)  con- 
sisting of  scientific  terminology  describing  the  thrust  and  methodolo- 
gy of  each  project.  Information  sources  consisted  of  project  files 
located  in  the  NIA  Grants  Management  Office  including  the  original 
application  from  the  principal  investigator,  the  summary  statement 
describing  the  project,  and  any  progress  reports  detailing  special 
results,  modified  methodology  or  project  intent.  In  addition  NIA 
provided  computer  listings  identifying  the  NIA  projects  to  be  ab- 
stracted and  coded  and  the  years  in  which  they  were  active. 

DESCRIPTORS:  Information  Systems,  Management  Information  and 
Reporting,  Elderly,  Planning 
STUDY  TYPE:  Other 
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FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  Progress  Report  on  Senile  Dementia  of  the 
Alzheimer's  Type 

REPORT  TITLE:  Progress  Report  on  Senile  Dementia  of  the 

Alzheimer's  Type 
PERFORMER:  National  Institute  on  Aging,  Bethesda  MD  20892 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Aging 

ABSTRACT:  Of  the  three  to  four  million  Americans  who  suffer  from 
some  type  of  senile  dementia,  approximately  500,000  have  senile  de- 
mentia of  the  Alzheimer's  type  (SDAT).  SDAT  is  a  disabling  disord- 
er that  leaves  its  victims  unable  to  care  for  themselves  and  causes 
unpredictable  changes  in  behavior  and  personality.  The  disorder  or 
its  complications  lead  to  death  for  approximately  100,000  Americans 
every  year.  Even  when  family  support  is  available,  victims  of  SDAT 
are  most  likely  to  spend  their  last  days  in  a  nursing  home  or  long-term 
care  institution.  Because  methods  for  preventing  or  curing  SDAT  are 
not  yet  available,  the  disease  accounts  for  a  disproportionate  share  of 
this  country's  total  expenditure  (approximately  $22  billion  in  1980) 
for  long-term  care  for  people  over  65.  This  report  provides  an  over- 
view of  research  on  SDAT,  including  leading  theories  on  the  disea- 
se's causes  and  highlights  from  some  of  the  most  positive  studies. 
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STUDY  TYPE:  Research  and  Data  Development 
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FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
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ABSTRACT:  The  United  States'  65-and-over  population  is  one  of  the 
largest  in  the  world  and  it  is  growing,  not  only  in  absolute  numbers 
but  also  in  proportion  to  the  general  population.  As  a  nation  we  are 
becoming  more  aware  of  the  aging  process  and  the  aged  themselves. 
This  report  presents  findings  on  research  that  can  improve  medical 
care  and  social  services  for  the  elderly,  and  discusses  the  institute's 
ongoing  research  program. 
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ABSTRACT:  This  project  examined  changes  in  national  patterns  of  the 
prescription  of  amantadine  for  the  prophylaxis  and  treatment  of  in- 
fluenza A  infections  over  a  five-year  period  spanning  the  Consensus 
Development  Conference  on  Amantadine.  The  National  Drug  and 
Therapeutic  Index  (NDTI)  data  on  the  numbers  of  prescriptions 
private  physicians  write  each  quarter  for  the  prophylaxis  and  treat- 
ment of  influenza  A  infections  were  used  to  temporally  relate  the 
prescription  patterns  of  amantadine  to  the  conference,  which  promul- 
gated specific  recommendations  for  use  of  the  drug.  The  results  of  the 
study  showed  no  overall  change  in  the  numbers  of  prescriptions  for 
amantadine  during  the  study  period.  Following  the  NIH  Consensus 
Development  Conference,  there  was  a  modest  effect  of  an  increased 
use  of  amantadine  by  pediatric  physicians  (for  patients  0-19  years  of 
age).  Whether  this  effect  was  related  to  the  NIH  Consensus  Develop- 
ment Conference  is  difficult  to  establish  definitively.  This  report  was 
published  in  the  "Journal  of  Infectious  Diseases"  (Volume  151,  1985, 
pp.  372-373). 
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Bldg;  301-496-7728 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Allergy  and 
Infectious  Diseases 

ABSTRACT:  This  project  involved  the  evaluation  of  the  National 
Institute  of  Allergy  and  Infectious  Diseases  (NIAID)  special  empha- 
sis program  on  sexually  transmitted  disease  (STD).  The  evaluation 
provided  an  opportunity  to  review  the  program  goal  and  needs  state- 
ments for  adequacy,  and  to  assess  the  project  portfolio  against  this 
standard.  Highlighted  were  shortcomings  and  means  to  overcome 
them  as  well  as  major  accomplishments.  The  review  was  conducted 
by  an  NIAID-chartered  committee,  the  Infectious  Disease  Commit- 
tee with  four  ad-hoc  reviewers  to  increase  committee  expertise  in  the 
area  of  STD.  Grantees  and  project  directors,  representing  the  range 
of  program  endeavors,  were  asked  to  present  their  most  recent  re- 
search results  and  to  submit  a  one-page  abstract  well  in  advance  of 
the  meeting.  Evaluations  were  also  provided  with  background  litera- 
ture on  the  program  against  which  the  program  portfolio  was  as- 
sessed. Recommendations  were  to  (1)  adopt  the  more  inclusive 
definition  of  STD  as  a  basis  for  program  development;  (2)  increase 
program  emphasis  in  epidemiologic  characterization  of  the  complex 
of  disease  entities  that  comprise  the  STD  problem;  viral  diseases  of 
relevance  to  STD  including  herpes  virus  hominis  type  !I  and  CMV; 
in  vitro  cultivation  of  the  treponeme  causing  syphillis;  and  infections 
caused  by  the  B  group  of  streptococci;  (3)  initiate  evaluation  of  public 
health  policy  aspects  of  STD-related  vaccines  developed  in  the  fu- 
ture. (Summary  report  122  pages.) 

DESCRIPTORS:  Biomedical  Research,  Venereal  Disease,  Conference 
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PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  The  IBC  structure  and  responsibilities  are  mandated  in 
the  NIH  "Guidelines  for  Recombinant  DNA  Research"  for  all  insti- 
tutions that  receive  federal  funds  to  support  recombinant  DNA  re- 
search. Phase  I  of  the  study  included  a  major  national  meeting  of  the 
IBC  chairmen  in  November  1980  as  a  forum  for  input  into  the  study 
from  key  institutional  officials.  A  key  recommendation  that  resulted 
from  that  meeting  was  that  experiments  covered  by  Section  III-O  of 
the  NIH  guidelines  be  made  exempt.  The  consensus  of  the  group  was 
that  the  the  risks  associated  with  most  recombinant  DNA  research 
did  not  justify  the  then-current  procedures.  Phase  II  of  the  study 
concerned  the  institutions'  need  for  broad  assistance  in  safety  matters 
such  as  chemical  carcinogenesis  and  etiological  agents. 
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ABSTRACT:  Based  upon  findings  reported  by  the  Task  Force  on 
Immunology  and  Disease,  recommendations  were  developed  and  are 
summarized  in  this  document.  These  recommendations  are  presented 
in  terms  of  efforts  proposed  both  to  clarify  the  basic  mechanisms  of 
the  immune  system  and  to  apply  existing  and  emerging  knowledge  to 
specific  disease  entities.  The  eight  subfields  of  review  are  (1)  the 
immune  system,  its  mechanisms,  and  its  products;  (2)  developmental 
and  reproductive  immunology;  (3)  infectious  diseases;  (4)  allergy  and 
related  disorders;  (5)  autoimmunity;  (6)  tissue  and  organ  transplanta- 
tion; (7)  tumor  immunology;  and  (8)  diagnostic  immunology  and 
epidemiology.  Exciting  and  important  new  leads  applicable  to  the 
study  of  many  disease  processes  were  recommended  upon  evidence 
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of  findings  related  to  the  definition  of  subpopuiations  of  immuno- 
competent cells  with  defined  functions;  the  identification  of  immuno- 
globulin E  with  demonstration  of  specific  functional  properties;  the 
role  of  immune-related  cellular  mechanisms  in  maturation  and  aging 
processess;  and  the  clarification  of  immunopathologic  consequences 
of  infectious  diseases  and  the  unfolding  of  the  genetic  determinants 
of  the  immune  response.  (Final  report  46  pages.) 
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ABSTRACT:  This  study  consisted  of  methodological  research  on  the 
measurement  of  the  impacts  of  disease  on  the  quality  of  life.  Of 
particular  concern  was  the  development  of  valid  tools  for  the  collec- 
tion and  analysis  of  data  necessary  to  measure  the  social,  psychologi- 
cal, and  economic  impacts  of  infectious  and  allergic  diseases. 
Workshops  and  extensive  literature  review  and  analysis  vyere  con- 
ducted. This  report  consists  mainly  of  an  annotated  bibliography  of 
literature  related  to  otitis  media,  hepatitis,  nosocomial  infections, 
venereal  diseases  and  intrauterine  infections,  respiratory  infections, 
and  allergy  and  asthma.  The  report  also  includes  (1)  a  discussion  of 
the  utility  of  standards  testing  instruments  in  evaluating  the  impact 
of  diseases  on  the  quality  of  life  and  (2)  a  computer  simulation  model 
of  influenza  that  can  be  used  for  evaluating  the  impact  of  diseases  on 
the  quality  of  life.  (Final  report  156  pages.) 
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ABSTRACT:  The  Institute  of  Medicine  (lOM)  convened  a  group  of 
experts  to  develop  a  model  for  setting  priorities  among  vaccines  for 
diseases  of  importance  to  the  general  U.S.  population.  lOM  obtained 
and  used  relevant  data  to  quantify  the  various  components  of  the 
decision-making  aspects  of  the  model,  e.g.,  epidemiological  data, 
mortality  and  morbidity  data,  cost  of  illness,  scientific  readiness,  inci- 
dence and  prevalence  of  target  diseases,  cost-effectiveness,  patient 
and  physician  acceptance,  and  safety  and  efficacy.  Using  the  model, 
lOM  evaluated  five  vaccines  (that  lOM  and  the  NIAID  steering 
group  had  agreed  were  ready  scientifically  for  accelerated  develop- 
ment) and  provided  NIAID  with  a  list  of  these  candidate  vaccines  in 
order  of  priority.  In  the  second  part  of  the  study,  lOM  considered 
candidate  vaccines  for  diseases  of  importance  to  less  technologically 
advanced  nations,  and  developed  a  model  for  setting  priorities  among 
vaccines  for  which  development  could  be  accelerated.  Volume  I 
("Diseases  of  Importance  in  the  United  States")  and  Volume  II  ("Dis- 
eases of  Importance  in  Developing  Countries")  are  available  from  the 
Institute  of  Medicine,  Washington,  D.C.  Volume  I  is  also  available 
from  PIC. 
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ABSTRACT:  Using  its  own  membership,  the  American  Society  for 
Microbiology  compiled  and  analyzed  questionnaire  data  in  an  effort 
to  determine  the  size  of  the  universe  of  scientist  concerned  with 
activities  relevant  to  the  NIAID  missions.  Some  of  the  major  findings 
may  be  summarized  as  follows:  (1)  of  the  five  employment,  sectors 
used  in  this  study,  almost  half  of  the  respondents  (43.8%)  reported 
academia  as  their  primary  employer;  (2)  approximately  34%  of  all 
respondents  worked  in  basic  and  applied  research;  (3)  student  re- 
spondents appeared  to  be  concentrated  in  eight  specialty  fields:  gen- 
eral microbiology,  clinical/medical  microbiology,  bacteriology, 
animal  virology,  biological  sciences,  environmental  and  applied  mi- 
crobiology, medical  technology,  and  molecular  biology;  (4)  the  four 
most  frequent  selected  academic  training  specialties  for  postdoctor- 
ate  trainees  were  molecular  biology,  biochemistry,  animal  virology, 
and  clinical/medical  microbiology;  and  (5)  approximately  27%  of  all 
respondents  received  federal  support  for  their  research;  NIAID  and 
NCI  together  supported  33.6%  of  these  respondents.  The  "Adden- 
dum to  the  1979  Membership  Survey  for  Microbiology"  is  also  avail- 
able from  PIC.  (Final  report  36  pages;  addendum  54  pages.) 

DESCRIPTORS:  Health  Manpower  Training,  Health  Manpower  Pro- 
jections 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1797  PROJECT  NO  NIAID  79-401 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-AI-92600 
COST    (In  Thousands):  FY  79-$102 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  November  "78  through  July  "80 


2122 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 

National  Institute  of  Allergy  and  Infectious 

Diseases 

PROJECT  TITLE:  Third  International  Conference  on  AIDS 

REPORT  TITLE:  Third  International  Conference  on  AIDS 
PERFORMER:  National  Institute  of  Allergy  and  Infectious 

Diseases,  Bethesda  MD  20892 
PROJECT  OFFICER:  Hill,  James  C,  Ph.D.;  Rni  7A03,  Bldg  31; 

301-496-9118 


PROGRAM(S)  EVALUATED: 

PHS-CDC-Discasc  Prevention-Acquired  Immune  Deficiency 
Syndrome  (AIDS)  Activity; 

PHS-NIH-Biomedical  Research-Activiiy-Disease  Control 

ABSTRACT:  This  conference,  which  was  held  June  1-5,  1987,  in 
Washington,  D.C,  provided  a  forum  for  the  review  and  exchange  of 
information  on  AIDS  epidemiology,  virology,  molecular  biology, 
immunology,  serology,  hematology,  animal  models,  neurological  im- 
plications, neuropsychiatric  aspects,  oncology,  diagnostic  tests,  clini- 
cal manifestations,  behavioral  and  addictive  aspects,  public  health, 
ethical  and  psychosocial  implications,  and  prevention  and  control 
strategies.  This  volume  includes  the  abstracts  for  all  the  papers,  in- 
cluding poster  papers,  presented  at  the  conference.  (Final  report  236 
pages.) 
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ABSTRACT:  There  is  increasing  recognition  of  the  importance  of 
self-management  in  cases  of  pediatric  asthma.  Several  federal  and 
non-federal  agencies  have  developed  programs  to  encourage  and 
improve  the  effectiveness  of  pediatric  asthma  self-management.  This 
project,  sponsored  by  NHLBI  and  NIAID,  evaluated  pediatric  asth- 
ma self-management  research  by  focusing  on  a  number  of  issues  that 
are  relevant  to  all  self-management  research  projects.  The  project 
had  two  phases:  first,  development  of  a  document  containing  several 
papers  evaluating  various  aspects  of  self-management  research,  and 
making  recommendations  for  future  activities  in  research  and  tech- 
nology transfer;  and,  second,  organization  of  a  workshop  of  experts 
in  pediatric  asthma,  behavioral  science,  and  evaluation  to  critique  the 
evaluation  document  and  make  recommendations  for  future  activi- 
ties. The  workshop  was  held  in  June  1983  in  Washington,  D.C.  The 
workshop  proceedings  were  published  in  "The  Journal  of  Allergy 
and  Clinical  Immunology"  (Volume  72,  No.  5,  Part  2,  November 
1983,  Supplement.) 
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ABSTRACT:  In  its  report  on  the  Labor/HEW  Appropriations  Bill  for 
FY  1977,  the  Senate  Appropriations  Committee  recognized  "the  tre- 
mendous socioeconomic  costs  associated  with  dermatologic  dis- 
eases" and  directed  the  National  Institute  of  Arthritis,  Metabolism, 
and  Digestive  Diseases  (NIAMDD)  to  conduct  "an  analysis  of  the 
needs  and  priorities  for  dermatologic  research."  This  was  done  under 
this  contract  and  the  final  report  of  this  analysis  was  published  as  a 
supplement  to  the  November  1979  (No.  2)  issue  of  the  "Journal  of 
Investigative  Dermatology"  and  has  been  broadly  disseminated.  The 
report  focuses  on  1 1  major  research  areas  in  skin  biology  and  skin 
diseases  that  were  selected  by  a  coordinating  committee  of  experts  for 
study  based  on  research  activities  and  opportunities,  societal  needs 
and  on  the  clinical  problems  encountered  by  dermatologists.  Each 
area  was  analyzed  by  a  special  study  group  of  experts  which  reported 
on  the  prevalence  and  severity  of  the  respective  health  problems; 
status  of  prevention,  treatment  and  cure;  status  of  relevant  fundamen- 
tal and  clinical  research  and  needs  and  opportunities  for  additional 
research.  The  report  also  contains  a  summary  statement  emphasizing 
problems,  existing  knowledge,  treatment  methods  and  research  needs 
and  opportunities. 
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ABSTRACT:  This  evaluation  was  conducted  to  assess  the  effectiveness 
of  the  National  Institute  of  Arthritis,  Diabetes,  and  Digestive  and 
Kidney  Diseases'  Muskuloskeletal  Diseases  Program  to  provide  a 
foundation  for  improving  research  efforts.  Prior  to  this  project,  no 
comprehensive  study  had  been  made  of  the  program.  The  report 
includes  key  program  accomplishments,  study  areas  requiring  addi- 
tional effort,  contributions  of  program-supported  research  to  other 
areas,  and  recommendations  for  the  following  topics:  (1)  bone  prop- 
erties; (2)  bone  disease,  injury,  and  treatment;  (3)  joint  diseases,  in- 
jury, and  treatment;  and  (4)  skeletal  support  structures  and  function. 
Program  organization  and  management  are  also  discussed.  (Final 
report  221  pages.) 
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ABSTRACT:  This  project  was  initiated  to  identify  appropriate  me- 
thodologies for  assessing  the  effectiveness  of  the  portions  of  the  mul- 
tipurpose arthritis  centers  (MACs)  not  targeted  at  biomedical 
research.  Annual  evaluation  of  these  centers  is  required  by  law  but 
suitable  methods  had  not  been  established  prior  to  this  study.  The 
contractor  examined  the  program,  its  goals  and  procedures.  The 
resultant  assessment  provided  guidance  by  analyzing  the  subject  ac- 
tivities by  component  and  showing  where  questions  must  be  an- 
swered. This  information  was  essential  for  the  planning  and  operation 
of  the  program.  The  two  reports  resulting  from  this  project  are 
"Evaluation  Plan  for  the  Education,  Community  Demonstration,  and 
Health  Services  Research  Activities  of  the  Multipurpose  Arthritis 
Centers"  and  "Introduction  to  Evaluation  for  Multipurpose  Arthritis 
Centers."  The  former  provides  an  introductory  review  of  concepts 
and  approaches  in  evaluation,  mainly  for  grantees  and  others  in- 
volved with  the  multipurpose  arthritis  centers,  as  well  as  others  not 
experienced  in  evaluation.  It  presents  an  overview  of  the  purposes  of 
the  evaluation,  a  description  of  the  basic  elements  of  the  evaluation 
process,  and  different  methods  used  in  the  process.  The  reports  were 
used  by  institute  staff  to  evaluate  the  program  and  by  the  centers' 
personnel  to  guide  center-based  evaluation  activities.. 
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ABSTRACT;  As  a  means  of  setting  objectives  for  the  evaluation  of  this 
program,  this  project  updated  the  state-of-the-science  assessment  and 
the  resultant  program  goals  and  objectives  developed  for  this  pro- 
gram as  part  of  the  NICHD  research  plan  (NICHD  80-305/306). 
Seventeen  expert  consultants,  with  the  guidance  of  an  additional  151 
expert  consultants,  produced  papers  which  1)  developed  an  updated 
overview  and  historical  perspective  of  this  area  of  science;  2)  docu- 
mented the  field's  significant  findings  and  achievements;  3)  identified 
gaps  in  knowledge;  and  4)  made  timely  recommendations  for  activi- 
ties of  this  program.  Program  staff  consolidated  the  papers  into  five 
chapters,  which  were  edited  and  then  reviewed  by  NICHD  staff  and 
the  NICHD  National  Advisory  Council.  The  final  report  developed 
program  goals,  objectives,  and  specific  action  steps  for  this  research 
program.  See  also  PIC  ID  No.  2143.1. 
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ABSTRACT;  This  report  presents  the  results  of  a  study  of  how  young 
men  and  women  reallocate  their  time  during  the  seven-year  period 
following  their  graduations  from  high  school  as  a  result  of  becoming 
parents.  Researchers  studied  the  effects  of  parenthood  on  participa- 
tion in  political  affairs  and  community  groups,  marital  stability,  finan- 
cial well-being,  and  several  attitudinal  measures,  including 
educational  and  career  expectations.  It  was  demonstrated  that  par- 
ents-to-be frequently  behave  differently  from  nonparents  well  before 
their  first  child  is  born.  Apparently,  the  timing  of  parenthood  re- 
sponds to  work  effort,  instead  of  determining  it.  The  principal  finding 
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of  the  study  was  that  young  couples  who  became  parents  in  the  1970s, 
like  those  in  previous  decades,  modified  their  lifestyles  in  accordance 
with  traditional  family  roles:  the  women  serving  as  homemakers  and 
mothers  and  the  men  as  breadwinners.  Another  important  conse- 
quence of  parenthood  discovered  by  the  study  was  marital  stability. 
Only  6%  of  the  married  parents  in  the  sample  underwent  divorce  in 
the  first  two  years  after  childbirth.  (Final  report  191  pages.) 
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ABSTRACT:  This  project  developed  more  than  250  performance  in- 
dicators for  162  research  program  objectives  for  NICHD's  lOn  re- 
search programs.  These  objectives  and  performance  indicators 
provided  the  foundation  for  the  full-scale  evaluation  of  each  of  the 
institute's  programs.  The  project  was  the  responsibility  of  a  steering 
committee  composed  of  a  large  number  of  institute  program  leaders 
and  policymakers,  and  several  outside  expert  consultants.  Each  of  the 
10  program  areas  was  reviewed  by  a  study  group  composed  of  an 
outside  consultant  expert  in  that  field  and  an  NICHD  extramural 
program  leader  and,  in  most  cases,  an  NICHD  intramural  leader  in 
that  field  as  well.  An  outside  contractor  was  selected  to  support  the 
work  of  the  steering  committee  and  the  10  study  groups.  The  in- 
dividual program  area  study  group  reports  were  reviewed  for  scien- 
tific content  by  a  standing  research  review  committee  or  ad  hoc 
review  committee,  and  for  policy  content  by  the  steering  committee. 
The  project's  final  reports  include  an  evaluation  and  implementation 
plan,  plus  a  state-of-the-science  research  gaps  and  opportunities  as- 
sessment, and  program  objectives  and  performance  indicators  for 
each  of  the  institute's  research  programs.  The  volume  titles  are 
"Evaluation  and  Assessment  of  the  State  of  the  Science"  and  "Over- 
view and  Strategy  for  a  Five-Year  Research  Plan." 
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ABSTRACT:  This  project  sought  to  answer  the  question  of  whether 
the  addition  of  an  interview  would  benefit  the  peer  review  of  physi- 
cian scientist  (Kll)  and  clinical  investigator  (K08)  career  develop- 
ment grant  applications.  Specifically,  the  study  evaluated  whether 
the  addition  of  interviews  would  provide  reviewers  with  information 
that  assists  them  in  their  selection  of  candidates.  The  study  interview 
and  scoring  procedures  developed  for  this  project  were  used  during 
the  January.  May,  and  October  1985,  January  and  May  1986,  and 
October  1986  review  rounds.  A  statistical  analysis  of  the  data  collect- 
ed during  the  reviews  was  performed,  and  the  final  report  was  pre- 
sented to  the  National  Institute  of  Child  Health  and  Human 
Development  (NICHD)  National  Advisory  Counicl  at  its  June  1987 
meeting.  The  study  showed  that  the  addition  of  interviews  did  tend 
to  improve  the  priority  scores  of  candidates,  but  only  slightly.  These 
relatively  small  improvements  did,  however,  tend  to  affect  final  fund- 
ing decisions  for  a  fairly  high  proportion  of  applicants.  Because  of  the 
small  number  of  applicants  studied  (27).  the  evaluation  cannot  be 
taken  as  a  stable  estimate  of  future  performance.  (Final  report  3 
pages.) 
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ABSTRACT:  Two  major  research  investments  made  by  the  National 
Institute  for  Child  Health  and  Human  Development  (NICHD)  in 
pursuit  of  its  mission  were  the  establishment  and  continued  support 
of  its  mental  retardation  research  centers  and  population  research 
centers  programs.  The  specific  objectives  of  the  project  were  to 
develop  a  preliminary  evaluative  approach  to  NICHD  research  cen- 
ters and  to  perform  initial  evaluative  analyses  useful  in  addressing 
policy  issues  and  in  facilitating  management  decisions.  The  evalua- 
tion provides  the  director  of  NICHD,  the  institute's  staff,  and  the 
leadership  of  the  centers  with  significant  data  about  the  research 
performance  of  the  centers  upon  which  to  base  informed  decisions 
affecting  the  future  of  the  programs.  The  conduct  of  the  evaluation 
was  the  responsibility  of  the  NICHD  Center's  Evaluation  Task  Force 
established  by  the  Planning  and  Evaluation  Committee  of  the  Nation- 
al Advisory  Child  Health  and  Human  Development  Council  and  the 
NICHD  director.  The  task  force,  composed  of  five  nongovernment 
experts  with  the  assistance  of  the  support  contractor  and  scientific 
consultants,  completed  the  study  and  submitted  its  final  report  of 
findings  and  recommendations  in  January  1979. 
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ABSTRACT:  This  study  was  undertaken  to  estimate  the  cesarean  deliv- 
ery rate  in  U.S.  hospitals  and  to  determine  whether  the  reasons  for 
the  rise  in  this  rate  have  changed  since  the  1979  National  Institute  of 
Child  Health  and  Human  Development  Concensus  Development 
Conference  on  Cesarean  Childbirth.  A  survey  of  the  cesarean  policies 
and  practices  of  a  national  sample  of  American  hospitals  and  obstetri- 
cians yielded  the  following  results.  The  cesarean  delivery  rate  steadi- 
ly increased  from  9.1%  in  1974  to  21.2%  in  1984.  Much  of  the  rate 
increase  was  due  to  repeat  cesareans,  less  to  fetal  distress.  The  study 
concluded  that  if  the  number  of  vaginal  deliveries  performed  on 
women  who  previously  have  undergone  one  or  more  cesarean  deliv- 
eries increases,  then  the  overall  cesarean  delivery  rate  will  decrease 
or  stabilize.  Additional  efforts  should  be  focused  on  fetal  distress  and 
dystocia  because  it  is  likely  that  the  definitions  of  these  complications 
are  changing  to  include  less  severe  forms  and  therefore  influence  the 
statistics.  Three  articles  resulted  from  this  study:  "Recent  Trends  in 
Cesarean  Birth  and  Trial  of  Labor  Rates  in  the  United 
States"(JAMA,  Jan.  23-30,  1987,  Vol.  257,  No.4);  "Reasons  for  the 
Rising  Cesarean  Delivery  Rates:  1978-1984"(Obstetrics  &  Gynecolo- 
gy, May  1987, Vol.  69,  No. 5);  and  "Recent  Trends  in  Family-Cen- 
tered Maternity  Care  for  Cesarean-Birth  Families"(BIRTH,  March 
1988,  Vol.  15,  No.). 
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ABSTRACT:  The  committee's  report  identified  a  number  of  "correcti- 
ble  deficiencies"  in  U.S.  research  and  training  efforts  and  called  upon 
NICHD  to  assume  "lead  agency"  responsibility  for  initiating  and 
supporting  the  needed  programs  and  changes.  One  of  the  major 
deficiencies,  according  to  the  report,  was  inadequate  support  for 
fundamental  research  in  areas  such  as  developmental  human  genetics, 
developmental  biology,  developmental  pharmacology,  neurobiolo- 
gy, and  behavioral  sciences.  Research  embracing  a  variety  of  basic 
disciplines  must  be  supported  and  major  multidisciplinary  research 
centers  organized,  while  at  the  same  time  continuing  support  of 
meritorious  investigator-initiated  research,  particularly  that  pursuing 
answers  to  fundamental  problems.  Other  research  priorities  cited 
here  include  pregnancy,  embryonic  fetal  development,  and  the  causes 
of  prematurity  and  initiation  of  labor.  Inasmuch  as  no  comprehensive 
data  on  U.S.  maternal,  fetal,  and  child  health  research  exists,  a  nation- 
al registry  of  federally  funded  programs  in  these  areas  was  recom- 
mended as  well  as  expanded  training  of  investigators  at  all  levels,  and 
special  programs  to  attract  researchers  into  maternal  and  child  health 
research.  (Final  report  108  pages  plus  appendices.) 
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ABSTRACT:  As  a  means  of  setting  objectives  for  the  evaluation  of  this 
program,  this  project  updated  the  state-of-the-science  assessment  and 


the  resultant  program  goals  and  objectives  developed  for  this  pro- 
gram as  part  of  the  NICHD  research  plan  (NICHD  80-305/.3()6). 
Sixteen  expert  consultants  with  the  guidance  of  several  professional 
organizations  and  numerous  additional  consultants,  produced  papers 
that  (1)  developed  an  updated  overview  and  historical  perspective  of 
this  area  of  science;  (2)  documented  the  field's  recent  significant 
findings  and  achievements;  (3)  identified  gaps  in  knowledge;  and  (4) 
made  timely  recommendations  for  future  activities  of  this  program. 
See  also  PIC  ID  No.  2143.  (Final  report  137  pages.) 
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ABSTRACT:  This  report  updates  the  portion  of  the  National  Institute 
of  Child  Health  and  Human  Development  Five-Year  Plan  that  ad- 
dresses research  issues  in  physical  growth  and  developmental  endo- 
crinology. Advances  in  biotechnology  between  the  publication  of  the 
Five-Year  Plan  in  1980  and  this  report  greatly  expanded  research 
agendas  in  these  two  areas.  The  report  catalogues  the  advances  and 
makes  suggestions  for  research  in  (1)  hormones  in  growth  and  deve- 
lopment; (2)  neuroendocrine  relationships;  (3)  nutrition-endocrine- 
growth  interrelationships;  (4)  physical  growth;  (5)  puberty;  (6)  dia- 
betes mellitus;  and  (7)  inborn  errors  of  metabolism  as  related  to  nutri- 
tion, growth,  and  development. 
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ABSTRACT:  Citations  of  articles  published  in  1982  and  written  by 
NICHD  Intramural  scientists  were  counted  and  compared  to  the 
number  of  citations  of  a  control  group  of  publications  written  by 
non-NICHD  scientists.  Citation  counts  were  compiled  for  1984  and 
1985  for  each  of  the  360  articles  included  in  this  study.  One  control 
article  was  cited  297  times,  which  skewed  the  results.  The  180  articles 
written  by  NICHD  Intramural  scientists  were  cited  2,033  times,  ave- 
raging 1 1.29  citations  for  each  article  (10.99  times  when  the  above- 
mentioned  article  and  its  non-control  match  were  excluded  from  the 
tally).  The  180  articles  written  by  non-NICHD  scientists  were  cited 
2.252  times,  averaging  12.51  citations  for  each  article  (10.92  times 
when  the  above-mentioned  article  and  its  non-control  match  were 
excluded  from  the  tally).  The  articles  written  by  the  NICHD  In- 
tramural scientists  were  expected  to  be  cited  more  frequently  than  the 
control  articles,  as  is  the  case  when  citation  counts  are  made  from  a 
journal  or  journal  set  rather  than  by  bibliographic  matching  (which 
more  precisely  matches  articles  of  similar  topics),  as  was  done  for  this 
evaluation.  The  results  of  this  study  suggest  that  performance  differ- 
ences measured  by  citation  counts  is  due  to  the  research  topic  be- 
cause, when  that  factor  is  controlled  by  bibliographic  matching, 
citation  differences  disappear.  (Final  report  3  pages.) 
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ABSTRACT:  This  report  chronicles  the  design  and  development  of  the 
prototype  information  system  called  "OPEN"  and  the  obstacles  en- 
countered in  its  implementation.  Specific  findings  include  problems 
with  the  application  of  the  system  as  developed  and  installed  by  the 
vendor,  the  lack  of  readily  available  expert  support  to  access  and 
maintain  the  system,  the  excessive  number  of  interactive  records  in 
the  system,  and  the  expense  of  purchasing  the  INQUIRE  software 
and  training  personnel  to  use  it.  Based  on  these  and  other  findings, 
the  Office  of  Planning  and  Evaluation  recommends  termination  of 
the  NICHD/OPEN  prototype  project.  Work  for  this  project  also 
was  performed  under  Contract  No.  263-FD-623188.  (Final  report  27 
pages.) 
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ABSTRACT:  This  project  developed  an  evaluation  instrument  to  assess 
the  impact  of  the  institute's  first  grants  process  orientation  for  its 
pediatric  scientist  training  program.  Participants  at  the  orientation 
session  completed  the  evaluation  instrument  and  a  thorough  analysis 
and  report  of  the  results  was  made  by  the  staff  of  the  institute's  Office 
of  Planning  and  Evaluation.  The  report  was  distributed  to  interested 
NICHD  staff. 
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ABSTRACT:  This  project  evaluated  NICHD's  use  of  the  research 
contract  mechanism.  Specifically,  the  evaluation  included  an  exami- 
nation of  the  scientific  content,  scope  and  strategy  of  institute-wide 
contracting.  The  NICHD  is  one  of  the  major  sources  of  contract 
research  support  at  NIH.  The  study  was  conducted  under  the  direc- 
tion of  an  ad  hoc  group  of  eight  scientific  experts  headed  by  Dr. 
Theodore  Cooper.  The  other  seven  consultants  were  Dr.  Robert 
Alway,  Dr.  Ralph  Dorfman,  Dr.  Louis  Hellman,  Dr.  James  Gallagh- 
er, Dr.  Ann  Miller,  Dr.  Sheldon  Segal,  and  Dr.  Mildred  Stahlam.  The 
consultants  held  interviews  with  staff  heads  of  contracting  program 
units,  the  NICHD  chief  contracting  officer,  executive  officer,  and 
director.  They  individually  performed  study  assignments  and  report- 
ed to  the  group.  The  final  report  and  the  project  were  completed 
before  the  end  of  January  1980.  The  general  conclusion  of  the  study 
was  that  the  NICHD  contracts  program  was  sound  and  required  only 
some  modification  to  enhance  the  management.  The  consultants"  final 
report  made  four  principal  recommendations  to  improve  the  perfor- 
mance of  the  NICHD  research  contract  program.  (Final  report  18 
pages  plus  appendices.) 
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ABSTRACT:  This  report  is  one  of  10  prepared  for  the  Steering  Com- 
mittee for  the  Five-Year  Research  Plan  of  the  National  Institute  of 
Child  Health  and  Human  Development  (NICHD).  The  report  pre- 
sents an  historical  perspective  as  well  as  a  1980  state-of-knowledge 
update  of  sudden  infant  death  syndrome  (SIDS).  New  information  is 
discussed  that  strongly  suggests  that  the  infant  who  dies  suddenly  and 
unexpectedly  may  do  so  because  of  subtle  developmental,  neurologi- 
cal, cardiorespiratory,  and  metabolic  defects  that  converge  at  a  par- 
ticularly vulnerable  time.  Associated  factors  may  include  the 
anatomic  structure  of  the  upper  airway,  upper  respiratory  infection, 
and  stress-producing  environmental  conditions.  NIH  Publication  No. 
82-2304.  (Final  report  33  pages.) 
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ABSTRACT:  As  a  means  of  setting  objectives  for  the  evaluation  of  this 
program,  this  project  is  updating  the  state-of-the-science  assessment 
and  the  resuhant  program  goals  and  objectives  developed  for  this 
program  as  part  of  the  NICHD  research  plan  (NICHD  80-305/306). 
The  final  report  of  this  project  will  be  reviewed  by  the  NICHD 
National  Advisory  Council. 
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nal and  Child  Health,  Research  and  Evaluation  Planning  and  Ad- 
ministration 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO  2559  PROJECT  NO:  NICHD  87-401 

FUND  SOURCE:  Other  NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  87-S22 

STATUS:  Study  in  process 

START/END  DATES:  October  '86  through  June  '89 
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PROJECT  TITLE:  Update  of  NICHD  Demographic  and  Behavioral 
Sciences  Program  Research  Plan 

REPORT  TITLE:  Update  of  NICHD  Demographic  and  Behavioral 

Sciences  Program  Research  Plan 
PERFORMER:  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Baldwin.  Wendy;  Rm  7C25,  LAN  Bldg; 

30 1-496-1  174 
PROGRAM(S)  EVALUATED: 

I'HS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management; 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts; 

PHS-NIH-Biomedical  Research-Institute  Specific-Child 
Health  and  Human  Development 

ABSTRACT:  As  a  means  of  setting  objectives  for  the  evaluation  of  this 
program,  this  project  updated  the  state-of-the-science  assessment  and 
the  resultant  program  goals  and  objectives  developed  for  this  pro- 
gram as  part  of  the  NICHD  research  plan  (NICHD  80-305/306). 
Eight  expert  consultants  (I)  assessed  the  program's  past  progress;  (2) 
identified  research  objectives,  gaps,  opportunities,  and  priorities;  and 
(3)  made  recommendations  for  future  program  direction.  The  final 
report  of  this  project  will  be  available  in  early  October  1988. 

DESCRIPTORS:  Biomedical  Research,  Children  and  Youth,  Family, 
Grant  and  Contract  Management,  Maternal  and  Child  Health,  Re- 
search and  Evaluation  Planning  and  Administration,  Management 
Information  and  Reporting,  Research  and  Evaluation  Methods  Fea- 
tu  re 

STUDY  TYPE:  Research  and  Data  Development 


PIC  ID  NO;  2818  PROJECT  NO:  NICHD  85-406 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  86-$4,  FY  87-$  18 

STATUS:  Study  completed 

START/END  DATES:  July  '86  through  June  '88 
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PROJECT  TITLE:  Women's  Wages  and  Work  in  the  Twentieth 
Century 

REPORT  TITLE:  Women's  Wages  and  Work  in  the  Twentieth 
Century 

PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Child 
Health  and  Human  Development 

ABSTRACT:  This  report  addresses  two  central  questions  raised  by  the 
rapidly  changing  economic  role  of  American  women  during  the  20th 
century.  First,  why  have  the  reported  wages  of  women  remained 
constant  at  approximately  59%  of  men's  wages,  in  spite  of  the  enor- 
mous increase  in  the  number  of  women  who  work  and  who  presuma- 
bly have  been  acquiring  valuable  market  experience?  Second,  what 
accounts  for  the  remarkable  growth  in  the  proportion  of  women  who 
work?  The  report  demonstrates  that  women's  relative  wages  are  not 
59%  of  those  men,  but  that  they  are  even  lower.  However,  through- 
out the  20th  century,  women's  wages  have  been  rising  much  faster 
than  men's  wages  and  will  continue  to  do  so  into  the  foreseeable 
future.  The  fact  that  the  wages  of  working  women  relative  to  men's 
have  remained  constant  since  the  1920s  remains  puzzling.  Despite 
weekly  participation  rates  in  excess  of  60%,  the  average  working 
woman  still  works  less  than  half  the  number  of  hours  of  the  average 
man,  because  of  an  increase  in  the  fraction  of  women  who  work 
part-time.  Postwar  increases  in  female  labor  supply  are  partially  ex- 
plained by  increases  in  real  wages;  fertility  declines  induced  by  new 
contraceptive  technologies;  rising  levels  of  marital  instability;  and 
changing  attitudes  toward  women's  work.  Work  for  this  project  was 
also  performed  under  Contract  No.  1-R01-HD1581  l-Ol Al.  (Final 
report  96  pages.) 

DESCRIPTORS:  Labor  Markets  and  Problems,  Women,  Social  Atti- 
tudes and  Public  Opinion 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1841  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Grant  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  I-RO1-HD17357-01 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC,  . 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  October  '84 
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PROJECT  TITLE:  Evaluation  of  Research  Alternatives  to  Minimize 
SSA  Medicare  Costs  for  Dialysis  Treatment 

REPORT  TITLE:  Complications  of  Dialysis 

PERFORMER:  Chronic  Renal  Diseases  Program,  Bethesda  MD 
20892 

PROJECT  OFFICER:  Hirschman,  Dr.  Gladys  H.;  Rm  625A, 

WSTWD  Bldg;  301-496-7571 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Hospital  Insurance; 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts; 

PHS-NIH-Biomedical  Research-Institute  Specific-Diabetes 
and  Digestive  and  Kidney  Diseases 

ABSTRACT:  This  project  was  set  up  to  evaluate  the  most  frequent 
causes  of  hospitalization  in  a  large  representative  population  of  stable 
hemodialysis  patients.  The  aim  was  to  identify  factors  which  interfere 
with  rehabilitation  in  order  to  permit  a  reduction  in  costs  and  an 
improvement  in  the  quality  of  life  of  the  chronic  maintenance  dialysis 
population.  The  total  population  studied  was  comprised  of  1,049 
patients  from  five  hemodialysis  centers  widely  separated  geograph- 
ically. The  study  was  conducted  during  a  one-year  period.  Five  hun- 
dred and  nine  of  the  patients  were  females  and  540  were  males.  Mean 
age  was  51  years  and  mean  length  of  chronic  hemodialysis  therapy 
was  2.3  years.  Fifty-one  percent  of  the  population  was  hospitalized 
at  least  once  during  the  12-month  study.  Vascular  access-related 
problems  constituted  the  greatest  risk  for  hospitalization.  Hositaliza- 
tion  due  to  infection,  cardiovascular-related  problems  (i.e.,  myocar- 
dial infarction  or  congestive  heart  failure,  pericarditis,  or 
hypertension)  were  next  in  frequency  to  vascular  access-related  prob- 
lems. It  was  hoped  that  (1)  the  publication  of  this  study  in  the  medical 
literature  would  stimulate  additional  investigator-initiated  research  in 
the  field  of  blood  access  for  improved  treatment  and  diminished 
complications  in  hemodialysis  patients  and  (2)  any  research  planned 
or  conducted  in  the  area  of  vascular  access  would  help  to  diminish 
the  cost  of  hospitalization  and  treatment  of  end-stage  renal  disease. 

DESCRIPTORS:  Biomedical  Research,  Morbidity  and  Mortality, 
Needs  and  Needs  Assessment,  Research  and  Evaluation  Planning  and 
Administration,  Renal  Disease 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1227  PROJECT  NO:  NI.AMDD  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  77-$35.  FY  78-$5,  FY  79-$5 
STATUS:  Study  completed. 

Executive  summary  at  PIC 
START/END  DATES:  May  '75  through  August  '80 
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PROJECT  TITLE:  Evaluation  of  Research  Needs  in  Endocrinology 
and  Metabolic  Diseases 

REPORT  TITLE:  Evaluation  of  Research  Needs  in  Endocrinology 

and  Metabolic  Diseases  (Five  Volumes) 
PERFORMER:  Beth  Israel  Hospital,  330  Brookline  Avenue,  Boston 

MA  02215 

PROJECT  OFFICER:  Salans,  Lester  B.,  M.D.;  Rm  9A16,  Bldg  31; 

301-496-6983 
PROGRAM(S)  EVALUATED 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts; 

PHS-NIH-Biomedical  Research-Institute  Specific-Diabetes 
and  Digestive  and  Kidney  Diseases 

ABSTRACT:  The  purpose  of  this  project  was  to  evaluate  the  fields  of 

endocrinology  and  metabolic  diseases  using  these  objectives:  (1) 
highlight  past  accomplishments  of  research  in  these  fields  and  relate 
them  to  improvements  in  human  health  and  well-being;  (2)  summa- 
rize the  state  of  knowledge  in  these  fields  to  provide  background  and 
documentation  for  recommendations  for  future  directions  and  em- 
phasis of  research  programs.  The  feasibility  of  research  opportunities 
were  assessed  as  was  the  requirement  for  technical  and  methodologi- 
cal advances  and  manpower  resources  to  implement  them.  An  advi- 
sory committee  was  recruited,  seventeen  topic  areas  were  identified 
and  work  group  chairpersons  designated.  The  topics  explored  were 
(1)  cellular  and  molecular  mechanisms  of  hormone  action;  (2)  hor- 
mone biosynthesis,  secretion  and  metabolism;  (3)  aging;  (4)  cancer; 
(5)  growth  and  development;  (6)  conception,  reproduction,  parturi- 
tion, sexual  differentiation;  (7)  bone  and  mineral  metabolism;  (8)  thyr- 
oid; (9)  energy  metabolism  and  exchange;  (10)  lipid  metabolism  and 
atherosclerosis;  (11)  neuroendocrinology;  behavior  and  brain  func- 
tion; (12)  hypertension  and  cardiovascular-renal  disease;  (13)  adrenal 
cortex:  medulla  and  catecholamines;  (14)  metabolic  diseases;  (15) 
hormones  in  pharmacology  and  therapeutics  (immunobiology);  (16) 
anterior  and  posterior  pituitary;  (17)  paraendocrine  secretions. 

DESCRIPTORS:  Biomedical  Research,  Needs  and  Needs  Assessment, 
Research  and  Evaluation  Planning  and  Administration,  Scientific 
Manpower 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1501  PROJECT  NO:  NIAMDD  77-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-139734 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-AM-7-2236 
COST    (In  Thousands):  FY  77-$65,  FY  78-$177,  FY  79-$153 
STATUS:  Study  completed,  , 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '77  through  June  '81 
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Accession  No.  2 146 


Public  Health  Service 
NATIONAL  INSTITUTES  OF  HEALTH 


REPORT  TITLE:  Not  yet  determined 

PERFORMER;  Westat,  Inc..  1650  Research  Boulc\ard,  Rockvillc 
MD  20850 

PROJECT  OFFICER:  Fradkni.  Dr  Judith;  Rm  626.  WSTWD  BIdg; 

301-496-7791 
PROGRAM(S)  EVALUATED 

PHS-NIH-Biomedicai  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  This  study  will  investigate  the  possible  association  be- 
tween the  use  of  human  growth  hormone  (HGH)  and  the  subsequent 
development  of  any  potentially  infectious  neurological  illness  with  a 
long  latency  period,  particularly  Creutzfeldt-Jakob  Disease  (CJD). 
Some  objectives  of  the  study  are  (1)  to  determine  the  number  of 
deaths  by  each  cause,  and  the  ratio  of  such  deaths  to  the  total  number 
of  deaths  that  have  occurred  among  HGH  recipients,  with  a  view  to 
identifying  other  unexpected  fatal  diseases  that  may  have  occurred 
with  greater  than  normal  frequency  in  the  HGH-e.\posed  population; 
(2)  to  determine  how  to  most  efficiently  identify  and  locate  all  past 
and  future  recipients  of  HGH  and  other  human  cadaver  pituitary 
hormones;  (3)  to  identify  and  locate  all  past  recipients  of  HGH  and 
other  pituitary  hormones;  and  (4)  to  initiate,  upon  OMB  clearance, 
the  first  of  the  annual  follow-up  health  checks  of  HGH  recipients. 
(This  project  is  co-sponsored  by  the  Centers  for  Disease  Control  and 
the  Food  and  Drug  Administration.) 

DESCRIPTORS:  Morbidity  and  Mortality.  Nervous  System  Disorders 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  2672  PROJECT  NO  NIDDK  86  401 

FUND  SOURCE:  Research  NTIS  NO;  Not  yet  determined 

MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  YOl-DK-6-98-01 
COST    (In  Thousands):  FY  86-$0.  FY  87-JO,  FY  88-$0 
STATUS:  Study  in  process 
START/END  DATES:  June  '86  through  May  ''Jl 
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PROJECT  TITLE:  Evaluation  of  the  Effect  of  the  National  Pituitary 
Agency  (NPA)  on  the  Field  of  Endocrinology 

REPORT  TITLE:  Evaluation  of  the  National  Pituitary  Agency 
PERFORMER:  National  Academy  of  Sciences,  National  Research 

Council.  2101  Constitution  Avenue  N.W.,  Washington  D.C. 

20418 

PROJECT  OFFICER:  Wolman,  Dr.  Robert 
PROGRAM(S)  EVALUATED 

PHS-NIH-Biomedical  Research  (Entire  Program  Area); 
PHS-NIH-Biomedical  Research-Institute  Specific-Diabetes 
and  Digestive  and  Kidney  Diseases 

ABSTRACT:  The  NPA  has  had  a  far-reaching  impact  on  the  biomedi- 
cal scientific  community  and  on  medical  practice  in  a  broad  segment 
in  the  field  of  endocrinology.  Although  the  NPA  contributed  sub- 
stantially to  the  advancement  of  the  study  and  knowledge  of  the 
structure  and  function  of  human  pituitary  hormones  and  their  clinical 
application,  the  shortcomings  can  largely  be  attributed  to  the  fact  that 
this  was  an  entirely  new  undertaking  with  no  established  guidelines, 
understaffing.  and  absence  of  the  benefits  and  safeguards  to  be 
derived  from  periodic  external  review  by  competent  representation 
from  the  scientific,  medical,  legal,  and  managerial  professions.  Long- 
range  proposals  for  the  pituitary  agency  included  total  centralized 


production  of  hormones  in  one  laboratory  facility  and  expansion  of 
the  agency  to  include  processing  and  disiribulion  of  products  from 
other  human  tissues. 

DESCRIPTORS:  Biomedical  Research.  Research  and  Evaluation  Per- 
formance, Federal  Administration,  Trends  and  Forecasts,  Health 
Care  Delivery  Systems,  Health  Planning,  Drugs  Therapeutic  and 
Devices.  Medical  Technology 
STUDY  TYPE:  Case  Studies  " 

PIC  ID  NO  0.^84  PROJECT  NO:  NIAMD  72 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  252-627 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO  NOl  AM  V2211 
COST    (In  Thousands):  FY  7.^-$75 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  March  -7.^  through  April  '74 
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REPORT  TITLE:  Identifying  Methods  for  Formative  Evaluations  of 

NIADDK's  Center  Programs 
PERFORMER:  Performance  Development  Institute,  600  Maryland 

Avenue  S.W.,  Washington  D.C.  20024,  Frederick,  Warren  A. 
PROJECT  OFFICER:  Gonda,  John  R.;  Rm  9A\9,  Bldg  31; 

301-496-6623 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Institute  Specific-Diabetes 
and  Digestive  and  Kidney  Diseases 

ABSTRACT:  This  evaluation  project  schematized  perceived  expecta- 
tions of  the  NIADDK  center  programs  into  three  main  categories: 
( 1 )  to  produce  knowledge  that  improves  health  care  and  health  status 
(through  the  facilitation  of  existing  research,  the  investigation  of  new 
research  topics,  and  the  development  of  new  research  personnel);  (2) 
to  transfer  knowledge  that  improves  health  care  and  health  status 
directly  (and  through  improved  methods  for  student  education  and 
training,  professional  education  and  training,  and  in  the  multipurpose 
arthritis  centers,  patient  and  community  education  and  outreach);  and 
(3)  to  establish  effective  processes  for  producing  and  transferring 
knowledge  to  improve  health  care  and  health  status  (primarily  inte- 
grated, collaborative  and  interdisciplinary  activities,  evaluation  and 
monitoring  of  projects,  and  internal  and  external  liaisons).  These 
expectations  are  then  focused  into  an  initial  set  of  possible  evaluation 
studies  in  the  following  areas:  overall  diabetes  research  and  training 
center  (DRTC)  and  multipurpose  arthritis  center  (MAC)  programs; 
measuring  center  contributions  to  the  research  of  center  investiga- 
tors; cores;  pilot,  developmental,  and  feasibility  studies;  student  edu- 
cation and  training;  professional  training  and  outreach;  and  MAC 
activities  and  findings  in  patient  and  public  education  and  community 
health  care. 

DESCRIPTORS:   Biomedical   Research,   Research  and  Evaluation 
Methods  Feature,  Program  Coordination,  Grants-in-Aid 
STUDY  TYPE:  Research  and  Data  Development 
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University.  Bronx  NY  10461.  Jaffe.  Dr.  Ernest 
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FHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Institute  Specific-Diabetes 
and  Digestive  and  Kidney  Diseases 

ABSTRACT:  The  project  was  initiated  to  analyze  the  state  of  research 
in  hematology,  identify  gap  areas  and  the  technological  advances 
needed  to  close  them,  assess  the  need  for  a  detailed  study  of  hematolo- 
gy research  manpower,  and  evaluate  the  extramural  hematology  pro- 
gram of  NIADDK  in  relation  to  the  identified  needs.  The  purpose  of 
the  evaluation  was  to  ( 1 )  provide  a  rational  basis  for  planning  to  meet 
the  needs  for  fundamental  and  clinical  research  on  hematologic  dis- 
eases: (2)  analyze  and  evaluate  overlap  with  other  NIH  programs  and 
the  means  for  resolving  any  overlaps:  (3)  identify  areas  of  research 
not  receiving  sufficient  emphasis;  (4)  identify  new  or  static  areas  of 
research  that  would  benefit  from  stimulation:  and  (5)  explore  the  need 
for  a  detailed  study  to  assess  manpower  needs  for  research. 

DESCRIPTORS:  Biomedical  Research,  Needs  and  Needs  Assessment. 
Health  Manpower  Projections,  Medical  Technology,  Health  Plan- 
ning 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1513  PROJECT  NO;  NIAMDD  78-2 
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REPORT  TITLE:  Research  Needs  in  Nephrology  and  Urology  (Five 
Volumes) 

PERFORMER:  University  of  North  Carolina,  Chapel  Hill  NC  27514 
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ABSTRACT:  The  objectives  of  this  study  were  to  assess  the  state-of- 
the-art  research  in  the  fields  of  nephrology  and  urology  and  make 
recommendations  for  future  research  in  these  areas.  Eleven  specialty 
committees  made  detailed  studies  of  their  areas  and  reported  their 
findings  and  recommendations  to  a  coordinating  committee.  This 
committee  reviewed  the  findings  to  avoid  overlap  and  to  ensure  that 
critical  areas  were  covered.  A  need  for  intensified  research  was  iden- 
tified in  the  following  areas:  immunopathologic  mechanisms  in 
glomerulonephritis;  interaction  of  the  kidney  and  environmental  tox- 
ins; epidemiology:  transplantation  and  rejection  of  donor  kidneys:  the 
kidney  and  high  blood  pressure;  blood  clotting  disturbances  in  kidney 
disease;  prevention  of  urinary  tract  infection;  therapy  of  benign  pro- 
static hyperplasia;  neuromuscular  function  of  the  urinary  tract:  the 
formation  and  prevention  of  kidney  stones;  impaired  growth  and 
nutrition  in  pediatric  nephrology;  and  the  normal  structure  and  func- 
tion of  the  urinary  system.  The  report  served  as  a  basis  for  designing 
future  program  activity  and  as  a  guide  to  constructing  research  budg- 
ets and  informing  the  general  public  of  the  needs  for  research  in 
nephrology  and  urology.  Evaluation  funds  of  $127,000  were  supple- 
mented by  S131.000  of  NIAMDD  research  funds. 

DESCRIPTORS:  Needs  and  Needs  Assessment,  Morbidity  and  Mortal- 
ity, Research  and  Evaluation  Methods  Feature,  Biomedical  Re- 
search. Renal  Disease 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  0884  PROJECT  NO;  NIAMD  74-1 

FUND  SOURCE:  Evaluation/ 

Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  NOl-AM-4-2228 
COST    (In  Thousands):  FY  74-$257,  FY  75-$131 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  June  '74  through  June  '78 
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PROJECT  DESCRIPTIONS  79^ 


Accession  No.  2151  Publk  Health  Service 

NATIONAL  INSTITUTES  OF  HEALTH 


ABSTRACT:  This  evaluation  was  to  determine  the  status  of  knowl- 
edge, primary  problems,  obstacles  to  research  progress,  and  research 
objectives  in  all  or  selected  areas  of  digestive  diseases.  Key  research 
needs  and  opportunities  were  identified,  directions  and  plans  for 
development  were  addressed,  and  priorities  were  determined  within 
identified  research  areas.  The  amount  of  research  activity  in  digestive 
diseases  being  supported  by  government,  industry,  and  academic  in- 
stitutions was  determined.  A  coordinating  committee  composed  of 
experts  in  the  many  aspects  of  gastrointestinal  and  liver  function,  in 
health  and  disease,  and  with  knowledge  of  research  activities,  were 
responsible  for  organizing,  planning,  and  conducting  the  evaluation 
with  contract  support.  For  each  of  12  study  areas,  a  summary  report 
reviews  the  research  effort  and  proposed  recommendations,  direc- 
tions, and  strategies  for  development.  This  report  was  published  in 
the  November  1975  issue  of  "Gastroenterology."  (Final  report  \29 
pages.) 

DESCRIPTORS:  Needs  and  Needs  Assessment,  Morbidity  and  Mortal- 
ity. Research  and  Evaluation  Methods  Feature,  Digestive  and  Meta- 
bolic Disease 

STUDY  TYPE  Case  Studies 

PIC  ID  NO  ()XH3  PROJECT  NO:  NIAMD  73-2 

FUND  SOURCE  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOI-AM-3  2207 
COST    (In  Thousands):  FY  73-J')2,  FY  74-$81 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  November  '72  through  November  '75 
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REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER:  Lipton,  Dr.  James  A.;  Rm  2C36,  BIdg  31; 
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PHS-NIH-Biomedical  Research  (Entire  Program  Area); 

PHS-NIH-Biomedical  Research-Institute  Specific-Dental 

ABSTRACT:  The  purpose  of  this  study  is  to  estimate  the  magnitude, 
characteristics,  and  outcomes  of  collaborative  relationships  among 
the  National  Institutes  of  Health  (NIH),  other  federal  agencies,  indus- 
try, academia,  and  other  organizations  in  biomedical  research  on 
restorative  dental  materials.  The  interactions  will  be  assessed  through 
survey  data,  bibliometric  analysis,  and  patent  records.  The  results  of 
the  study  will  be  disseminated  through  journal  articles. 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2981  PROJECT  NO:  NIDR  86  309 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  263-87-C-0269  V 

COST    (In  Thousands):  FY  87-$235  i 

STATUS:  Study  in  process  .  ■  '  ' 

START/END  DATES:  October  '87  through  June  '89  •   '  ;  -> 
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ABSTRACT:  The  purpose  of  this  project  was  to  determine  the  degree 
to  which  the  NIDR  Dental  Research  Institutes  and  centers  have 
achieved  selected  program  objectives  relating  to  resource  utilization 
and  recruitment,  multidisciplinary  research,  and  collaborations  with 
other  institutions.  A  bibliometric  comparison  of  papers  from  the  cen- 
ters with  papers  published  under  investigator-initiated  ROl  grants 
was  undertaken  to  test  eight  hypotheses  on  frequency  of  publication; 
impact  of  publication;  type  and  number  of  support;  multiple  author- 
ship; institutional  authorship;  multidisciplinarity;  extent  of  utilization; 
and  scientist  background.  Some  conclusions  of  this  preliminary  study 
were  that  (1)  the  centers'  scientists  are  of  similar  productivity  and 
quality  as  the  ROl  investigators  as  measured  by  the  number  of  papers 
published  per  scientist  per  year,  and  by  the  number  of  citations  per 
paper;  (2)  the  two  groups  of  investigators  publish  in  a  different  range 
of  journals  and  scientific  subfields  (the  papers  of  the  centers'  scientists 
relate  closely  to  biochemistry  and  molecular  biology,  whereas  the 
papers  of  the  ROl  investigators  relate  closely  to  dentistry);  (3)  the 
centers'  scientists'  papers  are  cited  by  other  papers  in  a  wide  range 
of  institutions,  support  sources  and  biomedical  subfields;  and  (4)  the 
centers  have  attracted  scientists  with  broad  research  backgrounds 
and  interests  in  basic  biomedical  research.  See  also  PIC  ID  Nos. 
0562-0562.9,  0562.A-0562.F,  and  0562. H. 

DESCRIPTORS:  Bibliography  Feature,  Biomedical  Research,  Dental 
Manpower,  Bibliometrics 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0562  G  PROJECT  NO:  NIDR  82-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-243814/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-1-2109 
COST    (In  Thousands):  FY  83-$68 

STATUS:  Study  completed,  '  ' 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '83  through  July  '84 
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ABSTRACT:  This  contract  expands  the  project,  originally  included  in 
the  NIH  evaluation  plan  for  FY  1986,  Bibliometric  Evaluation  of 
Social  and  Behavioral  Science  Research  in  Dentistry.  The  objectives 
of  this  project  are  to  (1)  identify  all  behavioral  and  social  science 
research  grants  and  contracts  funded  by  the  NIH  during  a  given  time 
period;  (2)  determine  the  particular  cognitive  areas  represented  by 
this  research;  (3)  identify  the  articles  and  core  journals  in  which 
behavioral  research  supported  by  the  NIH  during  the  period  indicat- 
ed above  in  (1)  are  published;  (4)  determine  the  coverage  of  these 
journals  by  MEDLINE,  Science  Citation  Index,  and  Social  Science 
Citation  Index;  (5)  compare  the  cognitive  areas  identified  for  behav- 
ioral science  grants  and  contracts  with  those  for  publications;  and  (6) 
determine  the  support  by  the  NIH  of  research  published  in  the  identi- 
fied core  behavioral  science  journals.  A  special  effort  will  be  made 
to  focus  on  the  behavioral  and  social  science  research  activities  in 
dentistry. 

DESCRIPTORS:  Biomedical  Research,  Social  Research,  Research  and 

Evaluation  Performance.  Bibliometrics 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2751  PROJECT  NO:  NIH/NIDR  86-310 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-52118 
COST    (In  Thousands):  FY  86-$0,  FY  87-$0 
STATUS:  Study  in  process 

START/END  DATES:  September  "86  through  November  '88 
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PHS-NIH-Biomedical  Research-Institute  Specific-Dental 

ABSTRACT:  This  workshop,  under  the  guidance  of  the  Craniofacial 
Anomolies  Program  of  the  NIDR,  was  designed  to  be  an  in-depth 
assessment  of  the  achievements,  directions,  and  needs  of  research  in 
the  psychosocial  aspects  of  craniofacial  malformations.  Since  the 


most  common  of  such  malformations  is  malocclusion,  the  workshop 
was  intended  to  generate  information  primarily  applicable  to  it. 
However,  the  intent  was  that  considerations  also  be  given  to  the  more 
severe  congenital  malformations  such  as  cleft  lip  and  craniofacial 
dysostosis.  The  objectives  of  this  project,  i.e.,  evaluating  the  state  of 
the  art  of  research  in  the  subject  research  area  and  generating  recom- 
mendations for  future  research,  essentially  were  met.  Some  of  the 
recommendations  have  been  utilized  to  generate  one  contract  and  to 
program  several  grant  applications.  (Final  report  275  pages.) 

DESCRIPTORS:  Biomedical  Research,  Dental  Health  Care,  Research 
and  Evaluation  Planning  and  Administration,  Conference  Proceed- 
ings Feature 
STUDY  TYPE:  Other 

PIC  ID  NO  0570  PROJECT  NO:  NIDR  74-lH 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract/In- 
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CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  75-$  14,  FY  76-$3 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  "73  through  October  '74 
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ABSTRACT:  The  purpose  of  this  study  was  to  review  and  analyze 
index  languages  used  to  classify,  store,  and  retrieve  research  and 
program-related  data  for  the  National  Institute  of  Dental  Research. 
Based  on  the  evaluation  results,  an  integrated,  improved,  and  con- 
solidated language  compatible  with  the  National  Library  of  Medi- 
cine's Medical  Subject  Headings  (MeSH)  Thesaurus  was  deemed 
necessary  to  support  the  institute's  research  planning  and  reporting 
requirements.  A  new  prototype  thesaurus  and  classification  scheme 
was  then  designed  and  developed  for  use  in  a  machine-sensible  envi- 
ronment. (Final  report  74  pages.) 

DESCRIPTORS:  Information  Systems,  Information  Processing 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2047  PROJECT  NO:  NIDR  85-305 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  87-196804/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-85-C0217 
COST    (In  Thousands):  FY  85-$71 
STATUS:  Study  completed. 

Available  from  PIC. 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  October  '85  through  December  '86 
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ABSTRACT:  This  project  evaluated  selected  health  education/promo- 
lion  activities  of  the  National  Institute  of  Dental  Research  (NIDR) 
related  to  caries  prevention,  which  were  initiated  in  1977  as  part  of 
the  former  National  Caries  Program.  The  project  used  data  from  U.S. 
dental  hygiene  education  program  directors  and  faculty  as  the  evalua- 
tion population.  Data  were  collected  by  mail  questionnaire  between 
November  1984  and  May  1985.  Data  analyzed  were  provided  by  183 
(of  200)  program  directors  and  718  faculty  from  168  programs.  This 
evaluation  clearly  demonstrated  that  NIDR's  caries  prevention 
health  education/promotion  activities  have  been  successful.  They  are 
reaching  this  target  population  effectively  and  function  as  potent 
infiuences  on  the  knowledge  and  opinions  of  dental  hygiene  faculty 
and  on  the  teaching  of  caries  prevention  in  these  programs.  A  high 
level  of  unmet  need  for  additional  teaching  resources  also  is  demon- 
strated. (Final  report  348  pages.) 

DESCRIPTORS:  Survey  or  Questionnaire  Feature,  Educational  Tech- 
niques, Dental  Manpower 

STUDY  TYPE:  Program  Management  or  Efficiency 
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Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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2158 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
National  Institute  of  Dental  Research 

PROJECT  TITLE:  Evaluation  of  the  National  Institute  of  Dental 
Research  National  Caries  Program 

REPORT  TITLE:  Evaluation  of  the  National  Institute  of  Dental 
Research  National  Caries  Program  (Three  Volumes) 

PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892,  and 
CDP  Associates,  Inc.,  1803  Research  Boulevard,  Rockville 
MD  20850 

PROJECT  OFFICER:  Cohen,  Dr.  Lois  K.;  Rm  2C36,  Bldg  31; 

301-496-6705 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research- Activity-Intramural 
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ABSTRACT:  This  study  assessed  the  progress  made  by  this  targeted 
program  toward  achieving  its  stated  objectives  and  made  recommen- 
dations to  strengthen  the  program.  Each  of  the  four  major  research 
strategies  (combat  the  microbial  agent,  increase  tooth  resistance, 
modify  the  diet  and  improve  delivery  systems)  contains  objectives 
and  criteria  that  were  examined  by  four  subpanels  representing  scien- 
tific expertise  in  each  respective  area.  A  fifth  subpanel  examined 
organizational  and  management  aspects  of  this  innovative  program  in 
which  direct  operations  (intramural  research),  extramural  grants,  and 
contracts  are  unified  under  a  single  management.  More  than  300 
projects  were  reviewed  for  the  purpose  of  determining  relevance  to 
program  objectives,  gaps  in  setting  of  objectives,  gaps  in  research 
activity,  areas  to  be  strengthened,  areas  identified  for  decreased  em- 
phasis. Organizational  and  management  indicators  were  interpreted 
in  relation  to  effectiveness  and  efficiency  in  meeting  program  objec- 
tives. An  organization  model  designed  to  create  decision-making  or 
advocacy  units  for  each  strategy  was  recommended  in  place  of  the 
existing  organizational  structure  based  upon  funding  support  (e.g., 
extramural  branch  and  intramural  research).  (Final  report  volumes  45 
pages  plus  appendices,  230  pages,  and  120  pages,  respectively.) 
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ABSTRACT:  The  purpose  of  this  evaluation  was  to  assess  progress 
made  by  the  program  and  to  make  recommendations  to  strengthen 
the  program.  Specific  tasks  involved  the  evaluation  of  the  portfolio 
of  projects  in  three  major  areas:  congenital  craniofacial  anomalies, 
malocclusion  and  acquired  oral-facial  disfigurement.  More  than  300 
projects  were  reviewed  for  the  purpose  of  determining  relevance  to 
program  objectives,  gaps  in  setting  of  objectives,  gaps  in  research 
activity,  areas  to  be  strengthened,  and  areas  identified  for  decreased 
emphasis.  Major  results  indicated  the  need  to  focus  on  primary  pre- 
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vention  and  early  intervention;  factors  related  to  development  of 
conditions  in  humans  and  to  establishing  a  broader  context  for  assess- 
ing the  impact  of  a  disease  or  condition  and  its  management.  Other 
recommendations  included  the  establishment  of  research  centers  of 
»  excellence,  the  encouragement  of  multi-institutional  (cooperative) 
studies  in  craniofacial  anomalies,  and  an  increase  of  funds  allocated 
for  craniofacial  anomalies  research. 
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ABSTRACT:  The  final  report  provides  an  organized  description  of  all 
NIDR  periodontal  research  activities  (extramural,  intramural,  and 
centers),  the  interrelationships  between  sectors,  the  major  thrusts  of 
each  activity,  and  research  needs  and  opportunities.  The  program's 
strengths  were  found  to  be  that  it  yields  a  great  deal  of  information 
about  the  etiology  of  periodontal  disease,  contributes  greatly  to  the 
knowledge  of  connective  tissues  and  understanding  of  immune  re- 
sponses, and  is  notable  for  the  high  scientific  quality  of  many  research 
projects.  Two  major  program  weaknesses  were  identified:  (1)  pro- 
gram imbalance  in  the  relative  lack  of  clinical  research  and  lack  of 
adequate  support  for  research  in  periodontal  microbiology;  and  (2) 
the  unevenness  in  scientific  quality  among  research  projects.  It  was 
found  that  two  major  research  areas  received  inadequate  attention 
and  support:  prevention,  diagnosis,  and  treatment  of  periodontal  dis- 
ease; and  periodontal  microbiology.  The  recommendations  of  the 
report  concerning  program  balance  and  allocation  of  NIDR  re- 
sources to  periodontal  research  were  soon  reflected  in  subsequent 
budgets.  A  meeting  of  the  Periodontal  Disease  Advisory  Committee 
endorsed  the  report  and  recommended  that  action  be  taken  to  an- 
nounce NIDR  interest  in  developing  clinical  research  programs  and 
programs  for  training  clinical  investigators.  (Final  report  71  pages 
plus  appendices.) 
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ABSTRACT:  The  NIDR  has  initiated  a  new  program  of  thematic/ 
categorical  centers  based  on  recommendations  made  through  the 
institute's  planning  and  evaluation  activities.  An  information  system 
will  be  developed  to  monitor  the  research  activities  of  centers  of 
thematic/categorical  research.  The  system  will  describe  the  types 
and  amounts  of  research  (both  in  dollars  and  numbers  of  projects) 
that  thematic/categorical  research  centers  undertake  and  relate  this 
information  to  the  goals  and  objectives  of  both  the  specific  centers 
and  the  institute  as  a  whole.  The  results  of  the  study  will  be  dis- 
seminated through  agency  reports. 
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ABSTRACT:  This  project  established  a  database  and  developed  a 
monitoring/implementation  process  for  the  NIDR  long-range  re- 
search plan.  The  database  entailed  coding  all  applications  and  awards 
according  to  the  research  objectives  and  strategies  presented  in  the 
plan.  The  monitoring/implementation  process  described  the  forma- 
tion and  use  of  the  database  for  institute  management  needs.  This 
system  facilitated  the  management  of  extramural  and  intramural  re- 
search programs  as  they  related  to  the  plan.  The  plan,  targeted  for 
FY  1985-86,  has  168  research  objectives  and  55  strategies,  which 
represent  a  total  of  14  areas  of  research.  (Final  report  15  pages  plus 
appendices.) 
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ABSTRACT:  The  objective  of  this  study  was  to  evaluate  the  perfor- 
mance of  NIDR-supported  trainees  and  fellows  in  terms  of  subse- 
quent publication  and  citation  patterns.  The  study  population 
consisted  of  1,798  individuals  who  had  either  a  training  or  fellowship 
grant  from  the  NIDR  and  whose  last  year  of  training  occurred  be- 
tween 1965  and  1975.  The  contractor  used  a  journal  database  deve- 
loped over  several  years  of  working  with  NIH.  The  number  of  papers 
published  per  trainee,  1970-1980,  ranged  from  a  high  of  7.3  for  in- 
dividuals with  a  D.D.S.  and  Ph.D.  degree  at  the  time  of  training  to 
a  low  of  1.8  for  individuals  at  the  predoctoral  level.  Regarding  cita- 
tions to  papers  published  between  1970  and  1978,  cohorts  with  a 
Ph.D.  at  the  time  of  training  had  the  highest  number  of  citations  per 
paper  between  1970  and  1980.  The  two  cohorts  with  only  a  D.D.S. 
were  lowest  in  citations  per  paper.  All  trainees  showed  a  large  per- 
centage of  papers  being  cited  in  the  top  quartile  of  citations  for  both 
dental  and  nondental  journals.  See  also  PIC  ID  Nos.  0562-0562.9  and 
0562.A-0562.G.  (Final  report  51  pages.) 
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ABSTRACT:  The  Office  of  the  Secretary,  HHS,  specifically  requested 
that  the  National  Institute  of  Environmental  Health  Sciences 
(NIEHS)  conduct  a  study  to  quantitatively  determine  paraquat  and 
its  combustible  by-products  obtained  in  smoking  machines  within  the 
context  of  a  comprehensive  study  of  the  dynamics  of  marijuana  smok- 
ing. Information  from  this  contract  provided  the  Secretary  with  the 
necessary  exposure  data  from  the  smoking  of  paraquat-contaminated 
marijuana  to  assist  in  evaluating  any  potential  health  hazards  of  smok- 
ing paraquat-contaminated  marijuana  in  the  United  States,  as  re- 
quired by  law.  Based  on  the  results  of  this  evaluation  project  (which 
was  designed  to  validate  the  National  Institute  of  Drug  Abuse's  initial 
efforts  in  this  area  based  on  their  previous  contract  with  the  Research 
Triangle  Institute),  as  well  as  on  other  studies  mandated  by  the  Secre- 
tary, the  Secretary  decided  that  marijuana  sprayed  with  paraquat  is 
likely  to  cause  serious  harm  to  the  health  of  persons  who  consume 
the  sprayed  marijuana. 
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ABSTRACT:  This  study  was  designed  to  include  an  analysis  of  the 
environmental  toxicologist  supply  and  demand,  a  projection  of  needs 
for  environmental  toxicologists,  and  an  analysis  of  the  contribution 
of  NIEHS  training  support  to  the  overall  training  effort  in  environ- 
mental toxicology.  Survey  findings  revealed  (1)  an  excess  of  job 
openings  for  available  trained  environmental  toxicologists,  particu- 
larly at  the  doctoral  and  postdoctoral  levels  during  1978-1979;  (2)  an 
excess  of  job  openings  in  1982;  (3)  an  excess  of  trainees  in  1984;  and 
(4)  employers  believed  that  most  trainees  were  inadequately  trained 
in  writing  reports,  computer  use,  and  statistical  bioassay  and  that  the 
most  difficult  subspecialties  to  fill  were  teratology  at  the  doctoral 
level  and  inhalation  toxicology  at  all  training  levels.  The  study  found 
that  NIEHS  supported  approximately  half  of  the  existing  environ- 
mental toxicology  training  programs  and  that  thirty  percent  of  train- 
ers indicated  their  training  programs  would  stop  if  NIEHS  training 
grant  support  were  discontinued. 
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ABSTRACT:  The  National  Advisory  Environmental  Health  Sciences 
Council  (NAEHSC)  assessed  the  state  of  existing  knowledge  and 
identified  areas  of  particular  scientific  opportunity  so  that  the  Nation- 
al Institute  of  Environmental  Health  Sciences  (NIEHS)  would  have 
clearly  defined  direction  and  priorities  for  the  late  1980s  and  early 
1990s.  The  report  addresses  five  topic  areas:  (1)  biological  mech- 
anisms through  which  physical  and  chemical  agents  give  rise  to  dis- 
ease; (2)  methods  for  assessing  the  health  significance  of  exposure  to 
toxic  agents;  (3)  research  strategies  for  preventing  environmentally 
provoked  diseases;  (4)  organization  and  structure  of  environmental 
health  research  in  the  United  States;  and  (5)  information  exchange  in 
the  environmental  health  sciences.  In  addressing  each  of  these  topic 
areas  and  their  ramifications,  the  report  considers  such  issues  as  the 
state  of  relevant  knowledge  (including  cogent  epidemiological  inves- 
tigations and  databases),  key  research  needs,  promising  research  op- 
portunities, and  impediments  to  research  progress.  The  scope  of  this 
report  is  exceedingly  broad,  ranging  from  studies  at  the  subcellular 
and  molecular  levels  to  institutional  relationships  affecting  large  hu- 
man population  groups  and  complex  organizations.  NIH  Publication 
No.  86-1277.  (Final  report  407  pages.) 
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ABSTRACT:  The  program  planning  work  group  was  established  to 
convert  the  wide-ranging  report  ("Human  Health  and  the  Environ- 
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ment:  Some  Research  Needs")  of  the  Second  Task  Force  on  Re- 
search Planning  in  Environmental  Health  Sciences  to  a  set  of  pro- 
gram plans  to  guide  the  development  of  the  NIEHS  research 
programs.  Two  of  the  work  group's  subgroups  focused  exclusively 
on  NIEHS  research  programs,  reviewed  recommendations  of  the 
task  force,  and  identified  and  ranked  those  that  were  NIEHS's  re- 
sponsibility. The  third  subgroup  reviewed  the  NIEHS  training  pro- 
grams in  environmental  toxicology,  environmental  epidemiology  and 
biostatistics,  environmental  mutagenesis,  and  veterinary  pathology.  It 
also  conducted  a  cursory  survey  of  the  need  for  toxicologists  in  the 
private  sector,  as  well  as  the  private  sector's  ability  to  take  part  in 
training  toxicologists.  Through  these  efforts,  the  subgroup  identified 
disciplines  within  environmental  health  sciences  where  increased 
training  of  scientists  is  essential  for  providing  manpower  needed  to 
meet  program  goals  established  by  the  research  program  review  sub- 
groups. The  program  planning  work  group  concluded  that  NIEHS's 
responsibilities  are  broad  and  it  clearly  has  responsibility  for  con- 
tributing to  the  range  of  information  on  which  risk  estimation  and 
low-dose  extrapolation  can  be  based.  The  reports  are  "Human  Expo- 
sures and  the  Evaluation  of  Their  Health  Effects";  "Biologic  Mech- 
anisms and  Determinants  of  Toxicity";  and  "Environmental  Health 
Sciences  Manpower." 
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ABSTRACT:  This  project  involves  design  and  development  of  a  pro- 
gram analysis  system  capable  of  interrelating  data  on  the  scientific 
content  of  the  NIEHS  program.  This  system  will  meet  institute  needs 
for  information  to  guide  priority  setting,  program  management,  and 
planning  and  evaluation  processes.  Questions  to  be  dealt  with  during 
the  course  of  developing  the  PAS  system  include  (1)  What  are  the 
scope  and  limitations  of  data  systems  already  in  use  and  serving  some 
NIEHS  needs?  (2)  What  are  NIEHS's  needs  for  information  and 
reports?  and  (3)  What  data  and  analytic  capabilities  must  be  built  into 
the  system  to  permit  future  evaluations  of  institute  activities?  In  addi- 
tion to  providing  the  means  to  consistently  describe  NIEHS  research 
activities,  the  information  system  will  be  used  to  identify  trends  and 
gaps  in  research  and  to  conduct  program  planning  and  budgetary 


analysis.  The  system  will  be  developed  on  the  inhouse  VAX  comput- 
er. All  available  databases  and  query  packages  that  operate  on  the 
VAX  have  been  critically  reviewed  and  ranked  in  order  of  effective- 
ness, cost,  and  other  pertinent  factors.  The  system  must  be  thesaurus- 
based  if  it  is  to  serve  the  established  institute  needs. 

DESCRIPTORS:  Biomedical  Research,  Environmental  Health,  Infor- 
mation Processing,  Information  Systems,  Management  Information 
and  Reporting 

STUDY  TYPE:  Research  and  Data  Development 
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REPORT  TITLE:  Report  of  the  NTP  Ad  Hoc  Panel  of  Chemical 
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ABSTRACT:  The  ad  hoc  panel  on  chemical  carcinogenesis  testing  and 
evaluation  was  established  in  response  to  a  recommendation  from  the 
March  1983  meeting  of  the  National  Toxicology  Program  (NTP) 
Board  of  Scientific  Counselors.  The  charge  to  the  panel  was  to  re- 
view the  basic  biology  and  chemistry  of  carcinogenesis  and  to  recom- 
mend to  the  Board  of  Scientific  Counselors  methods  NTP  should  use 
for  detecting  and  evaluating  chemical  carcinogens.  The  panel  sur- 
veyed the  state  of  the  art  reflecting  advances  made  since  the  last 
thorough  published  evaluation  for  chemical  carcinogenesis  testing  by 
the  National  Cancer  Institute  in  the  1970s.  The  establishment  in  1978 
of  NTP  led  to  broadening  the  objectives  of  the  testing  and,  therefore, 
changing  long-term  testing  procedures.  The  panel  was  convened  to 
review  testing  procedures  in  light  of  newer  scientific  information.  Its 
recommendations  to  the  board  are  aimed  at  ensuring  that  NTP  me- 
thodology for  assessing  chemical  carcinogenesis  remains  in  the  fore- 
front. To  evaluate  knowledge  in  the  area  of  carcinogenesis  testing 
and  make  recommendations  that  meet  the  scientific  and  regulatory 
needs  in  this  area,  the  panel  was  divided  into  four  subpanels  to  deal 
with  the  general  areas  of  short-term  tests,  subchronic  studies  and 
related  issues,  chronic  studies,  and  regulatory  aspects.  The  conclu- 
sions of  the  panel  are  stated  as  a  series  of  recommendations  to  the 
Board  of  Scientific  Counselors. 

DESCRIPTORS:  Biomedical  Research,  Environmental  Health,  Federal 
Role,  Needs  and  Needs  Assessment,  Research  and  Evaluation  Plan- 
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PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 
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ABSTRACT:  The  purpose  of  this  evaluation  project  was  to  test  the 
ability  of  two  related  bibliometric  methodologies  (citation  historio- 
graphs and  co-citation  clusters)  to  detect  transitions  between  basic 
and  clinical  (applied)  biomedical  research.  Data  on  three  areas  of 
research  were  collected  and  analyzed:  Lesch-Nyhan  syndrome,  Tay- 
Sachs  disease,  and  the  effects  of  the  drug  methotrexate.  In  the  first 
two  cases,  a  transition  from  basic  research  on  enzymes  to  clinical 
research  on  human  disease  was  anticipated,  and,  in  the  third  case, 
clinical  research  on  a  drug  was  expected  to  lead  to  work  in  basic  cell 
biology.  In  each  of  the  cases,  the  citation  historiograph  methodology 
was  able  to  detect  the  anticipated  transitions,  though  the  magnitude 
of  the  transition  was  shown  to  vary  from  case  to  case.  Co-citation 
cluster  methodology  was  capable  of  indicating  the  basic  or  clinical 
orientation  of  these  research  areas,  but  the  sought-for  transition 
points  could  not  be  observed  due  to  the  limited  time  series  of  cluster 
data  available  to  this  study.  Hypotheses  on  the  time  lags  and  frequen- 
cies of  transitions  from  basic  to  clinical  research  were  tested  using 
citation  historiograph  data  for  the  three  cases.  This  was  a  feasibility 
study  that  produced  results  of  limited  practical  utility. 

DESCRIPTORS:  Biomedical  Research,  Program  Coordination,  Re- 
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ABSTRACT:  The  essence  of  this  report  is  a  collection  and  analysis  of 
data  that  portrays  the  role  of  surgical  research  in  health  care  during 
the  years  1945  to  1970.  Contributions  to  health  care,  data  on  the  effect 
of  these  contributions,  analysis  on  the  advances  in  surgery,  and  fund- 
ing of  biomedical  research  in  general  are  covered  in  the  report. 
Volume  I  (the  final  report).  Volume  II  (Appendix),  and  Volume  III 
(Appendix  B)  are  all  available  from  NTIS  (Nos.  PB  245-900/AS.  PB 
245-901/AS,  and  PB  245-902/AS,  respectively).  (Final  report  681 
pages.) 
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PHS-NIH-Biomedical  Researcii-lnstilule  Specific-General 
Medical  Sciences 

ABSTRACT:  The  National  Institute  of  General  Medical  Sciences 
(NIGMS)  supports  two-thirds  of  the  predoctoral  (pre-Ph.D.)  bi- 
omedical research  trainees  funded  by  the  NIH  and  roughly  40%  of 
the  NIH-funded  trainees  overall.  The  NIGMS  is  interested  in  deter- 
mining the  effectiveness  of  its  training  programs  in  achieving  its  key 
goal:  helping  to  produce  an  adequate  national  pool  of  broadly  trained 
biomedical  researchers.  Therefore,  the  National  Research  Council 
searched  its  files  to  provide  NIGMS  with  statistical  data  by  category 
regarding  the  approximately  12,500  individuals  who  received 
NIGMS  predoctoral  training  support  between  1967  and  1*^81.  The 
NRC  provided  special  tabulations  on  training  and  employment  data 
for  the  NIGMS  trainees  These  data  were  used  by  institute  staff  solely 
for  the  purpose  of  evaluating  NIGMS  research  training  support  pro- 
grams and  responding  to  questions  raised  by  the  U.S.  House  of  Re- 
presentatives Appropriations  Subcommittee  in  March  1982.  This 
limited  study  focused  on  the  career  outcomes  of  trainees  of  the  insti- 
tute, and  thus  supplemented  a  larger  study  sponsored  by  the  NIH 
Office  of  Program  Evaluation  as  mandated  under  legislation  author- 
izing the  NIH  traimng  programs. 
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ABSTRACT:  GenBank  has  served  a  large  community  of  users  since  its 
establishment  in  1982.  New  analytical  techniques  for  analyzing  nucle- 
ic acids  (DNA  and  RNA)  have  led  to  a  virtual  explosion  of  data 
concerning  the  structure  of  these  molecules.  This  important  resource 
allows  researchers  to  compare  similarities  between  the  sequences  of 
different  genes  without  having  to  go  to  the  literature  and  perform 
manual  time-consuming  searches  of  articles  in  various  scientific  jour- 


nals. Also,  it  allows  the  examination  of  the  role  of  mutation  in  disease 
states,  and  ullimaiely  the  understanding  of  how  certain  genes  may 
have  evolved.  Even  though  use  of  the  GenBank  is  high  and  support 
from  the  scientific  ciimmunity  is  strong,  to  date,  no  evaluation  of  its 
effectiveness  as  a  resource  to  the  scientific  investigative  community 
has  been  performed.  This  evaluation  is  intended  to  determine  (I) 
whether  the  data  bank  has  been  an  effective  resource  in  molecular 
biology  research;  (2)  whether  the  data  bank  is  serving  the  scientific 
community  for  which  it  was  intended;  and  (3)  whether  any  elements 
should  be  expanded,  deleted,  or  added  to  the  workscope  of  the  new 
contract  to  make  the  database  maximally  useful,  responsive,  and  cost- 
effective  to  its  users.  Furthermore,  this  evaluation  is  aimed  at  deter- 
mining the  need  for  such  a  resource,  thus  providing  a  foundation  for 
major  program  decisions  about  whether  it  should  be  renewed  and.  if 
so,  at  what  level  of  funding. 
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ABSTRACT:  This  program  performance  evaluation  assessed  the  suc- 
cess of  the  Human  Genetic  Mutant  Cell  Repository  in  fulfilling  the 
goals  of  the  original  contract.  The  purpose  of  the  cell  bank  is  to 
stimulate  and  facilitate  research  in  human  genetics.  The  institute 
wants  to  know  what  the  actual  contribution  of  the  availability  of 
these  human  genetic  mutant  cell  lines  in  advancing  has  been.  Data 
were  collected  from  various  sources  to  identify  the  publications  and 
research  support  of  a  representative  sample  of  cell-line  users.  This 
provided  estimates  of  their  overall  research  orientation  or  productivi- 
ty. Each  publication  was  screened  to  determine  those  which  report 
results  from  use  of  the  cell-line.  This  indicated  actual,  productive 
usage  of  the  cell  bank  resource.  The  results  of  this  literature  search 
and  the  project  titles  and  sources  of  support  of  the  users'  research 
projects  were  reviewed  by  a  group  of  consultants. 
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ABSTRACT:  The  Medical  Scientist  Training  Program  (MSTP)  was 
designed  to  provide  highly  qualified  trainees  with  a  rigorous  educa- 
tion in  basic  science  combined  with  a  broad  training  in  clinical  medi- 
cine. Between  its  inception  in  1963  and  the  time  of  the  study,  the 
program  maintained  rigorous  standards  and  grew  slowly.  Increasing 
numbers  of  fellows  were  graduated  every  year.  As  of  1980,  455 
fellows  had  completed  the  program.  Preliminary  evaluation  focused 
on  81  graduates  from  1968  through  1974.  Most  of  these  graduates 
were  in  the  early  stages  of  their  careers  at  the  time  of  this  report,  and 
thus  final  conclusions  cannot  be  drawn.  Nevertheless,  it  was  possible 
to  draw  some  general  conclusions  about  their  career  development. 
The  finding  that  70%  of  the  MSTP  graduates  were  engaged  in  bi- 
omedical research  was  encouraging.  These  graduates  were  working 
in  medical  schools  or  hospitals  and  had  appointments  to  clinical  de- 
partments. In  addition,  seven  graduates  had  research  staff  positions 
at  NIH.  From  literature  searches,  it  appears  the  "research"  graduates 
had  a  mean  of  21  research  publications,  with  a  median  of  1 1.  Other 
findings  show  that  of  the  56  graduates  in  research,  16%  received 
internal  federal  government  and/or  NSF  grants,  and  35%  had  no 
independent  NIH  or  NSF  research  support.  These  data  seem  to  indi- 
cate that  the  original  goals  of  the  program  were  being  met.  (Final 
report  3  pages.) 
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ABSTRACT:  The  goal  of  this  program  was  to  develop  leaders  in 
pharmacological  research  for  key  positions  in  academic,  industrial, 
and  governmental  research  laboratories.  An  analysis  of  career  selec- 
tions of  the  115  graduates  who  entered  the  program  from  1965  to 
1976  was  made.  It  was  felt  that  individuals  entering  the  program  after 
1976  (and  graduating  after  1978)  would  not  have  adequately  estab- 
lished careers.  The  data  showed  51.3%  of  the  graduates  possessed  an 
M.D.  degree  prior  to  entry;  and  91.5%  of  the  graduates  entered 
research  careers.  Of  the  97  fellows  employed  in  research,  62  were 
employed  by  an  academic  or  research  institution,  15  were  employed 
by  pharmaceutical  companies,  and  20  by  NIH  or  other  government 
research  programs.  Of  the  62,  38  served  as  principal  investigators  on 
a  total  of  71  grants  from  the  NIH  and  the  NSF.  and  24  had  no  NIH 
or  NSF  support.  Of  the  54  fellows  with  an  M.D.  or  M.D./Ph.D. 
degree,  48  (or  89%)  obtained  employment  in  a  research  environment. 
Overall  these  limited  program  performance  data  seemed  to  suggest 
that  the  original  goals  of  the  program  had  been  met. 
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ABSTRACT:  Members  of  the  biomedical  community  have  recently 
expressed  an  interest  in  having  a  funding  mechanism  to  provide  long- 
term  salary  support  for  investigators  of  established  merit.  From  1961- 
1964,  NIH  had  a  Research  Career  Award  Program  (K06)  that  had 
similar  aims.  The  intent  was  to  provide  these  awardees  with  financial 
stability  that  was  not  dependent  solely  on  renewal  of  research  grants 
every  three  to  five  years.  The  objective  of  this  project  was  to  evaluate 
the  scientific  productivity  of  recipients  of  the  K06  awards,  and  to 
establish  the  ability  of  the  recipients  to  obtain  research  support  after 
receivuig  the  K06  award.  A  bibliometric  data  search  was  made  and 
scientific  productivity  was  measured  by  the  number  of  publications 
of  each  investigator.  Data  from  K06  recipients  were  compared  with 
two  other  groups:  K06  applicants  who  were  approved  but  not  fund- 
ed, and  investigators  who  did  not  apply  for  K06  awards,  but  who 
submitted  ROl  applications  during  1961-1965.  It  appears  that  this 
program  has  rewarded  a  group  of  meritorious  scientists;  however,  the 
long-term  salary  stabilization  did  not  improve  their  scientific  perfor- 
mance significantly  better  than  their  contemporaries  who  either  did 
not  apply  for  or  did  not  receive  a  K06  award. 
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ABSTRACT;  The  Minority  Access  to  Research  Careers  (MARC) 
Faculty  Fellowship  program  provided  opportunities  for  advanced 
research  training  for  selected  faculty  members  of  four-year  colleges, 
universities,  and  health  professional  schools  in  which  student  enroll- 


ments were  drawn  substantially  from  ethnic  minority  groups.  These 
institutions  nominate  faculty  members  to  apply  for  MARC  fellow- 
ships to  support  a  period  of  advanced  study  and  research  training  in 
graduate  departments  and  laboratories  as  candidates  for  the  Ph.D. 
degree  for  postdoctoral  research  training  in  specified  areas  in  the 
biomedical  sciences.  The  program  began  in  1972  and  has  since  sup- 
ported more  than  150  individuals,  most  for  two  to  three  years.  After 
completion  of  the  doctoral  degree  or  postdoctoral  study  it  was  the 
intent  of  this  program  that  the  fellows  return  to  the  nominating 
school.  The  purpose  of  this  study  was  to  evaluate  the  success  of  the 
program  in  terms  of  (1)  the  proportion  of  the  fellows  who  returned 
to  the  nominating  institution;  (2)  evidence  for  the  effectiveness  of  the 
research  training,  e.g.,  research  grant  support;  and  (3)  the  impact  on 
the  minority  institutions.  Data  was  obtained  by  contacting  the  institu- 
tions directly,  and  searching  then-current  lists  of  NIH  and  National 
Science  Foundation  research  grants. 
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ABSTRACT:  This  conference  was  held  for  the  purpose  of  identifying 
those  areas  where  agreement  could  be  reached  by  experts  on  the  best 
treatment  for  patients  with  severe  burn  injury.  It  was  sponsored  by 
NIGMS  with  the  cooperation  of  the  American  Burn  Association  and 
the  NIH  Office  for  Medical  Applications  of  Research.  The  areas 
addressed  were  fluid  resuscitation,  infection  control,  metabolism, 
smoke  inhalation,  and  excisional  therapy.  Consensus  was  reached  on 
a  number  of  approaches  to  treatment  and  technologies,  and  the  Con- 
sensus Development  Conference  proceedings  were  published  in  the 
"Journal  of  Trauma"  as  a  supplement  to  the  November  1979  issue. 
The  proceedings  were  widely  circulated  and  accepted.  A  large  num- 
ber of  burn  unit  directors  who  responded  to  questions  concerning 
pre-  and  post-conference  staff  use  of  high  consensus  approaches  had 
been  using  the  approaches  at  the  time  of  the  conference.  However, 
a  significant  proportion  of  directors,  not  using  a  recommended  treat- 
ment approach  at  the  time  of  the  conference  and  subsequently  aware 
of  the  recommendation  on  it,  either  changed  or  seriously  considered 
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changing  their  method  of  treatment  because  of  these  recommenda- 
tions. The  results  of  this  study  support  the  program's  conclusion  that 
the  Consensus  Development  Conference  had  been  successful.  (Final 
report  58  pages.) 

DESCRIPTORS:  Biomedical  Research,  Program  Coordination,  Re- 
search and  Evaluation  Performance,  Conference  Proceedings  Fea- 
ture 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO  2017  PROJECT  NO:  NIGMS  81-402 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-189861 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-MD-023570-01 

COST    (In  Thousands):  FY  81-$10,  FY  82-$5 

STATUS:  Study  completed,  .      '  ■  • 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  May  '80  through  July  '81 


2180 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
National  Institute  of  General  Medical 
Sciences 

PROJECT  TITLE:  Study  to  Evaluate  the  Usefulness  of  Existing 
Genetic  Registries 

REPORT  TITLE:  Study  to  Evaluate  the  Usefulness  of  Existing 

Genetic  Registries  (Three  Reports) 
PERFORMER:  National  Institute  of  General  Medical  Sciences, 

Bethesda  MD  20892  and  Multi-Professional  Services 

Contracts 

PROJECT  OFFICER:  Von  Euler,  Leo;  Rm  926,  WSTWD  Bldg; 

301-496-7891 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 
and  Management 

ABSTRACT:  This  study  gathered  information  concerning  the  objec- 
tives, methodologies,  content,  operational  policies,  and  accomplish- 
ments of  existing  genetic  registries  in  the  U.S.  and  Canada. 
Information  was  obtained  by  site  visits  and  other  inquiries  to  regis- 
tries. The  information  obtained  was  used  for  internal  program  man- 
agement. The  following  in-house  publications  were  produced  by  the 
National  Institute  of  General  Medical  Sciences  and  are  available  from 
PIC:  "Anesthesiology:  Its  Expanding  Role  in  Medicine,  A  Research 
Conference  Report";  "The  Future  of  Research  in  Trauma";  and  the 
June  1975  issue  of  "Genetic  Counseling"  (a  monthly  newsletter). 
(Final  reports  118.  16,  and  6  pages,  respectively.) 
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ABSTRACT:  This  report  presents  the  findings  of  a  12-month  research 
project  to  perform  a  bibliometric  assessment  of  the  NINCDS  In- 
tramural Research  Program.  The  identification  and  retrieval  of  the 
25,000  Science  Citation  Index-recorded  citations  from  1972-80  to  the 
approximately  25,000  NINCDS  IRP  publications  occurring  between 
1972-80  were  completed  in  May,  1981.  The  identification  from  the 
authors  list  of  the  NINCDS  IRP  scientists  (tenured  and  non-tenured) 
and  the  unification  of  variants  of  author  names  was  the  second  major 
task  completed.  The  contractor  tabulated  the  citation  data  by  such 
references  as  publication,  NINCDS  author,  and  year. 
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ABSTRACT:  Five  information  centers  participated  in  this  evaluation; 
more  than  QOO  participants  were  enrolled  and  receiving  MEDLINE 
services.  Information  was  gathered  on  the  participants'  characteris- 
tics, information  needs  and  practices  prior  to  participation  and  fol- 
lowing training  and  receiving  MEDLINE  services,  with  nearly  80% 
of  the  participants  completing  a  post-use  evaluation  questionnaire. 
The  results  demonstrated  that  for  specialists  in  communicative  dis- 
orders those  involved  in  research  activities  used  MEDLINE  services 
most  frequently,  were  most  satisfied  with  these  services,  and  saw  less 
need  for  access  to  bibliographic  services.  One  goal  of  the  project  was 
to  determine  whether  specialists  in  communicative  disorders  could 
become  direct  users  of  MEDLINE.  The  results  indicated  that  most 
participants  used  it  relatively  infrequently,  using  it  one  to  two  times 
per  year  and  therefore  forgot  how  to  operate  it  effectively.  Only 
those  primarily  involved  in  research  used  it  frequently  enough  to 
report  an  interest  in  having  direct  access  to  MEDLINE  services. 
Recommendations  were  made  for  the  NINCDS  staff  to  encourage 
the  development  of  self-supporting  direct-access  user  groups  within 
the  scientific  community  of  communicative  disorders.  Work  on  this 
project  was  also  performed  by  the  University  of  Hawaii  (NOl-NS-0- 
2346),  Loyola  University  of  Chicago  (NOl-NS-0-2344),  Ohio  Uni- 
versity (NOl-NS-0-2342),  and  Boys  Town  Institute  of  Communica- 
tive Disorders  (NOl-NS-0-2343). 
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ABSTRACT:  This  study  developed  a  methodology  for  testing  the  feasi- 
bility of  a  data  collection  system  for  obtaining  hospital  incidence  and 
prevalence  data  from  a  national  sample  of  hospital  discharge  records 
for  selected  neurological  and  other  diseases  of  interest.  A  key  objec- 
tive of  this  pilot  study  was  to  develop  a  survey  program  which  would 
permit  the  annual  collection  of  data  on  these  disorders  to  develop 
trends  of  their  incidence  and  prevalence.  A  comprehensive  approach 
to  the  collection  of  disease  statistics  was  required  to  reduce  the  redun- 
dancy, costs,  and  respondent  burden  associated  with  the  collection  of 
these  data.  The  feasibility  study  disclosed  new  information  on  the 
type  of  clinical  data  that  was  recorded  on  medical  records  and  was 


associated  with  various  specific  disorders.  It  also  demonstrated  the 
potential  utility  of  clinical  algorithms  in  identifying  definite  cases  of 
a  disorder  from  medical  records. 
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ABSTRACT:  In  the  mid-1970s,  there  were  7,500  scientists  working  in 
the  basic  neurobehavioral  and  communicative  sciences  areas:  89%  in 
academic  and  11%  in  nonacademic  settings;  65%  with  Ph.D.  degrees, 
23%  with  M.D.  degrees,  and  12%  with  both  degrees.  The  main 
source  of  neuroscientists  was  found  to  be  doctorates.  During  1961- 
1973,  160  institutions  awarded  more  than  2,400  doctorates  in  the 
neurologic  and  communicative  sciences.  Annual  growth  rates  in  this 
field  for  1969-1973  were  approximately  il0%,  in  contrast  to  declining, 
zero,  or  negative  growth  of  Ph.D.'s  in  biology,  basic  medical 
sciences,  and  biopsychology.  A  pool  of  15,000  neuroscientists  was 
expected  to  be  needed  by  1985.  Expanding  employment  opportunities 
were  also  anticipated  in  medical  faculty  staffing  as  compared  to  the 
traditional  disciplines.  (Final  report  243  pages.) 
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ABSTRACT:  This  study  described  the  demographic  and  professional 
characteristics  of  the  speech  pathology/audiology  work  force  and 
students  in  training;  identified  patterns  of  manpower  utilization  in 
speech  pathology  and  audiology;  estimated  the  need  for  additional 
speech  pathologists  in  the  areas  of  teaching,  research,  and  client  care 
through  1985;  specified  those  manpower  resources  and/or  needs  that 
require  additional  study  and  analysis;  recommended  appropriate 
goals  for  meeting  the  needs  of  the  communicatively  handicapped;  and 
suggested  means  for  meeting  these  goals.  (Final  report  203  pages.) 
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ABSTRACT:  The  National  Institute  of  Neurological  and  Communica- 
tive Disorders  and  Stroke  (NINCDS)  was  interested  in  developing 
the  capability  of  producing  periodic  estimates  of  the  incidence,  preva- 
lence, and  health  costs  for  selected  neurological  disorders. 
NINCDS's  experience  up  to  the  time  of  the  study  suggested  that  it 
was  too  expensive  to  keep  funding  major  surveys  that  would  have  to 
be  repeated  every  few  years  to  investigate  new  trends.  The  institute 
therefore  decided  to  investigate  a  few  approaches  that  promise  to  be 
relatively  cost-effective  in  that  several  neurological  disorders  could 
be  studied  on  a  continuing  basis  for  the  price  of  one  or  two  major 
repetitive  surveys.  One  of  these  approaches,  the  methodology  deve- 
loped specifically  for  the  head  and  spinal  cord  injury  (HSCI)  survey, 
appears  to  lend  itself  particularly  well  to  periodic  implementation, 
but  a  special  study  was  required  for  any  definitive  conclusions  regard- 
ing feasibility.  This  special  study  investigated  directly  the  utility  of 
the  HSCI  survey  approach  to  periodic  implementation;  furthermore, 
it  provided  information  valuable  for  other  periodic  approaches.  A 
series  of  manuscripts  has  been  published  on  the  head  and  spinal  cord 
injury  survey.  This  report  was  published  as  a  supplement  to  the 
"Journal  of  Neurosurgery"  in  November  1980.  Information  gained  in 
this  project  facilitated  design  of  the  national  coma  data  bank.  Work 
for  this  project  was  also  performed  under  Contract  No.  263-78-C- 
0132. 
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ABSTRACT:  The  NINCDS  conducted  a  review  and  assessment  of  its 
research  strategies,  program  balance,  and  research  activities  in  light 
of  evolving  public  health  needs  and  research  opportunities.  The  re- 
view and  assessment  was  carried  out  as  a  joint  effort  of  the  institute. 
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its  national  advisory  council,  program  advisory  committee,  study 
panels  composed  of  scientists,  clinicians,  and  public  members.  This 
has  served  as  the  basis  for  resetting  long-range  goals  and  in  develop- 
ing a  national  research  strategy  for  the  areas  of  neurological  and 
communicative  disorders.  The  NINCDS  Council  Working  Group  on 
Research  Strategies  established  seven  categorical  disease-oriented 
panels  and  two  cross-cutting  task  groups  to  cover  the  area  of  concern 
and  held  a  public  forum  for  input  from  lay  voluntary  groups.  The 
result  was  the  publication  of  a  main  summary  document,  an  executive 
summary,  and  separate  panel  reports  on  (1)  developmental  neurologi- 
cal disorders;  (2)  inflammatory  demylinating  and  degenerative  dis- 
eases; (3)  convulsive  and  neuromuscular  disorders;  (4)  neurological 
aspects  of  behavior;  (5)  pain;  (6)  stroke,  trauma,  regeneration,  and 
neoplasms;  and  (7)  communicative  disorders.  Also  published  were 
technical  documents  of  the  panel  on  developmental  neurological  dis- 
orders, a  task  force  report  on  basic  sciences,  and  a  summary  of  pro- 
ceedings and  testimony  from  the  public  forum  for  the  development 
of  a  national  research  strategy.  NIH  Publication  No.  79-1910.  (Final 
report,  12  volumes,  2,416  pages.) 
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ABSTRACT:  This  study  was  designed  to  provide  (1)  reliable  estimates 
of  the  incidence  of  hospitalized  acute  strokes,  by  age  and  sex  and  their 
survival  over  time;  (2)  the  prevalence  of  persons  with  a  history  of  a 
hospitalized  stroke  and  indices  of  their  disability  status;  and  (3)  the 
economic  impact  of  the  disease  on  the  patient,  the  patient's  family  and 
society.  Statistically  sound  incidence  figures  that  relate  to  the  total 
population  are  lacking  and  the  prevalence  of  strokes  is  not  well 
documented,  owing  to  the  uncertain  prognosis  and  variation  in  life 
expectancy.  Of  prime  importance  is  the  development  of  a  totally  new 
methodology  required  for  collecting  the  needed  basic  data  from  hos- 
pital discharge  records  and  a  clinical  algorithm  to  insure  proper 
classification  and  diagnostic  verification  of  the  abstracted  cases.  The 
findings  were  published  as  a  supplement  to  the  journal  "Stroke" 
(March/April  1981);  the  supplement  was  entitled  "The  National  Sur- 
vey of  Stroke." 
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ABSTRACT:  Four  integrated  but  separate  surveys  covering  the  vari- 
ous aspects  of  otorhinolaryngology  ("o'logy")  were  conducted. 
Questionnaires  were  mailed  to  o'logists  in  practice,  teaching,  re- 
search, and  training  to  determine  demographic,  educational  and 
professional  characteristics.  It  was  found  that  an  estimated  5,584 
physicians  were  engaged  in  o'logy  in  1973;  4,460  of  these  were  medi- 
cal o'logists.  Hawaii  and  Connecticut  reported  the  greatest  o'logist 
per  population  ratios  and  South  Dakota  and  Arkansas  reported  the 
lowest  ratios.  Approximately  86  primary  residency  training  programs 
reported  1,560  faculty  members;  67%  were  clinical  o'logists  and  5% 
were  research  o'logists.  In  1973,  an  estimated  950  o'logy  residents 
were  enrolled.  The  manpower  and  utilization  data  from  the  four 
surveys  were  analyzed  to  project  the  number  of  o'logists  that  would 
be  available  in  future  years  and  the  services  they  would  perform. 
Calculations  for  demand  are  based  on  the  number  of  office  visits  seen 
during  an  11 -month  year  by  o'logists.  It  was  concluded  that  500 
additional  o'logists  would  be  needed  to  satisfy  the  country's  unmet 
needs.  Recommendations  were  offered  concerning  teaching,  residen- 
cy, training,  foreign  medical  graduates,  continuing  education,  allied 
health  personnel,  and  distribution  of  o'logists.  A  summary  is  also 
provided  of  the  results  of  four  integrated  but  separate  surveys  of 
various  aspects  of  o'logy;  practice,  teaching,  research,  and  training. 
(Final  report  307  pages.) 
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ABSTRACT:  The  prescribing  and  dispensing  of  specific  antiepileptic 
drugs  were  estimated  nationally.  The  types  and  frequencies  of  sei- 
zures for  which  the  drugs  are  prescribed  were  estimated.  This  data 
provided  the  ADDP  and  the  NINCDS  with  information  about  areas 
in  which  new  drugs  are  needed  as  well  as  the  impact  of  drugs  recently 
introduced.  The  results  also  provided  a  baseline  reference  value 
against  which  to  measure  changes  in  availability  and  use  of  particular 
antiepileptic  drugs  in  three  to  five  years.  Two  distinct  data  collection 
techniques  were  utilized.  First,  a  survey  of  organizations  in  which 
drugs  are  dispensed  and  prescribed  was  performed.  Organizations 
included  were  drug  wholesalers,  hospitals,  and  pharmacies.  Second, 
physicians  who  treat  patients  with  seizures  were  also  surveyed.  Data 
derived  by  each  technique  were  linked  to  provide  information  on 
amounts  of  antiepileptic  drugs  being  used  and  the  number  of  patients 
with  refractory  seizures  that  persist  in  spite  of  available  drugs. 

DESCRIPTORS:  Drugs  Therapeutic  and  Devices,  Survey  or  Question- 
naire Feature,  Chronic  Disease 

STUDY  TYPE:  Research  and  Data  Development;  Program  Impact 

PIC  ID  NO:  2133  PROJECT  NO:  NINCDS  83-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-244622/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-NS-3-2354 
COST    (In  Thousands):  FY  83-$  114 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  July  '84 


2191 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
National  Institute  of  Neurological  and 
Communicative  Disorders  and  Stroke 

PROJECT  TITLE:  Manpower  Resources  and  Needs  in  Neurology: 
Research,  Teaching,  Patient  Services 

REPORT  TITLE:  Summary  Report  of  the  Joint  Commission  on 
Neurology 


PERFORMER:  American  Neurological  Association,  234  Goodman 

Street,  Cincinnati  OH  45229,  Trufant,  Dr.  Samuel 
PROJECT  OFFICER:  Asghar,  Dr.  K.  Hursheed;  Rm  10A31,  PKLN 

Bldg;  301-443-6300 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute 

Specific-Neurological  Communicative  Disorders  and  Stroke; 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area) 

ABSTRACT:  This  project  was  to  provide  information  on  the  demo- 
graphic and  professional  characteristics  of  neurologists,  including 
those  in  training,  their  planned  and  actual  participation  in  research, 
teaching,  and  patient  care,  as  well  as  informed  opinion  about  neuro- 
logical manpower  requirements  in  the  1980s.  The  study  projected 
that  the  number  of  neurologists  in  1985  would  be  approximately 
6,700,  a  major  increase  over  the  2,700  in  1971,  but  several  thousand 
short  of  the  projected  number  "required."  More  than  half  of  all 
neurologists  spend  some  time  in  research,  though  only  about  10% 
devote  themselves  exclusively  to  research.  A  summary  by  a  joint 
commission  on  neurology  was  published  in  "Neurology"  (June  1975, 
Volume  25,  No.  6).  (Summary  report  5  pages.) 
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ABSTRACT:  The  survey  assessed  the  frequency  with  which  each 
physician  cares  for  febrile  seizure  children,  how  often  they  prescribe 
anticonvulsant  medication,  and  how  often  they  seek  consultation.  It 
also  determined  physicians'  rationales  for  deciding  how  to  treat  chil- 
dren who  have  had  febrile  seizure(s)  and  the  goals  of  any  treatment. 
The  most  preferred  medications  and  contingencies  for  treatment  of 
side  effects  were  determined.  Questions  on  monitoring  blood  drug 
levels  and  hospitalizing  the  febrile  seizure  child  were  included  in  the 
survey.  Ten  thousand  physicians  in  general/family  practice,  neurolo- 
gy and  pediatrics  were  sent  a  questionnaire  without  any  hidden  iden- 
tifiers. The  data  from  this  survey,  which  complements  existing 
information  about  the  nature  of  febrile  seizures  and  appropriate  thera- 
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pies,  allowed  the  institute  staff  with  their  standing  advisory  commit- 
tees to  design  the  most  effectively  programmed  clinical  investigations 
and  trials  to  answer  the  unresolved  questions. 
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ABSTRACT:  This  study  developed  a  methodology  applicable  on  a 
national  sample  basis  for  measuring  the  incidence,  prevalence,  and 
costs  of  intracranial  neoplasms;  implemented  the  survey  designed; 
and  presented  the  results.  A  sample  of  217  hospitals  was  selected  and 
a  sample  of  3,000  patient  discharge  records  was  drawn  from  these 
hospitals  and  was  abstracted  for  calendar  years  1971  to  1974.  For 
each  case  substantive  information  was  gathered  on  the  type  of  tumor, 
basis  of  diagnosis,  treatment,  outcome,  demographic  characteristics, 
and  direct  medical  costs  incurred.  In  addition,  other  data  necessary 
for  the  estimation  processes  of  the  survey  were  gathered.  Physician 
follow-ups  for  the  3,000  selected  patient  records  provided  certain 
information  not  available  in  the  medical  record.  Also  there  were 
approximately  350  interviews  with  patients  or  their  close  relatives  to 
collect  information  on  the  direct  and  indirect  costs  incurred  by  the 
patient  and  family  during  the  survey  years. 
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ABSTRACT:  The  "Survey  of  the  Interlibrary  Loan  Operation  of  the 
National  Library  of  Medicine"  (published  in  1962)  presents  a  detailed 
analysis  of  approximately  78,000  requests  for  serials  filled  by  NLM 
in  1959.  In  the  25  years  following  1959,  important  changes  have 
occurred  in  the  biomedical  library  community  that  have  had  signifi- 
cant impact  on  interlibrary  loan  activities.  These  changes  include  the 
development  of  MEDLARS  and  on-line  database  searching;  the 
development  and  implementation  of  the  Regional  Medical  Library 
Network;  and  the  growth  of  union  listing  for  serials.  To  gain  an 
understanding  of  NLM's  interlibrary  loan  request  traffic  for  serials 
(and  the  library's  ability  to  respond  to  it)  and  to  identify  any  signifi- 
cant changes  in  traffic  between  1959  and  1984,  NLM  staff  have  comp- 
leted a  comparative  analysis  of  serial  loan  requests  received  in  1984. 
In  that  year,  NLM  began  to  keep  automated  records  for  all  interli- 
brary loan  requests.  Characteristics  of  the  1984  loan  traffic  were 
determined  primarily  by  manipulation  of  these  automated  records. 
Data  collected  and  analyzed  included  title,  pubhcation  year,  country 
of  publication,  and  language  of  items  requested  as  well  as  information 
about  requesting  institutions.  ' 
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ABSTRACT:  This  report  is  based  on  OMRE's  efforts  to  evaluate 
Washington's,  Alaska's,  Montana's,  and  Idaho's  (WAMI)  ATS-6  Ex- 
periment in  terms  of  user  acceptance,  technical  feasibility,  and  in- 
teraction characteristics.  The  emphasis  of  the  report  is  on  evaluation 
methods  employed,  evaluation  mechanisms  developed,  and  results  of 
those  efforts.  Results  of  this  study  were  useful  in  planning  applica- 
tions of  the  technology  in  medical  education  programs.  The  overall 
purpose  of  the  satellite  evaluation  was  to  assess  the  effectiveness  of 
the  satellite  in  full-duplex  audio  and  video  communications  in  the 
WAMI  experiment.  The  report  concludes  that  satellite  technology  is 
effective  for  teaching  in  the  WAMI  program.  (Final  report  223 
pages.) 
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ABSTRACT:  The  National  Medical  Audiovisual  Center,  NLM,  pro- 
vides free  and  cost-only  audiovisual  loan  services  to  health  science 
professionals,  making  approximately  10,000  loans  per  year  from  a 
library  of  about  1000  film  titles  and  a  similar  number  of  videotapes. 
Previous  loan  program  evaluations  disclosed  positive  educational 
effects  at  user  institutions  and  positive  attitudes  toward  the  program 
in  general,  while  also  indicating  a  need  for  more  specific  evaluations. 
User  responses  to  this  survey  provided  the  information  required  to 
guide  operating  policy  and  to  update  the  AV  materials  collections. 
A  survey  form  was  designed  to  elicit  clients'  responses  concerning 
the  nature  of  audiovisual  use  (e.g.,  the  instructional  setting,  the  popu- 
lation served,  the  location),  and  the  contribution  it  made  to  the  learn- 
ing process.  The  form  was  mailed  to  users  along  with  the  audiovisuals 
they  requested  and  was  returned  to  NLM  directly.  Survey  returns 
from  October  1981  through  March  1983  totaled  nearly  3000  for  films 
and  videotapes  combined.  Survey  responses  were  analyzed  and  sum- 
maries were  provided  to  describe  patterns  of  utilization  of  films  and 
videotapes  in  the  NLM  collection,  to  establish  priorities  for  new 
acquisitions,  and  to  identify  items  no  longer  useful  to  health  scientists. 
These  study  results  bear  directly  on  NLM  policy  for  managing  the 
audiovisual  loan  program  initiatives  encouraging  adoption  of  media 
and  other  innovations. 
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ABSTRACT:  This  report  presents  information  on  the  evaluation  of  the 
operational  and  technical  features  of  Public  Health  Service-support- 
ed applications  of  the  communications  technology  satellite  to  bi- 
omedical communication.  This  paper  describes  the  evaluation 
process,  a  review  of  relevant  literature,  evaluation  findings,  conclu- 
sions and  recommendations.  Appendices  present  a  summary  of  each 
communications  technology  satellite  application,  address  technical 
and  behavioral  considerations  in  satellite-mediated  biomedical  com- 
munications work,  and  provide  details  of  a  method  of  quantitative 
evaluation,  survey  results,  and  cost  calculations. 
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ABSTRACT:  The  National  Library  of  Medicine  holds  the  world's 
largest  specialized  collection  of  monographs  and  journals  in  medicine 
and  allied  health  sciences.  This  material  is  available  to  other  institu- 
tions through  the  Regional  Medical  Library  Network.  The  purpose 
of  this  study  was  to  perform  an  analysis  of  NLM's  interhbrary  loan 
request  traffic  for  monograph  and  congresses.  The  major  objectives 
were  to  (1)  establish  baseline  data  and  a  methodology  for  evaluation 
studies;  (2)  improve  program  management  through  analysis  of  client 
institution  characteristics  and  needs;  and  (3)  measure  NLM's  ability 
to  satisfy  these  needs.  A  random  sample  of  2,007  requests  was  drawn 
from  a  population  of  12,670  requests  from  FY  1978.  Data  collected 
for  each  request  included  NLM  action,  request  or  institution  data, 
and  bibliographic  information  about  requested  items,  e.g.,  year,  lan- 
guage, and  country  of  publication  and  subject  of  document.  A  special 
purpose  database  was  designed  and  loaded  using  this  data.  Tabula- 
tions of  data  by  parameter  and  cross-parameter  were  computer  pro- 
duced and  the  results  evaluated  using  standard  techniques  of 
statistical  analysis.  A  final  narrative  report  was  prepared  by  the  con- 
tractor, but  was  not  considered  suitable  for  dissemination  without 
further  in-house  analysis  and  clarification.  (Final  report  16  pages; 
study  methodology  12  pages.) 
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ABSTRACT:  The  National  Library  of  Medicine  made  possible  a  na- 
tional trial  of  medical  computer-aided  instruction  techniques.  Three 
principal  sites  of  CAI  development  (the  University  of  Illinois,  Ohio 
State  University,  and  Massachusetts  General  Hospital)  were  linked 
through  communications  computers  and  a  national  communications 
service  (Tymshare  Service).  They  were  linked  via  phone  lines  to  user 
institutions  throughout  the  country.  The  major  tasks  of  this  project 
were  to  study  use  of  materials  by  users,  evaluation  of  new  materials. 


and  transferability  of  CAI  technology,  with  some  emphasis  upon 
financial  aspects  in  these  areas.  The  principal  methodology  was  to 
study  the  educational  and  evaluation  plans  of  each  user,  including  59 
users'  reports  supplied  by  NLM,  personal  visitation,  and  users'  meet- 
ings. The  study  found  after  the  initial  year  of  operation  that  the 
network  falls  short  of  the  envisioned  "network  of  ideas"  to  foster 
interinstitutional  cooperation.  There  was  little  true  sharing  in  the 
sense  of  mutual  exchange  of  services.  The  network  had  not  reached 
optimal  efficiency,  and  there  was  no  accepted  plan  to  foster  optimal 
use  and  contain  it  there.  The  study  recommended  that  all  users  have 
their  own  initial  plans  for  participating  in  the  development  of  CAI; 
a  strong,  user-responsible  organization  be  formed  and  be  aware  of 
shifts  in  the  state  of  the  art.  Standard  protocols  need  to  be  established 
for  development  and  revision  of  programs  by  users.  (Final  report  76 
pages.) 
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ABSTRACT:  This  project  evaluated  the  performance  of  the  National 
Library  of  Medicine's  (NLM's)  computer  system  in  relation  to  its 
increasing  workload.  Decisions  regarding  restrictions  to  be  placed 
upon  projected  growth  and  /or  requirements  for  additional  equip- 
ment were  based  upon  results  of  the  evaluation.  Performance  statis- 
tics of  the  system  were  collected  over  time  and  were  used  in 
workload  projection  and  capacity  requirements  analysis.  At  the  time 
of  the  study,  computer  performance  measurement  was  a  critical  part 
of  NLM's  ongoing  program  performance  evaluation  activities. 
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ABSTRACT:  In  FY  1981,  the  Board  of  Scientific  Counselors  (BOSC) 
met  once  to  review  the  R&D  programs  of  the  LHNCBC.  The  mem- 
bers of  the  NLM  Board  of  Regents  also  participated.  The  BOSC 
reviewed  the  major  R&D  activities  of  the  LHNCBC  at  the  meeting 
and  concluded  that  the  LHNCBC  programs  were  scientifically 
sound.  At  the  FY  1982  meeting,  the  board  reviewed  additional  pro- 
grams and  began  an  in-depth  review  of  selected  major  research  pro- 
gram management.  In  FY  1983,  one  major  meeting  of  the  Board  of 
Scientific  Counselors  was  held.  The  conclusions  and  findings  of  the 
BOSC  are  regularly  presented  by  the  chairperson  to  the  NLM  Board 
of  Regents  for  integration  into  NLM-wide  program  planning  and 
management  advice  provided  by  that  organization. 
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ABSTRACT:  In  November  1980,  the  director  of  the  National  Library 
of  Medicine  (NLM)  appointed  a  MEDLARS  III  development  team 
to  develop  by  January  1982  specifications  for  future  automation  at 
NLM.  This  activity  provided  NLM  library  operations  with  a  signifi- 
cant program  performance  evaluation,  i.e.,  the  development  of  the 
new  system  required  extensive  analysis  of  current  operations  and  a 
delineation  of  alternatives  for  the  future.  The  development  of  ME- 
DLARS III  was  carefully  reviewed  by  staff,  the  library  community, 
and  outside  experts.  These  reviews  led  to  further  refinement  of  the 
plans  for  MEDLARS  III  development.  Two  reviews  were  conduct- 
ed by  the  NLM  Board  of  Regents  standing  committee,  one  in  October 
1981  and  another  in  February  1982.  The  overall  response  of  the 
review  committee  at  both  of  these  sessions  was  positive.  The  commit- 
tee offered  recommendations  regarding  the  MEDLARS  III  request 
for  proposal  (RFP),  which  were  evaluated  and  incorporated  as  ap- 
propriate. During  1982  these  automatic  data  processing  (ADP) 
specifications  were  converted  into  an  RFP  that  was  made  available 
to  the  public  in  November  1982.  Responses  to  this  RFP  were  re- 
ceived in  February  1983.  An  evaluation  of  these  proposals  was  con- 
ducted prior  to  contract  award  in  September  1983. 
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ABSTRACT:  CHEMLINE  (CHEMical  Dictionary  onLINE)  is  the 
interactive  dictionary  maintained  by  the  Specialized  Information  Ser- 
vices Division  of  the  National  Library  of  Medicine  (NLM).  It  pro- 
vides a  mechanism  for  searching  over  600,000  chemical  substances 
online  and  retrieving  CAS  Registry  numbers,  molecular  formulae. 
Chemical  Abstracts  Index  nomenclature,  and  generic  names  and 
synonyms.  CHEMLINE  provides  a  locator  designation  that  points  to 
other  files  in  NLM's  MEDLARS  (MEDical  Literature  Analysis  and 
Retrieval  System)  that  contain  information  on  a  particular  chemical 
substance.  The  purpose  of  this  evaluation  of  CHEMLINE  was  to 
provide  data  that  will  assist  the  NLM  in  making  decisions  concerning 
future  developments  of  CHEMLINE.  A  nationwide  survey  of  1,116 
institutions  identified  (1)  characteristics  of  CHEMLINE  users  and 
users  of  other  online  chemical  databases;  (2)  type  and  importance  to 
users  of  various  classes  of  data  brought  to  and  sought  when  conduct- 
ing searches;  (3)  user  perceptions  of  the  adequacy  of  CHEMLINE  on 
key  system  attributes;  and  (4)  CHEMLINE  user  and  non-user  percep- 
tions of  other  online  chemical  databases. 
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ABSTRACT:  NLM's  interest  in  behavioral  sciences  includes  their  ap- 
plications to  problems  of  medicine  and  health  as  well  as  certain  basic 
research  aspects,  but  the  exact  boundaries  of  the  library's  responsibili- 
ties needed  updating  and  redefinition.  The  area  was  previously  sur- 
veyed in  1967,  and  there  were  major  developments  in  these  sciences 
as  well  as  in  library  practices  and  services  since  then.  The  overall 
purpose  of  NLM  82-302  was  to  assess  the  adequacy  of  NLM  pro- 
grams in  medical  behavioral  medicine,  and  ancillary  fields.  This  study 
focused  on  assessing  bibliographic  services  in  order  to  provide  a 
systematic  approach  to  bibliographic  service  evaluation  that  can  be 
used  as  a  routine  method  for  regular  review  of  NLM  performance  in 
this  area.  This  project  was  a  comparative  evaluation  of  the  adequacy 
of  the  on-line  bibliographic  search  services  of  the  library.  It  com- 
pared the  performance  of  MEDLARS  with  that  of  alternative  health- 
related  databases  serving  information  needs  of  researchers  and  practi- 
tioners requiring  access  to  serials  and  monographs  in  the  medical 
behavioral  sciences.  Findings  are  expected  to  lead  to  better  informed 
policy  decisions  regarding  literature  coverage,  indexing  practices, 
and  changes  in  the  controlled  vocabulary. 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  report  describes  the  evaluation  of  the  biomedical 
Computer  Aided  Instruction  (CAI)  Network  Experiment,  estab- 
lished by  the  National  Library  of  Medicine  in  1973  to  test  the  feasibili- 
ty of  sharing  CAI  learning  materials  through  a  National  Library  of 
Medicine  computer  network.  The  evaluation  was  designed  to  assist 
decision  makers  in  planning  mechanisms  for  distributing  biomedical 
CAI.  The  study  focused  on  the  institutions  and  people  who  used  the 
network  and  the  contractors  who  supplied  the  CAI  Library.  Data 
sources  included  case  studies,  user  reports,  and  interviews  with  hospi- 
tal and  medical  school  administrators,  faculty  librarians,  computer 
laboratory  staff,  and  students.  Network  usage  by  program  type,  by 
user  institution,  and  by  class  of  user  was  analyzed.  Also  analyzed  was 
the  impact  of  the  network  curricula,  faculty,  students,  libraries,  and 
media  centers  as  well  as  the  cost/benefits.  The  report  includes  a 
roster  of  participants  in  the  network  experiment.  (Final  report  85 
pages.) 
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ABSTRACT:  The  National  Library  of  Medicine's  Lister  Hill  National 
Center  for  Biomedical  Communications  developed  a  prototype  com- 
puterized information  transfer  system,  the  Hepatitis  Knowledge  Base 
(HKB),  intended  to  provide  clinically  meaningful  and  applicable 
knowledge  in  a  language,  format,  and  time  frame  useful  to  the  health 
practitioner  community.  This  formative  evaluation  addresses  meth- 
ods used  to  construct  and  update  the  HKB,  methods  used  for  valida- 
tion and  consensus  development  by  a  panel  of  experts  and  the  use  of 
a  computer  conferencing  network  as  the  principal  medium  of  com- 
munication. Also  assessed  is  the  adequacy  of  the  HKB  contents,  and 
the  performance  of  the  on-line  access  system  during  the  course  of  a 
14-month  limited  field  test  carried  out  with  a  variety  of  health  practi- 
tioner users  and  intermediaries. 
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ABSTRACT:  The  purpose  of  this  evaluation  project  was  to  determine 
how  audiovisual  materials  are  being  used  in  the  health  sciences  to 
enhance  the  educational  program  and  to  what  extent  the  National 
Medical  Audiovisual  Center's  (NMAC)  film  loan  distribution  and 
videotape  duplication  system  assists  in  enhancing  the  educational 
programs  in  schools  of  the  health  sciences.  A  mail  questionnaire  was 
used  to  collect  the  data  necessary  for  this  study,  which  focused  on 
the  following  broad  areas  of  investigation:  (1)  usage  patterns,  includ- 
ing the  characteristics  of  the  main  user,  secondary  user,  and  audi- 
ences, and  reasons  and  frequency  for  usage;  and  (2)  user  evaluations 
of  services,  including  attitudes  toward  audiovisuals  in  general,  rating 
of  their  most  recent  NMAC  film/videotape,  evaluations  of  NMAC 
on  key  dimensions,  as  well  as  other  questions  concerning  the  effect/ 
impact  of  the  NMAC's  distribution  program  on  the  biomedical  edu- 
cation process. 
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ABSTRACT;  The  on-line  system  of  the  National  Library  of  Medicine 
is  accessed  by  approximately  1,200  organizations  in  various  health- 
related  fields.  Searches  of  the  NLM  databases  are  typically  per- 
formed for  the  requestors  or  end-users  by  search  analysts.  Organiza- 
tions seeking  to  become  members  of  the  on-line  network  must  send 
one  employee  for  formal  training  in  NLM-sponsored  courses.  Addi- 
tional staff  members  may  also  be  trained;  however,  approximately 
50%  of  the  analysts  searching  the  system  at  the  time  of  the  study  has 
received  only  informal  on-the-job  or  in-service  instructions.  The  pur- 
pose of  this  evaluation  project  was  to  assess  the  quality  of  searches 
being  performed  by  both  formally  and  informally  trained  analysts,  to 
compare  the  efficiency  and  effectiveness  of  the  two  groups  and  to 
correlate  their  performance  with  the  specific  type(s)  of  training  re- 
ceived. This  report  is  the  product  of  an  exploratory  study  of  the 
on-line  search  process  and  includes  (1)  observations  on  searcher 
behavior  and  effects  of  training  and  experience;  (2)  analysis  of  search- 
er performance  using  recall  (the  extent  to  which  the  search  retried 
all  relevant  documents  in  the  file)  and  precision  (percent  of  relevant 
items  in  search  delivered  to  requestor);  (3)  speculations  on  some  of 
these  study  results;  and  (4)  a  discussion  of  possible  implications  of  the 
major  findings. 
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ABSTRACT;  Since  1984  the  TIME  Project's  research  and  develop- 
ment efforts  have  addressed  the  lack  of  patient  contact  medical  stu- 
dents have  during  the  early  phases  of  their  training.  The  project  staff 
has  created  a  computerized  patient  simulation  that  provides  a  context 
for  faculty  teaching  in  the  medical  school  classroom.  A  three-phase 
evaluation  design  was  defined  for  the  interactive  case-study  model. 
In  spring  1987,  field  testing  of  the  model  by  select  faculty  at  the 
University  of  Cincinnati  Medical  School,  Albany  Medical  College, 
and  Georgetown  University  Medical  School,  was  accomplished. 
This  process  included  videotaping  the  faculty's  classroom  presenta- 
tions and  gathering  data  through  a  variety  of  evaluation  instruments 
to  determine  (1)  the  learning  effectiveness  of  the  material  in  both 
large  and  small  groups;  (2)  the  usefulness  of  the  method  to  faculty 
trained  to  present  the  material;  and  (3)  the  level  of  acceptance  of  the 
method  by  students.  Preliminary  analysis  of  the  evaluative  data 
shows  significant  learning  by  students,  highly  effective  performances 
by  faculty,  and  high  levels  of  acceptance  of  the  approach  by  both. 
The  documentary  and  an  analysis  of  the  data  were  presented  at  the 
annual  conference  of  the  Association  of  American  Medical  Colleges 
in  October  1987. 
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ABSTRACT;  An  evaluation  of  the  National  Medical  Audiovisual  Cen- 
ter (NMAC)  program  for  evaluating,  acquiring,  and  distributing 
audiovisual  materials  is  documented.  The  objectives  of  the  evaluation 
were  twofold;  to  determine  how  audiovisual  materials  were  being 
used  in  the  health  sciences  to  enhance  educational  programs  and  to 
determine  the  extent  to  which  the  NMAC  film  loan  distribution 
system  and  videotape  duplication  system  contributed  to  this  enhance- 
ment. A  questionnaire  was  sent  to  2,600  film  requesters  (57%  re- 
sponse) and  386  videotape  requesters  (53%  response)  and  site  visits 
were  made  to  a  medical  school  and  nursing  school  using  NMAC 
materials.  Survey  findings  indicate  that  NMAC  served  a  heterogene- 
ous population  of  biomedical  educators,  served  that  clientele  well, 
and  was  viewed  as  a  valuable  resource.  (Final  report  108  pages.) 
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ABSTRACT;  Contemporary  computer  technology  and  mass  storage 
devices  make  it  physically  and  economically  feasible  to  store  and 
retrieve  large  quantities  of  information  in  forms  and  formats  directly 
accessible  by  health  professional  end-users  and  intermediary  search- 
ers. The  National  Library  of  Medicine  (NLM)  is  undertaking  an 
experiment  in  which  its  MEDLINE  bibliographic  database  will  be 
made  available  in  a  local  processing  mode,  using  a  state-of-the-art 
microcomputer-driven  optical  disk  system  developed  by  an  external 
vendor.  The  proposed  project  will  field-test  and  evaluate  the  techni- 
cal performance,  user  acceptance,  and  cost-effectivenss  of  the  system 
alone  and  in  comparison  with  the  standard  MEDLINE  system, 
which  operates  on  an  NLM  host  computer  accessible  via  telecom- 
munications networks.  (A  written  overview  of  the  project  will  be 
available  late  fall  1988.) 
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ABSTRACT:  The  National  Medical  Audiovisual  Center  (NMAC)  con- 
ducts a  national  training  program  for  health  professionals.  Training 
activities  emphasize  the  application  of  principles  and  concepts  from 
instructional  technology  to  the  practice  of  health  sciences  education. 
The  purpose  of  this  evaluation  study  was  to  develop  and  field-test  a 
set  of  procedures  and  instruments  for  NMAC  to  use  in  the  evaluation 
of  its  training  program.  The  target  audience  was  health  professional 
teachers.  The  study  results  consist  of  the  validated  evaluation  proce- 
dures and  instruments  for  NMAC  to  use  in  evaluation  of  its  training 
program. 
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ABSTRACT:  The  National  Library  of  Medicine's  (NLM's)  on-line 
bibliographic  retrieval  system  (MEDLARS)  has  been  used  for  years 
primarily  by  medical  librarians  who  acted  as  search  intermediaries  for 
health  professionals.  When  more  individual  health  professionals  be- 
gan to  use  terminals  and  personal  computers,  user-friendly  software 
and  other  factors  made  direct  access  of  database  possible.  The  num- 
ber of  health  professionals  accessing  MEDLINE,  the  most  heavily 
used  of  the  MEDLARS  databases,  has  increased  dramatically  be- 


tween 1986  and  1988.  The  study  was  conducted  to  obtain  more  de- 
tailed information  about  this  growing  and  important  user  population. 
The  basic  questions  answered  were:  (1)  What  are  the  demographics 
of  the  health  professionals  who  perform  their  own  searches  on  MED- 
LINE on  the  NLM  system?  (2)  How  do  these  users  enter  the  system 
(e.g.,  directly  or  via  a  microcomputer  front-end),  and  why  do  they 
use  that  method?  (3)  For  what  purpose  are  they  accessing  the  system? 
(4)  What  is  their  level  of  satisfaction  with  the  content  of  the  material 
identified  and  with  the  search  mechanism  used?  (5)  What  changes  or 
improvements  would  make  the  system  more  useful  to  them?  Data  for 
the  study  was  gathered  by  a  mail  survey  of  health  professional  users 
and  by  an  analysis  of  available  system-use  data  for  this  category  of 
users.  (The  final  report  will  be  available  in  the  Fall  1988.) 
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ABSTRACT:  This  evaluation  project  determined  whether  a  useful  on- 
line, interactive  data  retrieval  and  manipulation  system  (the  Labora- 
tory Animal  Data  Bank)  was  being  created  for  laboratory  animal 
data.  The  LADB  data  were  collected  by  a  contractor  from  industrial 
laboratories  in  pharmaceutical  companies,  government  laboratories 
such  as  the  National  Cancer  Institute  and  the  National  Center  for 
Toxicological  Research,  and  academic  laboratories  doing  research 
employing  laboratory  animals  under  government  grants  and  con- 
tracts. Data  elements  were  described  for  each  strain/species  that 
makes  up  the  data  bank.  All  data  are  summarized  and  software  prov- 
ided for  statistical  manipulation  from  remote  terminals  by  biomedical 
research  personnel.  Evaluation  consisted  of  a  review  of  the  summa- 
rized data  elements  provided  by  each  laboratory  for  completeness 
and  for  validity,  a  review  of  the  software  functions  and  statistical 
routines  for  utility  and  accuracy,  and  a  review  of  on-line  service 
policies  for  public  benefit  and  services  to  science.  Review  and  evalua- 
tion reports  were  prepared  by  the  ILAR  Committee  of  Laboratory 
Animal  Data.  The  final  evaluation  report  was  prepared  by  the 
ILAR/NAS  panel  on  the  LADB  and  was  delivered  on  July  31,  1978. 
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ABSTRACT:  The  Association  of  American  Medical  Colleges 
(AAMC)  evaluated  the  status  of  medical  information  science  in  medi- 
cal education  and  academic  medical  centers  and  made  recommenda- 
tions for  appropriate  future  action.  The  evaluation  effort  examined 
ways  in  which  computers  and  information  science  technologies  can 
improve  medical  education  by  de-emphasizing  memorization  and 
stressing  information  organization  and  problem  solving  as  more  ap- 
propriate methods  of  learning  in  a  profession  that  requires  independ- 
ent life-long  learning.  Special  attention  was  given  to  the  process  of 
clinical  decision  making  as  the  development  of  databases  and  new 
knowledge  in  this  field  offers  enormous  potential  for  improving  the 
efficiency  and  ultimately  the  cost  of  patient  care  applications.  The  use 
of  new  technologies  including  information  storage  and  retrieval, 
mathematical  modeling,  and  database  creation  and  maintenance  can 
also  support  the  biomedical  research  mission  of  academic  medical 
centers.  Finally,  issues  relating  to  manpower  needs,  training,  and 
incentives  were  also  considered.  This  report  is  also  available  as  a 
55-page  supplement  in  the  "Journal  of  Medical  Education"  (Vol.  61 
No.  6,  June  1986,  pages  487-543). 
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ABSTRACT:  Eight  tasks  comprised  this  study  and  are  outlined  in  this 
summary  report:  (1)  a  review  of  legislative  history  related  to  the 
National  Library  of  Medicine  (NLM);  (2)  a  synthesis  of  documents 
that  were  critical  to  the  debate  over  public/private  sector  roles  and 
cost  recovery  in  provision  of  information;  (3)  a  summary  of  private 
sector  activity  in  biomedical  information,  bibliographic  reference  ser- 
vices, and  document  delivery;  (4)  an  outline  of  benefits  provided  by 
NLM  in  helping  to  develop  the  information  industry,  including  those 
benefits  derived  from  services  provided,  printed  products,  and  im- 
proved access  to  research;  (5)  an  update  of  cost  data  related  to  deve- 
loping and  accessing  MEDLARS;  (6)  an  historical  overview  of  the 
1983  and  previous  NLM  cost-recovery  policy  as  related  to  on-line 
access,  tape  leasing,  and  interlibrary  loans;  (7)  a  review  of  six  federal 
information  agencies  (e.g.,  document  delivery  agencies,  clearing- 
houses, and  libraries)  with  roles  similar  in  some  respects  to  the  role 
of  NLM;  and  (8)  a  review  of  the  relationship  between  NLM  cost- 
recovery  policies  and  relevant  policy  documents. 
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ABSTRACT:  In  1981  the  National  Library  of  Medicine  (NLM)  initiat- 
ed an  interlibrary  loan  program  for  3/4"  videocassettes  from  the 
NLM  AVLINE  collection  of  evaluated  instructional  materials.  Users 
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working  through  their  local  medical  school,  health  science  center,  or 
regional  medical  library  (RML)  can  access  1,000  titles  in  videocas- 
sette  format  not  available  locally  or  in  one  of  the  satellite  collections 
attached  to  regional  medical  library  programs.  An  evaluation  of  the 
program  after  2  1/2  years  was  undertaken  to  determine  whether  it 
met  the  objectives  of  providing  health  scientists  with  the  opportunity 
to  obtain  and  view  materials  not  otherwise  readily  available  for  edu- 
cational purposes  in  a  manner  consistent  to  the  access  NLM  provides 
for  books  and  journal  articles,  focusing  RML  attention  on  the  impor- 
tance of  media  activities  in  the  regions,  and  gathering  information  on 
the  state  of  audiovisual  collections  in  the  network.  During  the  course 
of  the  experimental  program,  4,700  videocassette  loans  were  provid- 
ed; multiplied  by  an  estimated  mean  number  of  viewers  per  loan  (13), 
the  total  number  of  viewers  was  61,000.  The  procedures  used  success- 
fully followed  standard  interlibrary  loan  procedures  for  books,  and 
the  cost  was  shown  to  be  comparable.  Overall  reaction  to  the  pro- 
gram was  positive.  As  a  result  of  the  evaluation,  loan  service  was 
expanded  to  all  videocassettes  in  NLM's  collection  (5,000)  as  of  April 
1,  1984. 
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ABSTRACT;  The  quality  and  consistency  of  MEDLARS  indexing 
were  evaluated  by  comparing  the  significant  elements  in  the  titles  and 
keywords  provided  by  authors  and  editors  with  the  MESH  indexing 
terms  supplied  by  NLM  during  normal  indexing  operations.  Analysis 
was  based  on  ( 1 )  specificity  of  indexing;  (2)  completeness  of  indexing; 
(3)  correctness  of  indexing;  and  (4)  depth  of  indexing.  The  study 
found  that  normal  NLM  indexing  procedures  did  very  well  by  these 
criteria,  in  spite  of  the  high  degree  of  subjectivity  involved  in  index- 
ing. (Final  report  15  pages.) 
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ABSTRACT;  The  Regional  Medical  Library  (RML)  program  is  a  na- 
tional network  of  eleven  libraries,  more  than  100  resource  libraries, 
and  approximately  3,000  basic  units  (e.g.,  hospital  libraries)  coor- 
dinated by  the  National  Library  of  Medicine.  The  purpose  of  this 
study  was  to  determine  if  the  present  RML  Network  is  functioning 
in  the  most  efficient  and  cost-effective  manner.  It  was  also  to  provide 
information  and  delineate  alternatives  so  that  the  NLM  could  deter- 
mine what  changes  in  programs,  policies,  and  regional  configuration 
should  be  considered  to  improve  that  performance  in  the  future.  In 
the  first  stage  of  the  effort,  the  RML  gathered  information  and  statis- 
tical data  related  to  the  interlibrary  loan  program,  an  important  com- 
ponent of  network  services.  The  second  stage  was  to  be  an  in-depth 
study  by  Abt  Associates  of  all  aspects  of  the  program.  Budget  con- 
straints imposed  after  the  contract  award  resulted  in  NLM's  request- 
ing a  modification  to  complete  critical  tasks  of  the  contract  by 
September  30,  1981.  Based  on  the  contractor's  response,  NLM  ter- 
minated the  contract  at  the  convenience  of  the  government  and  in- 
corporated the  information  already  collected  in  an  internal  evaluation 
and  management  decision  leading  to  a  reconfiguration  of  the  RML 
Network.  The  program  of  the  reconfigured  network  emphasizes  im- 
proved access  for  health  professionals  in  underdeveloped  areas,  im- 
proved collections  of  the  major  medical  libraries,  and  an  effective 
planning  process. 
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ABSTRACT:  A  study  undertaken  to  determine  the  role  of  community 
hospitals  in  the  continuing  education  of  physicians  is  documented. 
The  two-phase  study  began  with  a  questionnaire  sent  to  members  of 
the  Association  for  Hospitals  Medical  Education  asking  about  their 
continuing  education  activities.  From  the  358  responses  received,  127 
hospitals  were  identified  as  participants  in  a  cooperative  group,  or 
consortium,  concerned  with  continuing  education.  Site  visits  were 
made  to  four  hospital  consortia  of  various  types,  sizes,  and  locations. 
The  final  report  summarizes  data  on  continuing  education  financing, 
participation,  and  methods.  Among  activities  reported  as  methods  of 
continuing  medical  education  are  departmental  meetings,  medical 
audits,  tumor  conferences,  tissue  committees,  consecutive  case  con- 
ferences, grand  rounds,  bedside  rounds,  lectures,  panel  discussions, 
seminars,  weekly  courses,  short  courses,  and  discharge  conferences. 
The  report  also  contains  profiles  of  the  four  consortia  studied  in 
depth,  including  information  on  their  organization,  member  hospitals, 
library  arrangements,  and  continuing  education  activities  undertaken. 
The  study  found  a  variety  of  problems,  and  discusses  library  arrange- 
ments and  usage  at  these  hospitals,  including  pros  and  cons  of  alterna- 
tives. Those  interviewed  expressed  greater  needs  for  key  articles 
rather  than  the  computer  bibliographies  in  which  NLM  specialized. 
(Final  report  150  pages.) 
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ABSTRACT:  This  study  investigated  the  information  and  processes 
that  health  professions  educators  use  in  identifying  and  selecting  AV 
instructional  materials.  It  was  designed  to  identify  the  information 
sources  that  educators  and  resource  consultants  use;  to  study  the  role 
of  information  sources,  including  NLM's  AVLINE,  in  the  materials 
selection  process;  and  to  compare  these  findings  with  two  related  sets 
of  findings  gleaned  from  the  professional  literature,  i.e.,  the  processes 
used  by  health  professions  educators  in  identifying  and  selecting 
printed  instructional  materials,  and  the  processes  used  by  educators 
outside  the  health  professions  in  identifying  and  selecting  AV  instruc- 
tional materials.  The  project's  literature  review  was  completed  in 
September  1983,  OMB  approval  for  the  field  survey  was  received  in 
February  1984,  and  the  survey  was  conducted  in  the  fall  of  that  year. 
The  survey  data  were  analyzed  during  the  early  months  of  FY  1985 
and  the  project's  draft  final  report  was  completed  and  submitted  in 
May  1985.  This  report  provides  extensive  data  describing  audiovisual 
materials  selection  and  utilization  practices  in  health  professions  edu- 
cation, and  NLM's  role  in  this  process. 

DESCRIPTORS:  Educational  Technology,  Survey  or  Questionnaire 
Feature,  Statistical  Analysis  Methods  Feature,  Health  Manpower 
Training,  Education  Manpower 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2097  PROJECT  NO:  NLM  82-303 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  86108131/GBB 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-LM-2-351 1 
COST    (In  Thousands):  FY  82-$109,  FY  84-$32 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  July  '82  through  May  '85 
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AGENCY  SPONSOR:  Public  Health  Service  ■  . 

National  Institutes  of  Health 
National  Library  of  Medicine 

PROJECT  TITLE:  Evaluation  of  the  Scope  and  Coverage  of  NLM's 
TOXLINE 

REPORT  TITLE:  TOXLINE  Evaluation 

PERFORMER:  Institute  for  Scientific  Information,  Philadelphia  PA 
19104  and  University  City  Science  Center,  Philadelphia  PA 
19104 

PROJECT  OFFICER:  Goshorn,  Jeanne;  RM  3N317,  BLDG  38A; 

301-496-1131 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Library  of  Medicine 

ABSTRACT:  To  provide  optimal  service  to  its  constituent  biomedical 
user  community,  the  National  Library  of  Medicine  (NLM)  evaluated 
the  scope  and  coverage  of  the  TOXLINE  database.  TOXLINE  is 
constructed  from  toxicology  subsets  obtained  from  the  major  second- 
ary services,  including  Biological  Abstracts,  Chemical  Abstracts,  and 
Index  Medicus.  TOXLINE  contains  over  1,500,000  citations  and 
covers  the  relevant  literature  from  1965  to  1987.  The  evaluation 
employed  bibliometric  techniques  to  analyze  how  adequately  TOX- 
LINE is  covering  the  field  of  toxicology,  with  special  emphasis  on 
newly  emerging  areas  of  scientific  research. 

DESCRIPTORS:  Bibliometrics,  Information  Systems,  Information  Dis- 
semination, Environmental  Health 
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STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2752  PROJECT  NO:  NIH/NLM  86-306 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-180401/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-LM-6-3530 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  "86  through  October  '87 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health  ' 
National  Library  of  Medicine 

PROJECT  TITLE:  Use  of  the  Critical  Incident  Technique  to 
Evaluate  the  Impact  of  MEDLINE 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  National  Library  of  Medicine,  Bethesda  MD  20894, 

and  Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Siegal,  Dr.  Elliot;  Rm  2S20,  Bldg  38; 

301-496-8834  ' 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Library  of  Medicine 

ABSTRACT:  The  objective  of  this  study  is  to  identify  the  impact  of 
MEDLINE-derived  information.  In  particular,  is  information  re- 
trieved from  MEDLINE  used  successfully  by  health  professionals  to 
support  medical  decision  making  and  patient  care?  The  critical  inci- 
dent technique  (CIT)  is  a  methodology  that  uses  competent  observers 
to  systematically  gather  factual  reports  on  behavior  related  to  a  spe- 
cific activity.  Its  objective  is  to  obtain  valid  information  regarding  the 
truly  critical  requirements  for  success.  This  study  applies  the  CIT 
methodology  to  the  NLM  situation  for  obtaining  factual  accounts  of 
the  outcomes  associated  with  the  use  of  NLM  computer-based  pro- 
ducts and  services  by  communities  of  health-professional  users  in  the 
practice  of  medicine  and  direct  patient  care.  Incidents  will  be  gath- 
ered by  means  of  telephone  interviews  in  which  the  MEDLINE 
database  was  a  critical  requirement  in  helping  with  problems  related 
to  the  professional  practice  of  medicine,  and  in  particular  problems 
relating  to  patient  care.  It  is  anticipated  that  more  than  500  interviews 
with  health  professionals  will  yield  the  600  to  1 ,000  reported  incidents 
required.  Data  analysis  will  follow  the  customary  CIT  methodology 
for  classifying  the  incidents  and  categorizing  the  MEDLINE-related 
behaviors  leading  to  successful  outcomes. 

DESCRIPTORS:  Information  Dissemination,  Information  Systems,  Li- 
brary Services,  Medical  Practice,  Physicians,  Quality  Assurance, 
Case  or  Site  Study  Feature,  Research  and  Evaluation  Methods  Fea- 
ture 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  3089  PROJECT  NO:  NIH/NLM  88-306 

FUND  SOURCE:  Evaluation       NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  88-$  150,  FY  89-$200 
STATUS:  Study  in  process 

START/END  DATES:  November  '87  through  June  '89 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  Biomedical  Research 
Instrumentation  in  the  U.S. 

REPORT  TITLE:  Academic  Research  Equipment  and  Equipment 
Needs  in  the  Biological  and  Medical  Sciences 

PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 
MD  20850 

PROJECT  OFFICER:  Sherman,  Dr.  Charles;  Rm  228,  Bldg  1; 

301-496-4418 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Office  of  the  Director; 
PHS-NIH-Biomedical  Research-Institute  Specific-General 
Medical  Sciences; 

PHS-NIH-Biomedical  Research-Research  Resources 

ABSTRACT:  This  study  evaluated  the  status  of  academic  research 
instruments  (e.g.,  age,  condition,  capabilities,  usuage)  and  instrumen- 
tation needs  in  medical  and  graduate  school  laboratories  of  the  bio- 
logical sciences.  The  study  provided  data  directly  comparable  to  and 
contemporaneous  with  a  larger  study  supported  by  NSF  that  exam- 
ined the  same  questions  in  other  academic  science  fields.  The  results 
provide  guidance  for  the  size  and  scope  of  NIH  instrumentation 
support  programs,  especially  in  DRR  and  NIGMS.  The  stratified 
samples  of  24  medical  schools  and  42  universities  were  representative 
of  92  U.S.  medical  schools  and  157  universities  engaged  in  extensive 
biomedical  research  and  development.  The  survey  was  begun  in 
March  1984.  Questionnaire  forms  were  comcompleted  by  367  depart- 
ment chairmen  (95%  of  those  sampled).  The  results  showed  the  1983 
national  stock  of  bioscience  equipment  in  academic  settings  to  have 
cost  $555  million  and  to  be  valued  at  $863  million  (replacement  cost 
in  1982  dollars).  The  average  cost  was  $27,000  per  instrument.  Only 
18%  of  the  equipment  in  use  was  state  of  the  art,  and  half  was  in  some 
disrepair.  Facilities  for  maintenance  and  repair  were  frequently  insuf- 
ficient. The  most  urgently  needed  pieces  of  equipment  appeared  to 
be  those  costing  $30,000  or  less.  Research  instrumentation  in  private 
schools  was  better  than  in  public  schools,  and  laboratories  in  medical 
schools  were  better  than  those  in  graduate  schools.  See  also  PIC  ID 
No.  2382.1. 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Facilities,  Survey  or  Questionnaire  Feature,  Laboratories 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2382  PROJECT  NO:  NIH  83-31 1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-246840/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-3-2120 
COST    (In  Thousands):  FY  83-$50,  FY  84-$  150 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '83  through  April  '85 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Analysis  of  NIH  Policies  for  the  Support  of 
Extramural  Research 

REPORT  TITLE:  Analysis  of  NIH  Policies  for  the  Support  of 

Extramural  Research  (Two  Reports) 
PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area); 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT:  Two  research  support  activities  have  been  analyzed: 
large  program  project  and  center  grants,  and  approved  but  unfunded 
research  grants.  The  principal  finding  of  the  large  grant  study  was 
that  these  programs  vary  widely  and  must  therefore  be  evaluated 
individually  in  relation  to  their  stated  objectives.  In  general,  large 
grant  programs  appear  to  be  achieving  their  goals.  Some  lead  the 
research  in  their  discipline,  others  are  applications  oriented,  and 
many  succeed  in  encouraging  interdisciplinary  research.  Approved/ 
unfunded  grants  do  not  result  in  total  loss  of  the  proposed  research. 
At  least  some  work  eventually  is  done  on  slightly  more  than  half  of 
the  approved/unfunded  applications,  but  only  22%  is  completed  as 
originally  planned.  The  greatest  losses  are  the  time,  effort  and  ideas 
of  able  scientists,  but  there  are  also  material  losses  such  as  destroyed 
or  idle  equipment,  loss  of  research  colonies  and  loss  of  jobs  for  labora- 
tory technicians  and  aides.  Among  M.D.'s  especially  there  are  many 
investigators  who  give  up  research  altogether  after  failure  to  receive 
funding.  This  study  generated  two  reports:  "A  Comparison  of  Large 
Grants  and  Research  Project  Grants  Awarded  by  the  National  Insti- 
tutes of  Heahh"  (NTIS  No.  PB  80-210610)  and  "The  Consequences 
of  Unfunded  NIH  Applications  for  the  Investigator  and  His  Re- 
search" (NTIS  No.  PB  80-210602).  (Final  reports  65  and  45  pages, 
respectively.) 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Scientific  Manpower,  Higher  Education,  Literature  Re- 
view Feature,  Case  or  Site  Study  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1150  PROJECT  NO:  NIH  75-2 

FUND  SOURCE:  Evaluation       NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-5-2127 
COST    (In  Thousands):  FY  75-$20,  FY  76-$320,  FY  77-$  150 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '75  through  October  "78 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Analysis  of  Phase  1  and  Phase  2  SBIR  Proposal 
Review  Results 

REPORT  TITLE:  Not  yet  determined 


PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892 
PROJECT  OFFICER:  Vener,  Kirt  J.;  Rm  3A11,  WSTWD  Bldg; 

301-496-0755 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  The  Small  Business  Innovation  Research  (SBIR)  pro- 
gram was  created  to  stimulate  technological  innovation;  use  small 
business  to  meet  federal  research  and  development  needs;  foster  and 
encourage  participation  by  minority  and  disadvantaged  persons  in 
technological  innovations;  andiincrease  private-sector  commerciali- 
zation of  innovations  derived  from  federal  research  and  development. 
All  agencies  with  R&D  budgets  in  excess  of  $100,000,000  were  re- 
quired to  set  aside  a  portion  (1.25%  at  the  time  of  the  study)  of  their 
funds  for  this  purpose.  To  assist  prospective  Phase  1  and  2  applicants 
in  the  preparation  of  their  SBIR  proposals  for  NIH,  NIH  extramural 
staff  point  out  pitfalls  to  be  avoided  in  the  preparation  of  a  proposal. 
Specifically  this  study  is  being  conducted  to  (1)  determine  whether 
the  shortcomings  described  for  FY  1983  Phase  1  proposals  occurred 
with  the  same  frequency  three  years  later;  (2)  describe  for  the  Phase 
2  disapprovals  the  shortcomings  that  led  to  criticisms  in  the  summary 
statements;  and  (3)  identify  specific  strengths  in  Phase  1  and  2  propos- 
als that  have  been  reviewed  with  high  enthusiasm.  The  results  of  this 
study  will  be  published  in  a  peer-review  journal. 

DESCRIPTORS:  Technology  Assessment  or  Transfer,  Drugs  Thera- 
peutic and  Devices,  Biomedical  Research,  Research  and  Evaluation 
Planning  and  Administration,  Feasibility  Study  Feature,  Private  Sec- 
tor 

STUDY  TYPE:  Other 

PIC  ID  NO:  3129  PROJECT  NO:  NIH  88-313 

FUND  SOURCE:  Evaluation       NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  yet  determined 
COST    (In  Thousands):  FY  88-$22 

STATUS:  Study  in  process  •  •  " 

START/END  DATES:  May  '88  through  May  '89 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health  '  v 

Office  of  the  Director  T 

PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE:  Analysis  of  Research  Publications  Supported  by 

NIH,  1970-1976  (Nine  Volumes) 
PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Intramural  Research 

ABSTRACT:  This  series  of  reports  presents  an  analytic  characteriza- 
tion of  1970-1976  research  publications  supported  by  various  NIH 
institutes.  A  parallel  report  has  been  prepared  for  each  of  the  National 
Institutes  of  Health  (except  National  Institute  on  Aging  and  National 
Institute  of  Environmental  Health  Sciences,  for  which  sufficient  data 
were  not  available).  These  reports  are  an  outgrowth  of  the  collabora- 
tive association  between  Computer  Horizons,  Inc.,  and  NIH  on  the 
development  and  application  of  indicators  of  biomedical  research 
activity.  The  present  group  of  reports  is  intended  to  introduce  to  NIH 
bureaus,  institutes,  and  divisions  (BIDs)  a  new  set  of  tools  of  analysis, 
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called  bibliometrics,  for  program  review  and  evaluation  in  providing 
sensitive  indicators  of  activity  and  change  in  scientific  productivity. 
See  also  PIC  ID  Nos.  0562-0562.6,  0562.8,  0562.9,  and  0562.A- 
0562.H. 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Research  and  Evaluation  Methods  Feature,  Program 
Coordination,  Bibliometrics 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  0562.7  PROJECT  NO:  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-101614 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-3-2109 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '73  through  December  '80 
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AGENCY  SPONSOR:  Public  Health  Service   

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE:  Analysis  of  Research  Publications  Supported  by 

NIH.  1973-1980 
PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT:  The  need  for  developing  objective  methods  for  the  as- 
sessment of  research  and  training  support  programs  has  been  recog- 
nized in  prior  years.  This  report  provides  comprehensive, 
independent,  objective  evidence  of  the  consequences  of  NIH  bi- 
omedical research  support  programs.  An  analytic  characterization  of 
the  1973-80  biomedical  research  publications  supported  by  the  NIH 
is  presented.  The  report  supersedes  the  previous  set  of  bibliometric 
evaluation  reports  covering  the  period  1970-76.  It  provides  a  com- 
parative analysis  of  the  papers  published  in  a  selected  group  of  240 
biomedical  journals  for  1973-76  and  1977-80.  The  report  is  an  out- 
growth of  the  collaborative  association  between  Computer  Horizons, 
Inc.,  and  the  National  Institutes  of  Health  on  the  development  and 
application  of  indicators  of  biomedical  research  activity.  It  is  intend- 
ed to  serve  as  a  base  against  which  changes  in  research  support  policy 
can  be  assessed.  Work  was  also  performed  under  Contract  No.  1-OD- 
52118.  See  also  PIC  ID  Nos.  0562-0562.9,  0562.A-0562.E,  0562.G, 
and  0562. H.  (Final  report  134  pages.) 

DESCRIPTORS:  Biomedical  Research,  Program  Coordination,  Re- 
search and  Evaluation  Methods  Feature,  Bibliometrics 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  0562.F  PROJECT  NO:  NIH  83-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  87-100947/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-1-2109 
COST    (In  Thousands):  Not  available 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES:  September  "83  through  June  '86 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Assessment  of  Research  Doctorate  Programs: 
Development  of  an  Evaluation  Tool 

REPORT  TITLE:  Assessment  of  Research-Doctorate  Programs  in  the 

United  States:  Biological  Sciences 
PERFORMER:  National  Academy  of  Sciences,  2101  Constitution 

Avenue  N.W.,  Washington  D.C.  20418 
PROJECT  OFFICER:  Gee,  Helen  H 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area) 

ABSTRACT:  This  assessment  of  the  quality  of  research  doctorate  pro- 
grams was  sponsored  by  the  Conference  Board  of  Associated  Re- 
search Councils  and  staffed  by  the  National  Research  Council  of  the 
National  Academy  of  Sciences.  The  study  assessed  the  quality  of 
programs  in  32  disciplines  and  in  more  than  200  doctorate-granting 
universities.  The  assessment's  multidimensional  approach  employed 
both  subjective  peer  judgment  and  numerous  objective  measures  of 
quality  and  productivity.  It  represents  a  major  departure  from  and 
improvement  upon  past  studies  of  program  quality.  The  results  of  the 
study  provided  a  much  improved  tool  for  evaluation  studies  of  NIH 
research  and  tiaining  programs  and  other  manpower  issues.  In  addi- 
tion, the  study  can  be  used  by  all  participants  in  graduate-degree 
programs  in  the  sciences. 

DESCRIPTORS:  Medical  Training,  Biomedical  Research,  Scientific 
Manpower,  Scholarships  Fellowships  and  Loans 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1800  PROJECT  NO:  NIH  80-305 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-218677 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  80-$50 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '80  through  December  '82 
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PROJECT  OFFICER:  Sherman,  Dr.  Charles;  Rm  228,  Bldg  1; 

301-496-4418 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 
Program  Area) 

ABSTRACT:  This  study  evaluated  the  accuracy  and  completeness  of 
the  Faculty  Roster,  a  computer-based  system  initiated  by  the  Associa- 
tion of  American  Medical  Colleges  (AAMC)  and  supported  in  part 
by  the  Public  Health  Service  to  inventory  faculty  and  collect  data  on 
their  characteristics.  It  is  updated  with  information  voluntarily  re- 
ported by  the  medical  schools.  Information  developed  from  the 
Faculty  Roster  provides  the  AAMC,  the  medical  schools,  and  federal 
agencies  with  a  basis  for  planning  and  decision-making  relative  to 
national  health  manpower  needs.  Data  from  850  individual  faculty 
members  at  1 1  departments  of  internal  medicine  were  used  for  this 
evaluation  of  the  completeness,  currency,  and  accuracy  of  the  data 
contained  in  the  AAMC  Faculty  Roster  database.  The  study  found 
that  the  completeness  and  currency  of  the  AAMC  Faculty  Roster 
varied  a  great  deal  among  the  1 1  departments  of  internal  medicine 
surveyed.  See  also  PIC  ID  No.  2543.1. 
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ABSTRACT:  This  report  reviews  the  radioepidemiologic  tables  pre- 
sented by  the  National  Institutes  of  Health  Ad  Hoc  Working  Group 
to  Develop  Radioepidemiological  Tables  in  its  July  1984  draft  final 
report.  The  tables,  which  provide  a  scientific  basis  for  a  formula  for 
compensating  cancer  patients  who  claim  that  ionizing  radiation  was 
the  cause  of  their  cancers,  show  the  probability  that  certain  cancers 
could  have  resulted  from  prior  exposure  to  known  doses  of  ionizing 
radiation  (i.e.,  probability  of  causation).  The  report  discusses  (1)  the 
background  and  development  of  the  tables;  (2)  why  the  term  "as- 
signed share"  is  more  technically  accurate  than  "probability  of  causa- 
tion"; (3)  epidemiologic  and  statistical  considerations;  (4)  assumptions 
of  risk  allocation  and  dose-response  relationship;  (5)  selection  of  data; 
(6)  sources  of  uncertainty;  and  (7)  the  infiuences  of  uncertainty  and 
changes  in  the  tables,  the  applicability  of  the  tables,  implications  for 
existing  radiation  protection  standards,  and  compensation  formulas 
and  systems.  See  also  PIC  ID  No.  2385.1.  (Final  report  210  pages.) 
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ABSTRACT:  Clinical  investigation  has  traditionally  been  conducted 
by  physicians  interested  in  discovering  the  underlying  causes  and 
effective  treatments  of  disease  and  in  formulating  general  principles 
from  individual  case  studies.  As  knowledge  in  the  basic  biomedical 
sciences  has  expanded,  clinical  investigation  has  become  more  inte- 
grated with  those  sciences.  This  integration  appears  to  have  ac- 
celerated with  the  rapid  development  of  sophisticated 
instrumentation  and  technologies,  whose  applications  to  medical 
investigation  opened  up  more  opportunities  for  basic  scientists  to 
participate  in  clinically  oriented  research.  At  the  same  time,  financial 
pressures  in  medical  schools  have  led  to  a  large-scale  recruitment  of 
physicians  concerned  primarily  with  providing  revenue-generating 
service  to  patients  and  less  with  clinical  research.  The  confluence  of 
these  forces  in  the  1970s  resulted  in  a  sustained  flow  of  basic  scientists 
into  clinical  departments  of  medical  schools  where  they  contribute 
substantially  to  the  research  activities  of  those  departments.  Con- 
tinuation of  the  trend  is  anticipated  for  the  1980s  but  at  a  somewhat 
reduced  rate.  Some  observers  are  concerned  about  the  effect  of  these 
trends  on  clinical  research.  That  concern  is  based  on  the  vital  role 
that  physicians  must  play  in  clinical  investigations.  See  also  PIC  ID 
Nos.  0565-0565.2,  0565.4,  and  0565.5.  (Final  report  33  pages  plus 
appendices.) 

DESCRIPTORS:  Health  Manpower  Training,  Scientific  Manpower, 
Higher  Education,  Biomedical  Research 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0565  3  PROJECT  NO:  NIH  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-141983/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-2102 
COST    (In  Thousands):  Not  available 


822  COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Public  Health  Service 

NATIONAL  INSTITUTES  OF  HEALTH 


Accession  No.  2235 


STATUS:  Study  completed, 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  March  '84  through  October  '85 


2233 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Price  Deflator  for  Biomedical  Research  and 
Development 

REPORT  TITLE:  Biomedical  R&D  Price  Indexes 

PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 

MD  20850 
PROJECT  OFFICER:  Copeland,  William 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  This  report  presents  biomedical  research  and  develop- 
ment price  indexes  for  research  and  development  (R&D)  perfor- 
mance sectors  including  NIH  and  other  federal  agencies,  private 
industry,  and  academia,  as  well  as  for  all  other  performers  combined. 
The  indexes  emphasize  the  costs  of  performing  R&D,  that  is,  the 
inputs  to  the  R&D  process,  and  do  not  correspond  to  price  indexes 
for  the  "output"  of  R&D,  which  cannot  be  developed  because  R&D 
outputs  cannot  be  quantified  in  dollar  (or  other)  terms.  The  study 
relied  on  secondary  sources  of  data,  and  except  for  R&D  performed 
intramurally  by  federal  agencies  the  price  indexes  relate  to  direct 
costs  of  research  and  do  not  include  indirect  (overhead-type)  costs. 
The  secondary  source  proxy  data  series  used  are  set  forth  in  an 
appendix  bound  with  the  report.  The  report  covers  FY  1961 -FY 
1976;  Appendix  D  adds  the  transition  quarter  and  FY  1977.  See  also 
PIC  ID  Nos.  0388  and  0567.1. 
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ABSTRACT:  The  Biomedical  Research  and  Development  Price  Index 
(BRDPI)  is  a  critically  important  deflator  of  NIH  budget  and  cost 
data.  It  is  a  fixed-weight  index  of  the  Laspeyres  type.  The  fixed 
weight  becomes,  with  the  passage  of  time,  a  less  and  less  reliable 
measure  of  the  relative  importance  of  the  components  or  estimating 
strata  of  the  index.  It  is  recommended  that  rebasing  be  undertaken 
every  three  to  five  years,  particularly  in  view  of  the  mutability  of  the 
mix  of  goods  and  services  required  for  biomedical  research  and  deve- 
lopment. 
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ABSTRACT:  This  report  provides  information  about  the  career  perfor- 
mance of  scientists  and  health  professionals  (M.D.'s)  who  have  re- 
ceived postdoctoral  research  training  support  from  the  National 
Institutes  of  Health  (NIH).  Their  career  achievements  are  described 
in  comparison  with  other  scientists  and  physicians  not  receiving  such 
support.  The  report  was  the  only  source  of  substantive,  current  data 
on  this  subject  at  the  time  of  this  project.  The  1986  publication  is 
intended  to  complement  the  earlier  study  and  complete  the  descrip- 
tion of  the  two  major  components  (pre-  and  postdoctoral)  of  the  NIH 
research  training  missions.  NIH  Publication  No.  86-2898.  See  also 
PIC  ID  Nos.  0565-0565.4.  (Final  report  198  pages  plus  appendices.) 

DESCRIPTORS:  Health  Manpower  Training,  Scientific  Manpower, 
Higher  Education,  Biomedical  Research,  Research  and  Evaluation 
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ABSTRACT:  A  study  that  spanned  14  years  and  covered  56,000  per- 
sons who  received  Ph.D.'s  concluded  that  those  supported  as  gradu- 
ate students  by  NIH  research  training  grants  outperformed  all  others 
in  every  measure  of  career  success  that  was  examined.  The  study  was 
done  under  contract  by  the  Institute  of  Medicine,  National  Academy 
of  Sciences,  in  close  cooperation  with  the  NIH  Manpower  Evalua- 
tion Advisory  Committee.  The  lOM  compared  the  former  NIH  pre- 
doctoral trainees  with  graduates  of  the  same  departments  who  did  not 
receive  any  NIH  support  and  with  all  other  biomedical  science  Ph.D. 
recipients.  The  lOM  found  that  "although  the  observed  differences 
among  the  three  groups  are  not  necessarily  large,  the  findings  are 
remarkably  consistent  for  the  numerous  indices  examined,  leading  to 
the  overall  conclusions  that  former  NIH  predoctoral  trainees  and 
fellows  have  been  more  likely  to  pursue  careers  in  biomedical  re- 
search and  have  been  more  successful  in  this  pursuit  than  their  col- 
leagues." More  specifically,  the  lOM  found  that  (1 )  nearly  70%  of  the 
NIH  trainees  supported  before  1975  had  earned  Ph.D.'s  by  1981, 
while  the  completion  rate  for  all  biomedical  science  graduates  is 
under  50%;  (2)  more  of  the  NIH  predoctoral  trainees  went  on  to 
receive  NIH  support  as  postdoctoral  trainees;  (3)  the  former  NIH 
predoctoral  trainees  were  more  likely  at  later  stages  of  their  careers 
to  be  involved  in  NIH-sponsored  activities.  Publication  No.  86-2898. 
See  also  PIC  ID  Nos.  0565,  0565.1,  and  0565.3-0565.5.  (Final  report 
140  pages.) 
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ABSTRACT:  This  report  evaluates  the  National  Institutes  of  Health 
(NIH)  Consensus  Development  Program,  which  seeks  to  assess  medi- 
cal technologies  and  disseminate  the  results  to  practicing  profession- 
als, researchers,  and  the  public,  and  the  effects  that  the  NIH 
consensus  conferences  have  had  on  physicians'  knowledge,  attitudes, 
and  practices.  The  study  included  (1)  a  content  analysis  of  published 
consensus  statements;  (2)  analyses  of  the  professional  and  lay  litera- 
ture for  selected  conference  topics  to  trace  their  dissemination  and 
influence;  (3)  a  national  survey  on  physicians'  information  acquisition 
habits;  and  (4)  a  hospital  chart  audit  to  measure  compliance  with 
some  consensus  recommendations.  The  report  also  proposes  an 
evaluation  system  for  the  ongoing  monitoring  of  the  program.  Rand 
Publication  No.  R-3452-NIH.  (Final  report  422  pages;  executive  sum- 
mary 18  pages.) 
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ABSTRACT:  Among  the  ways  the  NLM  provides  service  to  health 
researchers,  educators,  practitioners,  and  students  are  to  (1)  acquire 
"in-scope"  journal  and  monograph  literature  for  the  NLM  collection; 
and  (2)  facilitate  the  biomedical  community's  identification  and  re- 
trieval of  this  literature  by  announcement  in  Index  Medicus  and  the 
MEDLARS  databases.  The  purpose  of  this  project  was  to  design, 
develop,  and  test  new  evaluation  methodologies  appropriate  for  as- 
sessing the  adequacy  of  these  functions  for  new  biomedical  litera- 
tures. The  test  domain  selected  is  medical  informatics,  an  area  that 
presents  special  problems  for  NLM  because  (1)  there  is  a  lack  of 
generally  agreed-upon  definitions  of  the  boundaries  and  structures  of 
these  fields;  and  (2)  as  is  characteristic  of  work  that  is  highly  interdis- 
ciplinary, publications  may  appear  in  literature  of  other  fields  not 
necessarily  connected  with  medicine  or  health.  Members  of  the 
American  College  of  Medical  Information  (ACMI)  were  surveyed  to 
determine  their  assessments  of  the  literature  of  medical  informatics 
and  to  delineate  the  content  and  scope  of  the  field.  Comparison  of 
subjective  literature  assessments  with  objective  bibliometric  meas- 
ures indicates  that  the  latter  cannot  substitute  for  the  former. 
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ABSTRACT:  An  investigation  of  the  relationship  between  National 
Institutes  of  Health  (NIH)  funding  and  the  quantity  and  nature  of 
biomedical  publications  is  reported  for  120  U.S.  medical  school  com- 
plexes. A  correlation  of  0.95  was  found  between  the  amount  of  NIH 
funds  received  and  the  number  of  biomedical  publications  from  the 
medical  schools.  Medical  school  ranks  based  on  bibliometric  meas- 
ures were  found  to  correlate  at  the  0.80-0.90  level  with  ranks  based 
on  peer  assessments  of  the  schools.  This  correlation  was  true  even 
when  factors  such  as  public  versus  private  control,  geographic  re- 
gion, average  research  level  (from  basic  to  clinical),  and  subject 
emphasis  were  controlled.  The  positive  relationship  between  number 
of  papers  from  a  school  and  its  citation  influence  holds  within  in- 
dividual research  levels  and  within  subfields.  This  report  was  pub- 
lished in  the  "Journal  of  the  American  Society  for  Information 
Science"  (Volume  34,  No.  2,  pp.  123-131;  1983).  See  also  PICIDNos. 
0562-0562.4,  0562.6-0562.9,  and  0562.A-0562.H. 

DESCRIPTORS;  Biomedical  Research,  Program  Coordination,  Re- 
search and  Evaluation  Methods  Feature,  Bibliometrics 
STUDY  TYPE:  Program  Impace;  Research  and  Data  Development 

PIC  ID  NO;  0562.5  PROJECT  NO;  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-3-2109 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  March  '73  through  March  '83 
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PROJECT  TITLE;  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE:  Comparison  of  Methods  of  Acquiring  BID  Support 
Data 

PERFORMER;  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER;  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  Prior  to  publication  year  1981,  support  acknowledgment 
data  required  for  publication  analysis  of  NIH-supported  research 
were  acquired  by  means  of  a  manual  search  of  all  papers  in  each  of 
the  journals  of  the  BID  MEDLINE  set  by  Computer  Horizons  staff 
members.  Since  publication  year  1981,  the  National  Library  of  Medi- 
cine (NLM)  has  been  recording  support  data  in  its  MEDLINE  data- 
base. The  rounds  of  BID  publication  analyses  rely  on  the  support  data 
available  in  MEDLINE.  This  report  assesses  the  effects  that  the 
transition  from  Computer  Horizons  recorded  data  on  NLM  recorded 
support  data  has  had  on  publication  counts  for  the  various  BIDs. 
Suggestions  are  also  given  for  improving  BID  support  data  capture 
on  the  part  of  NLM.  See  also  PIC  ID  Nos.  0562-0562.9,  0562.A- 
0562.C,  and  0562.E-0562.H.  (Final  report  28  pages  plus  appendices.) 
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DESCRIPTORS:  Biomedical  Research,  Bibliometrics,  Research  and 
Evaluation  Methods  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency;Research  and 
Data  Development 

PIC  ID  NO:  0562.D  PROJECT  NO:  NIH  83-301.1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-1-2109 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  September  '83  through  July  '84 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  Comparison  of  Shortcomings  in  Clinical,  Basic 
and  Behavioral  Research  Grant  Applications 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Moss,  W„  Ph.D.,  Front  Royal  VA  22630 

PROJECT  OFFICER:  Cuca,  Janet  M.;  Rm  2A05,  WSTWD  Bldg; 

301-496-8814 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Office  of  the  Director 

ABSTRACT:  This  evaluation  expands  and  refines  a  report  published  in 
"Clinical  Research"  (31:453-461,  1983)  to  examine  the  frequencies 
and  types  of  shortcomings  in  research  proposals  submitted  as  NIH 
grant  applications.  The  focus  will  be  on  differences  among  (1)  funda- 
mental, laboratory,  clinical,  and  behavioral  projects;  (2)  highly  rated, 
poorly  rated,  and  disapproved  applications;  and  (3)  the  fundamental, 
clinical,  or  mixed  orientation  of  the  review  panel/study  section  re- 
viewing the  application.  The  "summary  statements"  (which  report 
the  review  conclusions  of  the  study  section)  for  approximately  2,500 
selected  research  proposals  are  being  coded  by  a  reader  under  con- 
tract; analysis  and  report  writing  will  be  done  by  in-house  staff  Data 
on  the  approval  status  and  priority  score  of  the  application  and  on  the 
training  of  the  investigator  submitting  the  application  will  be  ob- 
tained from  the  NIH  IMPAC  system  and  used  to  examine  patterns 
in  the  frequency  and  types  of  shortcomings.  Results  will  be  noted  in 
an  agency  report  and  ultimately  published  in  a  journal. 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Quality  Assurance 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2386  PROJECT  NO:  NIH/DRG  84-302 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  236-84-C-0107 
COST    (In  Thousands):  FY  84-$19,  FY  86-$10 
STATUS:  Study  in  process 

START/END  DATES:  February  '84  through  October  '88 
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PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 


REPORT  TITLE:  Concordance  between  Subjective  and  Bibliometric 

Indicators  of  the  Nature  and  Quality  of  Performed 

Biomedical  Research 
PERFORMER:  Office  of  Program  Planning  and  Evaluation, 

Bethesda  MD  20892 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Intramural  Research 

ABSTRACT:  During  the  1970s,  bibliometrics,  which  is  the  quantitative 
analysis  of  research  publications,  developed  into  a  useful  tool  for  the 
evaluation  of  biomedical  research  support  programs  and  policies. 
Correctly  used  in  the  analysis  of  large  aggregates  of  publications  and 
their  correlates,  the  methods  afford  uniquely  objective  insights  into 
the  dynamics  of  the  development  of  bioscience  research.  This  report 
summarizes  the  development  of  these  bibliometric  methods.  See  also 
PIC  ID  Nos.  0562-0562.9  and  0562.B-0562.H, 

DESCRIPTORS:  Bibliometrics,  Research  and  Evaluation  Performance, 
Research  and  Evaluation  Methods  Feature,  Program  Coordination 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  0562.A  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PB  86-124997/AS 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '73  through  April  '83 
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AGENCY  SPONSOR:  Public  Health  Service 
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PROJECT  TITLE:  Cost  Factors  of  Research  Grants 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Office  of  Science,  Policy,  and  Legislation,  Bethesda 
MD  20892 

PROJECT  OFFICER:  Geller,  Ronald,  Ph.D.;  Rm  137,  Bldg  1; 

301-496-8070 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  To  improve  analyses  of  the  changing  costs  of  biomedical 
research,  this  evaluation  will  (1)  test  the  assumption  that  dollars 
awarded  are  an  adequate  proxy  for  dollars  expended  and  (2)  judge 
whether  these  measures  may  be  justifiably  substituted  in  studies  that 
examine  change  in  the  costs  of  research.  If  extensive  rebudgeting  is 
found  to  be  common  and  to  follow  no  predictable  pattern,  the  useful- 
ness of  awards  data  in  the  cost  analysis  will  need  to  be  reexamined. 
This  project  will  collect  expenditure  data  from  a  small  sample  (fewer 
than  10)  of  extramural  grantee  institutions.  Summary  expenditure 
reports  for  personnel,  equipment,  supplies,  and  "other"  will  be  prov- 
ided voluntarily  by  institution  administrators  for  all  ROls  and  POls 
that  were  new  and  active  in  FY  1986  at  sample  institutions.  Since  data 
from  Johns  Hopkins  LIniversity  are  already  available,  the  data  from 
that  institution  will  be  analyzed  first  to  help  establish  a  uniform  proto- 
col for  subsequent  data  collection  and  processing.  Dollars  requested 
and  dollars  awarded  in  each  of  four  budget  categories  will  be  extract- 
ed from  IMPAC  and  combined  with  expenditure  data  into  a  SAS 
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analysis  file  at  DCRT.  A  five-institution  sample  would  permit  the 
analysis  of  expenditures  and  categorical  rebudgeting  on  approximate- 
ly 800  active  ROls  and  30  active  POls.  (Johns  Hopkins  leads  all  other 
institutions  with  362  ROls  and  23  POls  in  FY  1986.) 

DESCRIPTORS:  Biomedical  Research,  Budgeting,  Research  and 
Evaluation  Planning  and  Administration 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  3123  PROJECT  NO:  NIH  88-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  88-S25 
STATUS:  Study  in  process 

START/END  DATES:  November  "85  through  December  "88 
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REPORT  TITLE:  Creating  a  CRISP-MeSH  Dictionary 
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ABSTRACT:  This  study  attempted  to  develop  a  dictionary  using  the 
CRISP  database,  in  which  National  Institutes  of  Health  (NIH)  grants 
are  indexed,  and  the  National  Library  of  Medicine  (NLM)  MeSH 
database,  in  which  journal  articles  are  indexed,  to  link  journal  articles 
with  their  NIH  grants.  In  1981  NLM  began  coding  NIH  grant  ac- 
knowledgements into  the  MeSH  database,  which  created  an  empiri- 
cal bridge  between  the  two  vocabularies.  The  study  developed  a 
"term  cross-occurrence"  algorithm  to  link  the  MeSH  and  CRISP 
terms.  The  results  show  that  the  35,342  articles  from  1981-1982  was 
a  large  enough  database  to  demonstrate  the  operation  of  the  al- 
gorithm but  was  not  large  enough  to  appropriately  couple  more  than 
a  few  thousand  CRISP/MeSH  terms.  (Final  report  12  pages.) 

DESCRIPTORS:  Grant  and  Contract  Management,  Information  Proc- 
essing, Information  Systems,  Federal  Role,  Literature  Review  Fea- 
ture, Library  Services,  Research  and  Evaluation  Planning  and 
Administration,  Statistical  Analysis  Methods  Feature,  Research  and 
Evaluation  Methods  Feature,  Trends  and  Forecasts 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2537  PROJECT  NO:  NIH  85-308 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  85-$8,  FY  86-$52,  FY  87-S32 
STATUS:  Study  completed. 
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Program  Area); 
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ABSTRACT:  A  retrospective  study  investigated  the  influence  of 
successive  educational  events  on  the  quality  of  research  proposals  of 
medical  school  faculty  as  measured  by  NIH  study  section  approvals 
and  priority  scores.  The  educational  factor  having  the  strongest  posi- 
tive association  with  research  quality  of  M.D.'s  and  Ph.D.'s  was 
postdoctoral  training.  Graduates  of  research  intensive  medical 
schools  were  more  often  successful  in  their  first  bid  for  research 
support  than  were  graduates  of  less  research  intensive  medical 
schools.  For  M.D.'s,  residency  experience  at  a  hospital  affiliated  with 
a  "major"  research  center  was  associated  with  more  highly  rated 
research  grant  applications.  Residency  experience  at  a  hospital  af- 
filiated with  a  "major"  research  center  was  not  positively  related  to 
the  research  outcome  of  M.D. -Ph.D.'s,  and  M.D.'s  and  M.D. -Ph.D.'s 
who  had  no  residency  training  at  all  had  the  best  research  outcomes. 
For  Ph.D.  graduates,  on  the  other  hand,  in  addition  to  postdoctoral 
training,  reputational  ratings  of  their  graduate  departments  was  a 
strong  predictor  of  the  success  of  their  research  proposals.  For  both 
M.D.'s  and  Ph.D.'s,  the  place  from  which  the  application  was  made 
did  not  influence  grant  success  beyond  the  extent  previously  ex- 
plained by  educational  differences.  For  M.D.-PH.D.'s,  the  opposite 
was  found:  applications  from  "major"  centers  were  more  successful 
even  after  statistical  adjustment  for  educational  differences  among 
individual  applicants.  (Final  report  78  pages.) 
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PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 

MD  20850 
PROJECT  OFFICER:  Copeland,  William 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  This  report  provides  a  detailed  discussion  of  procedures 
and  data  sources  for  updating  biomedical  R&D  price  indexes  on  the 
same  basis  as  they  were  developed  in  the  Phase  I  document.  Methods 
for  quick  preliminary  approximation  of  indexes  and  for  the  formula- 
tion of  interim  price-trend  proxies  supplement  the  initial  discourse. 
Evaluators  believe  there  are  problems  with  the  update  procedure,  but 
the  lack  of  statistics  led  to  alternative  data  sources,  which  led  to 
questionable  conclusions.  See  also  PIC  ID  No.  0388.1.  (Final  report 
56  pages.) 

DESCRIPTORS:  Economic  Analysis  Feature,  Biomedical  Research, 
Research  and  Evaluation  Planning  and  Administration,  Statistical 
Analysis  Methods  Feature,  Regulation  and  Standard  Setting 
STUDY  TYPE:  Research  and  Data  Development 
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Available  from  NTIS 
START/END  DATES:  March  '74  through  December  '74 


2247 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Development  of  an  Inventory  of  Data  Elements 
in  Existing  Databases  That  Are  Useful  for  Program 
Evaluation 

REPORT  TITLE:  None 

PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892 
PROJECT  OFFICER:  Fishman,  Sheldon;  Rm  B1C35,  Bldg  31; 

301-496-5011 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  NIH  has  developed  several  large  databases  that  have 
proved  invaluable  in  program  evaluation  (e.g.,  IMPAC,  CRISP). 
Over  the  last  few  years,  several  new  databases  have  become  opera- 
tional (e.g.,  consolidated  grant  applicant  file,  bibliometric  files).  The 
primary  products  of  this  study  were  to  have  been  (1)  an  inventory  of 
those  databases  that  are  likely  to  be  useful  for  program  evaluation  and 
(2)  a  consolidated  data  dictionary  of  the  data  elements  in  these  data- 
bases. The  data  dictionary  would  have  referred  users  to  the  appropri- 
ate contacts  for  alternative  databases.  The  dictionary  would  also  have 
provided  basic  information  on  each  data  element  such  as  definition 
and  period  covered.  Three  databases  (IMPAC,  NIH  Management 
Databank,  and  Trainee  Fellow  File)  were  being  used  to  develop  a 
prototype  system  on  dB2,  a  database  mangement  system  that  was 
being  phased  in  at  NIH.  The  project  has  been  discontinued. 
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ABSTRACT:  An  overview  of  a  1972  conference  sponsored  by  the 
National  Institutes  of  Health  (NIH)  on  the  development  of  policy 
regarding  research  on  the  diffusion  of  medical  technology  is  present- 
ed. Participants  included  government  officials,  biomedical  experts, 
and  social  scientists.  Organizational  considerations  underlying  the 
study  of  technological  diffusion  by  NIH  and  the  Health  Services  and 
Mental  Health  Administration  are  discussed,  and  policy  implications 
of  diffusion  research  are  explored  in  terms  of  the  public,  the  health 
system,  and  government  intervention  or  lack  of  intervention.  An 
examination  of  technological  diffusion  in  the  health  system  raises 
theoretical  and  methodological  issues  in  order  to  account  for  the 
disjointed  nature  of  the  database  and  the  apparent  lack  of  an  integra- 
tive framework.  The  attributes  of  medical  innovations  as  they  affect 
diffusion  are  considered,  and  the  need  for  a  centralized  inventory  of 
significant  medical  technologies  is  addressed.  Diffusion  research  is 
assessed  in  three  general  areas:  intraorganizational  research,  interor- 
ganizational  research,  and  research  aimed  at  predicting  diffusion  rates 
in  different  types  of  organizations.  Intervention  strategies  to  optimize 
the  diffusion  process  are  discussed,  and  techniques  are  assessed  in 
terms  of  their  validity  and  usefulness.  The  report  has  been  published 
as  a  book  (Ballinger,  1975).  Work  for  this  project  was  also  performed 
under  Contract  No.  NIH-73-C-173.  (Book  211  pages.) 

DESCRIPTORS:  Biomedical  Research,  Medical  Technology,  Informa- 
tion Dissemination,  Bureaucratic  Behavior,  Technology  Assessment 
or  Transfer,  Conference  Proceedings  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  0556  PROJECT  NO:  NIH  72-8 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  72-C-1138 
COST  (In  Thousands):  FY  72-$50 
STATUS:  Study  completed. 
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START/END  DATES:  May  '72  through  January  '75 
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PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE:  Distribution  of  International  Biomedical  Literature 
(June  1976) 

PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Intramural  Research 

ABSTRACT:  Using  as  a  basis  for  analysis  the  975  most  prominent  and 
accessible  biomedical  journals  among  those  covered  by  the  "Science 
Citation  Index"  the  proportion  of  papers  produced  by  each  of  44 
countries  is  presented.  The  six  most  prolific  publishers  of  bioscience 
literature  and  the  comparative  proportions  of  citations  received  are 
also  listed.  The  United  States  is  the  leader,  with  48,63 1  publications 
in  clinical  medicine  and  biomedical  research,  followed  by  the  United 
Kingdom  with  1 1,671,  the  Federal  Republic  of  Germany  with  7,610, 
and  France  with  7,225.  It  is  noted  that  the  ranking  of  countries 
according  to  gross  number  of  publications  correlates  well  with  cita- 
tion-to-publication ratios,  Nobel  Prize  rankings,  and  the  gross  nation- 
al product.  Two  drawbacks  of  this  index  are  (1)  self-citations  are 
included,  and  (2)  Russian  and  other  Eastern  European  works  in  clini- 
cal medicine  are  underrepresented.  This  paper  also  includes  profiles 
of  publication  frequency  for  each  of  the  44  countries.  A  shorter 
version  was  updated  in  September  1976  and  published  in  "Federal 
Proceedings"  (Volume  36,  May  1977).  See  also  PIC  Nos.  0562, 
0562.1,  0562.3-0562.9,  and  0562.A-0562.H.  (Final  report  64  pages.) 

DESCRIPTORS:  Biomedical  Research,  International  Issues,  Research 
and  Evaluation  Performance,  Bibliometrics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0562.2  PROJECT  NO:  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001357 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-3-2109 
COST    (In  Thousands):  FY  74-$0,  FY  75-$0,  FY  76-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '73  through  September  76 
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PROJECT  TITLE:  Survey  of  Doctoral  Scientists  and  Engineers 

REPORT  TITLE:  Doctoral  Scientists  and  Engineers  in  the  United 

States  (Selected  Reports) 
PERFORMER:  National  Academy  of  Sciences,  2101  Constitution 

Avenue  N.W.,  Washington  D.C.  20418 
PROJECT  OFFICER:  Copeland,  William 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area); 

X-Many  HHS  Programs-Employment  and  Training; 
X-Non-HHS  Programs-Employment  and  Training 


ABSTRACT:  The  survey  collected  data  from  a  stratified  probability 
sample  of  U.S.  residents  with  a  Ph.D.  (or  equivalent)  degree  in  the 
sciences.  National  estimates  were  developed  of  the  numbers  of  Ph.D. 
holders  by  field  of  degree,  field  of  employment,  demographic  charac- 
teristics (sex,  racial-ethnic  group,  age,  citizenship),  employment 
status,  type  of  employer,  primary  and  secondary  work  activity,  and 
salaries.  The  survey  was  made  in  1973,  1975,  and  1977.  Other  studies 
performed  with  survey  data  include  "Employment  Status  of  Ph.D. 
Scientists  and  Engineers  1973-75";  "Field  Mobility  of  Doctoral 
Scientists  and  Engineers";  and  "Analysis  of  Sex  Differentials  among 
Ph.D.  Holding  Bioscientists."  The  survey  was  conducted  by  the 
Commission  of  Human  Resources  of  the  National  Research  Council 
under  contract  with  the  National  Science  Foundation,  with  partial 
support  of  NIH  in  return  for  application  of  the  sample  to  assure 
adequate  representation  of  the  biomedical  sciences.  The  national  esti- 
mates provide  information  on  the  status  of  the  biomedical  research 
manpower  pool.  The  1973  and  1975  profiles  are  available  from  PIC, 
as  are  the  employment  status  report  and  sex  differentials  analysis 
listed  above. 

DESCRIPTORS:  Biomedical  Research,  Scientific  Manpower,  Health 
Manpower  Training,  Minority  Groups,  Higher  Education,  Survey  or 
Questionnaire  Feature,  Statistical  Data  Feature,  Demography 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0568  PROJECT  NO:  NIH  73-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  PH-43-64-44 
COST    (In  Thousands):  FY  73-$30,  FY  75-$25,  FY  77-$27 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '73  through  April  '77 
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PROJECT  TITLE:  Economic  Rate  of  Return  to  Doctoral  Scientists 
Training  in  Biomedical  Science  (Three  Phases) 

REPORT  TITLE:  Economic  Rate  of  Return  to  Federally  Supported 

Post-Ph.D.  Training  in  the  Biosciences  (Phase  Three) 
PERFORMER:  University  of  North  Carolina,  Department  of 

Economics,  Chapel  Hill  NC  27514,  Scheffler,  Richard  M. 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area); 

X-Many  HHS  Programs-Employment  and  Training; 
X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  This  report  is  the  last  in  a  series  of  three  reports  on  the 
economic  incentives  to  doctoral  scientists  training  in  biomedical 
science.  This  report  examines  the  monetary  incentives  of  federal 
support  confronting  scientists  considering  postdoctoral  training  in 
the  biomedical  sciences.  The  National  Institutes  of  Health  (NIH)  and 
the  National  Science  Foundation  (NSF)  together  support  approxi- 
mately two-thirds  of  all  postdoctoral  study  in  the  biomedical 
sciences.  Data  for  1964  and  1970  were  used  to  calculate  the  rate  of 
return  for  federal  postdoctoral  support.  Results  show  that  the  costs 
of  postdoctoral  training  offset  higher  earnings,  unless  the  postdoctor- 
al training  is  pursued  at  least  10  years  after  the  Ph.D.  is  awarded,  but 
results  are  not  uniformly  negative  for  all  activities  and  employers. 
The  overall  rates  of  return  for  NIH-supported  postdoctoral  training 
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are  negative,  although  scientists  working  in  colleges  and  universities 
produce  positive  rates  of  return.  NSF-supported  postdoctoral  rates 
are  positive  overall  and  positive  and  sizeable  (more  than  20%)  for 
scientists  working  in  colleges,  universities,  and  medical  schools.  See 
also  PIC  ID  Nos.  0890  and  0890.1.  (Final  report  184  pages  plus 
appendices.) 

DESCRIPTORS:  Biomedical  Research,  Economic  Analysis  Feature, 
Scientific  Manpower,  Trends  and  Forecasts,  Benefit-Cost  Analysis 
Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0890.2  PROJECT  NO:  NIH  74-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  279-930/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-2152 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '74  through  November  '77 
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PROJECT  TITLE:  Economic  Rate  of  Return  to  Doctoral  Scientists 
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REPORT  TITLE:  Economic  Rate  of  Return  to  Ph.D.  Training  in  the 

Biosciences  (Phase  Two)  (Two  Volumes) 
PERFORMER:  University  of  North  Carolina,  Department  of 

Economics,  Chapel  Hill  NC  27514,  Scheffler,  Richard  M. 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area); 

X-Many  HHS  Programs-Employment  and  Training; 
X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  This  report  is  the  second  in  a  series  of  three  reports  on 
the  economic  incentives  to  doctoral  scientists  training  in  biomedical 
science.  Rates  of  return  on  obtaining  a  Ph.D.  in  biomedical  sciences 
were  compared  to  rates  of  return  on  obtaining  a  Ph.D.  in  other 
sciences.  Results  show  that  the  highest  rates  of  return  occur  in  bi- 
omedical sciences;  i.e.,  scientists  with  bachelor's  and  master's  degrees 
in  biomedical  science  have  more  of  an  economic  incentive  to  obtain 
a  Ph.D.  than  scientists  with  bachelor's  or  master's  in  any  other  field 
for  which  Ph.D.  return  rates  were  examined.  Salary  and  demograph- 
ic data  on  biomedical  scientists  holding  any  degree  were  obtained  for 
1964  and  1970  and  only  for  biomedical  scientists  holding  Ph.D.  de- 
grees for  1973.  Volume  I  discusses  and  summarizes  the  earnings  of 
biomedical  scientists,  the  determinants  and  predictions  of  Ph.D.  bi- 
omedical scientists'  earnings,  and  the  economic  rate  of  return  to 
Ph.D.  training.  The  appendices,  which  comprise  Volume  II,  are  (1) 
empirical  results  of  earnings  model  for  bachelors  and  masters;  (2) 
rates  of  return  estimated  from  earnings  model;  and  (3)  supplemental 
data.  Both  volumes  are  also  available  from  NTIS  (Nos.  PB  279-928/ 
AS  and  PB  279-929/AS,  respectively).  See  also  PIC  ID  Nos.  0890 
and  0890.2.  (Final  report:  Volume  I,  219  pages;  Volume  II,  appen- 
dices.) 

DESCRIPTORS:  Biomedical  Research,  Economic  Analysis  Feature, 
Scientific  Manpower,  Trends  and  Forecasts,  Benefit-Cost  Analysis 
Feature 
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Economics,  Chapel  Hill  NC  27514,  Scheffler,  Richard  M. 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area); 
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ABSTRACT:  This  report  is  the  first  in  a  series  of  three  reports  on  the 
economic  incentives  to  doctoral  scientists  training  in  biomedical 
science.  This  report  examines  the  private  rate  of  return  or  loss  to  the 
post-M.D.  trainee  who  then  pursues  a  career  in  the  biomedical 
sciences.  The  major  finding  is  that  the  rate  of  return  to  post-M.D. 
training  preceding  careers  on  a  medical  school  faculty,  at  the  Nation- 
al Institutes  of  Health  (NIH),  and  in  private  industry  is  uniformly 
negative.  In  each  career  situation,  post-M.D.  training  produces  an 
economic  net  loss  to  the  trainee  over  his  or  her  lifetime;  the  longer 
the  training,  the  greater  the  loss.  To  pursue  research  training,  M.D.'s 
must  sacrifice  large  earnings  from  private  practice  that  they  cannot 
expect  to  recoup.  The  losses  of  M.D.'s  employed  in  industry  after 
training  are  much  larger  than  of  M.D.'s  employed  as  full-time  medical 
school  faculty  members  or  as  researchers  at  NIH.  See  also  PIC  ID 
Nos.  0890.1  and  0890.2.  (Final  report  116  pages.) 

DESCRIPTORS:  Biomedical  Research,  Health  Manpower  Training, 
Economic  Analysis  Feature,  Scientific  Manpower,  Health  Manpow- 
er Projections,  Benefit-Cost  Analysis  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0890  PROJECT  NO:  NIH  74-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  279-927 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NO  l-OD-4-2 1 52 
COST    (In  Thousands):  FY  74-$38,  FY  76-$50,  FY  77-$46 
STATUS:  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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First-Renewal  Competition  on  New  Research  Careers 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Program  Evaluation  Branch,  Bethesda  MD  20892 
PROJECT  OFFICER:  Sherman,  Dr.  Charles;  Rm  228,  Bldg  1; 

301-496-4418  ,  i- 

PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  The  first  step  in  this  project  was  to  define  and  identify 
first-time  grant  applicants  and  to  track  their  individual  attempts  and 
successes  within  the  NIH  grant  application  review  system.  Seventeen 
cohorts  of  first-time  applicants  were  defined,  one  for  each  year  from 
1970  to  1986.  Each  cohort  includes  all  individuals  who  applied  to 
NIH  for  one  or  more  ROl,  R23,  or  R29  research  grants  in  that  fiscal 
year  and  who  had  not  applied  to  NIH  or  ADAMHA  for  any  support 
(except  for  fellowships)  in  any  year  between  1962  (the  earliest  year 
of  complete  data)  and  the  cohort  year.  To  simplify  the  descriptive 
statistical  analysis,  tallies  of  applications  from  and  awards  to  cohort 
members  are  limited  to  ROl  (Investigator  Initiated  Research  Award) 
and  R29  (FIRST  Award)  research  activities.  It  was  observed  that  less 
than  .5%  of  each  cohort  had  received  NIH  support  for  other  research 
activities  without  also  having  received  R01/R23/R29  support  at 
some  time.  Thus,  the  exclusion  of  other  grant  activity  is  unlikely  to 
bias  this  phase  of  the  study. 

DESCRIPTORS:  Grant  and  Contract  Management,  Biomedical  Re- 
search, Scientific  Manpower 
STUDY  TYPE:  Research  and  Data  Development 
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Multi-Professional  Services  Contracts 

PROJECT  OFFICER:  Sherman,  Dr.  Charles;  Rm  228,  Bldg  1; 
301-496-4418 

PROGRAM(S)  EVALUATED:  ~ 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 
Program  Area) 

ABSTRACT:  This  report  discusses  the  effects  of  the  National  Research 
Award  Act  on  biomedical  research  and  training  careers.  The  report 
addresses  (1)  the  effect  of  the  service  obligation  requirement  of  the 
act  on  the  number  and  quality  of  individuals  who  apply  for  National 
Research  Service  Awards  (NRSAs);  (2)  the  effect  of  the  act  on  the 


number  of  persons  who  engage  in  health  research  and  training  as 
careers;  (3)  the  number  of  persons  who  receive  NRSAs  and  engage 
in  health  research  or  training  as  careers;  and  (4)  the  effectiveness  of 
institutional  training  grants  in  encouraging  individuals  to  engage  in 
health  research  and  teaching  careers.  The  overall  conclusion  of  the 
analyses  is  that  there  is  no  evidence  of  negative  effects  attributable 
to  the  1974  NRSA  legislation  that  replaced  previous  training  authori- 
ty. There  is  one  positive  change  that  may  have  resulted  at  least 
partially  from  the  imposition  of  the  service  obligation— M.D.  postdoc- 
toral training  programs  since  NRSA  have  produced  more  M.D.'s 
who  were  subsequently  active  participants  in  research  and  teaching. 
(Final  report  54  pages.) 
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ABSTRACT:  This  paper  examines  the  initial  academic  placement  of 
239  male,  Ph.D.  biochemists.  Position  in  the  academic  stratification 
system,  according  to  the  normative  structure  of  science  proposed  by 
Robert  Mert,  should  be  allocated  universalistically  on  the  basis  of  a 
scientist's  contribution  to  the  body  of  scientific  knowledge.  Our  ana- 
lyses, however,  show  that  after  controlling  for  the  effects  of  doctoral 
origins  and  the  prestige  of  the  mentor,  pre-employment  productivity 
has  an  insignificant  effect  on  the  prestige  of  the  scientist's  first  aca- 
demic position.  This  basic  finding  is  elaborated  by  examining  the 
effects  of  postdoctoral  fellowships,  additional  characteristics  of  the 
doctoral  department,  and  the  academic  rank  of  the  position  obtained. 
In  no  instance  does  pre-employment  productivity  affect  the  prestige 
of  the  first  job.  The  universalistic  nature  of  the  scientific  stratification 
system  is  assessed  by  comparing  those  factors  that  determine  job 
allocation  to  those  factors  that  predict  scientific  productivity  later  in 
the  career.  It  is  found  that  prestige  of  a  scientist's  first  teaching 
position  is  least  influenced  by  those  factors  that  are  most  predictive 
of  future  productivity  and  most  influenced  by  those  factors  that  are 
likely  to  involve  ascriptive  processes.  This  article  was  published  in 
the  October  1979  "American  Sociological  Review"  (Volume  44).  See 
also  PIC  ID  Nos.  0891-0891.2  and  0891.4. 
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National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  Biomedical  Research 

Instrumentation  in  the  U.S.:  Three- Year  Follow-up 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  National  Science  Foundation,  1800  G  Street  N.W., 

Washington  D.C.  20550 
PROJECT  OFFICER:  Braveman,  Norman;  Rm  228,  Bldg  1; 

301-496-4418 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Research  Resources; 

PHS-NIH-Biomedical  Research-Institute  Specific-General 

Medical  Sciences; 

PHS-NIH-Biomedical  Research-Office  of  the  Director 

ABSTRACT:  In  FY  1984  NIH  assessed  research  equipment  status  and 
needs  in  medical  and  graduate  school  laboratories  of  the  biomedical 
and  biological  sciences.  A  follow-up  study  is  being  conducted  in  FY 
1987  to  establish  a  periodic  tracking  system  and  to  determine  whether 
conditions  have  changed  in  the  intervening  period.  Results  of  the 
study  will  be  used  to  determine  the  need  for  change  in  research 
support  policies.  See  also  PIC  ID  No.  2382.  Final  report  will  be 
available  in  December  1988. 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Laboratories 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2382.1  PROJECT  NO:  NIH  86-318 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  1-YO 1-60007 
COST    (In  Thousands):  FY  86-$205 
STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  December  '88 


2258 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  NIH  Program  of  Implementation  of 
Section  491  of  the  Public  Health  Service  Act,  Mandating 
Protection  for  Research  Subjects 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Office  for  Protection  from  Research  Risks,  9000 

Rockville  Pike,  Bethesda  MD  20205 
PROJECT  OFFICER:  MacKay,  Charles  R.;  Rm  4B35,  Bldg  31; 

301-496-8101 


PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  The  National  Research  Act  (P.L.  93-348)  and  subsequent 
legislation  (P.L.  95-622  and  P.L.  99-158)  mandated  the  Secretary  of 
HHS  to  implement  a  program  of  protection  for  human  subjects  in- 
volved in  research  conducted  or  funded  by  the  department.  The 
program  has  existed  since  1983.  Data  on  its  adequacy  and  effective- 
ness, its  costs  and  methods  of  implementation,  its  organizational 
structures  and  functions,  and  its  impact  on  research  have  yet  to  be 
collected.  The  current  feasibility  study  is  expected  to  determine  the 
scope  and  content  of  the  design  for  a  comprehensive  evaluation  of  the 
HHS  program  and  its  implementation  by  HHS  awardees,  in  prepara- 
tion for  a  full-scale  evaluation  study.  The  feasibility  study  will  consist 
of  an  identification,  review,  analysis,  and  characterization  of  existing 
HHS  and  other  databases  expected  to  have  relevancy  for  the  study; 
development  of  suitable  candidate  measures  of  effectiveness  based  on 
recommendations  and  an  ad  hoc  task  force  of  nationally  recognized 
authorities;  and  specification  of  tasks  to  be  incorporated  in  a  scope  of 
work.  No  new  data  collection  is  planned  for  the  feasibility  study. 

DESCRIPTORS:  Biomedical  Research,  Federal  Role,  Federal  Ad- 
ministration, Higher  Education,  Regulation  and  Standard  Setting, 
Research  and  Evaluation  Performance,  Social  Research 
STUDY  TYPE:  Program  Impact;  Program  Performance  Evaluation 

PIC  ID  NO:  3086  PROJECT  NO:  NIH  88-303 

FUND  SOURCE:  Evaluation       NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  88-$50 
STATUS:  Study  in  process 

START/END  DATES:  March '88  through  September '88 


2259 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Impact  of  Federal  Policies  on  Bioscience 
Research 

REPORT  TITLE:  Evaluation  of  NIH  Resource  Allocations  and 

Research  Outputs  in  Bioscience:  Bioscience  Specialty  Studies 
PERFORMER:  Cornell  University,  Research  Program  on  Social 

Analyses  of  Science  Systems,  Ithaca  NY  14850 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management 

ABSTRACT:  This  study  examined  the  process  of  social  change  in 
science.  The  literature  review  suggested  that  scientific  activity  is 
organized  into  small  collectivities  of  researchers  who  share  an  inter- 
est in  a  set  of  substantive  problems,  dispersed  across  a  number  of 
institutions.  Several  questions  were  addressed:  (1)  What  are  the  basic 
units  of  scientific  work  and  how  are  they  joined  to  one  another?  (2) 
How  do  their  aggregate  properties  change  over  time,  and  in  response 
to  what  influences?  (3)  What  does  the  area's  social  structure  look  like? 

(4)  To  what  extent  is  the  research  area  intellectually  coherent?  and 

(5)  Can  a  set  of  indicators  of  these  properties  be  devised  that  can  be 
applied  to  other  research  areas?  To  answer  these  questions  the  report 
discusses  identification  of  research  areas  for  study,  growth  of  scientif- 
ic literatures,  effects  of  research  funding,  patterns  of  coauthorship 
and  social  organization,  patterns  of  refereeing  and  citation,  and  in- 
dicators of  cognitive  organization.  See  also  PIC  ID  Nos.  0891-0891.3. 
(Final  report  92  pages.) 
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DESCRIPTORS:  Biomedical  Research,  Scientific  Manpower 
STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO:  0891  4  PROJECT  NO:  NIH  74-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-2175 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed, 

Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  October  '78  through  October  '79 


2260 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  Research  Conducted  by  Physicians 
in  Relation  to  Previous  Training 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892,  and 

Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Sherman,  Dr.  Charles;  Rm  228,  Bldg  1; 

301-496-4418 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area) 

ABSTRACT:  Research  conducted  by  physician  principal  investigators 
may  be  classified  into  categories  ranging  from  clinical  (manipulating 
research  patients)  to  basic  science  (bench  biochemistry).  There  are 
also  several  modes  by  which  physicians  acquire  research  training.  An 
analysis  will  be  conducted  to  explore  the  possible  relationships  be- 
tween the  modes  of  training  that  may  lead  to  different  categories  of 
research.  The  information  to  be  derived  from  this  study  will  be  used 
by  directors  of  extramural  and  intramural  training  and  career  deve- 
lopment programs  to  appraise  the  adequacy  of  training  mechanisms 
and  to  review  guidelines  for  programs  intended  to  foster  clinical 
research. 

DESCRIPTORS:  Biomedical  Research,  Health  Manpower  Training, 
Scientific  Manpower 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3028  PROJECT  NO:  NIH  87-304 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  FY  87-$13 
STATUS:  Study  in  process 

START/END  DATES:  February  '87  through  February  '90 


2261 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  Technology  Transfer  in  Patient 
Management 

REPORT  TITLE:  Evaluation  of  Technology  Transfer  in  Patient 
Management  (Two  Volumes) 


PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rockville  MD  20850 
PROJECT  OFFICER:  Kalberer,  Dr.  John;  Rm  238,  Bldg  1; 

301-496-6614 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  This  evaluation  developed  and  tested  a  method  for  as- 
sessing the  rate  of,  and  reasons  for,  adoption  of  new  medical  tech- 
nologies, and  evaluated  the  role  of  centers  with  major  clinical 
research  and  demonstration  components  as  mechanisms  in  effecting 
the  transfer  of  diagnostic/therapeutic  technologies.  The  purpose  of 
the  study  was  to  focus  on  specific  patterns  of  technology  adoption 
within  institutions.  The  concept  of  a  triad  of  institutions  was  deve- 
loped as  a  basis  for  comparison  of  transfer  processes,  and  a  data 
collection  plan  was  developed.  Data  was  collected  and  analyzed  from 
a  total  of  six  center  triads  (each  consisting  of  one  major  medical 
research/demonstration  center,  one  affiliated  hospital,  and  one  non- 
affiliated hospital),  and  a  study  report  was  prepared  documenting  the 
findings  and  conclusions.  Analysis  of  the  extensive  data  collected 
from  interviews  with  technology  adopters  demonstrate  the  impor- 
tance of  technology  characteristics  in  predicting  both  the  time  of  first 
adoption  and  the  rate  of  adoption.  The  results  of  this  study  provide 
NIH  program  directors  with  the  tools  they  need  to  plan  and  evaluate 
their  educational  and  other  technology  transfer  activities. 

DESCRIPTORS:  Technology  Assessment  or  Transfer,  Cancer,  Infor- 
mation Systems,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1747  PROJECT  NO:  NIH  80-302(NCI 

77-8) 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-195339 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-0-2019 
COST    (In  Thousands):  FY  79-$115,  FY  80-$197,  FY  81-$160 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  September  '78  through  January  '83 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  the  Applicability  of  Existing 
Artificial  Intelligence  (AI)  Tools  for  the  Improved 
Productivity  of  Biomedical  Research  Administration 

REPORT  TITLE:  None 

PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892 
PROJECT  OFFICER:  Fishman,  Sheldon;  Rm  B1C35,  Bldg  31; 

301-496-5011 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  NIH  and  others  have  supported  the  development  of  ar- 
tificial intelligence  (AI)  systems  in  biomedicine.  While  these  systems 
may  still  be  on  the  frontiers  of  applicability  in  difficult  medical  areas 
(e.g.,  differential  diagnosis),  there  is  increasing  evidence  that  some  of 
the  tools  utilized  by  these  systems  could  aid  in  selected  tasks  in 
research  administration.  This  project  would  have  evaluated  the  appli- 
cability of  AI  tools  and  related  new  technologies  to  improve  the 
productivity  of  biomedical  research  administration  at  NIH.  This  pro- 
ject could  have  relieved  some  of  the  pressures  exerted  by  increasing 
demand  for  administrative  and  support  services  and  decreasing  per- 
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sonnel  resources.  The  research  administration  function  selected  for 
the  pilot  test  is  referral  of  grant  application  to  the  appropriate  study 
section.  The  decision  criteria  and  knowledge  base  for  this  function 
were  documented  and  several  sets  of  AI  tools  were  evaluated.  (This 
project  has  been  terminated.) 

DESCRIPTORS:  Productivity,  Information  Processing,  Management 
Techniques 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2666  PROJECT  NO:  NIH  86-302 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  86-$0,  FY  87-$0,  FY  88-$0 
STATUS;  Terminated 

START/END  DATES:  November  '85  through  September  '88 


STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
Available  from  NTIS 

START/END  DATES;  March  '73  through  September  '74 


2263 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE:  Evaluation  of  the  Linkages  between  Research 

Publications  and  NIH  Funding 
PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Intramural  Research 

ABSTRACT:  This  program  of  studies  was  aimed  at  the  development 
of  quantitative  models  of  research  productivity  in  the  biosciences 
using  an  array  of  journal  publication  rates  and  influence  measures  as 
the  best  available  surrogates  for  productivity.  The  feasibility  and 
utility  of  developing  quantitative  methods  for  assessing  bioscience 
research  performance  were  established  in  prior  years  of  support  of 
this  program.  An  extensive  database  was  made  available  and  tech- 
niques of  measurement  were  developed  to  be  used  for  detailed 
evaluative  studies  of  the  effects  of  NIH  (or  other  federal)  policies  on 
research  performmance.  A  series  of  basic  studies  of  relations  between 
funding  and  performance  was  extended  to  include  major  investiga- 
tion of  the  role  of  characteristics  of  medical  schools  in  the  funding 
of  research  performance  and  long-term  (16-year)  trends  in  biomedical 
research  performance.  In  addition,  studies  of  research  publications 
from  1970  to  1976  supported  by  each  of  the  NIH  institutes  were 
completed.  These  reports  were  updated  through  1980  MEDLINE. 
With  the  forthcoming  transition  to  the  full  database,  a  new  program 
of  studies  was  commenced  beginning  with  1981  publications  (NIH 
83-301).  See  also  PIC  ID  Nos.  0562.1-0562.9  and  0562.A-0562.H. 
(Final  report  93  pages;  executive  summary  21  pages.) 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Research  and  Evaluation  Methods  Feature,  Program 
Coordination,  Bibliometrics 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  0562  PROJECT  NO;  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001360 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-3-2109 

COST    (In  Thousands):  FY  78-$  128,  FY  79-$161,  FY  80-$25,  FY 
81 -$241 


2264 

AGENCY  SPONSOR;  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE;  Not  yet  determined 

PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT;  Revised  and  expanded  methods  of  analyzing  U.S.  and 
foreign  biomedical  research  publications  will  be  developed.  Begin- 
ning with  1981  data,  the  biomedical  publications  database  (formerly 
a  270-journal  set)  is  being  developed  from  the  National  Library  of 
Medicine's  MEDLARS  system  of  approximately  3,000  journals, 
which  contains  information  about  acknowledged  research  support. 
In  addition,  the  database  will  include  descriptive  NLM  index  terms 
(MESH  headings).  The  data  will  be  used  in  evaluation  studies  of 
research  and  training  programs  and  in  studies  of  the  impact  of  policy 
changes  on  research  productivity.  Longitudinal  reports  on  the  pro- 
ductivity and  influence  of  each  institute's  supported  research  for  FY 
1981 -FY  1983  are  available.  Special  studies  of  National  Institute  of 
Dental  Research  programs  were  completed  in  FY  1984.  Comprehen- 
sive information  about  federal  support  of  behavioral  research  is  being 
added  to  the  databases  through  NIMH  collaboration.  Bibliometric 
databases  are  currently  being  used  in  studies  of  postdoctoral  training, 
of  the  Research  Career  Development  program,  of  Aging  Institute 
programs,  and  of  NHLBI  centers  programs.  Effective  and  economic 
paradigms  will  be  further  developed  for  bibliometric  studies  of  NIH- 
defined  program  areas.  Reports  were  produced  for  NIH  as  a  whole, 
for  the  NIH  intramural  programs,  and  for  each  bureau,  institute,  and 
division  (BID)  for  1983-1985.  See  also  PIC  ID  Nos.  0562-0562.9, 
0562. A,  0562.B,  and  0562.D-0562.H. 

DESCRIPTORS;  Biomedical  Research,  Program  Coordination,  Re- 
search and  Evaluation  Methods  Feature,  Bibliometrics 
STUDY  TYPE;  Research  and  Data  Development;  Program  Manage- 
ment or  Efficiency 

PIC  ID  NO:  0562  C  PROJECT  NO;  NIH  83-301 

FUND  SOURCE;  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  NOl-OD-1-2109 

COST    (In  Thousands):  FY  83-$  150,  FY  84-$245,  FY  85-$440,  FY 

86-$156,  FY  87-$132 
STATUS;  Study  in  process 

START/END  DATES;  September  '83  through  September  '88 
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2265 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Effectiveness  of  Computerized  Medical 
Information  System 

REPORT  TITLE:  Evaluation  of  the  Medical  Information  System  at 

the  NIH  Clinical  Center  (Six  Volumes) 
PERFORMER:  ANSER,  1215  Jefferson  Davis  Highway,  Arlington 

VA  22202 

PROJECT  OFFICER:  Macks,  Gerald;  Rm  2C140,  Bldg  10; 

301-496-7635 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Office  of  the  Director; 
PHS-NIH-Biomedical  Research-Activity-Program  Direction 
and  Management 

ABSTRACT:  The  purpose  of  this  project  was  to  help  the  management 
of  the  clinical  center  of  NIH  make  informed  decisions  concerning 
whether  its  computerized  medical  information  system  should  be  re- 
tained or  replaced;  and  to  provide  the  results  of  experience  with  the 
system  to  the  hospital  community.  Specifically,  the  study  provides 
answers  to  these  key  questions:  (1)  How  well  does  the  system  work? 
(2)  How  well  has  it  facilitated  medical  care  and  the  research  missions 
of  the  clinical  center?  (3)  What  are  the  relationships  of  the  expendi- 
tures for  the  system  to  the  benefits?  and  (4)  How  well  can  the  system 
meet  the  future  care  and  research  needs  of  the  clinical  center?  A 
report  was  provided  to  the  clinical  center  management  and  dis- 
seminated to  the  hospital  community  at  large.  Volumes  II  through  VI 
of  the  final  report  contain  appendices.  All  six  volumes  are  also  availa- 
ble from  NTIS  (Nos.  PB  82-190083,  PB  82-190091,  PB  82-190109,  PB 
82-190117,  PB  82-190125,  and  PB  82-190133,  respectively).  The  com- 
plete set  is  available  under  NTIS  No.  PB  82-190075. 

DESCRIPTORS:  Information  Systems,  Medical  Technology,  Medical 
Practice,  Client  Records,  Benefit-Cost  Analysis  Feature,  Survey  or 
Questionnaire  Feature 

STUDY  TYPE:  Case  Studies;  Program  Performance  Evaluation 

PIC  ID  NO:  1778  PROJECT  NO:  NIH/CC  79-302 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CL-0-21 17 
COST    (in  Thousands):  FY  80-$165,  FY  81-$24,  FY  82-$16 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '80  through  January  '82 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  a  Method  for  Estimating  M.D. 
Research  Activity 

REPORT  TITLE:  Evaluation  of  the  MEDLARS  Method  for 

Estimating  M.D.  Research  Activity 
PERFORMER:  Association  of  American  Medical  Colleges,  1 

Dupont  Circle  N.W.,  Washington  D.C.  20036 
PROJECT  OFFICER:  Gee.  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 


ABSTRACT:  The  purpose  of  the  project  was  to  assess  the  adequacy  of 
publication  lists  derived  by  the  MEDLARS  method  to  substitute  for 
publication  lists  on  actual  C.V.'s,  such  as  would  be  obtained  were 
there  100  percent  compliance  to  surveys  conducted  as  part  of  NIH 
evaluation  studies.  The  method  employs  the  MEDLARS  computer- 
ized reference  system  at  the  National  Library  of  Medicine  to  search 
for  all  references  to  articles  by  all  authors  with  a  given  last  name  and 
first  initials.  The  output  was  then  sorted  by  computer  programs, 
combined  with  known  data  about  the  specific  person  for  whom  a 
research  participation  record  was  being  sought,  and  printed  in  a 
useful  format  to  facilitate  expert  judgment  and  library  verification  of 
authorship.  Another  series  of  computer  programs  deleted  extraneous 
references  and  tallied  the  results  by  author  and  scientific  research 
type  (level).  This  project  revealed  the  small  extent  to  which  the 
MEDLARS  method  undercounted  articles,  books,  and  chapters  by 
physicians  trained  for  research.  This  information  provided  a  basis  for 
deciding  among  alternative  data  collection  strategies  in  future  evalua- 
tions of  specific  programs. 

DESCRIPTORS:  Information  Systems,  Biomedical  Research 
STUDY  TYPE:  Research  and  Data  Development 

PICiDNO:2111  PROJECT  NO:  NIH  82-303 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-2-21 18 
COST    (In  Thousands):  FY  82-$20 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '82  through  September  "82 
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PROJECT  TITLE:  Evaluation  of  the  National  Bone  Marrow 
Registry 

REPORT  TITLE:  Evaluation  of  the  National  Bone  Marrow  Registry 
PERFORMER:  Office  of  Program  Planning  and  Evaluation, 

Bethesda  MD  20892 
PROJECT  OFFICER:  Braveman,  Dr.  Norman  S.;  Rm  228,  Bldg  1; 

301-496-4418 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs 

ABSTRACT:  The  American  Red  Cross  under  contract  to  the  Depart- 
ment of  the  Navy  established  a  coordinating/networking  center  and 
national  database  to  register  appropriate  donors  for  bone  marrow 
transplantation  (BMT)  and  to  expand  the  population  of  patients  who 
benefit  from  BMT.  At  the  time  of  this  NIH  evaluation  of  the  Navy's 
national  registry  project,  nearly  two-thirds  of  the  BMT  candidates 
did  not  have  a  relative  with  human  leukocyte  antigens  (HLAs)  that 
matched  the  patient's  antigens.  Unfortunately,  there  is  a  shortage  of 
known  individuals  who  are  able  and  willing  to  donate  bone  marrow 
to  an  unrelated  patient  in  need.  This  NIH  evaluation  addressed  (1)  the 
extent  to  which  the  registry  is  useful  in  gaining  access  to  sufficient 
numbers  of  donors  as  well  as  making  matches  between  unrelated  but 
matched  donors  and  recipients;  (2)  the  possibility  of  continued,  and 
possibly  expanded,  federal  support  for  such  a  registry;  and  (3)  the 
nature  and  types  of  research  opportunities  provided  by  the  existence 
of  such  a  registry.  The  report  concludes  that  the  registry  is  an  excel- 
lent resource  and  recommends  continued  and  expanded  federal  sup- 
port of  the  project.  (Final  report  14  pages.) 

DESCRIPTORS:  Transplants,  Information  Processing 
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STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  3092  PROJECT  NO:  NIH  88-308 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-218052/AS 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  FY  88-$30 

STATUS:  Study  completed. 

Available  from  PIC, 
Executive  summary  at  PIC, 
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PROJECT  TITLE:  Evaluation  of  the  NIH  Consensus  Development 
Process  (Two  Phases) 

REPORT  TITLE:  Evaluation  of  the  NIH  Consensus  Development 

Process  (Phase  I) 
PERFORMER:  University  of  Michigan,  Center  for  Research  on 

Utilization  of  Scientific  Knowledge,  Ann  Arbor  MI  48106 
PROJECT  OFFICER:  Jacoby,  Dr.  Itzhak;  Rm  216,  Bldg  1; 

301-496-1134 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  The  National  Institutes  of  Health  (NIH)  Consensus 
Development  Program  has  three  primary  objectives:  (1)  to  provide 
a  setting  for  the  evaluation  and  review  of  the  scientific  soundness  of 
a  health  or  health-related  technology,  with  emphasis  on  safety  and 
efficacy;  (2)  to  aid  in  the  diffusion  of  knowledge  of  advances  in 
biomedical  technology,  through  dissemination  of  the  findings  from 
the  consensus  development  process  to  physicians  and  consumers;  and 
(3)  to  facilitate  the  diffusion,  adoption,  and  appropriate  use  of  tech- 
nologies found  to  be  sound.  The  evaluation  of  this  process  was  de- 
signed to  identify  and  evaluate  alternative  group  decision  processes 
applicable  to  consensus  building  and  to  develop  recommended  alter- 
native models  for  various  types  of  NIH  consensus  development  ac- 
tivities. Phase  I  presents  an  overview  of  the  consensus  development 
process,  examining  each  step  from  the  selection  of  conference  topics, 
through  planning  and  the  actual  conduct  of  the  conference  to  the 
development  of  the  published  consensus  development  statement.  The 
report  indicates  where  the  consensus  process  works  well  and  outlines 
a  number  of  recommendations  for  changes  in  the  conferences.  (Final 
report  208  pages  plus  appendices.)  See  also  PIC  ID  No.  1831.1. 

DESCRIPTORS:  Medical  Practice,  Biomedical  Research,  Medical 
Technology,  Technology  Assessment  or  Transfer,  Research  and 
Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1831  PROJECT  NO:  NIH  80-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  83-195396 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-0-2131 
COST    (In  Thousands):  FY  80-$567 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '80  through  September  '82 
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Process  (Phase  II) 
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ABSTRACT:  This  Phase  II  report  presents  the  study  design  for  imple- 
menting the  findings  from  Phase  I  of  the  study.  The  major  changes 
suggested  include  (1)  development  of  a  more  systematic  procedure 
for  selection  of  conference  participants  and  consensus  questions;  (2) 
development  and  use  of  alternative  conference  formats;  and  (3)  deve- 
lopment and  use  of  a  procedure  for  improving  the  language  and 
writing  in  the  consensus  questions.  This  report  presents  a  detailed 
examination  of  alternative  conceptual  models  to  be  used  in  assessing 
the  consensus  development  (CD)  process,  a  procedure  for  testing  the 
appropriateness  of  the  different  formats  suggested  by  the  models,  and 
proposals  for  modifying  the  OMAR  model  of  CD.  See  also  PIC  ID 
No.  1831.  (Final  report  36  pages.) 

DESCRIPTORS:  Biomedical  Research,  Medical  Technology,  Tech- 
nology Assessment  or  Transfer,  Medical  Practice,  Research  and 
Evaluation  Planning  and  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1831  1  PROJECT  NO:  NIH  80-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-0-2131 
COST    (in  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  January  '80  through  September  '82 
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PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rockville  MD  20850 
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PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area); 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management 

ABSTRACT:  The  purpose  of  this  project  was  to  create  a  readily  access- 
ible, single  source  of  information  that  provides  data  on  key  program 
performance  indicators  that  are  necessary  for  the  assessment  of  the 
NIH  patent  program's  effectiveness  in  promoting  the  transfer  of  bi- 
omedical research  technology  to  the  health  care  community.  This 
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study  followed  (1)  an  earlier  evaluability  assessment  that  included  a 
review  of  various  federal  patent  policies  and  approaches  to  patent 
management  and  of  NIH's  patent  administration  mechanism;  and  (2) 
a  short-term  evaluation  that  dealt  with  the  design  and  development 
of  an  automated  database  to  document  NIH/HHS  patent  activity.  To 
allow  the  full-scale  evaluation  to  be  comprehensive,  a  major  effort 
was  directed  toward  the  completion  of  the  HHS  Invention  Data 
Base.  The  study  then  proceeded  to  design  and  test  a  performance 
monitoring  system  that  would  both  serve  the  administrative  needs  of 
the  HHS  patent  office  and  the  data  requirements  of  evaluating  the 
patent  program's  effectiveness.  The  database  allows  analyses  of  such 
areas  as  economic  licensing  information  or  the  time  elapsed  between 
filing  for  a  patent  and  final  patenting. 

DESCRIPTORS:  Certification  and  Licensing,  Accreditation  of  Institu- 
tions, Technology  Assessment  or  Transfer,  Management  Information 
and  Reporting 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  1969  PROJECT  NO:  NIH  82-304 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  83-195602 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  263-8 l-C-0087 
COST    (In  Thousands):  FY  82-$40 
STATUS:  Study  completed, 

Available  from  PIC, 

Available  from  NTIS 
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PROJECT  TITLE:  Evaluation  of  the  NIH  Library's  Automated 
System 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  King  Research  Inc.,  6000  Executive  Boulevard, 

Rockville  MD  20852 
PROJECT  OFFICER:  Brown,  Carolyn;  Rm  1L25G,  Bldg  10; 

301-496-2447 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  This  system  evaluation  is  being  conducted  using  data 
previously  collected  and  data  collected  from  areas  affected  by  the 
system.  Surveys  have  been  sent  to  users  of  the  system,  some  of  whom 
have  been  interviewed  along  with  selected  nonusers.  Observations 
have  been  made  of  user  behavior  and  of  staff  operations.  Comparisons 
with  systems  in  other  similar  libraries  have  been  made.  Completion 
of  this  contract  was  delayed  to  allow  installation  of  a  newer  version 
of  the  catalog  software  by  system  supplier  and  evaluation  of  the 
improvement.  The  new  catalog  proved  to  have  many  problems  and 
was  never  implemented.  The  NIH  Library  has  now  contracted  for  a 
different  system  from  another  vendor.  An  executive  summary  will  be 
available  in  September  1988.  No  final  report  is  planned. 

DESCRIPTORS:  Library  Services,  Information  Processing,  Produc- 
tivity, Research  and  Evaluation  Performance 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2604  PROJECT  NO:  NIH/DRS  84-303 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-RS-52119 
COST    (In  Thousands):  FY  85-$59 


STATUS:  Study  in  process 

START/END  DATES:  September  '85  through  August  '88 
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Development  Award 
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301-496-4418 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  The  NIH  Research  Career  Development  Award 
(RCDA)  is  a  special  salary  grant  awarded  to  support  the  conduct  of 
research  by  individuals  with  high  potential  for  biomedical  or  behav- 
ioral research  careers.  Between  1961  and  1987  NIH  has  given  approx- 
imately 3,800  awards  and  spent  more  than  $400  million  on  this 
program.  This  study  assessed  whether  the  program  awards  grants  to 
the  intended  individuals  (i.e.,  young  researchers  with  limited  experi- 
ence but  outstanding  promise)  and  whether  receipt  of  the  award 
enhances  their  research  careers.  The  results  showed  that  RCDA 
recipients  tended  to  spend  a  longer  part  of  their  careers  as  principal 
investigators  (Pis)  on  Public  Health  Service  research  grants  than  did 
typical  researchers.  They  were  also  more  likely  than  comparison 
researchers  to  be  Pis  on  large  grants  and  training  grants.  They  pro- 
duced more  research  articles,  but  not  of  measurably  higher  quality, 
than  comparison  researchers.  The  study  also  showed  that  peer  review 
has  been  effective  for  selection  but  that  guidelines  have  not  always 
been  consistently  applied.  The  study  found  the  program  to  be  equally 
effective  for  the  research  careers  of  M.D.'s  and  Ph.D.'s  selected  to 
be  RCDA  recipients.  (Final  report  102  pages;  executive  summary  7 
pages.) 

DESCRIPTORS:  Biomedical  Research,  Curriculum  Development 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2561  PROJECT  NO:  NIH  83-302 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-107750/AS 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-21 12 
COST    (In  Thousands):  FY  83-$2,  FY  84-$142,  FY  85-$165 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892,  and 

Multi-Professional  Services  Contracts 
PROJECT  OFFICER:  Fishman,  Sheldon;  Rm  B1C35,  Bldg  31; 

301-496-5011 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT:  The  Small  Business  Innovation  Research  (SBIR)  pro- 
gram is  comprised  of  projects  in  three  specified  phases:  Phase  1~ 
grants  to  establish  the  technical  merit  and  feasibility  of  proposed 
research  that  may  lead  to  commercial  products  and  services;  Phase 
2-grants  to  provide  support  for  in-depth  development  of  those  re- 
search projects  conducted  under  the  earlier  phase  that  are  most  likely 
to  result  in  commercialization;  and  Phase  3~private  capital  to  deve- 
lop commercial  applications  of  the  results  of  the  federally  funded 
research.  In  FY  1983,  NIH  reviewed  598  Phase  1  applications  and 
awarded  123  grants  for  $6.5  million;  in  FY  1984  NIH  reviewed  785 
applications  (701  for  Phase  1  and  84  for  Phase  2)  for  $21  million.  This 
program  evaluation  will  address  effectiveness  of  implementation,  im- 
pact, cost  of  the  SBIR  program,  quality  of  SBIR  grants,  and  second- 
ary effects  on  academic  centers  and  small  businesses.  In-house 
activities  have  centered  on  pilot  studies  (e.g.,  correlation  analyses  of 
priority  scores  and  cluster  analyses  of  key  words),  establishing  infor- 
mation files,  developing  potential  comparison  groups  (e.g.,  small 
grants  program,  new  investigator,  or  first-time  applicants),  and  pro- 
ducing annual  reports  required  by  the  Small  Business  Administration. 

DESCRIPTORS:  Biomedical  Research,  Grant  and  Contract  Manage- 
ment, Private  Sector 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2289  PROJECT  NO:  NIH  84-301 

FUND  SOURCE:  Evaluation        NTIS  NO:  Not  yet  determined 
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CONTRACT/GRANT  NO: 
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PROGRAM(S)  EVALUATED: 

ABSTRACT:  A  working  group  evaluated  the  potential  database  man- 
agement system  to  improve  on  other  systems  used  to  retrieve  pro- 
gram information.  NIH  has  developed  a  sophisticated 
computer-based  information  system  (IMPAC)  on  the  extramural  pro- 
grams at  NIH.  This  system  is  totally  integrated  into  the  tracking  and 
administration  of  the  extramural  program.  Bureaus/institutes/divi- 
sions (BIDs)  make  use  of  data  in  IMPAC  for  program  management 
and  evaluation;  however,  BIDs  generally  do  not  use  IMPAC  directly 
for  program  management.  Usually  a  BID  extracts  data  from  IMPAC, 
feeds  these  data  into  a  separate  management  information  system,  and 
adds  additional  data  (e.g.,  data  from  CRISP).  This  evaluation  exam- 


ined whether  the  modern  database  management  systems  were  likely 
to  be  useful  to  a  BID  in  improving  the  performance  of  its  manage- 
ment information  system.  For  example,  can  a  database  management 
system  improve  on  current  methods  to  answer  an  urgent  request  for 
a  report  on  current  grants  in  a  particular  field  of  science?  Generally, 
an  institute  would  search  the  CRISP  system  for  grant  identifiers,  use 
those  identifiers  to  locate  data  from  the  IMPAC  system,  and  then 
format  a  report.  The  working  group  has  described  its  current  pro- 
gram information  systems,  and  developed  performance  criteria  that 
a  database  management  system  must  meet  to  be  useful  at  NIH.  (A 
final  report  will  be  available  late  fall  1988.) 

DESCRIPTORS:  Information  Systems,  Federal  Administration,  Grant 
and  Contract  Management,  Management  Information  and  Reporting 
STUDY  TYPE:  Program  Management  or  Efficiency 
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and  Contracts; 
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ABSTRACT:  This  project  developed  a  rigorous  procedure  for  the 
calculation  of  citation  influence  covering  nearly  2,000  journals,  nine 
major  fields,  and  100  subfields  of  science.  The  influence  data  and 
procedures  are  discussed  in  the  final  report.  In  addition,  this  report 
also  summarizes  the  general  state  of  the  art  of  publication-  and  cita- 
tion-based evaluation.  See  also  PIC  ID  Nos.  0562-0562.8  and  0562.A- 
0562. H.  (Final  report  338  pages  plus  appendices.) 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Research  and  Evaluation  Methods  Feature,  Information 
Systems,  Bibliometrics 

STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  0562.9  PROJECT  NO:  NIH  73-2(3) 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Coop.  Agree- 
ment ERIC  NO:  Not  applicable 
CONTRACT/GRANT  NO: 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '73  through  March  '76 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Examination  of  Research  Opportunities  in  Biology 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  National  Science  Foundation,  Washington  D.C.,  and 

National  Academy  of  Sciences  Commission  on  Life  Sciences, 

Washington  D.C. 
PROJECT  OFFICER:  Geller,  Ronald  G.;  Rm  137,  Bldg  1; 

301-496-8070 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management 

ABSTRACT:  This  study  is  evaluating  the  state  of  the  biological 
sciences,  focusing  on  developing  policy  recommendations  concern- 
ing areas  in  which  promising  opportunities  are  perceived  to  exist. 
Panels  of  scientists  are  being  established  to  assess  areas  of  research 
opportunity  and  to  determine  how  subdisciplines  can  interact  to  take 
advantage  of  research  opportunities.  The  question  of  identifying  the 
optimal  institutional  infrastructure  for  encouraging  research  ad- 
vancement will  be  dealt  with,  and  estimates  will  be  made  of  the  kinds 
of  instrumentation  and  other  resource  needs  that  can  be  expected  to 
develop. 

DESCRIPTORS:  Biomedical  Research 
STUDY  TYPE:  Other 

PIC  ID  NO:  2664  PROJECT  NO:  NIH  85-316 

FUND  SOURCE:  Evaluation        NTIS  NO;  Not  yet  determined 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  YOl-OD-60004 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  in  process 

START/END  DATES:  September  '85  through  December  '88 


2277 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Evaluation  of  the  Linkages  between  Research 
Publications  and  NIH  Funding 

REPORT  TITLE:  Extramural  Role  of  the  NIH  as  a  Research 

Support  Agency 
PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Intramural  Research 

ABSTRACT:  This  paper  reports  on  the  NIH  role  in  supporting  U.S. 
biomedical  research  activity,  based  on  counts  of  research  support 
acknowledgements  in  264  biomedical  journals  covered  by  the 
Science  Citation  Index  in  1973.  Overall  NIH  research  support  was 
acknowledged  by  approximately  25%  of  the  papers  in  clinical  jour- 
nals and  almost  50%  of  the  papers  in  basic  research  publications.  At 
all  levels  NIH  support  appears  to  be  twice  as  large  as  that  of  all  other 
federal  agencies  combined.  Total  numbers  of  1973  publications  sup- 
ported by  NIH  and  other  federal  and  nonfederal  agencies  are  report- 
ed; primary  subfields  of  bioscience  publications  supported  by  each  of 


the  NIH  institutes  are  also  reported.  Each  of  the  major  institutes  of 
NIH  shows  a  dual  pattern  of  research  support,  with  a  specific  peak 
in  the  appropriate  clinical  areas  and  second  peak  of  supported  re- 
search in  an  area  of  basic  research  activity.  Published  in  "Federation 
Proceedings"  (Volume  36,  November  1977,  pp.  2470-2476).  See  also 
PIC  ID  Nos.  0562-0562.3,  0562.5-0562.9,  and  0562.A-0562.H. 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Bibliometrics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0562.4  PROJECT  NO:  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-3-2109 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '73  through  October  '77 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  National  Expenditure  for  Biomedical  Research 

REPORT  TITLE:  Feasibility  Study  to  Develop  a  Methodology  to 
Classify  National  Obligations  for  Disease  and  Health  Related 
Research  and  Development  (Three  Volumes) 

PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 
Silver  Spring  MD  20910 

PROJECT  OFFICER:  Gee,  Helen  H. 

PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Intramural 
Research; 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  This  study  aimed  at  developing  a  classification  system 
against  which  HEW  extramural,  HEW  intramural,  other  federal,  and 
private  biomedical  research  could  be  classified  according  to  disease 
or  health  problems.  Such  data  could  perhaps  be  used  in  conjunction 
with  impact  data  by  diseases  in  evaluation  and  planning.  One  existing 
taxonomy,  the  International  Classification  of  Diseases,  Adapted  (IC- 
DA)  was  found  adaptable  to  this  purpose.  The  scheme  devised  also 
was  compatible  with  a  GAO-sponsored  R&D  reporting  structure. 
The  scheme  was  pilot-tested  successfully  on  each  body  of  research 
studies.  In  particular,  HEW  IMPAC  and  CRISR  R&D  data  systems 
could  be  modified  to  produce  the  desired  classification.  However, 
since  some  studies  deal  with  more  than  one  disease,  certain  coding 
problems  can  only  be  handled  arbitrarily.  The  study  recommended 
implementation  in  NIH,  expansion,  and  further  development  of  the 
system. 

DESCRIPTORS:  Biomedical  Research,  Indices  and  Taxonomies,  Mor- 
bidity and  Mortality,  Management  Information  and  Reporting,  Infor- 
mation Systems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0560  PROJECT  NO:  NIH  74-6 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-2185 
COST    (In  Thousands):  FY  74-$98 
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Available  from  PIC, 
Executive  summary  at  PIC 

START/END  DATES:  June  '74  through  July  '75 
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AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Longitudinal  Study  of  1961  and  1966  Cohorts  of 
Entering  College  Freshmen 

REPORT  TITLE:  Five  and  Ten  Years  after  College  Entry:  1971 
Follow-Up  of  1961  and  1966  College  Freshman 

PERFORMER:  American  Council  on  Education,  I  Dupont  Circle 
N.W.,  Washington  D.C.  20036 

PROJECT  OFFICER:  Gee,  Helen  H. 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Education 

ABSTRACT:  A  1971  follow-up  study  is  reported  of  the  educational  and 
career  progress  of  two  college  classes:  the  freshman  class  of  1961  and 
the  freshman  class  of  1966.  A  total  of  58,839  questionnaires  were 
mailed  to  the  1966  group  and  60,307  to  the  1961  group.  Follow-up 
mailings  were  sent  to  those  not  responding.  The  return  rate  of  the 
1961  group  was  40.8%  with  45.2%  of  the  1966  group  responding.  The 
findings  support  the  hypothesis  that  patterns  of  educational  progress 
are  neither  rapid  nor  neat.  Only  5%  of  the  1961  cohort  graduate 
students  received  a  Ph.D.  by  1971,  but  four  times  that  many  planned 
to  obtain  a  Ph.D.  after  1971.  The  findings  suggest  that  college  stu- 
dents in  both  groups  held  high  degree  aspirations  and  that  many 
would  achieve  these  aspirations,  though  not  immediately.  It  is  sug- 
gested that  cutbacks  in  federal  aid  may  have  had  a  detrimental  impact 
on  whether  these  students  eventually  achieved  the  high  degree  levels 
to  which  they  aspired.  Great  similarity  was  found  to  exist  between 
the  two  groups  with  respect  to  plans,  goals,  and  values.  Their  long- 
range  degree  plans  were  virtually  identical,  as  were  their  graduate 
major  fields  of  study  and  their  career  aspirations.  It  is  noted  that 
women  students  in  the  1966  class  appeared  more  ambitious  than  those 
in  the  1961  class.  NSF  also  funded  the  survey.  (Final  report  146  pages 
plus  appendices.) 

DESCRIPTORS:  College  Students,  Scientific  Manpower,  Scholarships 
Fellowships  and  Loans,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0558  PROJECT  NO:  NIH  72-7 

FUND  SOURCE:  Evaluation        NTIS  NO:  SHR-0001366 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  72-2029 
COST    (In  Thousands):  FY  72-$  177,  FY  73-$32 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  November  '71  through  March  '73 
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PROJECT  TITLE:  Analysis  of  Selected  Biomedical  Research 
Programs 


REPORT  TITLE:  Further  Analysis  of  the  Characteristics  of  Research 
Resulting  in  Clinical  Advances  from  Inception  to  Clinical 
Usage 

PERFORMER:  Battelle  Columbus  Laboratories,  505  King  Avenue, 

Columbus  OH  43201 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  Twenty-five  biomedical  advances  in  surgery,  drugs,  de- 
vices, vaccines,  diagnosis,  and  patient  management  were  studied  to 
identify  the  characteristics  of  biomedical  advances  and  the  factors 
affecting  their  progress.  Significant  events  which  describe  the  histori- 
cal course  of  the  advances  were  identified  and  analyzed  as  to  type  and 
location  of  research  and  source  of  funding.  Nonmission-oriented  re- 
search was  the  predominant  type  of  event  during  the  preconception 
period,  whereas  mission-oriented  research  predominated  during  the 
period  from  conception  to  general  availability.  Developmental 
events  predominated  after  general  availability.  Factors  that  facilitat- 
ed or  inhibited  the  progress  of  biomedical  advances  were  identified, 
including  supporting  technology,  entrepreneur,  attitudes  of  medical 
community,  and  communications.  The  importance  of  these  factors 
varied  within  a  given  advance  from  one  period  to  another.  Some 
inhibiting  factors  were  sufficiently  strong  to  halt  progress  for  appre- 
ciable periods  of  time.  It  was  concluded  that  careful  planning  of  a 
coordinated  effort  after  conception  of  an  advance  can  minimize  the 
effects  of  inhibiting  factors.  The  report  includes  case  histories.  (Final 
report  100  pages.) 

DESCRIPTORS:  Biomedical  Research,  Literature  Review  Feature, 
Technology  Assessment  or  Transfer,  Case  or  Site  Study  Feature, 
Bibliography  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1237  PROJECT  NO:  NIH  76-7 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  282-039 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-6-2125 
COST    (In  Thousands):  FY  76-$48 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '76  through  February  '77 
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PROJECT  TITLE:  NIH  Grants  Peer  Review  Study  (Two  Phases) 

REPORT  TITLE:  Grants  Peer  Review:  Opinions  on  the  NIH  Grants 

Peer  Review  System  (Phase  II) 
PERFORMER:  NIH  Grants  Peer  Review  Study  Team,  Bethesda 

MD  20014  . 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 
and  Management 

ABSTRACT:  This  report  supplements  the  three-volume  Phase  I  report 
on  the  National  Institutes  of  Health  (NIH)  Research  Grants  Review 
System  presented  to  the  director  of  NIH  in  December  1976  by  the 
NIH  Grants  Peer  Review  Study  Team.  Volume  I  of  the  Phase  I 
report,  which  constituted  the  major  document,  presented  the  study 
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team's  specific  recommendations  and  included  discussions  of  the  basis 
for  the  recommendations.  Part  I  of  this  Phase  II  report  suppUes 
detailed  information  on  the  characteristics  of  the  three  groups  from 
which  the  study  team  sought  comments:  the  members  of  the  1975-76 
NTH  grant  groups,  the  witnesses  at  the  public  hearings,  and  those 
interested  persons  who  wrote  in  response  to  the  study  team's  request 
for  comments.  It  also  provides  statistical  information  on  the  opinions 
of  these  three  groups.  Part  II  of  this  report  addresses  the  substance 
of  the  comments  on  the  NIH  Grants  Review  System  made  by  the  93 
witnesses  and  numerous  correspondents.  It  deals  also  with  answers 
to  the  questionnaire  distributed  to  the  1975-76  review  group  members 
and  the  comments  volunteered  by  one-half  of  the  1,274  members  who 
responded.  See  also  PIC  ID  No.  1232.  (Final  report  327  pages.) 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Grant  and  Contract  Management,  Biomedical  Research,  Scien- 
tific Manpower,  Consumer  Evaluation  Feature,  Survey  or 
Questionnaire  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO;  1232.1  PROJECT  NO:  NIH  76-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  80-105299 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '76  through  December  '78 
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PROJECT  TITLE:  NIH  Grants  Peer  Review  Study  (Two  Phases) 

REPORT  TITLE:  Grants  Peer  Review:  Report  to  the  Director,  NIH 
(Phase  I) 

PERFORMER:  NIH  Grants  Peer  Review  Study  Team,  Bethesda 

MD  20014 
PROJECT  OFFICER:  Solowey,  Mathilda 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 
and  Management 

ABSTRACT:  In  Spring  1975,  the  NIH  Grants  Peer  Review  Study 
Team  (GPRST)  was  established  to  conduct  a  detailed  and  compre- 
hensive review  of  the  NIH  peer  review  system.  The  GPRST,  made 
up  of  NIH  scientists  and  administrators,  held  public  hearings  in 
Chicago,  San  Francisco,  and  Bethesda  (Maryland),  and  actively 
sought  written  comments  from  the  then-present  and  former  nonfeder- 
al members  of  review  bodies,  as  well  as  from  applicants,  grantee 
institutions  and  the  general  pubHc.  Their  report  was  completed  in 
December  1976.  During  1977,  a  committee  appointed  by  the  NIH 
director  reviewed  the  report  and  developed  a  rationale  for  the  selec- 
tion/rejection of  each  recommendation.  In  February  1978,  recom- 
mendations were  accepted  by  the  director.  A  number  of 
subcommittees  were  designated  to  develop  the  requisite  procedures 
or  studies  to  implement  the  recommendations  that  were  accepted. 
Time  schedules  were  set  for  receipt  of  interim  progress  and  final 
reports  regarding  implementation  of  the  accepted  recommendations. 
The  GPRST  was  assisted  in  this  project  by  IMS,  Inc.,  and  Cooper- 
Williams  Associates.  The  executive  summary.  Volume  I,  Volume  III 


(supplements),  and  a  report  of  the  decisions  and  recommendations  are 
available  from  PIC.  Volume  I  (PB  288-305)  and  Volume  III  (PB 
288-306)  are  available  from  NTIS.  See  also  PIC  ID  No.  1232.1. 

DESCRIPTORS:  Research  and  Evaluation  Planning  and  Administra- 
tion, Grant  and  Contract  Management,  Biomedical  Research,  Scien- 
tific Manpower,  Consumer  Evaluation  Feature,  Survey  or 
Questionnaire  Feature 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1232  PROJECT  NO:  NIH  76-1 

FUND  SOURCE:  Evaluation       NTIS  NO:  See  Abstract 
MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  76-$lll,  FY  77-$95 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  '76  through  December  "78 
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PROJECT  TITLE:  Higher  Education  Panel  Surveys 

REPORT  TITLE:  Health  Research  Facilities:  A  Survey  of 

Doctorate-Granting  Institutions 
PERFORMER:  National  Science  Foundation,  1800  G  Street  N.W., 

Washington  D.C.  20550 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area); 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  Foundations,  voluntary  health  agencies,  state  and  local 
governments,  and  industry  have  played  a  vital  role  in  the  sponsorship 
of  health  research  in  this  country,  counterbalancing  and  supplement- 
ing the  forms  and  directions  of  support  arising  from  federal  efforts. 
As  an  aid  in  assessing  the  magnitude  and  character  of  this  nonfederal 
contribution,  the  National  Institutes  of  Health  requested  that  the 
American  Council  on  Education— through  its  Higher  Education  Pa- 
nel program— undertake  a  study  of  recent  patterns  of  nonfederal  fund- 
ing of  biomedical  R&D  at  Ph.D. -granting  institutions  (the  prime 
focus  of  the  nation's  biomedical  research  effort).  The  survey  gauged 
the  availability  of  alternative  nonfederal  funding  sources  at  doctoral 
institutions  and  elicited  from  institutional  representatives  their  judg- 
ments about  the  prospects  for  increased  participation  by  state/local 
governments  and  the  private  sector  in  support  of  health-related  re- 
search over  the  next  five  years.  See  also  PIC  ID  Nos.  1 149  and  1 149.1. 
(Final  report  36  pages.) 

DESCRIPTORS:  Biomedical  Research,  Scientific  Manpower,  Higher 
Education,  Charity,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1149.2  PROJECT  NO:  NIH  75-3 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  Not  available 
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PROJECT  TITLE:  Evaluation  of  the  Impact  of  CHnical  Trials  on 
Medical  Practice 

REPORT  TITLE:  Impact  of  Two  Clinical  Trials  on  Physician 

Knowledge  and  Practice 
PERFORMER:  Market  Facts,  Inc.,  1611  North  Kent  Street, 

Arlington  VA  22209 
PROJECT  OFFICER:  Friedman,  Dr.  Lawrence  M.;  Rm  216,  FED 

Bldg;  301-496-4323 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Heart  Lung 

and  Blood 

ABSTRACT:  To  assess  the  impact  of  clinical  trials  on  medical  practice, 
interviews  were  conducted  with  1,785  physicians  who  treat  myocar- 
dial infarction  patients  (587  cardiologists,  584  internists,  611  general 
or  family  practitioners).  Half  of  the  interviews  were  conducted 
before  results  of  the  Aspirin  Myocardial  Infarction  Study  (AMIS) 
were  published  and  half  after.  Physicians  were  asked  about  their  use 
of  aspirin  and  lipid-lowering  drugs  in  general  and  for  specific  case 
histories.  Correlations  among  physician  specialty,  age,  and  demo- 
graphic characteristics;  knowledge  of  the  Coronary  Drug  Project 
(CDP)  and  AMIS  results;  and  prescription  habits  were  determined. 
Source  of  information  about  CDO  and  AMIS  was  also  ascertained. 
Most  physicians  said  that  the  CDO  drugs  were  marginally  effective 
at  best.  A  strong  trend  away  from  use  of  lipid-lowering  drugs  in 
post-MI  patients  was  noted.  However,  only  a  small  percent  of  physi- 
cians had  specific  knowledge  of  the  CDP.  Following  AMIS,  there 
was  a  small  increase  in  the  number  who  said  aspirin  was  of  unproven 
benefit  for  post-MI  use.  Most  physicians  continued  to  heavily  pre- 
scribe aspirin  to  MI  patients. 

DESCRIPTORS:  Clinical  Trials  Feature,  Heart  Disease,  Medical  Prac- 
tice, Information  Dissemination 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1518  PROJECT  NO;  NIH/NHLBI  78-5 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  82-221698 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-HV-82940 
COST    (In  Thousands):  FY  78-$44,  FY  79-$203 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892 
PROJECT  OFFICER:  James,  Dr.  John  C;  Rm  457,  WSTWD  Bldg; 

301-496-7554 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  Assessment  of  the  quality  and  improvement  in  the  quality 
of  information  about  earned  degrees  of  NIH  grant  applicants  are  the 
aims  of  this  project.  Preliminary  in-house  documentation  of  records 
of  first-time  applicants  and  coupling  these  records  with  the  filing  and 
storage  systems  of  the  individual  institutes  facilitated  the  preparation 
of  worksheets  that  a  contractor  will  use  to  read  the  grant  files  and 
obtain  reliable  degree  information.  Exploratory  work  on  the  feasibili- 
ty of  computer  matching  to  restore  faulty  degree  information  will 
also  be  pursued. 

DESCRIPTORS:  Grant  and  Contract  Management,  Scientific  Man- 
power, Medical  Training 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2667  PROJECT  NO:  DRG  85-315 

FUND  SOURCE:  Evaluation       NTIS  NO:  Not  yet  determined 
MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  86-$29,  FY  87-$  13 
STATUS:  Study  in  process 

START/END  DATES:  October  '85  through  September  '88 
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PROJECT  TITLE:  Training  Impact  of  the  NIH  Research  Grant 
Program 

REPORT  TITLE:  Manpower  Engaged  on  NIH  Research  Grants  in 

1970  (Two  Volumes) 
PERFORMER:  Manpower  and  Education  Research  Associates 
PROJECT  OFFICER:  Brackett,  Joseph  A.;  Rm  1A18,  WSTWD 

Bldg;  301-496-7401 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Intramural 

Research; 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts; 

PHS-NIH-Biomedical 

Research- Activity-Training-Fellowships; 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area) 

ABSTRACT:  This  two-volume  report  presents  the  findings  of  the  NIH 
survey  of  manpower  engaged  on  its  research  grants  that  were  award- 
ed in  FY  1969.  It  was  prepared  to  meet  immediate  NIH  management 
needs  and  to  serve  as  baseline  data  for  future  use  in  trend  analysis. 
Volume  I  provides  a  general  overview  of  all  students  and  postdoctor- 
al trainees,  their  personal  characteristics,  and  educational  back- 
grounds. Volume  II  presents  a  detailed  analysis  of  hours  worked  and 
earnings,  by  selected  characteristics  of  grantees.  Separate  analyses 
were  conducted  of  those  students  who  were  paid  and  those  students 
who  were  not  paid  for  their  work.  Within  these  two  categories,  data 
are  classified  by  four  academic  levels.  (Final  report  volumes  76  pages 
plus  appendices  and  92  pages  plus  appendices,  respectively.) 

DESCRIPTORS:  Grants-in-Aid,  Survey  or  Questionnaire  Feature, 
Higher  Education,  Medical  Training,  Biomedical  Research,  Statisti- 
cal Data  Feature,  Labor  Markets  and  Problems 
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STATUS:  Study  completed, 
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PROJECT  TITLE:  lOM  Study  of  Health-Related  Effects  of 
Marijuana  Use  and  Abuse:  A  Research  Agenda 

REPORT  TITLE:  Marijuana  and  Health 

PERFORMER:  National  Academy  of  Sciences,  Institute  of 

Medicine,  2101  Constitution  Avenue  N.W.,  Washington  D.C. 

20418 

PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area); 
PHS-ADAMHA-Drug  Abuse  (Entire  Program  Area); 
X-Non-HHS  Programs-Health; 
X-Many  HHS  Programs-Health 

ABSTRACT:  Research  data  on  marijuana  use  have  provided  contra- 
dictory results,  which  have  led  to  varying  interpretations,  such  as 
marijuana  is  extremely  dangerous  and  marijuana  is  essentially  innocu- 
ous. Despite  annual  reports  of  marijuana  and  health  by  the  National 
Institute  on  Drug  Abuse,  scientific  controversy  and  public  confusion 
persisted.  Consequently,  there  was  a  need  for  overall  reassessment  of 
available  data  on  health  hazards  and  risks  to  various  types  of  marijua- 
na users.  The  lOM  assessment  reviewed  and  analyzed  existing  scien- 
tific evidence  of  possible  hazards  of  marijuana  use  to  health  and 
safety,  as  well  as  possible  therapeutic  use  of  marijuana,  and  the  federal 
research  program  underlying  these  efforts.  The  study  delineated  im- 
portant directions  for  further  investigation  involving  federal  research 
support.  Work  for  this  project  was  also  performed  by  the  National 
Academy  of  Engineering. 

DESCRIPTORS:  Drug  Abuse,  Biomedical  Research,  Consumer  Educa- 
tion, Regulation  and  Standard  Setting 
STUDY  TYPE:  Other 

PIC  ID  NO:  1799  PROJECT  NO:  NIH  80-304 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-0-2114 

COST    (In  Thousands):  FY  80-$340,  FY  81-$1 14 

STATUS:  Study  completed,  ■ 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '80  through  January  '82 
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REPORT  TITLE:  Minority  Access  to  Research  Careers:  An 

Evaluation  of  the  Honors  Undergraduate  Research  Training 
Program 

PERFORMER:  National  Academy  of  Sciences,  2101  Constitution 

Avenue  N.W.,  Washington  D.C.  20418 
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X-Many  HHS  Programs-Employment  and  Training; 
X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  The  Minority  Access  to  Research  Careers  (MARC)  pro- 
gram was  created  by  the  National  Institute  of  General  Medical 
Sciences  (NIGMS)  to  increase  the  number  of  biomedical  scientists 
from  minority  groups.  The  largest  component  of  the  MARC  program 
is  the  Honors  Undergraduate  Research  Training  Program.  Trainees 
(junior  and  senior  level  honors  students  at  schools  with  enrollments 
drawn  substantially  from  minority  groups)  receive  tuition  and  stipend 
support  and  participate  in  specially  structured  curriculum.  This 
evaluation  of  the  honors  program  consisted  of  an  analysis  of  existing 
data  on  the  training  of  minority  group  scientists,  site  visits  to  ongoing 
training  programs,  and  a  survey  of  former  trainees.  See  also  PIC  ID 
Nos.  0565-0565.3  and  0565.5.  (Final  report  95  pages.) 

DESCRIPTORS:  Health  Manpower  Training,  Scientific  Manpower, 
Higher  Education,  Biomedical  Research,  Survey  or  Questionnaire 
Feature,  Statistical  Data  Feature,  Bibliography  Feature,  Minority 
Groups 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0565.4  PROJECT  NO:  NIH  75-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  86-161270/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-2102 

COST    (In  Thousands):  FY  82-$513,  FY  83-$484,  FY  84-$518,  FY 

85-$579,  FY  86-$73 
STATUS:  Study  completed, 

Available  from  PIC, 
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Available  from  NTIS 
START/END  DATES:  March  '84  through  November  '85 


2289 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Trends  in  the  Composition  of  Medical  School 
Doctoral  Faculty 

REPORT  TITLE:  National  Estimates  of  Faculty  Manpower  in  U.S. 

Medical  Schools,  an  Approach  and  Some  Preliminary 

Results  (February  1977) 
PERFORMER:  Association  of  American  Medical  Colleges,  1 

Dupont  Circle  N.W.,  Washington  D.C.  20036 


PROJECT  DESCRIPTIONS 


843 


Accession  No.  2289 
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PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 
Program  Area); 

PHS-HRSA-Health  Manpower-Health  Professions  (Entire 
Program  Area); 

X-Many  HHS  Programs-Employment  and  Training 

ABSTRACT:  The  Association  of  American  Medical  Colleges  collects 
three  types  of  data  on  medical  school  faculty.  The  AAMC-AMA 
Liaison  Committee  on  Medical  Education  has  collected  annual  data 
for  many  years  to  support  the  accreditation  function.  By  the  early 
1970s,  the  data  collection  instrument  became  more  precise.  The  annu- 
al AAMC  Salary  Survey  has  collected  faculty  counts  by  rank  and 
department  since  1970.  The  AAMC  Faculty  Roster  System  was 
begun  in  1966  as  an  annual  survey  and  since  1972  has  been  a  continual 
reporting  system.  The  purpose  of  this  project  was  to  compare  the 
data  on  faculty  available  from  the  three  sources  and  to  interpret  the 
data  to  produce  national  estimates  of  medical  school  faculty  man- 
power. The  computer-generated  reports  display  annually  for  the  time 
period  1970  through  1975  faculty  counts  by  rank  and  degree,  depart- 
ment and/or  specialty.  Changes  in  faculty  counts  are  displayed  by 
reasons  for  separation;  faculty  positions  (including  filled  and  unfilled) 
are  also  shown.  National  estimates  of  annual  faculty  appointments, 
turnover  and  promotion  have  been  generated  from  the  above  de- 
scribed sources  of  data.  (Final  report  327  pages.) 

DESCRIPTORS:  Scientific  Manpower,  Health  Manpower  Training, 
Health  Manpower  Projections,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1229  PROJECT  NO:  NIH  74-2b 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PERFORMER:  Computer  Horizons,  Inc.,  10  White  Horse  Pike, 

Haddon  Heights  NJ  08035 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts; 

PHS-NIH-Biomedical  Research-Activity-Intramural  Research 

ABSTRACT:  An  investigation  of  the  relationship  between  NIH  fund- 
ing and  biomedical  publication  output  is  reported  for  229  major  NIH- 
supported  institutions.  A  correlation  of  0.95  was  found  between  the 
amount  of  NIH  funding  and  the  number  of  biomedical  papers  pub- 
lished for  132  U.S.  universities.  For  52  hospitals  a  correlation  of  0.89 
was  found.  For  all  229  institutions  it  was  found  that  NIH  provided 
91%  of  the  biomedical  research  support  from  major  federal  agencies, 
and  more  than  half  of  the  total  extramural  biomedical  research  sup- 
port. There  was  no  indication  of  either  economies  or  diseconomies 


of  scale  in  the  number  of  research  papers  produced  by  the  institutions, 
which  ranged  from  a  few  papers  per  year  to  more  than  700  per  year. 
Published  in  part  in  "Federation  Proceedings"  (Volume  35,  No.  14, 
December  1976,  pp.  2529-2532).  See  also  PIC  ID  Nos.  0562-0562.2, 
0562.4-0562.9,  and  0562.A-0562.H.  (Final  report  16  pages.) 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Per- 
formance, Bibliometrics 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0562.3  PROJECT  NO:  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO;  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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PROJECT  TITLE:  NIH  Inventory  of  Clinical  Trials 

REPORT  TITLE:  NIH  Inventory  of  Clinical  Trials,  FY  1975  (Two 
■Volumes) 

PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rockville  MD  20850 
PROJECT  OFFICER:  James,  Dr.  John  C;  Rm  457,  "WSTWD  Bldg; 

301-496-7554 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 

and  Management 

ABSTRACT:  This  study  focused  on  a  major  examination  of  NIH  sup- 
port of  clinical  trials,  their  impact,  and  issues  involved  in  their  initia- 
tion and  conduct.  In  addition,  the  NIH  developed  a  detailed 
computer-based  inventory  of  clinical  trials  that  it  supported  or  con- 
ducted. Maintenance  of  this  central  data  source  made  it  possible  for 
the  NIH  to  (1)  remain  aware  of  all  hypotheses  being  tested;  (2) 
exchange  information  among  institutes  on  trials  in  progress;  (3) 
recognize  characteristics  that  may  be  common  to  clinical  trials  of 
high  quality,  or  the  converse;  (4)  identify  excesses  or  deficiencies  of 
clinical  trials  research  in  categorical  areas;  (5)  monitor  the  resources 
expended  for  this  type  of  research  activity  as  a  proportion  of  total 
NIH  expenditures  for  biomedical  research;  (6)  assist  in  determining 
the  extent  to  which  other  research  activities  may  be  integrated  with 
ongoing  trials  to  reduce  costs;  (7)  assist  each  institute  in  developing 
better  coordination  mechanisms  for  the  clinical  trials  it  supports;  (8) 
aid  in  the  development  of  a  better  taxonomy  of  clinical  trials  by 
disclosing  deficiencies  or  ambiguities  in  the  present  classification;  and 
(9)  expedite  the  identification  of  advances  in  prevention,  diagnosis, 
and  treatment  so  that  transfer  of  new  knowledge  into  health  care 
delivery  may  be  accelerated.  The  two  volumes  of  the  report  are  also 
available  from  NTIS  (Nos.  PB  282-209/AS  and  PB  282-2 10/AS, 
respectively).  (Final  report  1101  pages.) 

DESCRIPTORS:  Clinical  Trials  Feature,  Biomedical  Research,  Indices 
and  Taxonomies,  Information  Dissemination,  Technical  Assistance, 
Research  and  Evaluation  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1146  PROJECT  NO:  DRG  75-1 

FUND  SOURCE:  Evaluation/ 

Salaries  and  Expenses  NTIS  NO:  See  Abstract 

MECHANISM:  Contract/In- 
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PERFORMER:  Wolf  Research  &  Development  Corporation,  1530 

East  Jefferson  Street,  Rockville  MD  20852 
PROJECT  OFFICER:  Casey,  Charles;  Rm  1A18,  WSTWD  Bldg; 

301-496-7401 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Research  Grants 

and  Contracts 

ABSTRACT:  Data  are  presented  in  a  tabular  format  on  National  Insti- 
tutes of  Health  (NIH)  research  grant  expenditures  for  NIH  adminis- 
trators concerned  with  extramural  programs.  The  data  were  obtained 
from  the  Report  of  Research  Grant  Expenditures  submitted  by  each 
recipient  of  a  research  grant  awarded  from  FY  1971  funds.  The 
information  is  designed  to  shed  light  on  the  impact  of  NIH  research 
grants  on  grantee  institutions  and  biomedical  research  manpower.  It 
is  noted  that,  of  the  $659  million  expended  from  NIH  research  grants 
in  1971,  almost  19%  was  for  indirect  costs.  From  1966  to  1971,  it  was 
found  that  direct  expenditures  for  research  rose  18%  and  indirect 
expenditures  rose  88%.  Eighty  percent  of  all  direct  expenditures  in 
1971  was  from  the  8,606  grants  awarded  to  institutions  of  higher 
education  and  11%  was  from  the  1,007  grants  to  hospitals  not  owned 
by  these  institutions.  Footnotes  and  technical  notes  follow  the  tables. 
Additional  research  grant  expenditure  data  are  contained  in  Volume 
II.  This  report  was  published  by  NIH,  Division  of  Research  Grants. 
See  also  PIC  PIC  ID  No.  0567.1,  (Final  report:  Volume  I,  39  pages; 
Volume  II,  29  pages  plus  tables.) 

DESCRIPTORS:  Biomedical  Research,  Grant  and  Contract  Manage- 
ment, Research  and  Evaluation  Planning  and  Administration,  Statis- 
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Information  and  Reporting 
STUDY  TYPE:  Research  and  Data  Development 
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and  Contracts 

ABSTRACT:  This  project  collected  data  on  NIH  research  grant  expen- 
diture amounts  and  on  the  number  of  grants  by  type.  The  data  were 
obtained  from  the  Report  of  Research  Grant  Expenditures  submitted 
by  each  grantee.  The  information  was  designed  to  shed  light  on  the 
impact  on  NIH  research  grants  on  the  grantee  institutions  and  bi- 
omedical research  manpower.  The  data  were  used  to  (1)  facilitate  the 
continuing  development  and  improvement  of  the  biomedical  price 
index;  and  (2)  provide  a  basis  for  NIH  to  determine  the  feasibility  of 
using  budgeted  direct-cost  data  to  estimate  expenditures  in  various 
categories.  See  also  PIC  ID  Nos.  0567  and  0388.1. 

DESCRIPTORS:  Biomedical  Research,  Grant  and  Contract  Manage- 
ment, Research  and  Evaluation  Planning  and  Administration,  Statis- 
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ABSTRACT:  This  report,  prepared  by  the  American  Council  on  Edu- 
cation under  the  multi-agency  Higher  Education  Panel  survey  pro- 
gram (HEP),  presents  a  brief  analysis  of  the  utilization  of 
doctoral-trained  nontenure-track  staff  in  the  research  process.  The 
data  confirmed  the  existence  of  a  substantial  population  of  doctoral- 
level  scientists  who  occupy  nontenure-track  positions  at  advanced- 
degree  institutions  and  suggested  that,  for  reasons  of  policy,  tradition. 
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or  low  expectations,  these  scientists  were  only  marginally  engaged  as 
principal  investigators.  Thus,  while  almost  half  of  the  nontenure- 
track  personnel  were  considered  by  their  institutions  to  be  eligible  to 
conduct  independent  research,  fewer  than  10%  were  so  engaged.  It 
was  recommended  that  NIH  carefully  examine  its  programs  to  deter- 
mine the  appropriateness  of  encouraging  greater  utilization  of  this 
highly  skilled  manpower  resource  in  the  nation's  biomedical  research 
effort.  See  also  PIC  ID  Nos.  1149  and  1149.2. 

DESCRIPTORS:  Biomedical  Research,  Scientific  Manpower,  Higher 
Education,  Survey  or  Questionnaire  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1149  1  PROJECT  NO:  NIH  75-3 

FUND  SOURCE:  Evaluation/ 

Non-HHS  NTIS  NO:  PIC  Only 

MECHANISM:  Interagency 

Transfer  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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ABSTRACT:  This  study  assessed  the  biomedical  research  productivity 
of  scientists  holding  the  M.D.  degree  as  measured  by  the  output  of 
publications.  Using  this  derived  measure  of  productivity,  the  future 
research  output  by  physician  investigators  was  predicted  from  1980 
through  1990.  This  report  presents  the  results  of  six  studies,  which 
addressed  the  following  topics:  (1)  career  research  productivity  of 
physician  faculty;  (2)  accession  and  attrition  of  medical  school  faculty 
who  were  recent  physician  graduates;  (3)  comparison  of  training 
programs  for  physician  scientists;  (4)  1980  M.D.  graduates  and  their 
plans  for  research  involvement;  (5)  national  estimates  of  faculty  man- 
power in  U.S.  medical  schools,  1975-76  through  1977-78;  and  (6) 
projections  of  replacement  needs  for  medical  school  faculty,  1980- 
1990.  See  also  PIC  ID  Nos.  0565  and  0565.2-0565.5.  (Final  report  264 
pages.) 
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ABSTRACT:  An  earlier  study  found  that  while  a  scientist's  productivi- 
ty does  not  affect  the  prestige  of  the  academic  position  obtained,  the 
prestige  of  the  position  does  affect  later  productivity.  In  this  paper 
consideration  of  contextual  effects  is  broadened  to  include  differing 
organizational  context  of  scientific  employment.  Chances  of  obtain- 
ing employment  in  a  particular  context  are  not  strongly  affected  by 
productivity.  Once  employment  is  obtained  in  a  specific  context, 
individual  levels  of  productivity  soon  conform  to  characteristics  of 
that  context.  These  results  do  not  support  the  idea  that  scientists  are 
allocated  to  organizational  context  on  the  basis  of  their  scientific 
contributions.  Past  research  indicating  that  the  most  productive 
scientists  are  recruited  to  academic  locations  may  have  confused  the 
cause  of  a  scientist  working  in  a  given  context  with  the  effect  of 
working  in  that  context.  This  paper  was  published  in  the  August  1981 
"American  Sociological  Review"  (Volume  46,  pp.  422-442).  See  also 
PIC  ID  Nos.  0891,  0891.1,  0891.3,  and  0891.4. 
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PERFORMER:  National  Academy  of  Sciences,  2101  Constitution 

Avenue  N.W.,  Washington  D.C.  20418 
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301-496-4418 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Training  (Entire 

Program  Area); 
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PHS-HRSA-Health  Manpower-Nursing-Research; 
X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  Constant  features  of  these  annual  reports  include  (1) 
monitoring  of  the  balance  between  supply  and  demand  in  five  areas: 
basic  biomedical  sciences,  behavioral  sciences,  clinical  sciences, 
health  services  research,  and  nursing  research;  (2)  survey  of  these 
broad  areas  for  fields  deserving  special  emphasis;  (3)  specification  of 
choice  of  support  instruments  (as  between  individual  and  institutional 
awards)  for  the  several  broad  areas  and  for  levels  of  training  (pre-  and 
post-doctoral);  (4)  fmdings  from  specific  surveys,  e.g.,  to  determine 
employment  status  of  Ph.D.  cohorts  and  the  impact  on  departments 
of  loss  of  NIH  training  support;  and  (5)  findings  from  pubhc  hearings 
on  the  committee's  work.  The  reports  listed  in  the  title  are  also 
available  from  NTIS  under  the  following  accession  numbers:  1975, 
PB  158-509;  1976,  PB  298-534;  1977,  PB  258-533  and  PB  258-534; 
1978,  PB  297-128;  1979,  PB  298-533;  1981,  PB  82-198581;  1983,  PB 
84-154541;  and  1985,  PB  86-152030/AS.  Reports  for  1975-1979  were 
funded  under  Contract  No.  NOl-OD-5-2109;  reports  for  1981  and 
1983  were  funded  under  Contract  No.  NOl-OD-9-21 12;  report  for 
1985  was  funded  under  Contract  No.  NOl-OD-4-2102.  See  also  PIC 
ID  Nos.  0565.1-0565.5.  (Final  reports  62  pages  plus  appendices,  225 
pages,  191  pages  plus  supplements  and  appendices,  166  pages  plus 
appendices,  75  pages  plus  appendices,  133  pages  plus  appendices,  152 
pages  plus  appendices,  and  158  pages  plus  appendices,  respectively.) 
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ABSTRACT:  This  project  will  develop  a  database  that  can  be  used  by 
all  of  the  National  Institutes  of  Health  (NIH)  for  evaluating  the 
Physician/Dentist  Scientist  Award  program.  The  Physician/Dentist 
Scientist  Award  is  intended  to  encourage  newly  trained  clinicians  to 
develop  independent  research  skills  and  experience  in  a  fundamental 
science.  The  program  is  designed  to  develop  clinically  trained  profes- 
sionals with  a  commitment  to  research  into  independent  biomedical 
investigators.  Because  NIH  has  not  been  collecting  the  data  elements 
that  will  be  crucial  to  evaluate  the  performance  of  this  program, 
supplementary  information  will  be  extracted  from  other  data  files  as 
well  as  provided  by  administrators  in  the  BIDs.  Following  comple- 
tion of  this  project  will  be  a  separate  project  to  evaluate  the  PSA 
program.  The  specific  hypotheses  and  methodology  for  that  evalua- 
tion will  be  similar  to  the  approach  used  in  a  number  of  manpower 
evaluations  undertaken  by  OSPL. 
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search 
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ABSTRACT:  The  Commission  for  the  Control  of  Epilepsy  and  Its 
Consequence  was  established  by  Congress  in  1975  in  accordance  with 
the  provisions  of  PL  94-63.  The  commission's  charge  was  to  investi- 
gate, survey,  and  study  the  social  and  medical  management  of  epilep- 
sy. According  to  this  report,  more  than  two  million  people  in  the 
United  States  have  epilepsy;  this  is  approximately  1%  of  the  popula- 
tion. Epilepsy  is  not  a  disease,  but  a  symptom  of  some  other  problem. 
It  can  be  caused  by  any  number  of  conditions  that  injure  or  affect  the 
function  of  the  brain,  and  can  affect  anyone,  at  any  age,  at  any  time. 
Epilepsy  has  many  forms,  ranging  from  violent  convulsions  to  mo- 
mentary lapses  of  attention.  For  the  majority  of  sufferers,  medication 
controls  seizures  and  permits  them  to  lead  normal  lives.  The  commis- 
sion published  an  18-month  study  titled  "Plan  for  Nationwide  Action 
on  Epilepsy."  Nine  areas  of  need  were  identified:  (1)  prevention;  (2) 
research;  (3)  medical  services;  (4)  social  adjustment  and  mental 
health;  (5)  independence  and  equality;  (6)  living  arrangements;  (7) 
educating  the  epileptic  individuals,  their  families,  medical  profession- 
als, and  the  public;  (8)  comprehensive  epilepsy  service  network;  and 
(9)  education  and  employment.  Findings  and  recommendations  are 
listed  in  each  of  these  areas.  (Final  report  249  pages.) 
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ABSTRACT:  This  report  provides  extensive  statistics  describing  the 
length,  location,  and  sources  of  support  of  5,604  full-time  faculty 
(approximately  half  of  the  total  number)  in  departments  of  medicine 
in  U.S.  medical  schools.  Approximately  half  received  research  train- 
ing with  National  Institutes  of  Health  (NIH)  support  and  another 
quarter  were  trained  with  support  from  other  sources;  one-quarter 
had  no  postdoctoral  research  training.  Grant  support  and  other  re- 
search activity  of  these  groups  are  described.  The  data  indicate  the 
potential  value  of  longer  periods  of  training  with  more  formal  course 
work  and  less  clinical  responsibility.  The  information  will  be  provid- 
ed to  the  extramural  research  training  program  community.  See  also 
PIC  ID  No.  2543. 
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ABSTRACT:  This  report  discusses  the  characteristics  of  recipients  of 
postdoctoral  training  in  biochemistry,  the  institutions  producing  and 
receiving  them,  and  their  subsequent  productivity.  The  limitations  of 
cohort  and  a  single  discipline  for  study  are  recognized,  but  fairly 
broad  generalizations  are  made.  It  was  found  that  receipt  of  a  post- 
doctoral award  was  related  to  the  prestige  of  parent  institution  and 
the  mentor  and  to  the  subdiscipline  within  biochemistry.  It  was  not 
related,  however,  to  predoctoral  productivity,  a  factor  which  itself 
predicts  long-range  scientific  productivity.  Receipt  of  a  postdoctoral 
award  increases  the  odds  of  obtaining  a  position  at  a  highly  ranked 
university  and  is  associated  with  higher  long-range  productivity  in- 
dependent of  other  factors.  It  is  concluded  that  (1)  postdoctoral  train- 
ing is  remedial  in  the  sense  that  it  increases  the  odds  of  success  and 
productivity  among  those  less  likely  to  succeed  without  a  postdoctor- 
al award  and  (2)  the  distinction  between  applied  and  basic  biochemis- 
try is  important  as  patterns  of  postdoctoral  achievement.  The  general 
conclusion  is  that  investment  in  postdoctorals  are  profitable  both  for 
the  recipient  and  for  the  science.  See  also  PIC  ID  Nos.  0891.1-0891.4. 

DESCRIPTORS:  Biomedical  Research,  Scientific  Manpower 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0891  PROJECT  NO:  NIH  74-5 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  80-209638 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-4-2175 

COST    (In  Thousands):  FY  74-$  140,  FY  75-$  175,  FY  76-$  140,  FY 
77-$62 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  June  '74  through  March  '79 


2302 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health 
Office  of  the  Director 

PROJECT  TITLE:  Impact  of  Federal  Policies  on  Bioscience 
Research 

REPORT  TITLE:  Postdoctoral  Training  in  Bioscience:  Allocation 
and  Outcomes 

PERFORMER:  Cornell  University,  Research  Program  on  Social 

Analysis  of  Science  Systems,  Ithaca  NY  14850 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Activity-Program  Direction 
and  Management 

ABSTRACT:  The  careers  of  557  biochemists  were  studied  in  order  to 
answer  the  following  questions:  Who  gets  postdoctoral  training  and 
why?  How  does  such  training  affect  subsequent  employment  oppor- 
tunities? Does  postdoctoral  training  increase  later  research  produc- 
tivity? Results  show  that  predoctoral  research  productivity  has  no 
effect  on  who  gets  postdoctoral  training  or  where  one  gets  it.  Getting 
postdoctoral  training  does  not  seem  to  affect  one's  chances  of  getting 
a  prestigious  job,  but  where  the  training  occurred  has  a  major  impact 
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on  the  prestige  of  subsequent  jobs.  In  contrast,  having  had  postdoc- 
toral training  seems  to  result  in  substantial  increases  in  later  citation 
rates.  The  modest  effect  of  postdoctoral  training  on  publication  rates 
disappears  when  employment  sector  is  held  constant.  This  paper  was 
published  in  the  March  1982  "Social  Forces"  (Volume  63:3,  pp.  701- 
702).  See  also  PIC  ID  Nos.  0891  and  0891.2-0891.4. 
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ABSTRACT:  The  Patient  Classification  System  in  the  National  Insti- 
tutes of  Health  (NIH)  Clinical  Center  (CC)  required  critical  examina- 
tion toward  the  goal  of  modifying  or  replacing  it.  This  examination 
represented  the  beginning  phase  of  a  three-phase  process  intended  to 
review  nursing  productivity  in  the  Clinical  Center.  In  the  first  phase, 
the  objective  was  to  develop  a  plan  to  evaluate  the  patient  classifica- 
tion model  and  its  appropriateness  and  application  in  the  CC.  (The 
relationship  of  patient  classification  to  nurse  staffing,  workload,  and 
productivity  is  well  established  and  supported  by  extensive  litera- 
ture.) In  the  first  phase,  consultation  from  three  experts  in  the  field 
was  sought  to  determine  if  changes  in  the  CC  Patient  Classification 
System  would  make  it  more  effective.  This  report  on  Phase  I  includes 
recommendations  for  the  proposed  study  of  nursing  productivity  in 
the  CC.  See  also  PIC  ID  No.  2663.1.  (Final  report  13  pages.) 
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ABSTRACT:  This  survey  was  designed  to  obtain  short-term  estimates 
of  doctorate  production  directly  from  the  heads  of  the  science  depart- 
ments involved.  Respondents  were  asked  to  indicate  the  number  of 
doctorate  degrees  their  department  had  awarded  during  the  1975-76 
academic  year  and  to  estimate  the  number  it  expected  to  award  in 
1977-78  and  in  1979-80.  According  to  the  aggregated  responses  of 
department  heads,  doctorate  production  in  the  biosciences  was  es- 
timated to  increase  59%  over  the  rest  of  the  decade,  from  a  level  of 
approximately  3,400  in  1975-76  to  5,000  in  1977-78  and  5,400  in  1979- 
80.  This  sharp  rise  in  doctorate  production  was  anticipated  at  both 
public  and  private  institutions,  with  the  largest  numerical  gain  in- 
dicated for  public  institutions,  which  accounted  for  nearly  three- 
fourths  of  all  bioscience  doctorates  awarded  at  the  time  of  the  study. 
Almost  one-fourth  of  the  bioscience  doctorates  in  1975-76  was 
awarded  by  the  "Top  20"  institutions  (those  receiving  the  highest 
level  of  NIH  research  support);  the  "Bottom  20"  awarded  less  than 
5%  of  all  1975-76  bioscience  doctorates.  Fields  that  accounted  for  the 
greatest  number  of  1975-76  doctorates  were  biology  and  biochemis- 
try (each  of  which  awarded  approximately  15%  of  the  total)  and 
microbiology  (which  awarded  11%).  See  also  PIC  ID  Nos.  1149.1 
and  1149.2.  (Final  report  24  pages.) 
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ABSTRACT:  The  Assistant  Secretary  for  Health  requested  that  NIH 
assess  future  needs  for  nutrition  resources  and  activities.  Using  a 
conference  mechanism,  and  some  previous  contractor  support,  the 
NIH  Nutrition  Coordinating  Committee  (NCC)  prepared  a  report  on 
the  NIH  FY  1977  program  in  biomedical  and  behavioral  nutrition 
research  and  training.  The  report  is  presented  in  three  parts.  Part  1 
describes  the  NIH  Nutrition  Coordinating  Committee:  locus  and 
modus  operandi,  members,  liaison,  meetings,  subcommittees,  the  nu- 
trition policy  statement  of  the  NIH,  and  the  committee's  mandate. 
Part  2  describes  the  various  components  of  the  program  itself  Part 
3  consists  of  three  appendices:  nutrition  expenditures  per  institute  for 
FY  1977;  mission  statements  of  the  institutes  in  nutrition;  and  the  NIH 
legislative  authority  for  nutrition.  Partly  as  a  result  of  this  effort,  the 
NCC  staff  was  expanded  to  enable  the  office  to  receive,  analyze,  and 
coordinate  all  aspects  of  nutrition  research  that  was  requested  by  the 
department  and  the  Congress,  and  to  represent  NIH  in  numerous 
activities  involving  nutrition  at  various  federal  and  nonfederal  agen- 
cies. (Final  report  95  pages.) 
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ABSTRACT:  A  program  evaluation  information  system  was  deve- 
loped with  data  from  the  grant  applicant  and  trainee  fellow  files. 
These  files  enable  a  user  to  obtain  data  pertinent  to  evaluation  studies 
about  NIH  and  ADAMHA  applicants  and  awardees  such  as  their 
previous  training  support,  type  of  degree,  applications  submitted, 
priority  scores,  education,  and  research  fields.  The  records  have  been 
linked  by  an  algorithm  incorporating  several  items  of  information 


about  the  individual.  Users  with  minimal  computer  experience  can 
query  the  files  to  produce  their  own  files  and  reports  of  relevant  data. 
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ABSTRACT:  This  short-term  assessment  of  the  Epidemiology  Train- 
ing Program  (ETP)  consisted  of  collecting  and  analyzing  the  follow- 
ing information:  (1)  demographics,  publications,  and  grant  history 
information  on  all  graduates  and  all  current  fellows  in  the  ETP;  (2) 
alternative  training  programs,  job  opportunities,  career  choices,  and 
overall  assessment  of  the  program  by  ETP  graduates;  (3)  demograph- 
ics, grant  histories,  and  current  positions  for  possible  comparison 
groups  comprised  of  trainees  and  fellows  who  received  training  in 
epidemiology  through  the  NRSA  program;  and  (4)  some  limited  data 
on  graduates  of  the  Epidemic  Intelligence  Service  (EIS)  Program  of 
the  Centers  for  Disease  Control.  The  basic  format  of  the  ETP  seems 
to  be  meeting  the  needs  of  the  trainees;  the  participating  BIDs  and 
other  PHS  agencies  are  responding  by  hiring  the  graduates.  Since  its 
inception  in  1980,  there  have  been  34  graduates  of  the  ETP.  At  the 
time  of  the  study,  29  graduates  were  employed  in  epidemiology,  a 
substantially  higher  rate  than  the  NRSA  program  or  the  EIS  pro- 
gram, and  25  ETP  graduates  were  working  for  the  federal  govern- 
ment (nine  at  NIH).  These  data  represent  an  exemplary  degree  of 
success  with  respect  to  the  goals  of  the  ETP.  However,  no  graduate 
has  been  in  a  position  longer  than  three  years.  The  results  of  this 
assessment  led  to  the  decision  that  each  BID  would  meet  its  needs  for 
epidemiologists  using  a  variety  of  other  mechanisms  and  that  NIH 
would  phase  out  participation  in  the  central  ETP. 
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ABSTRACT:  The  radioepidemiologic  tables  presented  in  this  report 
show  the  probability  that  certain  cancers  resulted  from  prior  expo- 
sure to  known  doses  of  ionizing  radiation.  The  report  (1)  outlines  the 
congressional  action  that  mandated  the  tables'  preparation;  (2)  briefly 
describes  what  is  known  about  human  cancer;  (3)  describes  relations 
between  radiation  and  cancer,  including  a  listing  of  those  cancers  that 
may  be  caused  by  radiation  and  for  which  adequate  data  are  available 
to  calculate  probability  of  causation  (PC)  and  those  cancers  for  which 
an  association  with  cancer  is  not  proven;  (4)  describes  concepts  in- 
volved in  calculating  the  probability  that  any  given  amount  of  radia- 
tion was  the  cause  of  any  particular  cancer;  (5)  lists  data  sources  and 
assumptions  required  for  calculations  of  PC  values  and  justifies  these 
choices;  (6)  describes  how  the  calculations  were  performed;  (7)  iden- 
tifies and  assesses  the  various  sources  of  uncertainty  and  combines 
these  uncertainties  into  single  measures  for  individual  cancers;  (8) 
discusses  how  the  PC  estimates  might  be  updated;  (9)  describes  how 
to  calculate  the  PC  for  any  radiation  dose  and  any  cancer  using  only 
a  few  tables;  and  (10)  discusses  each  cancer  for  which  a  PC  can  be 
calculated  and  presents  specific  examples  of  calculations  as  well  as 
the  tables  containing  the  constants  needed  for  calculations.  Appendix 
I  presents  the  PC  tables  for  individual  cancer  for  doses  of  1,  10,  and 
100  rads.  See  also  PIC  ID  No.  2385.  (Final  report  355  pages.) 
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ABSTRACT:  Between  1962  and  1964,  250  scientists  were  granted  re- 
search career  awards  (RCAs).  The  awards  committed  NIH  to  pro- 
vide salary  support  to  the  scientist  awardees  until  their  retirement. 
This  report,  prepared  for  the  Office  of  Extramural  Research  and 
Training,  NIH,  with  additional  support  from  the  Office  of  Program 
Planning  and  Evaluation,  NIH,  reviews  the  historical  context  within 
which  the  RCA  program  was  initiated,  discusses  the  program's  stated 
goals  and  guidelines,  describes  program  attrition  and  presents  an 
evaluation  of  the  research  productivity  of  the  program  awardees  in 
comparison  with  other  NIH  grant  recipients  of  that  era.  The  central 
hypothesis  tested  in  the  study  is  that  there  is  no  difference  in  the 
research  performance  of  RCA  awardees  following  receipt  of  the 
grant  and  the  performance  of  other  scientists  of  similar  age  and  ex- 
perience. As  of  1984,  nine  institutes  were  continuing  to  support  65  of 
the  original  250  recipients  of  a  Research  Career  Award.  (Final  report 
58  pages  plus  appendix.) 
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ABSTRACT:  A  study  of  the  impact  of  National  Institutes  of  Health 
(NIH)  training  programs  on  the  career  patterns  of  bioscientists  is 
reported.  The  study  involved  the  assembling  of  relevant  career  data 
about  individual  NIH  trainees  and  fellows  and  the  analysis  of  these 
data  to  determine  outcomes  of  training.  It  was  found  that  about 
94,000  people  were  supported  under  these  research  and  training  pro- 
grams between  1938  and  1972.  Approximately  half  of  all  trainees  and 
fellows  began  their  training  in  the  basic  biomedical  sciences.  The 
NIH  training  and  fellowship  programs  have  generally  been  directed 
toward  the  training  of  researchers,  and  these  training  programs  have 
provided  support  to  pre-M.D.  and  post-M.D.  trainees  as  well  as 
pre-Ph.D.  and  post-Ph.D.  trainees.  Pre-Ph.D.  trainees  supported  by 
NIH  in  the  biosciences  were  more  likely  to  attain  their  Ph.D.  and 
more  likely  to  do  so  in  less  time  than  those  without  NIH  support.  It 
was  concluded  that  federal  funds  for  traineeships  and  fellowships 
have  had  a  highly  significant  positive  influence  on  the  number  of 
graduate  students  in  relation  to  the  number  of  baccalaureates.  The 
proportion  of  total  graduate  enrollment  in  the  biosciences  and  physi- 
cal sciences  tends  to  follow  the  pattern  set  by  federal  funds  for  train- 
ing grants  and  fellowships.  (Final  report  177  pages.) 
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ABSTRACT:  The  purpose  of  the  study  was  to  establish  the  criteria 
(standards)  to  be  met  for  determining  the  need  to  change,  in  any 
substantial  manner,  the  organizational  structure  of  the  NIH.  The 
study  included  (1)  an  analysis  of  the  agency's  organizational  evolu- 
tion, the  factors  contributing  to  past  organizational  changes,  and  the 
rationale  underlying  the  existing  organizational  structure;  (2)  an  anal- 
ysis of  approaches  to  major  areas  of  research  which  cut  across  organi- 
zational lines,  basis  for  the  approaches  used,  alternative  approaches 
for  consideration,  rationale,  and  implication  within  the  NIH  struc- 
ture; and  (3)  rationale  and  criteria  to  guide  further  change  in  the 
implications  that  such  proposed  criteria  would  have  on  the  existing 
organizational  structure.  (Final  report  93  pages.) 
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ABSTRACT:  The  purpose  of  this  report  was  to  examine  the  relation- 
ship between  NIH  funding  and  publication  rates  in  biomedical 
science  for  the  years  1962-1977.  In  addition,  funding  and  publication 
in  areas  of  science  related  to  funding  by  NCI  and  NHLBI  are  consid- 
ered. The  major  conclusion  is  that  "the  number  of  research  publica- 
tions in  a  field  is  quite  sensitive  to  the  funding  of  the  field."  The  report 
summarizes  the  approach  to  publication  analysis  in  detail  and  then 
examines  graphically  the  relationship  between  funding  and  publica- 
tions for  total  NIH,  specific  institutes  (NHLBI  and  NCI  in  particular, 
but  data  for  all  institutes  are  presented),  different  scientific  levels  of 
publication,  and  particular  research  settings.  The  data  are  clearest  at 
the  most  aggregated  level,  but  are  consistent  at  all  levels.  See  also  PIC 
ID  Nos.  0562-0562.7,  0562.9,  and  0562.A-0562.H.  (Final  report  50 
pages  plus  appendices.) 
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ABSTRACT:  Support  source  acknowledgments  and  citation  counts 
were  obtained  from  a  small  set  of  journal  publications  in  the  area  of 
pediatric  pulmonary  diseases.  From  a  list  of  290  journal  publications 
previously  identified  by  NIH  as  important  contributions  in  the  area 
of  pediatric  pulmonary  diseases.  Computer  Horizons  staff  members 
examined  each  target  publication  for  support  source  acknowledg- 
ments. The  citation  counts  from  1961  through  1981  for  each  target 
publication  were  obtained  from  the  Science  Citation  Index.  The  re- 
port presents  the  publication  and  citation  data  for  this  publicaton  set 
by  selected  subject  areas:  neonatal  lung  disorders  of  regulation  of 
breathing  and  chronic  obstructive  lung  disorders.  See  also  PIC  ID 
Nos.  0562-0562.5,  0562.7-0562.9,  and  0562.A-0562.H.  (Final  report  14 
pages  plus  appendices.) 

DESCRIPTORS:  Biomedical  Research,  Program  Coordination,  Re- 
search and  Evaluation  Methods  Feature,  Bibliometrics 
STUDY  TYPE:  Program  Impact;  Research  and  Data  Development 

PIC  ID  NO:  0562.6  PROJECT  NO:  NIH  73-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-OD-1-2109 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  August  '73  through  October  '82 


2314 

AGENCY  SPONSOR:  Public  Health  Service 

National  Institutes  of  Health  ^ 
Office  of  the  Director 

PROJECT  TITLE:  Stability  of  Selected  Biomedical  Research 
Domains  among  Institutes  over  Time 

REPORT  TITLE:  Stability  of  Selected  Biomedical  Research  Domains 
over  Time 

PERFORMER:  Office  of  the  Director,  Bethesda  MD  20892 
PROJECT  OFFICER:  Lowe,  Dr.  Charles;  Rm  2A20,  Bldg  31; 

301-496-2500 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Office  of  the  Director; 
PHS-NIH-Biomedical  Research-Activity-Research  Grants 
and  Contracts 

ABSTRACT:  For  this  study,  single-link  cluster  analysis  was  applied  to 
the  CRISP  database  of  new  and  competing  renewal  ROl  (type  1  and 
2)  National  Institutes  of  Health  (NIH)  grants  for  each  year  between 
1972  and  1984.  The  grant  clusters,  representing  individual  research 


specialty  areas  from  the  full  range  of  biomedical  science,  were  statisti- 
cally aggregated  into  19  broader  areas.  A  weighting  scheme  was 
applied  both  at  the  level  of  the  individual  specialty  cluster  and  at  the 
broader  level  to  allow  grants  and  their  dollar  awards  to  be  split 
between  two  or  more  cognitive  areas.  An  appended  article  ("The 
Cognitive  Structure  of  Research  Supported  by  NIH:  An  Analysis 
Based  on  Research  Grant  Awards  in  1983")  discusses  the  substantive 
details  and  methodology  of  the  study's  results.  The  study  also  devised 
a  method  to  quantitatively  trace  the  yearly  clusters  through  time  and 
demonstrated  a  method  to  quantitatively  link  grant  term  clusters  to 
clusters  based  on  article  co-citations.  (Final  report  12  pages;  append- 
ed article  33  pages.) 
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ABSTRACT:  This  study  evaluated  the  structure  and  interrelations  of 
biomedical  journal  literature  as  used  in  preparation  for  studies  of 
biomedical  research  activity.  Using  newly  developed  methods  of 
bibliographic  citation  analysis,  approximately  900  biomedical  jour- 
nals were  classified  by  approximately  50  fields  and  by  four  research 
levels.  The  research-level  scale  indicated  research  orientation  rang- 
ing from  clinical  observation  to  basic  research.  Measures  of  influence 
were  then  obtained  for  individual  journals,  for  biomedical  fields,  and 
for  research  levels.  The  findings  indicated  that  the  fields  of  biochem- 
istry and  physiology  had  the  highest  citation  influence.  The  report 
presents  a  hierarchial  influence  diagram  to  display  the  influence  of  42 
fields  within  biomedicine  as  well  as  hierarchial  influence  diagrams  for 
several  individual  fields  showing  the  influence  structure  and  citation 
relationships  among  their  component  journals.  The  combination  of  a 
subject,  a  level,  and  an  influence  measure  provided  a  unified  frame- 
work for  planning  research  activity  analysis.  This  paper  was  pub- 
lished in  part  in  the  "Journal  of  the  American  Society  for  Information 
Sciences"  (Volume  27,  No.  1,  January  1976,  pp.  25-45).  See  also  PIC 
ID  Nos.  0562,  0562.2-0562.9,  and  0562.A-0562.H.  (Final  report  103 
pages.) 
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ABSTRACT:  This  project  (1)  estimated  direct  health  costs  and  indirect 
and  total  economic  costs  by  disease  category  for  1975,  1930,  and  1900 
using  the  Rice-Cooper  methodology;  (2)  analyzed  changes  in  histori- 
cal costs;  (3)  estimated  historical  costs  of  gaining  new  health  knowl- 
edge and  their  relationship  to  improved  health;  (4)  considered  other 
cost-measuring  methodologies;  (5)  projected  the  development  of 
costs  of  disease  to  the  end  of  the  century;  (6)  considered  the  policy 
implications  of  the  historical  record  and  the  projections;  and  (7) 
developed  a  bibliography.  Three  of  the  reports  available  from  PIC 
are  also  available  from  NTIS:  "Costs  of  Illness  and  Disease  Fiscal 
Year  1975"  (PB  280-298);  "Costs  of  Illness  and  Disease  Fiscal  Year 
1930"  (PB  280-299);  and  "Costs  of  Illness  and  Disease,  1900"  (PB 
280-300).  The  three  volumes  are  also  available  as  a  set  under  NTIS 
No.  PB  280-297/SET.  Also  available  from  PIC  are  "Cost  of  Disease 
and  Illness  in  the  United  States  in  the  Year  2CXX)"  (the  September- 
October  1978  supplement  issue  of  "Public  Health  Reports");  "Study 
of  Trends  in  the  Economic  Cost  of  Disease"  (which  contains  1 1 
reports,  including  the  FY  1975  and  FY  1930  reports  mentioned 
above);  and  a  book,  "Biomedical  Research;  Costs  and  Benefits." 
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ABSTRACT:  The  need  for  developing  objective  methods  for  the  as- 
sessment of  research  and  training  support  programs  has  been  recog- 
nized in  prior  years.  This  report  presents  a  new  and  extended  set  of 
citation  influence  weights  for  approximately  3,100  journals  covered 
by  the  "Science  Citation  Index"  in  1982.  These  influence  weights  are 
an  extension  and  update  of  the  1973  influence  weights  presented  in 
the  Computer  Horizons,  Inc.,  task  report  "Subject  Classification  and 
Influence  Weights  for  2,300  Journals"  and  in  the  Computer  Horizons, 
Inc.,  research  monograph  "Evaluative  Bibliometrics."  Citation  influ- 
ence weights  are  a  measure  of  the  overall  scientific  contribution  of 
the  papers  in  each  scientific  journal.  Ascribing  an  influence  weight 
to  a  journal  provides  a  useful  estimate  of  influence  per  paper  in  the 
journal.  These  estimates  can  substitute  for  direct  citation  counting  in 
dealing  with  large  aggregates  of  recent  publications.  The  influence 
weights  also  provide  statistically  sound  estimates  of  the  ultimate  cita- 
tion influence  of  large  sets  of  papers.  See  also  PIC  ID  Nos.  0562- 
0562.9,  0562.A-0562.D,  and  0562.F-0562.H.  (Final  report  101  pages.) 
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ABSTRACT:  The  BID  journal  set  is  a  set  of  approximately  275  journals 
covered  in  the  "Science  Citation  Index"  (SCI),  selected  in  1973,  to 
represent  the  majority  of  NIH-supported  biomedical  research  papers 
in  a  limited  number  of  journals.  The  BID  journal  subset  was  found 
to  contain  81.1%  of  the  acknowledged  NIH-supported  papers  in  all 
SCI-covered  endocrinology  journals  for  1975  and  82.2%  for  1980. 
For  immunology,  the  BID  subset  contained  65.9%  of  these  papers  in 
1975  and  58.5%  in  1980.  Two  non-BID  SCI-covered  journals  togeth- 
er accounted  for  more  than  half  of  the  NIH-supported  immunology 
papers  not  contained  in  the  BIF  subset.  This  represented  about  20% 
of  the  total  NIH-supported  immunology  papers  for  1975  and  1980. 
See  also  PIC  ID  Nos.  0562-0562.9,  0562.A,  and  0562.C-0562.H. 
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ABSTRACT:  This  biomedical  employment  market  survey  measured 
the  direction  and  magnitude  of  the  balance  between  jobs  opening  in 
a  specified  period  and  trainees  completing  training  programs  becom- 
ing available  to  fill  jobs  in  the  period,  with  consideration  given  to  the 
degree,  postdoctoral  training,  and  work  experience  required  in  the 
position  and  field  of  specialization.  The  analysis  suggests  a  shortage 
of  research  manpower,  meaning  that  no  one  who  completed  a  bi- 
omedical research  training  program  encountered  any  difficulty  in 
obtaining  a  position  in  his  or  her  field.  A  shortage  is  suggested  by 
several  lines  of  analysis.  The  most  pervasive  shortage  appears  to  be 
of  holders  of  health  professional  doctorates,  especially  M.D.'s,  who 
complete  postdoctoral  training  in  research.  No  support  was  found  for 
the  view  that  postdoctorates  have  acted  as  "holding-stations"  for 
bioscientists  unsuccessful  in  the  job  market.  In  addition  to  the  final 
report,  the  following  reports  are  also  available  from  PIC:  "Prelimi- 
nary Findings"  and  "Methodology  of  the  Study." 
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ABSTRACT:  A  survey  of  the  status  of  and  need  for  construction  reno- 
vation of  biomedical  research  facilities  was  proposed  by  the  National 
Institutes  of  Health  (NIH).  Draft  survey  instruments  intended  for 
universities  and  independent  hospitals  and  research  institutes  v/ere 
developed.  Abt  Associates  completed  the  design  of  the  instruments 
and  conducted  appropriate  pretest  studies  at  nine  academic  and  nine 
independent  research  hospitals  or  laboratories  under  Contract  No. 
NOl-OD-5-2100.  In  addition  to  describing  the  age  and  condition  of 
all  relevant  research  space,  respondents  were  to  report  on  construc- 
tion completed  during  the  past  five  years  and  planned  for  the  next  five 
years.  Other  urgent  research  facilities  needs  were  also  to  be  de- 
scribed. The  information  obtained  from  the  survey  would  have  re- 
sponded to  requests  from  both  the  House  and  Senate  appropriations 
committees  that  wanted  reports  from  NIH  on  facilities  needs.  Subse- 
quent congressional  action  has  assigned  to  the  National  Science 
Foundation  (NSF)  responsibility  for  biennial  reports  on  academic 
research  facilities.  The  Office  of  Management  and  Budget  has  disap- 
proved the  conduct  of  the  more  comprehensive  NIH  proposal 
(which  included  nonacademic  research  facilities  and  separate  cover- 
age of  medical  colleges).  NIH  is  now  participating  with  NSF  in 
developing  plans  for  the  conduct  of  a  study  to  be  reported  in  1988 
and  biennially  thereafter. 

DESCRIPTORS:  Biomedical  Research,  Research  and  Evaluation  Plan- 
ning and  Administration,  Facilities 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2534  PROJECT  NO:  NIH  85-31 1 
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PROJECT  TITLE:  U.S.  Foundation  Activities  in  Health  R&D 

REPORT  TITLE:  Survey  of  Foundations  Involved  in  U.S.  Health 
R&D 

PERFORMER:  Cooper  and  Company,  112  Hoyt  Street,  Stamford 

CT  06905 
PROJECT  OFFICER:  Gee,  Helen  H. 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research  (Entire  Program  Area) 

ABSTRACT:  This  study  was  based  on  a  questionnaire  that  was  mailed 
to  200  private  foundations  in  the  U.S.  The  study  focused  on  these 
foundations'  support  for  health  R&D  activities  and  provided  previ- 
ously unavailable  data  on  estimated  total  dollar  support  for  health 
R&D  by  all  foundations  for  1974  ($79  million);  changes  in  such  sup- 
port reported  by  the  sampled  foundations  between  1972  and  1976; 
distribution  of  the  1974  support  dollars  by  different  beneficiaries  of 
performers  (universities  and  colleges,  medical  schools,  domestic  pri- 
vate nonprofit  organizations,  foreign  recipients,  and  all  other 
beneficiaries);  and  the  granting  decision-making  process  of  sampled 
foundations.  The  study  also  assessed  estimating  procedures  utilized 
by  the  Division  of  Resources  Analysis  of  the  NIH  to  develop  annual 
levels  of  health  R&D  support  by  the  country's  private  foundations. 
Recommendations  for  changes  are  included  in  the  report.  (Final  re- 
port 219  pages.) - 

DESCRIPTORS:  Biomedical  Research,  Charity,  Survey  or  Question- 
naire Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1235  PROJECT  NO:  NIH  76-4 
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Available  from  PIC, 
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ABSTRACT:  In  1985  the  Nursing  Department  of  the  National  Insti- 
tutes of  Health  (NIH)  Clinical  Center  began  a  three-phase  nursing 
productivity  project.  Phase  I  evaluated  the  existing  patient  classifica- 
tion system,  concluding  that  the  system  proved  inadequate  for  cur- 
rent and  future  requirements,  as  well  as  for  determining  nursing  care 
requirements  and  the  manpower  to  meet  them.  Recommendations 


included  the  testing  of  potential  systems,  the  development  of  quantifi- 
cation methods  for  hours  of  care  standards,  and  that  systems  monitor 
the  reliability  of  the  selected  system.  These  recommendations  formed 
the  basis  for  Phase  II  of  this  project.  In  this  phase,  three  classification 
systems  were  tested  in  13  inpatient  units:  (1)  the  Saskatchewan  sys- 
tem; (2)  the  San  Joaquin  system;  and  (3)  the  Allocation,  Resource 
Identification  and  Costing  (ARIC)  system.  Four  systems  were  tested 
in  four  outpatient  clinics  including  the  above  three,  with  the  addition 
of  the  Verran  system.  Following  the  selection  of  the  ARIC  system, 
the  subsequent  recommendations  from  Phase  I  were  implemented. 
The  system  produces  daily,  monthly,  and  annual  reports  useful  to  the 
operation  of  the  Department  of  Nursing.  The  Phase  II  findings  will 
aid  in  Phase  III  of  the  project  to  monitor  and  affect  nursing  produc- 
tivity at  the  Clinical  Center.  See  also  PIC  ID  No.  2663.  (Final  report 
108  pages  with  appendices.) 

DESCRIPTORS:  Biomedical  Research,  Health  Care  Techniques,  Pro- 
ductivity, Management  Information  and  Reporting,  Nursing  Man- 
power 

STUDY  TYPE:  Program  Management  or  Efficiency;Research  and 
Data  Development 

PIC  ID  NO:  2663.1  PROJECT  NO:  NIH/CC  87-306 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  88-236005/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  NOl-CL-72101 
COST    (In  Thousands):  FY  87-$0 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
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ABSTRACT:  The  survey  answers  the  question  of  how  many  new 
Ph.D.  (and  equivalent)  degrees  are  awarded  by  the  U.S.  universities 
each  academic  year,  by  field  of  degree,  demographic  characteristics, 
educational  history,  graduate  study  support  history,  terminal  year 
status  (student,  employed,  etc.),  and  post-degree  plans.  The  data  were 
collected  through  a  questionnaire  administered  by  the  university  of 
degree  and  completed  by  the  individual  who  receives  the  degree.  The 
survey  was  conducted  by  the  Commission  of  Human  Resources  of 
National  Research  Council  under  contract  with  the  National  Science 
Foundation,  with  partial  support  from  NIH,  OE,  and  NEH.  The 
contract  also  supported  maintenance  of  the  doctorate  record  file  and 
inter-year  comparable  magnetic  tape  file  that  goes  back  to  1958 
(when  the  survey  of  earned  doctorates  was  initiated)  and  back  to  1920 
for  a  very  limited  number  of  items  of  data.  The  annual  summary 
reports  series  prepared  by  the  National  Science  Foundation  began  in 
1967.  Earlier  trend  data  appear  in  "Doctorate  Recipients  from  United 
States  Universities,  1958-1966"  (NAS  Publication  No.  1489).  Evalua- 
tion set-aside  fund  support  for  this  project  ended  in  FY  1977. 
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ABSTRACT:  Adult  day  care  centers  designed  to  meet  health  mainte- 
nance and  social  needs,  and  in  some  cases  rehabilitative  therapy 
needs,  were  studied.  Sites  were  selected  to  be  as  representative  as 
possible  of  the  known  universe,  including  examples  of  each  type  of 
organizational  structure.  Findings  showed  that  some  of  the  centers 
served  patients  with  health  care  characteristics  as  varied  as  those 
exhibited  by  nursing  home  patients.  They  also  suggest  that  adult  day 
care,  when  properly  designed,  may  be  a  viable  alternative  to  24-hour 
inpatient  care.  From  the  spectrum  of  centers  studied,  two  distinct 
models  emerged,  differentiated  largely  by  the  services  provided, 
staffing  patterns,  participant  characteristics,  and  operating  costs. 
Model  I  is  characterized  by  its  relatively  heavy  emphasis  on  health 
services.  Model  II  emphasizes  daytime  supervision  for  participants 
who  are  generally  less  impaired  than  Model  I  participants.  The  pro- 
grams studied  have  developed  a  close  match  between  staff  health  care 
capability  and  the  needs  of  participants. 

DESCRIPTORS:  Home  Health  Care,  Long  Term  Care,  Demonstration 
Projects,  Adult  Day  Care 
STUDY  TYPE:  Case  Studies 


2325 

AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
National  Center  for  Health  Services  Research 

PROJECT  TITLE:  Evaluation  of  CHP/RMP/EHSDS  Planning  and 
Evaluation  Methodologies 

REPORT  TITLE:  Analytic  Report  for  Inventory  and  Assessment  of 

Health  Agency  Planning  and  Evaluation  Studies:  Report  E 
PERFORMER:  The  Orkand  Corporation,  8484  Georgia  Avenue, 

Silver  Spring  MD  20910 
PROJECT  OFFICER:  Anderson,  Arne;  Rm  2306,  OAKM  Bldg; 

301-597-1822 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Planning  and  Resource  Development 

(Entire  Program  Area); 

PHS-HRSA-Regional  Medical  Programs  (TERMINATED) 

ABSTRACT:  Analytic  processes  surrounding  the  initiation,  perfor- 
mance, and  impact/acceptance  of  51  studies  performed  at  18  selected 
health  planning  agencies  are  described  in  one  end-product  of  this 
project  undertaken  to  assess  health  agency  planning  and  evaluation 
studies.  The  analysis  of  studies  performed  by  comprehensive  health 
planning  (a)  and  (b)  agencies,  regional  medical  programs,  and  experi- 
mental health  service  delivery  system  agencies  is  intended  to  benefit 
planners  working  in  the  health  systems  agencies  created  by  P.L. 
93-641.  The  report  presents  descriptive  and  interpretative  informa- 
tion on  health  planning  variables  of  interest,  broken  down  by  study 
area  and  by  type  of  health  planning  agency.  Key  relationships  in  the 
health  planning  process  are  examined.  See  also  PIC  ID  Nos.  0472, 
0472.2,  and  0472.3.  (Final  report  129  pages.) 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Allied  Health 

ABSTRACT:  By  the  early  1970s  there  were  approximately  200  pro- 
grams training  some  kind  of  mid-level  medical  worker  to  extend  the 
physician's  capacity.  There  was  also  an  abundance  of  useful  descrip- 
tive information  concerning  these  programs  and  their  trainees  and 
graduates  but  no  conclusive  evidence  that  these  new  medical  workers 
had  any  effect  on  the  health  care  delivery  system.  This  study  exam- 
ined the  impact  of  physician  assistants  trained  at  the  Utah  MEDEX 
program  on  the  delivery  of  health  care  in  the  settings  in  which  they 
were  employed.  Specific  objectives  of  the  contract  were  to  measure 
the  effect  of  MEDEX  on  (1)  costs  of  health  care;  (2)  quality  of  care; 
(3)  access  to  care;  and  (4)  productivity  of  the  health  service  units 
employing  MEDEX.  Data  were  obtained  and  analyzed  on  three 
levels:  (1)  follow-up  data  on  MEDEX  graduates  from  the  first  and 
second  year  classes;  (2)  data  on  MEDEX  trainees  in  third  and  fourth 
year  classes;  and  (3)  data  on  all  MEDEX  trainees  and  graduates. 
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ABSTRACT:  Financing  long-term  care  for  the  elderly  is  one  of  the 
most  challenging  health  care  problems  facing  the  nation.  The  dramat- 
ic increase  in  health  expenditures  for  long-term  care  is  straining  pub- 
lic budgets  and  the  specter  of  a  rapidly  aging  population  suggests  that 
the  problem  will  become  worse.  The  paper  examines  the  potential  for 
relieving  this  dilemma  through  privately  financed  long-term  care 
insurance.  A  prototype  policy  is  formulated  and  cost  estimates  are 
presented  as  a  basis  for  suggesting  the  factors  that  could  serve  to 
overcome  resistance  to  such  a  market.  Barriers  associated  with  insur- 
ance regulation  and  Medicaid  are  assessed  and  the  private  capacity 
to  finance  long-term  care  insurance  is  examined.  The  paper  concludes 
that  the  availability  of  private  longterm  care  insurance  may  serve  to 


relieve  some  of  the  pressures  on  the  Medicaid  system  by  providing 
the  elderly  with  an  acceptable  alternative  to  poverty  and  Medicaid 
nursing-home  entry.  Suggestions  for  stimulating  the  growth  of  such 
a  market  are  also  provided. 
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ABSTRACT:  The  purpose  of  this  study  was  to  collect  baseline  data  in 
the  communities  receiving  grants  on  current  services  available  to 
abused  and/or  neglected  children  and  their  families.  The  case  studies 
resulting  from  this  effort  represent  the  experiences  of  10  different 
groups  across  the  country  in  implementing  innovative  service  pro- 
jects and  in  operating  them  during  the  first  three  years  of  federal 
funding.  A  handbook  for  implementing  child  abuse  and  neglect  ser- 
vice programs  was  also  developed  as  part  of  this  effort.  The  hand- 
book provides  background  in  designing  and  implementing  a  new 
service  program  in  the  child  abuse  and  neglect  field. 
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ABSTRACT:  Health  hazard/health  risk  appraisal  (HHA/HRA)  is  a 
technique  in  which  an  individual's  health-related  behaviors  and  cha- 
racteristics are  compared  to  mortality  statistics  and  epdemiologic 
data  to  estimate  that  person's  risk  of  dying  by  a  specified  future  time. 
This  technique  was  widely  adopted  in  the  late  1970s  and  early  1980s. 
The  study  assessed  the  contribution  that  HHA/HRA  has  made  or  can 
make  to  the  health  of  the  American  people.  The  report  concludes 
that,  while  HHA/HRA  is  an  appealing  technique,  it  should  be 
viewed  with  care  and  circumspection.  (Executive  summary  16 
pages.) 
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ABSTRACT:  This  project  developed  an  inventory  and  assessment  of 
health  agency  planning  and  evaluation  studies  and  methodologies  for 
use  by  health  planning  agencies.  A  literature  search  and  an  internal 
documentation  review  were  conducted,  including  a  MEDLARS 
search  as  well  as  extensive  investigation  into  published  sources  focus- 
ing on  planning  and  evaluation  methodologies.  Activities  undertaken 
during  the  evaluation  design  task  effort  included  the  development  of 
definitions  and  criteria  for  several  concepts;  the  identification  of  both 
methodologies  and  sites  for  further  investigation;  the  specifications  of 
components,  subcomponents,  measures,  and  data  elements  that  de- 
scribe the  setting  in  which  health  planning  and  evaluation  studies  are 
conducted;  the  development  of  data  collection  procedures  and  data 
analysis  techniques  including  interview  guidelines  and  data  summary 
formates;  and  the  delineation  of  the  community  funds  fiow  evaluation 
design.  This  report  presents  the  modification  of  the  evluation  design 
that  was  prepared  as  Report  A  of  this  series.  The  executive  summary 


describes  the  major  products  of  this  project.  See  also  PIC  ID  Nos. 
0472.1-0472.3.  (Final  report  151  pages;  executive  summary  25  pages.) 

DESCRIPTORS:  Health  Planning,  Evaluation  by  State  and  Local  Gov- 
ernments, Research  and  Evaluation  Planning  and  Administration, 
Technical  Assistance 

STUDY  TYPE:  Research  and  Data  Development 
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STATUS:  Study  completed. 
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ABSTRACT:  In  May  1974,  the  Office  of  Child  Development  and  So- 
cial Rehabilitation  Services  of  HEW  jointly  funded  1 1  three-year 
child  abuse  and  neglect  service  projects  in  order  to  develop  and  test 
alternative  strategies  for  treating  abusive  and  neglectful  parents  and 
their  children.  The  projects  were  to  provide  guidance  at  the  federal 
and  local  levels  on  developing  coordinated  communitywide  child 
abuse  and  neglect  treatment  centers.  The  study,  which  combined 
both  formative  (or  descriptive)  and  summative  (or  outcome/impact- 
related)  evaluation  concerns,  documented  the  content  of  the  different 
service  interventions  tested  by  these  strategies.  Quantitative  and 
qualitative  data  were  gathered  through  quarterly  site  visits,  special 
topic  site  visits  and  information  systems  maintained  by  the  projects 
on  such  topics  as  (1)  problems  inherent  in  establishing  and  operating 
child  abuse  and  neglect  programs;  (2)  goals  and  how  successful  pro- 
jects were  in  accomplishing  them;  (3)  costs  of  different  child  abuse 
and  neglect  services  and  the  costs  of  different  mixes  of  services;  and 
(4)  elements  and  standards  and  quality  case  management  and  their 
relationship  with  client  outcome.  Work  for  this  study  was  also  per- 
formed Under  Contract  No.  106-74-120.  Volume  I,  the  executive 
summary,  and  Volume  II,  the  final  report,  are  also  available  from 
NTIS  (Nos.  PB  278-438  and  PB  278-439,  respectively).  (Executive 
summary  19  pages;  final  report  131  pages  plus  appendices.) 

DESCRIPTORS:  Demonstration  Projects,  Child  Welfare,  Evaluation 
by  State  and  Local  Governments,  Management  Information  and  Re- 
porting, Survey  or  Questionnaire  Feature,  Abused  and  Neglected 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0763  PROJECT  NO:  NCHSR  76-2 

FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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ABSTRACT:  The  existing  Hospital  Cost  Utilization  Project  (HCUP) 
database  covers  the  years  1970-1977  and  contains  a  national  sample 
of  384  hospitals.  The  national  hospital  sample  was  drawn  from  the 
universe  of  hospitals  subscribing  to  discharge  abstract  services  and  12 
major  abstract  services  that  were  contacted  to  obtain  patient  data. 
The  HCUP  database  was  originally  designed  to  examine  relationships 
among  hospital  types  rather  than  to  develop  national  estimates. 
(HCUP  also  has  a  parallel  database  for  all  Maryland  hospitals  for 
1978-1981.)  To  answer  questions  surrounding  the  effect  of  the  new 
prospective  payment  system  (PPS)  on  PHS  activities,  this  database  is 
being  updated.  FY  1983  was  the  first  year  of  a  multi-phase,  multi-year 
augmentation  of  the  HCUP  database.  NCHSR  will  collect  data  for 
the  HCUP  sample  hospital  for  1980-1987,  which  covers  two  years 
prior  to  PPS,  three  years  of  the  phase-in,  and  two  years  of  full  im- 
plementation of  PPS.  The  new  database  will  parallel  the  content  of 
the  1970-1977  database.  The  sample  will  be  augmented  to  include 
large  hospitals  that  do  not  subscribe  to  abstracting  services  to  include 
more  hospitals  that  report  charges  on  the  patient  abstract  record. 
Another  addition  to  HCUP  is  the  capacity  to  make  national  estimates 
by  weighting  from  the  universe  of  abstracting  hospitals  to  the  uni- 
verse of  all  short-term  general  hospitals  on  various  characteristics 
relevant  to  PHS  programs. 
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ABSTRACT:  This  booklet  discusses  hospital  mergers  and  multi-institu- 
tional systems.  Specifically,  it  offers  a  definite  plan,  or  outline,  for 
successful  mergers.  It  also  provides  those  institutions  already  func- 
tioning as  merged  systems  with  a  basis  for  self-examination  and 
evaluation.  A  short  list  of  suggested  readings  is  provided.  See  also 
PIC  ID  No.  0380.1.  (Final  report  34  pages.) 

DESCRIPTORS:   Feasibility   Study   Feature,   Facilities,  Hospitals, 
Health  Care  Delivery  Systems,  Multiservice  Center,  Services  Inte- 
gration, Planning 
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ABSTRACT:  This  manual  is  based  on  a  review  of  information  on 
shared  services  an,d  is  a  summary  of  the  most  persistent  aspects  re- 
viewed. It  is  intended  for  use  by  those  institutions  with  administrators 
who  are  seriously  interested  in  either  initiating  a  shared  services 
project  or  joining  an  established  one.  Specifically  this  report  covers 
(1)  organization  of  shared  services;  (2)  impact  of  shared  services;  (3) 
development  of  a  shared  service;  (4)  advantages  and  disadvantages  of 
shared  services;  and  (5)  evaluation  of  shared  services.  A  short  bibliog- 
raphy of  suggested  readings  is  also  provided.  See  also  PIC  ID  No. 
0380.  (Final  report  43  pages.) 

DESCRIPTORS:  Cost-Effectiveness  Analysis  Feature,  Economic 
Analysis  Feature,  Program  Coordination,  Facilities,  Hospitals, 
Laboratories,  Literature  Review  Feature,  Health  Care  Delivery  Sys- 
tems, Services  Integration 
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ABSTRACT:  The  National  Center  for  Health  Services  Research 
(NCHSR)  is  the  principal  source  of  support  for  general  research  to 
improve  the  delivery  of  health  ser\'ices  in  the  United  States.  It  under- 
takes and  supports  research,  demonstrations,  and  evaluations  of  prob- 
lems in  the  organization,  delivery,  and  financing  of  health  care 
services.  NCHSR  identified  four  areas  likely  to  be  of  primary  impor- 
tance in  the  1980s  for  which  the  knowledge  base  is  especially  defi- 
cient. These  areas  are  being  emphasized  in  NCHSR's  extramural 
research  program:  (1)  primary  care/health  promotion  and  disease 
prevention;  (2)  technology  assessment;  (3)  the  role  of  market  forces 
in  health  care  delivery;  and  (4)  studies  related  to  the  unique  opera- 
tional and  policy  issues  faced  by  state  and  local  governments.  Other 
major  areas  are  hospital  studies,  cost  and  financing,  medicare  re- 
search, and  the  National  Health  Care  Expenditures  Survey.  PIC 
maintains  copies  of  NCHSR  publications  describing  NCHSR  re- 
search activities,  including  (1)  "Summary  of  Grants  and  Contracts 
Active  on  September  30,  1984";  (2)  "Active  Grants  as  of  February 
1,  1986";  (3)  "Annotated  Bibliography  of  the  National  Health  Care 
Expenditures  Study";  and  (4)  "NCHSR  Publications:  Annotated  Bib- 
liography, 1983-1985."  Additional  information  may  be  obtained  di- 
rectly from  NCHSR.  See  also  PIC  ID  No.  2620.1. 
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ABSTRACT:  The  purpose  of  this  study  was  to  provide  evaluation 
services  for  five  federally  funded  emergency  medical  service  demon- 
stration sites.  The  objectives  of  the  evaluation  were  (1)  to  perform  an 
emergency  medical  services  patient  outcome  evaluation  at  each  site; 
(2)  to  perform  a  cross-site  comparative  analysis  of  system  perfor- 
mance utilizing  the  minimum  data  list  as  a  source  of  input;  (3)  to 
perform  a  cross  analysis  of  the  emergency  medical  services  systems; 
and  (4)  to  perform  an  organizational  and  interorganizational  analysis 
of  each  of  the  five  emergency  medical  services  demonstration  sites. 
The  study  failed  to  produce  any  new  methodology  for  determining 
patient  outcome.  The  most  useful  part  of  this  four-volume  report  is 
the  cost-finding  and  reporting  system  that  can  be  used  as  a  me- 
thodology for  cost  finding  in  emergency  medical  services  systems. 
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ABSTRACT:  This  project  will  use  patient  discharge  abstract  data  and 
various  clinical  oncology  databases  to  examine  certain  effects  of  the 
prospective  payment  system  (PPS)  on  hospitals  conducting  clinical 
cancer  research  under  programs  supported  by  the  National  Cancer 
Institute  of  the  National  Institutes  of  Health. 
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ABSTRACT:  This  study  investigated  the  feasibility  of  integrating  the 
design  of  the  NHIS  with  that  of  the  NMES.  The  focus  of  NMES  was 
to  assess  health  care  obtained  by  the  elderly,  the  poor,  and  the  func- 
tionally disabled.  Normally,  obtaining  adequate  samples  of  these 
groups  is  costly;  however,  the  cost  was  reduced  by  identifying  re- 
spondents from  the  NHIS  sample.  The  NHIS/NMES  linkage  feasi- 
bility study  consisted  of  two  rounds  of  data  collection.  The  two  types 
of  sample  units  used  were  identified  as  households  or  housing  units. 
In  the  first  round  half  of  the  cases  were  randomly  selected  to  be 
contacted  initially  by  telephone  to  arrange  an  in-person  interview. 
The  other  half  were  initially  contacted  in  person  by  the  interviewer. 
All  of  these  cases  were  sent  a  letter  prior  to  the  interviewer's  initial 
contact,  and  all  first-round  interviews  were  conducted  in  person.  In 
the  second  round,  or  foUowup  study,  the  cases  were  contacted  either 
by  telephone  or  in  person.  The  response  rates  for  the  household  and 
housing  unit  samples  were  86%  and  88.4%,  respectively.  The  results 
show  that  mode  of  inital  contact  affected  response  rates:  (1)  response 
rate  for  units  initially  contacted  in  perosn  was  90%;  and  (2)  response 
rate  for  those  units  initially  contacted  by  telephone  was  84.4%.  The 
response  rates  for  cases  interviewed  by  telephone  revealed  no  differ- 
ence compared  with  those  cases  interviewed  in  person;  however,  the 
quality  of  data  collected  by  telephone  was  poorer.  (Final  report  27 
pages.) 
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ABSTRACT:  Private  insurance  has  been  suggested  as  one  way  to  re- 
lieve the  growing  pressure  on  Medicaid  budgets  brought  about  by  the 
long-term  care  needs  of  the  elderly.  This  paper  provides  premium 
estimates  for  prototype  long-term  care  insurance  policies  as  a  basis  for 
evaluating  the  feasibility  of  using  private  insurance.  Alternative 
specifications  of  services  covered,  amount  paid  per  day,  elimination 
period,  length  of  coverage,  issue  age,  administrative  expenses,  risk 
selection,  and  tax  treatments  are  examined.  Issue  age  is  shown  to  be 
an  important  determinant  of  the  annual  premium.  Issue  age  also  in- 
teracts notably  with  the  choice  of  elimination  period  and  risk  selec- 
tion factors.  The  estimates  also  provide  support  for  the  inclusion  of 
home  health  benefits  as  a  substitute  for  nursing-home  care.  The  utili- 
zation estimates  are  based  on  the  1976  National  Nursing  Home  Dis- 
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charge  Survey  adjusted  to  reflect  an  admission  cohort.  The  general 
population  data  are  shown  to  be  useful  in  understanding  the  shape  of 
the  relevant  distributions,  the  general  order  of  magnitude  of  premi- 
ums for  various  types  of  policies  and  assumptions,  and  the  average 
premium  rates  if  the  insured  population  follovi'ed  utilization  patterns 
that  were  prevalent  at  the  time  of  the  study.  They  may  also  be  useful 
in  deriving  initial  rates  for  new  types  of  policies  or  in  setting  initial 
rates  for  an  insurer  with  no  access  to  actual  experience  data. 
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ABSTRACT:  The  National  Center  for  Health  Services  Research  and 
Health  Care  Technology  Assessment  (NCHSR)  is  the  main  source  of 
federal  support  for  general  research  on  problems  related  to  the  qual- 
ity and  dehvery  of  health  services.  "NCHSR  Research  Activities"  is 
a  monthly  publication  aimed  at  increasing  the  dissemination  of  infor- 
mation on  center  research.  It  contains  detailed  abstracts  of  all  reports 
published  by  the  center,  staff  papers,  research  funding  opportunities, 
and  contract  and  grant  awards.  Subject  areas  include  evaluation  pro- 
jects, done  in-house  or  by  contractors  and  grantees;  variations  in 
medical  care  and  patient  outcomes;  market  forces  in  health  care 
delivery;  costs  and  financing  of  health  care;  health  insurance;  primary 
care;  technology  assessment;  long-term  care;  research  methodology; 
hospital  costs  and  use;  assessments  of  technologies  being  considered 
for  coverage  by  public  programs;  and  analyses  of  data  from  the  1987 
National  Medical  Expenditure  Survey.  Special  issues  may  be  pub- 
lished on  specific  subject  areas,  such  as  grant  awards  for  the  fiscal 
year,  short  bibliographies  of  NCHSR-supported  research  on  topics  of 
current  interest,  and  lists  of  reports  and  data  tapes  emanating  from 
NCHSR  research  that  are  available  from  the  National  Technical 
Information  Service.  Placement  on  the  mailing  list  can  be  arranged 
by  contacting  the  project  officer. 
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ABSTRACT:  This  study  investigated  which  methods  are  best  suited  for 
producing  the  most  qualified  physician  extenders  in  the  most  efficient 
and  economical  manner.  Data  were  collected  from  145  projects  from 
HEW  files;  44  programs  covering  six  categories  of  training  were  then 
selected  for  on-site  data  collection:  nurse  practitioner  (NP),  masters, 
pediatric  NP  certificate,  family  NP  certificate,  adult  NP  certificate, 
physicians'  assistants,  and  MEDEX.  Results  showed  that  curriculum 
length  and  course  content  vary  among  projects.  The  programs  range 
from  training  the  most  traditional  physician  support  to  producing  the 
independent  practitioner.  Analysis  indicated  that  program  titles  did 
not  necessarily  reflect  the  underlying  program  goals  and  objectives. 
(Executive  summary  39  pages.) 
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ABSTRACT:  State  governments  play  a  significant  role  in  the  produc- 
tion of  the  nation's  physicians,  financing  nearly  one-quarter  of  all 
undergraduate  medical  education  and  a  substantial  portion  of  gradu- 
ate training  as  well.  States  are  considering  options  that  could  affect 
the  future  supply  and  distribution  of  physicians  and  alter  the  way 
medical  education  is  financed.  This  synthesis  is  designed  to  help  state 
and  local  policymakers  make  better  decisions  within  the  limits  of 
fiscal  constraints  regarding  key  issues  they  now  face:  financing  medi- 
cal education  to  meet  state  needs,  dealing  with  the  alleged  over- 
production of  physicians,  and  helping  to  meet  the  needs  of  under- 
served  areas  and  of  minority  and  low-income  students. 
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ABSTRACT:  The  costs  incurred  by  seven  projects  in  the  Experimental 
Medical  Care  Review  Organization  (EMCRO)  during  FY  1972  and 
FY  1973  are  described.  Each  EMCRO  embarked  upon  review  activi- 
ties in  a  mode  that  best  met  the  requirements  of  its  objectives  and 
organizational  structure.  'Variations  in  the  review  process  within  the 
EMCROs  relate  to  several  components:  criteria  development  and 
refinement,  abstracting,  computer  processing,  case  review,  and  re- 
view process  outcome.  The  EMCRO  experience  in  the  seven  pro- 
jects described  has  yielded  alternative  approaches  to  medical  care 
review,  including  the  development  of  claims  review  activities  and 
ambulatory,  hospital,  and  nursing  home  review.  The  costs  for  each 
of  the  activities  developed  by  the  EMCRO  projects  are  detailed.  It 
is  concluded,  however,  that  the  unique  circumstances  under  which 
each  of  these  EMCRO  projects  were  developed  and  operated  may 
have  limited  the  broad  use  of  cost  data  for  general  review  activities. 
The  data  provide  insights  into  the  costs  of  specific  medical  care 
review  activities.  (Final  report  66  pages.) 
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ABSTRACT:  This  pilot  study  investigated  the  feasibility  of  systematic 
data  collection  and  analysis  of  the  provider-related  factors  that  in- 
fluenced the  costs,  utilization,  and  quality  of  services  being  provided 
under  the  Medicaid  program.  The  study  identified,  measured,  and 
evaluated  the  measures  associated  with  providers  of  service  in  select- 
ed Medicaid  programs  as  they  relate  to  cost  and  utilization.  Some  of 
the  findings  were  that  the  proportions  of  whites  eligible  vary  from 
3%  to  6%  while  the  proportions  of  blacks  eligible  vary  from  24%  to 
38%.  In  the  three  pilot  states  (Connecticut,  New  Jersey,  and  Indiana), 
expenses  for  hospital-based  care  were  very  high  relative  to  the  na- 
tional average.  Private  physician  expenses  under  the  Medicaid  sys- 
tems of  these  states  were  very  low.  For  inpatient  hospitals,  the 
admissions  per  person-year  of  eligibility  were  comparable  in  all  three 
states  and  the  average  length  of  stay  varied  by  only  1.5  days. 
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ABSTRACT:  This  report  presents  the  proceedings  of  a  conference  that 
addressed  health  services  research  issues  related  to  women  and  was 
held  August  1-2,  1975,  at  the  University  of  California  at  San  Francis- 
co. The  aims  of  the  conference  were  to  (1)  allow  active  researchers 
an  opportunity  to  share  with  their  colleagues  their  observations  about 
some  of  the  philosophic,  substantive,  and  methodological  issues  in- 
volved in  health  services  research  related  to  women  and  (2)  present 
these  ideas  to  the  larger  community,  within  which  the  health  research 
community  exists  and  upon  which  it  makes  its  observations.  The 
conference  attempted  to  reinvestigate  the  conventional  assumptions 
about  women  and  their  status  in  society.  These  assumptions  have 
affected  the  choice  of  research  projects  and  the  methodologies  used. 
As  research  and  health  systems  have  evolved,  many  alternatives 
emerged  (e.g.,  self  care,  the  total  participatory  approach  to  healing, 
and  new  attitudes  toward  childbirth)  as  positive  factors  in  improving 
women's  lives  and  health.  (Final  report  104  pages.) 
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ABSTRACT:  This  document  consists  of  an  analysis  of  the  barriers  to 
implementing  HSA's  health  maintenance  organization  (HMO)  pro- 
gram. The  document  includes  four  chapters  and  four  appendices.  The 
introduction  describes  the  background  and  purpose  of  the  study,  the 
study  objectives,  and  the  literature  review  performed  for  the  study. 
The  methodology  chapter  describes  four  distinct  data  collection  ac- 
tivities. Types  of  data  collected  include  comments  on  HMO  regula- 


tions, nonapplicant  feedback,  a  limited  number  of  interviews,  and  an 
application  rejection  review.  The  major  finding  contained  in  the 
results  chapter  is  that  cost  competitive  factors  represent  the  major 
barriers  to  HMO  development.  The  conclusions  and  recommenda- 
tions section  contains  key  suggestions  for  modifying  the  HMO  stat- 
utes and  for  program  administration.  (Final  report  150  pages.) 
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ABSTRACT:  This  document  provides  policy  makers  with  a  cross- 
section  of  the  policy-relevant  studies  conducted  by  the  scientific 
resource  community  on  acquired  immune  deficiency  syndrome 
(AIDS)  in  the  United  States  and  abroad.  It  includes  abstracts  of 
articles  that  appeared  in  scientific  journals  from  January  1983 
through  December  1986  and  covered  a  broad  range  of  biomedical, 
epidemiological,  educational,  and  economic  topics  related  to  AIDS. 
Each  abstract  includes  the  study's  findings,  method,  and  sample  size. 
The  focus  is  on  studes  involving  large  samples,  although  many  rele- 
vant studies  with  small  samples  are  included.  The  report's  organiza- 
tion is  based  on  an  outline  prepared  in  Summer  1986  by  the  Public 
Health  Service  Executive  Task  Force  on  AIDS. 
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Other  OASH  Offices 

PROJECT  TITLE:  Selected  Assessment  of  State  Utilization  of  the 
Association  of  State  and  Territorial  Health  Officials'  Health 
Program  Reporting  System 

REPORT  TITLE:  ASTHO  Health  Program  Reporting  System:  A 
Selected  Assessment  of  State-Level  Utilization 

PERFORMER:  Kimmel,  Wayne  A.,  Washington  D.C.  20004 

PROJECT  OFFICER:  WilHams,  Lindsley;  Rm  17C17,  PKLN  Bldg; 
301-443-3175 

PROGRAM(S)  EVALUATED: 

PHS-CDC-Health  Statistics  (Entire  Program  Area) 

ABSTRACT:  The  ASTHO  Health  Program  Reporting  System 
(HPRS)  collected  information  of  concurrent  utility  to  the  Public 
Health  Service  and  the  several  states,  which  represent  the  original 
data  source.  This  project,  based  on  site  visits  to  five  states,  assessed 
the  actual  use  that  states  have  made  of  the  ASTHO-HPRS  data, 
expected  future  uses  that  these  data  might  serve,  and  difficulties  with 
the  data  that  may  serve  to  limit  their  utilization.  Recommendations 
were  made  to  improve  the  database  so  that  it  can  be  of  greater 
assistance  to  state  users.  (Final  report  39  pages  plus  appendix.) 

DESCRIPTORS:  Statistical  Data  Feature,  Information  Systems,  Infor- 
mation Dissemination,  Health  Planning,  Morbidity  and  Mortality 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0526  PROJECT  NO:  OPDP  75-3 

FUND  SOURCE:  Evaluation       NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-75-0384  GS 
COST    (In  Thousands):  FY  75-$  10 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  March  '75  through  June  '75 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Better  Health  for  Our  Children:  A  National 
Strategy 

REPORT  TITLE:  Better  Health  for  Our  Children:  A  National 

Strategy  (Four  Volumes) 
PERFORMER:  Office  of  the  Assistant  Secretary  for  Health  and 

Surgeon  General,  Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Adolescent  Family  Life  (Entire  Program  Area); 

X-Many  HHS  Programs 

ABSTRACT:  The  Select  Panel  for  the  Promotion  of  Child  Health  was 
charged  with  planning  a  national  campaign  to  improve  the  health  of 
our  children.  Volume  I  of  the  report  presents  major  findings  and 
recommendations  for  meeting  the  unmet  needs  in  child  and  maternal 
health.  Volume  II  contains  specific  recommendations  for  improving 


the  five  major  federal  programs  with  significant  impact  on  child 
health:  Title  V  of  the  Social  Security  Act;  the  Special  Supplement 
Food  Program  for  Women,  Infants  and  Children;  the  Education  of 
All  Handicapped  Children  Act;  Medicaid  and  EPSDT;  and  com- 
munity mental  health  centers  and  services  systems.  Volume  III  pro- 
vides a  comprehensive  compilation  of  data  on  child  health  in  the 
United  States.  Volume  IV  consists  of  background  papers.  Volume  I 
is  available  from  PIC;  all  other  volumes  are  available  from  the  Gov- 
ernment Printing  Office,  Stock  No.  1981-0-339-243. 

DESCRIPTORS:  Child  Welfare,  Health  Promotion 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2039  PROJECT  NO: 

FUND  SOURCE:  Salafies  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '79  through  January  '81 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Short-Term  Evaluation  Assistance  to  HSMHA 

REPORT  TITLE:  Comparative  Analysis  of  MEDEX  Evaluation 
Data 

PERFORMER:  TransCentury  Corporation,  1724  Kalorama  Road 

N.W.,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Special  Health  Programs; 
PHS-HRSA-Health  Manpower-Allied  Health; 
PHS-OASH-Health  Services  Research 

ABSTRACT:  This  project  was  intended  to  develop  information  on  the 
performance  of  the  MEDEX  program,  a  major  attempt  to  expand  the 
use  of  physician  extenders.  HEW  encouraged  each  local  demonstra- 
tion project  to  fund  independent  evaluation  research.  The  study 
found,  based  on  a  review  of  a  large  number  of  studies  conducted  at 
three  sites,  that  useful,  valid,  comparable  data  had  not  been  produced. 
Problems  identified  include  loss  of  original  data  and  methodologies; 
failure  of  most  studies  to  answer  important  questions  concerning 
which  services  were  actually  provided  or  costs  of  MEDEX  training; 
lack  of  comparable  research  designs;  uneven  quality  of  data  collec- 
tion and  research;  too  small  samples;  lack  of  control  groups;  and 
failure  to  focus  on  policy  questions.  As  a  result,  generalizations  about 
MEDEX  are  usually  only  possible  on  an  anecdotal,  judgmental  basis. 
The  study  recommended  that  HEW  use  either  central  evaluations  or 
centrally  controlled  local  evaluations  to  obtain  useful  data.  See  also 
PIC  ID  Nos.  0474  and  0474.1.  (Final  report  78  pages.) 

DESCRIPTORS:  Medical  Training,  Research  and  Evaluation  Perfor- 
mance, Evaluation  by  State  and  Local  Governments,  Paraprofession- 
als.  Demonstration  Projects 
STUDY  TYPE:  Case  Studies 

PIC  ID  NO:  0474.2  PROJECT  NO:  HSMHA  73-13-b 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  246-719 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  110-73-353 
COST    (In  Thousands):  Not  available 
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STATUS:  Study  completed, 

Available  from  PIC, 
Available  from  NTIS 

START/END  DATES:  March  '73  through  May  '74 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Comparative  Benefits  Modeling 

REPORT  TITLE:  Not  yet  determined 

PERFORMER:  Foundation  for  Health  Services  Research,  2100  M 

Street  N.W.,  Washington  D.C.  20037 
PROJECT  OFFICER:  Harrell,  Jim;  Rm  2132,  HHS-S  Bldg; 

202-245-7611 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion-Other  Activities 

ABSTRACT:  This  study  will  identify,  assess,  and  test  methods  for 
evaluating  the  comparative  costs,  per  resultant  health  year,  of  various 
interventions  to  improve  health  status.  Specifically,  the  project  will 
develop  methodologies  that  may  be  used  for  evaluating  prevention 
services  supported  by  federal,  state,  local  and  private  funds  and  deliv- 
ered in  clinical  and  community  settings  nationwide. 

DESCRIPTORS:  Preventive  Health  Care,  Health  Promotion,  Cost-Ef- 
fectiveness Analysis  Feature,  State  or  Local  Administration 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2800  PROJECT  NO: 

FUND  SOURCE:  Evaluation       NTIS  NO:  Not  yet  determined 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  HPU  860016-01-0 

COST    (In  Thousands):  FY  86-$0,  FY  87-$0 

STATUS:  Study  in  process 

START/END  DATES:  September  '86  through  September  '88 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Long-Term  Care  Shortage  Area  Criteria 

REPORT  TITLE:  Criteria  to  Determine  Indicators  of  Long-Term 

Care  Shortage  Areas 
PERFORMER:  Policy  Analysis  Inc.,  1577  Beacon  Street,  Brookline 

MA  02146 

PROJECT  OFFICER:  Harper,  Bernice;  Rm  4039,  COHEN  Bldg; 

301-472-7417 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Special  Health  Programs 

ABSTRACT:  Between  1970  and  the  time  of  this  study,  the  demands  for 
program  resources  increased  to  an  extent  that  a  methodology  tc  rank 
long-term  care  health  needs  was  required.  The  long-range  goal  of  this 
project  was  to  develop  indicators  to  be  used  to  identify  long-term 
care  shortage  areas  on  a  geographical  basis.  These  indicators  were  to 
be  used  to  guide  the  allocation  of  limited  federal  resources  to  geo- 
graphical areas  in  order  to  build  the  capacity  of  local  long-term  care 
delivery  networks  to  respond  to  area  needs.  A  conceptual  framework 
was  developed  that  outlines  long-term  care  needs  and  resources  in 
terms  of  national  trends  and  professional  judgments  regarding  opti- 
mal long-term  care  resources.  A  literature  search  was  undertaken  to 


identify  the  long-term  care  population  in  terms  of  perspective  demo- 
graphic characteristics,  chronic  disease  prevalence,  and  disability 
rates.  A  two-step  methodology  was  proposed:  (1)  use  gross  indicators 
taken  from  national  data  to  identify  potential  long-term  care  shortage 
areas  on  a  national  basis  and  (2)  refine  these  gross  national  indicators 
by  specifying  the  type  of  need  that  exists  and  the  type  of  resources 
required.  This  two-step  methodology  had  the  advantage  of  providing 
the  most  accurate  data  in  terms  of  both  the  needs  and  the  resources 
for  long-term  care,  and  at  the  same  time,  involving  the  HSA  at  an 
early  stage  in  the  planning  process. 

DESCRIPTORS:  Long  Term  Care,  Urban  or  Rural  Places  or  Problems, 

Literature  Review  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1041  PROJECT  NO:  OA  77-202 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  230-76-0263  TO  1 
COST    (In  Thousands):  FY  77-$9 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '77  through  November  '77 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Determining  Risks  to  Health:  Federal  Policy  and 
Practice 

REPORT  TITLE:  Determining  Risks  to  Health:  Federal  Policy  and 
Practice 

PERFORMER:  Task  Force  on  Health  Risk  Assessment,  Washington 

D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Health; 

PHS-OASH-Health  Promotion  (Entire  Program  Area) 

ABSTRACT:  This  book  reports  on  the  first  comprehensive  HHS-wide 
survey  of  activities  related  to  the  assessment  of  health  risks,  with 
emphasis  on  the  process  by  which  determinations  about  health  risks 
are  formulated  and  forwarded  for  action  at  the  policymaking  level. 
It  includes  (1)  analytic  concepts;  (2)  descriptions  of  major  risk  assess- 
ment programs  and  case  studies  within  the  Alcohol,  Drug  Abuse,  and 
Mental  Health  Administration  (ADAMHA),  the  Agency  for  Toxic 
Substances  Disease  Registry  (ATSDR),  the  Centers  for  Disease  Con- 
trol (CDC),  the  Food  and  Drug  Administration  (FDA),  and  the 
Office  of  the  Assistant  Secretary  for  Health  (OASH);  (3)  analysis  of 
health  risk  assessment  activities  in  HHS;  and  (4)  recommendations 
about  how  mechanisms  for  risk  assessments  in  general  can  be  im- 
proved. (Book  410  pages.) 

DESCRIPTORS:  Preventive  Health  Care,  Safety,  Health  Planning, 

Federal  Administration,  Case  or  Site  Study  Feature 

STUDY  TYPE:  Research  and  Data  Development;  Case  Studies 

PIC  ID  NO:  2877  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

eONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
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PROJECT  TITLE:  Development  of  Protocol  for  Evaluation  of 
Qualified  HMOs 

REPORT  TITLE:  Development  of  Protocol  for  Evaluation  of 

Qualified  Health  Maintenance  Organizations  (Two  Volumes) 
PERFORMER:  CDP  Associates,  Inc.,  1803  Research  Boulevard, 

Rockville  MD  20850 
PROJECT  OFFICER:  Christoffel,  William;  Rm  7A27,  PKLN  Bldg; 

301-443-4220 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  study  assisted  HSA  in  determining  how  data  rele- 
vant to  HMO  and  comparable  fee-for-service  operations  can  best  be 
gathered  to  support  a  comparative  analysis  of  HMOs  and  non-HMO 
systems  of  health  care  as  mandated  by  Section  1315  of  P.L.  93-222. 
Development  of  a  protocol  for  comparative  evaluation  between  pre- 
paid and  alternative  forms  of  health  care  delivery  was  judged  to  be 
a  difficult  undertaking.  The  task  was  made  complex  by  a  multitude 
of  comparable  measures  which  may  be  proposed  by  a  general  absence 
of  data  with  which  to  implement  many  such  suggestions.  The  general 
approach  to  developing,  testing  and  eventual  application  of  the 
protocol  was  conservative  in  design  and  proceeded  with  limited  ini- 
tial expectations.  (Final  report  Volume  I,  103  pages;  Volume  II, 
appendices.) 

DESCRIPTORS:  Health  Maintenance  Organizations,  Research  and 
Evaluation  Methods  Feature,  Health  Care  Delivery  Systems 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1384  PROJECT  NO:  EMS  76-1 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  240-76-0069 
COST    (In  Thousands):  FY  76-$50 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '76  through  May  '77 


2356 

AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Disease  Prevention  &  Health  Promotion:  Federal 
Programs  and  Prospects 

REPORT  TITLE:  Disease  Prevention  &  Health  Promotion:  Federal 

Programs  and  Prospects 
PERFORMER:  Office  of  Disease  Prevention  and  Health  Promotion, 

Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion  (Entire  Program  Area) 


ABSTRACT:  The  departmental  Task  Force  on  Prevention  reviewed 
and  analyzed  departmental  activities  in  disease  prevention  and  health 
promotion— the  first  comprehensive  review  of  its  sort  in  the  history 
of  the  department.  The  effort  focused  on  identifying  problems  of 
highest  priority  and  measures  to  address  these  problems.  This  report 
documents  the  work  of  the  task  force,  establishes  health  status  goals, 
and  recommends  a  set  of  strategies  for  the  department  to  employ  in 
expanding  and  strengthening  disease  prevention  and  health  promo- 
tion activities.  Included  as  an  appendix  is  an  inventory  of  prevention 
activities  found  in  departmental  programs. 

DESCRIPTORS:  Health  Promotion,  Preventive  Health  Care,  Needs 
and  Needs  Assessment 
STUDY  TYPE:  Other 

PIC  ID  NO:  1470  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '77  through  September  '78 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Evaluation  of  Accomplishments  of  Selected 
HMO-Funded  Projects 

REPORT  TITLE:  Evaluation  of  Accomplishments  of  Selected 

HMO-Funded  Projects 
PERFORMER:  General  Research  Corporation,  7655  Old 

Springhouse  Road,  McLean  VA  22102 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  study  was  designed  to  assess  the  performance  of 
selected  HMO  projects  and  determine  factors  that  have  been  as- 
sociated with  success  or  failure.  A  sample  of  22  HMO  projects  was 
selected  using  the  following  criteria:  type  of  sponsorship;  current 
funding  and  service  delivery  status;  geographic  distribution;  recency 
of  re-funding  of  active  grants;  and  amount  of  total  grant  award.  A 
team  of  six  health  professionals  studied  all  information  available  in  the 
central  office  and  the  10  participating  HEW  regional  offices  and 
made  site  visits  to  secure  additional  information  and  documentation 
of  accomplishments  wherever  possible.  Conditions  for  success  or 
failure  in  their  development  were  marketing,  financing,  administra- 
tion, and  medical  organization.  Success  factors  included  having  a 
target  population  of  200,000  or  more;  competitive  benefits  packages; 
employer/buyer  representation  on  governing  board;  full-time  ex- 
perienced executive,  marketing,  and  finance  directors;  and  prior  ex- 
istence in  medical  group  practice  in  the  community.  The  final  report 
and  the  executive  summary  are  available  from  PIC  and  from  NTIS 
(Nos.  PB  243-709  and  PB  243-710,  respectively).  (Final  report  237 
pages;  executive  summary  40  pages.) 

DESCRIPTORS:  Health  Care  Delivery  Systems,  Research  and  Evalua- 
tion Performance,  Management  Information  and  Reporting 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  0855  PROJECT  NO:  HSA  (C)  74-7,  Task 
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FUND  SOURCE:  Evaluation        NTIS  NO:  See  Abstract 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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STATUS:  Study  completed, 

Available  from  PIC, 
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AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Monitoring  of  Nutritional  Status  of  Low-Income 
Populations 

REPORT  TITLE:  Evaluation  of  DHHS  Efforts  to  Measure  and 

Track  the  Nutritional  Status  of  Low-Income  Populations 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Harrell,  Jim;  Rm  2132,  HHS-S  Bldg; 

202-245-7611 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion-Other  Activities 

ABSTRACT:  This  report  presents  the  findings  and  recommendations 
of  an  evaluation  of  HHS  efforts  to  measure  and  track  the  nutritional 
status  of  low-income  populations.  The  evaluation  included  (1)  a  re- 
view of  all  relevant  surveys,  surveillance  activities,  and  service  deliv- 
ery programs  that  collect  nutrition-related  information  about 
low-income  populations,  or  could  be  modified  to  do  so;  (2)  the  iden- 
tification of  gaps  and  duplications  in  coverage  of  the  specific  low- 
income  populations  chosen  for  study  and  in  nutrition-related  informa- 
tion gathered;  and  (3)  preparation  of  a  set  of  recommendations  for 
strengthening  HHS  efforts  to  monitor  the  nutritional  status  of  low- 
income  populations.  The  report  describes  the  mechanisms  used  to 
identify  and  assess  HHS  activities,  the  analysis  of  activities  and  the 
results  of  the  analysis,  and  two  options  for  enhancing  existing  data 
collection  procedures.  The  appendices  provide  examples  of  the  in- 
struments developed  to  guide  the  analysis,  summaries  of  interviews, 
an  annotated  bibliography,  and  other  instruments  used  in  the  adminis- 
tration of  the  project. 

DESCRIPTORS:  Low-Income  Population,  Food  and  Nutrition,  Statis- 
tical Data  Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2801  PROJECT  NO:  ODPHD  86-020 

FUND  SOURCE:  Evaluation        NTIS  NO:  PIC  Only 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-85-0060(4) 
COST    (In  Thousands):  FY  86-$0 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
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PROJECT  TITLE:  Evaluation  of  DHHS  Orphan  Drug  Development 
Activities 


REPORT  TITLE:  Evaluation  of  DHHS  Orphan  Drug  Development 
Activities 

PERFORMER:  Professional  Management  Associates,  Inc.,  15825 

Shady  Grove  Road,  Rockville  MD  20850 
PROJECT  OFFICER:  Groft,  Stephen  C;  Rm  12A40,  PKLN  Bldg; 

301-443-4903 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug-Human  Drugs  (Entire  Program 

Area); 

PHS-FDA-Food  and  Drug-Human  Drugs-Drug  Evaluation; 
X-Many  HHS  Programs 

ABSTRACT:  The  Orphan  Drug  Act  requires  the  HHS  Orphan  Pro- 
ducts Board  to  evaluate  the  activities  of  ADAMHA,  CDC,  FDA, 
and  NIH  for  the  development  of  drugs  for  rare  diseases  or  conditions. 
To  meet  this  requirement,  it  was  necessary  to  develop  a  methodology 
and  collect  baseline  information  from  the  Public  Health  Service  agen- 
cies and  the  Health  Care  Financing  Administration  on  their  activities 
related  to  the  development  of  orphan  drugs.  The  study's  principal 
objective  was  to  obtain  reliable  descriptive  information  from  the  five 
agencies  within  the  department  (ADAMHA,  CDC,  FDA,  HCFA 
and  NIH)  that  direct  some  of  their  activities  toward  the  development 
of  these  products  for  the  prevention,  diagnosis  or  treatment  of  rare 
diseases  as  well  as  the  reimbursement  for  the  use  of  these  products. 
The  study  tracked  the  activities  of  the  PHS  agencies  and  HCFA  from 
the  time  the  Orphan  Drug  Act  (P.L.  97-414)  was  signed  in  January 
1983.  The  department  will  utilize  the  information  gathered  in  this 
study  in  future  evaluations  to  assess  the  activities  of  the  individual 
agencies  as  various  provisions  of  the  act  are  implemented.  The  act 
requires  an  annual  report  be  presented  to  Congress.  The  information 
gathered  from  this  evaluation  has  been  included  in  the  legislatively 
mandated  annual  report  to  Congress  on  orphan  drugs.  See  also  PIC 
ID  No.  2102.1. 

DESCRIPTORS:  Medical  Technology,  Drugs  Therapeutic  and  De- 
vices, Consumer  Products  or  Protection 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2102  PROJECT  NO:  OASH  83-10 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-173847/ AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-83-0075/2 
COST    (In  Thousands):  FY  83-$95 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  November  '83  through  February  '84 
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ABSTRACT:  Orphan  drugs  are  drugs  or  biological  products  for  the 
diagnosis,  treatment  prevention  of  a  rare  disease  or  condition  which 
occurs  so  infrequently  in  the  United  States  that  there  is  no  expectation 
that  the  cost  of  developing  the  product  and  making  it  available  in  the 
United  States  will  be  recovered  from  the  sales  of  that  product  in  the 
United  States.  The  results  of  the  survey  of  the  department's  orphan 
products  development  activities  reflect  direct  involvement  of  various 
organizations  within  the  Public  Health  Service  in  research  and  distri- 
bution activities  to  increase  the  availability  of  181  orphan  drug  pro- 
ducts. Within  the  federal  government  and  the  private  sector  there  are 
approximately  334  known  orphan  drugs  under  development.  By  the 
end  of  1984,  38  drugs  received  the  designated  orphan  drug  status. 
These  sponsors  are  now  eligible  to  receive  the  benefits  of  the  Orphan 
Drug  Act,  including  tax  credits  for  the  required  clincial  trials  and 
eligibility  for  exclusive  marketing  privileges  after  the  product  is  ap- 
proved. Progress  has  been  made  in  making  treatments  for  rare  condi- 
tions more  available.  The  act  has  generated  positive  growth  in 
research  into  the  development  and  availability  of  orphan  drugs.  See 
also  PIC  ID  No.  2102. 

DESCRIPTORS:  Medical  Technology,  Drugs  Therapeutic  and  De- 
vices, Consumer  Products  or  Protection 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2102.1  PROJECT  NO:  OASH  83-10.1 

FUND  SOURCE:  Evaluation       NTIS  NO:  PB  86-219052/AS 
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COST    (In  Thousands):  Not  available 
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Available  from  NTIS 
START/END  DATES:  January  '84  through  June  '85 
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PROJECT  TITLE:  Assistance  in  Development  of  an  Evaluation 
Strategy  for  HSA  Programs 

REPORT  TITLE:  Evaluation  Strategy  and  Plan  for  Fiscal  Year  1975: 
Health  Services  Administration/Office  of  Planning  and 
Evaluation 

PERFORMER:  General  Research  Corporation,  7655  Old 

Springhouse  Road,  McLean  VA  22102 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  document  outlines  the  FY  1975  evaluation  strategy 
of  the  Health  Services  Administration  (HSA).  The  document  consists 
of  six  sections:  (1)  executive  summary;  (2)  background;  (3)  list  of 
issues  by  program;  (4)  implementation  plan;  (5)  project  descriptions; 
and  (6)  15  appendices.  The  executive  summary  describes  the  role  of 
evaluation  in  the  HSA  and  specifies  the  significant  stages  in  the 
development  of  an  evaluation  strategy.  The  background  section  dis- 
cusses the  value  of  evaluation  in  general  and  the  past  role  of  evalua- 
tion in  HSA  in  particular.  The  list  of  issues  by  program  delineates  the 
issues  that  are  addressed  in  the  evaluation  strategy.  The  section  on 
project  descriptions  is  composed  of  one-page  summaries  of  each 
evaluation  project  HSA  expected  to  initiate  during  FY  1975-1976. 
These  project  descriptions  present  title,  timing,  narrative  description 
of  project  objectives,  data  sources,  methodology,  and  anticipated 
utilization  of  project  results.  The  bulk  of  the  document  consists  of  15 
appendices  representing  the  specific  evaluation  strategy  for  each 
HSA  program. 


DESCRIPTORS:  Health  Maintenance  Organizations,  Technical  Assist- 
ance 

STUDY  TYPE:  Other 
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FUND  SOURCE:  Evaluation       NTIS  NO:  PB  240-635 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  105-74-10 
COST  (In  Thousands):  FY  74-$  13 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC,  - 
Available  from  NTIS 
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PROJECT  TITLE:  Health  Consequences  of  Smoking  for  Women 

REPORT  TITLE:  Health  Consequences  of  Smoking  for  Women 
PERFORMER:  Office  on  Smoking  and  Health,  5600  Fishers  Lane, 

Rockville  MD  20857 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Smoking  and  Health 

ABSTRACT:  This  report  clearly  establishes  that  women  smokers  face 
the  same  risks  of  lung  cancer,  heart  disease,  lung  disease,  and  other 
consequences  of  smoking  as  do  men.  It  discusses  smoking  in  relation 
to  mortality;  morbidity;  specific  illnesses;  pregnancy  and  infant 
health;  and  interactions  with  drugs,  food  constituents,  and  responses 
to  diagnostic  tests.  Patterns  of  cigarette  smoking  and  psychosocial 
and  behavioral  aspects  of  smoking  by  women  are  also  discussed. 
(Final  report  359  pages.) 

DESCRIPTORS:  Cancer,  Women  ' 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2152  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '79  through  June  '80 


2363 

AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 
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REPORT  TITLE:  Health  Evaluation  Program  Feasibility  Study, 

UCLA  (Four  Volumes) 
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and  Social  Medicine,  Los  Angeles  CA  90024 
PROJECT  OFFICER: 
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PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Manpower-Special  Education  Programs 
(Entire  Program  Area) 

ABSTRACT:  This  report  discusses  a  feasibility  study  of  a  long-term 
relationship  between  HSMHA  and  UCLA  for  the  purpose  of  health 
evaluation.  The  report  includes  four  volumes  covering  the  technical 
aspects  of  the  proposed  program,  the  program's  organization,  the 
cost  analysis,  and  Appendices  A  through  G,  which  include  corre- 
spondence, course  descriptions,  faculty  biographies,  and  health  care 
and  field  site  classifications. 

DESCRIPTORS:  Feasibility  Study  Feature,  Research  and  Evaluation 
Planning  and  Administration,  Health  Planning,  Quality  Assurance, 
Health  Manpower  Training,  Higher  Education,  Health  Care  Deliv- 
ery Systems 
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REPORT  TITLE:  Health  Maintenance  Organization  Cost  Study 
PERFORMER:  General  Research  Corporation,  7655  Old 

Springhouse  Road,  McLean  VA  22102 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Health  Maintenance  Organizations 

ABSTRACT:  This  study  provided  a  cost  analysis  of  the  HMO  benefits 
package  as  defined  by  the  Health  Maintenance  Organization  Act  of 
1973  (P.L.  93-222)  and  related  HEW  draft  regulations  in  a  sample  of 
HMOs  of  the  independent  practice  association  types.  Data  from  a 
wide  variety  of  existing  HMOs  and  actuarial  consultants  were  col- 
lected, reviewed,  and  analyzed.  From  the  foregoing  data,  cost-es- 
timating models  were  synthesized  and  used  to  estimate  the  costs  for 
services  required  under  P.L.  93-222  draft  regulations.  The  models 
were  applied  to  produce  an  estimated  HMO  monthly  premium  cost 
for  the  average  individual  and  the  average  family  in  the  United  States. 

DESCRIPTORS:  Cost-Effectiveness  Analysis  Feature,  Health  Mainte- 
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STUDY  TYPE:  Research  and  Data  Development 
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PROGRAM(S)  EVALUATED: 

PHS-OASH-PHS  Program  Direction  and  Management; 
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ABSTRACT:  This  study  developed  and  tested  a  systematic  approach 
for  assessing  the  capabilities  of  organizations  that  conduct  health 
policy  analysis.  Ten  case  studies  documenting  this  approach  are  pre- 
sented in  Appendix  A.  The  study  also  explored  broader  issues  related 
to  improving  both  HEW's  "institutional  memory"  and  the  methods 
of  informing  outside  experts  and  resources  of  HEW's  specific  needs. 
The  major  finding  was  that  the  problem  of  the  absence  of  an  institu- 
tional memory  within  HEW  had  not  been  resolved.  This  project  was 
cosponsored  by  the  Office  of  the  Assistant  Secretary  for  Planning  and 
Evaluation.  (Final  report  45  pages  plus  appendices.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Research  and  Evaluation 
Methods  Feature,  Bureaucratic  Behavior,  Grant  and  Contract  Man- 
agement, Health  Planning 
STUDY  TYPE:  Research  and  Data  Development 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  ASH  74-263 
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Health  Promotion  and  Disease  Prevention 
PERFORMER:  Office  of  Disease  Prevention  and  Health  Promotion, 

Washington  D.C.  20201 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Promotion  (Entire  Program  Area) 

ABSTRACT:  This  study's  purpose  was  to  encourage  a  second  public 
health  revolution.  It  represents  an  emerging  consensus  among  scien- 
tists and  the  health  community  that  the  nation's  health  strategy  need- 
ed to  be  dramatically  recast  to  emphasize  the  prevention  of  disease. 
By  the  mid-1970s  cardiovascular  disease,  cancer,  and  accidents  had 
become  major  causes  of  morbidity  and  mortality.  This  report  de- 
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scribes  what  is  known  about  these  health  concerns  and  the  risic  factors 
associated  with  them.  It  stresses  the  point  that  prevention  is  primarily 
an  individual  responsibility.  The  report  identifies  public  health  goals 
and  objectives  toward  meeting  them.  See  also  PIC  ID  Nos.  2698.1- 
2698.4.  (Final  report  177  pages.) 
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202-245-2100 
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ABSTRACT:  This  data  inventory  is  one  in  a  series  of  published  HHS 
inventories  in  the  health  field.  The  purposes  of  the  inventory  are  to 
provide  a  single,  coordinated  reference  document  and  guide  to  data 
projects  and  systems  within  the  HHS  as  well  as  major  analytic  data- 
bases of  widespread  interest;  to  assist  in  ensuring  that  the  data  activi- 
ties were  managed  in  a  coordinated  manner;  and  to  promote  location 
of  and  access  to  data  from  the  various  data  resources.  The  report 
consists  of  a  brief  introduction,  a  summary  and  analysis  of  inventory 
results,  and  a  detailed  inventory  of  data  projects,  systems,  and  analyt- 
ic databases  of  HHS.  The  inventory  is  arranged  by  organizational  unit 
and  contains  a  brief  description  of  each  project  or  system,  the  purpose 
of  the  system,  the  status  of  data  collection  and  analysis,  an  indication 
of  the  forms  in  which  data  are  available  to  the  public,  and  the  name 
of  a  contact  person.  A  subject  index  is  provided  to  assist  the  reader 
in  locating  projects  and  systems  of  interest.  Also  available  from  PIC 
are  (1)  "Health  Statistics  Plan,  Fiscal  Years  1979-1980";  (2)  "Health 
Statistics  Inventory,  Fiscal  Year  1981";  (3)  "Health  Data  Inventory, 
May  1982";  and  (4)  "Health  Data  Inventory,  Fiscal  Year  1983-1984." 
(Final  report  319  pages.) 
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ABSTRACT:  These  two  bibliographies  contain  journal  articles,  mono- 
graphs and  proceedings,  government  publications,  doctoral  disserta- 
tions, and  newspaper  articles  from  the  Washington  Post,  the  Wall 
Street  Journal,  and  the  New  York  Times.  Volume  I  ("Comprehen- 
sive Bibliography  on  Health  Maintenance  Organizations,  1974- 
1978")  includes  an  index  of  90  HMO  terms  by  which  the  1,800  entries 
can  be  accessed.  Volume  II  ("Selected,  Annotated  Bibliography  on 
Health  Maintenance  Organizations,  1974-1978")  lists  review  papers, 
handbooks,  reports  of  findings  on  primary  research  and  projects,  and 
quotable  opinion  papers.  Information  on  how  to  obtain  the  listed 
papers  is  also  provided.  (Final  report  volumes  162  and  137  pages, 
respectively.) 

DESCRIPTORS:  Health  Maintenance  Organizations,  Bibliography 
Feature 

STUDY  TYPE:  Other 

PIC  ID  NO:  1625  PROJECT  NO: 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  282-01 84-JW 
COST  (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  "79  through  January  '80 


2369 

AGENCY  SPONSOR:  Public  Health  Service 

Office  of  the  Assistant  Secretary  for  Health 
Other  OASH  Offices 

PROJECT  TITLE:  Evaluation  of  Regional  Office  Technical 
Assistance  Effort 

REPORT  TITLE:  Management  Plan  for  the  Regional  Office 

Technical  Assistance  Effort 
PERFORMER:  Macro  Systems,  Inc.,  8630  Fenton  Street,  Silver 

Spring  MD  20910 
PROJECT  OFFICER:  Massey,  M. 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  report  examines  at  the  central  and  regional  levels 
the  technical  assistance  function  and  recommends  ways  in  which  it 
might  be  strengthened.  It  also  provides  a  general  review  and  evalua- 
tion of  technical  assistance  and  projects  future  planning  needs.  More 
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systematic  and  detailed  planning  of  the  technical  assistance  function, 
the  appointment  of  regional  technical  assistance  coordinators,  and 
distinguishing  between  technical  assistance  and  grants  management 
were  recommended.  (Final  report  102  pages.) 
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PHS-OASH-PHS  Program  Direction  and  Management 

ABSTRACT:  The  Management  Reporting  and  Evaluation  System  pro- 
vides a  pattern  for  the  accumulation  and  storage  of  information, 
thereby  assisting  the  administrator  in  making  valid  decisions  through 
the  generation  of  easily  interpreted  reports.  The  kind  of  information 
that  can  be  used  or  recorded  by  the  organization  is  not  limited— the 
system  was  designed  for  flexibility.  Time  and  data  requirements  with- 
in the  system  are  based  upon  the  internal  needs  of  the  regional  medi- 
cal programs  and  the  requirements  of  the  regional  medical  program 
service.  The  system  is  merely  a  mechanism  for  satisfying  these  re- 
quirements as  efficiently  as  possible.  It  works  by  arranging  projects 
and  programs  according  to  internally  formulated  goals  and  objec- 
tives, then  linking  these  interrelated  goals  and  activities  through  a 
series  of  distinct  processes.  This  procedure  generates  an  organization- 
al structure  with  detailed  monitoring  and  evaluation  data  capability. 
The  method  of  defining  an  organization  according  to  objectives  and 
grouping  administrative  procedures  into  modular  processes  was 
chosen  because  of  the  nature  and  purpose  of  regional  medical  pro- 
grams. Regional  medical  programs  align  their  efforts  with  nationally 
and  regionally  defined  health  needs,  so  that  the  programs  are  initially 
organized  around  humanitarian  aims  rather  than  productivity  projec- 
tions. These  aims  are  the  basis  for  the  goals  and  the  objectives  of 
regional  medical  programs. 
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ABSTRACT:  This  is  a  short-term  evaluation  of  collaborative  efforts  of 
PHS  agencies.  The  study  identified  the  most  effective  approaches 
that  have  been  used  or  may  be  used  in  the  future  for  coordinating 
activities  that  cut  across  more  than  one  agency  or  require  participa- 
tion with  outside  organizations.  Interviews  were  conducted  and  in- 
formation elicited  to  describe  the  nature  of  the  issue  around  which 
collaboration  occurs  and  the  structure,  process,  timing,  and  factors 
in  each  approach,  as  well  as  the  factors  that  lead  to  selection  of  a 
particular  approach.  Chapter  2  briefly  reviews  the  definition  used  for 
the  success  of  collaboration  and  coordination,  the  initial  list  of  factors 
expected  to  influence  these  efforts,  and  general  findings  on  the  factors 
that  proved  most  important  and  least  important  in  influencing  suc- 
cess. Chapter  3  applies  these  findings  to  specific  recommendations  for 
OASH  and  agency  heads  in  PHS.  Chapter  4  applies  the  findings  to 
specific  recommendations  for  those  charged  with  supervising  or  di- 
recting coordinative  and  collaborative  efforts.  An  appendix  presents 
a  brief  description  of  each  of  the  cases  examined,  the  typologies 
developed  on  coordination  and  collaboration,  and  methods  that  can 
be  used  to  structure  collaborative  activities.  It  also  discusses  the  initial 
hypotheses  in  greater  detail  than  in  Chapter  2  and  provides  the  model 
interview  guide. 
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X-Many  HHS  Programs 

ABSTRACT:  This  conference,  sponsored  by  HEW  and  held  January 
17-19,  1979,  convened  representatives  from  industry,  unions,  insur- 
ance companies,  and  scientific/academic  communities  to  discuss  the 
issues  surrounding  the  development,  implementation,  and  evaluation 
of  health  promotion  programs  at  the  worksite.  The  meeting  ad- 
dressed the  following  questions:  (1)  What  is  a  health  promotion  pro- 
gram? (2)  Why  promote  such  a  program  at  the  worksite  rather  than 
somewhere  else?  (3)  What  issues  will  arise  during  the  implementation 
of  such  a  program?  and  (4)  What  are  the  components  and  available 
approaches  in  a  health  promotion  program?  Major  health  problems 
facing  the  American  public  regarding  nutrition  and  weight  control, 
hypertension  control,  alcohol  and  drug  abuse  control,  stress  manage- 
ment, smoking  cessation,  fitness  and  exercise,  and  accidents  and  self- 
protective  measures  are  presented  as  well  as  strategies,  techniques, 
and  approaches  that  had  been  developed  and  used  to  combat  these 
problems  at  worksites.  This  proceedings  report  provides  background 
information  on  the  conference;  the  1 1  papers  presented  at  the  confer- 
ence are  available  from  NTIS.  (Report  69  pages.) 

DESCRIPTORS:  Health  Promotion,  Food  and  Nutrition,  Heart  Dis- 
ease, Cancer,  Labor  Markets  and  Problems,  Consumer  Education, 
Alcoholism,  Drug  Abuse,  Conference  Proceedings  Feature,  Safety 
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ABSTRACT:  This  study  evaluated  five  demonstration  projects  involv- 
ing ombudsmen-like  approaches  to  improving  the  quality  of  care  in 
nursing  homes.  After  a  national  solution,  four  states  and  the  National 
Council  of  Senior  Citizens  received  awards  totalling  over  $600K  in 
the  first  year.  The  projects  all  involved  complicated  models  including 
publicity  campaigns,  volunteers,  etc.  The  HEW -designed  national 
project  and  several  of  the  state  projects  were  found  to  be  near  total 
failures— slow  in  getting  started,  failing  to  develop  publicity,  friction 


among  staff  levels,  miniscule  activity  levels  at  high  cost,  an  emphasis 
on  litigation  undercutting  volunteer  efforts,  etc.  However,  in  one  or 
two  states,  projects  were  more  reasonably  successful.  No  information 
on  actual  achievements  in  reducing  problems  or  improving  quality  of 
care  was  developed.  A  total  of  some  1,200  complaints  from  patients 
or  others  were  received,  of  which  a  small  number  was  found  to  be 
"serious"  and  "resolved."  The  projects  were  so  variable  in  quality 
and  situational  factors  that  HEW  staff  hopes  for  identifying  good 
models  were  not  realized.  See  also  PIC  ID  Nos.  0474. 1  and  0474.2. 
(Final  report  255  pages;  executive  summary  15  pages.) 

DESCRIPTORS:  Case  or  Site  Study  Feature,  Nursing  Homes,  State  or 
Local  Administration,  Citizen  Participation,  Long  Term  Care, 
Demonstration  Projects,  Voluntary  Action 
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PROJECT  OFFICER: 
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HCFA-Health  Maintenance  Organizations 

ABSTRACT:  The  report  describes  rural  HMOs,  suggests  how  P.L. 
93-222  might  affect  the  development  of  rural  HMOs,  and  makes 
recommendations  concerning  the  funding  of  HMOs.  The  report  con- 
tains two  volumes:  "Analysis  and  Recommendations"  and  "Field 
Visit  Documentation."  Operational  data  from  17  rural  HMOs  were 
analyzed  with  respect  to  functional  characteristics,  such  as  organiza- 
tional structure  and  benefits  package  marketing.  The  report  suggests 
that  rural  HMOs  restructure  existing  resources  rather  than  create 
additional  capacity.  The  study  also  indicated  that  P.L.  93-222  will  not 
necessarily  foster  the  growth  of  HMOs  in  rural,  medically  under- 
served  areas.  In  fact,  the  legislation  and  accompanying  regulations 
may  create  delivery  systems  that  are  noncompetitively  priced  in  com- 
parison to  existing  indemnity  plans.  In  short,  the  study  cautions 
against  unrealistic  expectations  concerning  the  number  and  type  of 
rural  HMOs  that  will  result  from  current  HMO  legislation.  Work  for 
this  project  was  also  performed  by  Health  Applications  Systems. 
Both  volumes  are  available  from  PIC  and  from  NTIS  (Nos.  PB 
243-716  and  PB  243-717,  respectively).  (Final  report:  Volume  I,  95 
pages;  Volume  II,  157  pages.) 
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ABSTRACT:  This  report  identified  and  analyzed  circumstances  that 
have  prevented  many  organizations  from  qualifying  as  HMOs.  The 
study  found  that  applicant  organizations  experienced  significant 
problems  in  two  major  areas:  (1)  documentation  of  an  appropriate 
legal  organization  for  the  HMO  entity,  including  arrangements  with 
providers;  and  (2)  documentation  of  a  fiscally  sound  operation.  A 
case  history  for  each  organization  that  applied  for  qualification  was 
compiled  and  analyzed.  The  problems  in  each  application  were 
categorized  as  either  areas  of  noncompliance  or  areas  of  ambiguity/ 
omission.  Findings  indicate  that  prequalification  technical  assistance 
is  required  by  applicant  organizations  both  in  organizing  the  HMO 
as  a  legal  entity  to  meet  the  requirements  of  the  HMO  Act  of  1973 
and  in  presenting  evidence  of  a  financially  sound  operation,  including 
reliable  financial  projections.  The  function  of  providing  prequalifica- 
tion technical  assistance  is  not  being  fully  carried  out  at  the  regional 
office  level. 
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ABSTRACT:  The  first  Surgeon  General's  Report  on  Health  Promotion 
and  Disease  Prevention  ("Healthy  People")  established  broad  nation- 
al goals,  expressed  as  reductions  in  death  rates  or  days  of  disability, 
for  the  improvement  of  the  health  of  Americans  at  the  five  major  life 
stages.  These  prevention  series  reports  summarize  major  accomplish- 
ments and  new  developments  in  health  promotion  and  disease  pre- 
vention in  the  15  priority  areas  identified  in  "Healthy  People"  and 
review  some  of  the  more  salient  federal  contributions  to  prevention. 
The  first  report  ("'84/'85")  features  a  broad  range  of  health  protec- 
tion activities  that  comprise  environmental  public  health.  The  report 
presents  some  issues  of  the  environmental  health  protection  agenda, 
such  as  monitoring  environmental  conditions  that  affect  the  public's 
health  and  preparing  for  environmental  emergencies,  and  describes 
eight  areas  of  concern,  including  unintentional  injuries,  natural  disas- 
ters, asbestos,  and  water  contamination.  The  second  report  ("'86/ 
'87")  focuses  on  research  in  disease  prevention.  The  report  includes 
examples  of  prevention  and  prevention-relevant  research  in  such 
areas  as  substance  abuse,  AIDS,  high  blood  pressure,  osteoporosis, 
kidney  disease,  and  asthma.  See  also  PIC  ID  Nos.  2698,  2698.1, 
2698.3,  and  2698.4.  (Final  reports  166  and  192  pages,  respectively.) 
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ABSTRACT:  A  search  of  the  hterature  on  preventive  care  for  mothers, 
infants,  children,  and  youth  was  conducted  to  provide  information  to 
guide  policy  research  into  the  probable  impact  of  national  health 
insurance  coverage  on  preventive  care.  The  literature  search  was 
divided  into  two  categories:  (1)  cost -benefit  and  effectiveness  litera- 
ture and  (2)  utilization  literature.  Findings  revealed  that  few  studies 
produce  economic  estimates  of  benefits  and  costs  of  alternative  inter- 
vention strategies  and  that  methodologies  differ  radically  from  one 
study  to  another.  However,  in  some  areas,  particularly  immunization, 
programs  have  been  shown  to  be  highly  cost-effective.  It  is  recom- 
mended that  an  analysis  of  extant  and  new  data  from  existing  federal- 
ly funded  programs  be  undertaken  in  order  to  determine  if  preventive 
health  care  for  mothers,  infants,  children,  and  youth  should  be  ap- 
proved for  reimbursement  under  National  Health  Insurance.  See  also 
PIC  ID  Nos.  0474  and  0474.2.  (Final  report  64  pages  plus  appen- 
dices.) 
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ABSTRACT:  This  report  reviews  the  important  medical  area  in  which 
preventive  medicine  can  or  has  played  a  significant  role  and  indicates 
how  preventive  medicine  can  be  utilized  within  the  organizational 
framework  of  a  health  maintenance  organization.  (Final  report  268 
pages.) 
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ABSTRACT:  These  four  reports  each  present  background  information 
and  description  of  a  health  maintenance  organization  (HMO)  that  is 
financed  by  a  different  private  sector  investment  arrangement.  "Peak 
Health  Plan;  A  Case  Study  of  Private  Investment  Support  for  HMO 
Development"  discusses  the  HMO  that  serves  El  Paso  County, 
Colorado.  "Private  Sector  Investment  in  Health  Maintenance  Organ- 
izations: A  Case  Study  of  Hospital  Sponsorship"  is  the  case  study  of 
the  ANCHOR  HMO,  located  in  metropolitan  Chicago  and  directly 
sponsored  by  the  Rush-Presbyterian-St.  Luke's  Medical  Center.  "Pri- 
vate Sector  Investment  in  Health  Maintenance  Organizations:  A  Case 
Study  of  Debt  Financing"  examines  the  experience  of  the  Rutgers 
Community  Health  Plan  in  obtaining  a  tax-exempt  bond  issue,  which 
was  used  to  refinance  debt,  and  assesses  this  form  of  financing.  "Pri- 
vate Sector  Investment  in  Health  Maintenance  Organizations:  A  Case 
Study  of  Venture  Capital  Financing"  describes  the  evolution  and 
operation  of  the  Health  Maintenance  Organization  of  Pennsylvania, 
which  was  later  reorganized  under  the  name  United  State  Health 
Care  Systems,  Inc.  (Final  reports  11,  11,  5,  and  36  pages,  respective- 
ly) 
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PROJECT  OFFICER: 
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ABSTRACT:  The  first  Surgeon  General's  Report  on  Health  Promotion 
and  Disease  Prevention  ("Healthy  People")  established  broad  nation- 
al goals  for  improvement  of  the  health  of  Americans  at  the  five  major 
life  stages.  Those  goals  were  expressed  as  reductions  in  overall  death 
rates  or  days  of  disability  by  1990.  This  report  sets  specific  and 
quantifiable  objectives  for  the  15  priority  areas  identified  in  the  Sur- 
geon General's  report:  (1)  high  blood  pressure  control;  (2)  family 
planning;  (3)  pregnancy  and  infant  health;  (4)  immunization;  (5)  sexu- 
ally transmitted  diseases;  (6)  toxic  agent  control;  (7)  occupational 
safety  and  health;  (8)  accident  prevention  and  injury  control;  (9) 
fluoridation  and  dental  health;  (10)  surveillance  and  control  of  infec- 
tious diseases;  (11)  smoking  and  health;  (12)  misuse  of  alcohol  and 
drugs;  (13)  nutrition;  (14)  physical  fitness  and  exercise;  and  (15)  con- 
trol of  stress  and  violent  behavior.  Each  section  of  this  report  focuses 
on  one  of  the  15  prevention  areas  and  includes  (1)  the  nature  and 
extent  of  the  problem,  including  health  implications  and  status  and 
trends;  (2)  prevention/promotion  measures  in  education  and  informa- 
tion, services,  technology,  legislation  and  regulation,  and  economics; 
(3)  specific  objectives  for  1990  or  earlier;  (4)  principal  assumptions 
behind  the  objectives;  and  (5)  the  data  sources  necessary  to  track 
progress.  See  also  PIC  ID  Nos.  2698  and  2698.2-2698.4.  (Final  report 
102  pages.) 
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ABSTRACT:  This  comparative  study  of  executive  roles  in  health  ser- 
vice delivery  organizations  identified  the  key  managerial  skills  re- 
quired for  health  service  administrators  and  the  best  source  for 
obtaining  these  skills.  The  report  raises,  but  does  not  answer,  the 
broader  questions  of  knowledge  versus  personal  values  and  of  train- 
ing versus  placement  in  determining  success.  (Final  report  45  pages.) 
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ABSTRACT:  This  report  provides  an  examination  of  the  objectives, 
activities,  and  consequences  of  health  fair  screenings  and  evaluates 
their  benefits  and  costs.  As  health  fairs  have  become  more  popular 
and  more  numerous,  the  need  has  grown  to  examine  these  events 
more  closely.  It  was  reported  in  1985  that  more  than  20  million  blood 
chemistry  tests,  1.5  million  measurements  of  height  and  weight,  300,- 
000  tests  for  glaucoma,  and  200,000  hearing  screens  are  performed  for 
nearly  two  million  Americans  who  visit  health  fairs  each  year.  Using 
basic  epidemiologic  and  statistical  principles  as  a  framework,  re- 
searchers examined  records  of  more  than  20  health  fair  projects. 
Screening  tests  performed  by  health  fairs,  such  as  those  for  blood 
pressure,  anemia,  multiphasic  blood  chemistries,  glaucoma,  hearing, 
and  fecal  occult  blood,  were  studied.  The  analysis  concludes  that 
health  fairs  may  be  most  efficient  and  effective  if  they  are  targeted 
at  specific  high-risk  populations  and  include  the  screening  tests 
geared  to  the  risks  and  conditions  most  associated  with  that  target 
population.  A  summary  of  this  report  was  published  in  the  "Journal 
of  the  American  Medical  Association"  (September  20,  1985,  pp.  1492- 
1498). 
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ABSTRACT:  The  purpose  of  this  report  is  to  comment  on  the  adequa- 
cy of  health  care  provided  to  the  women  and  infants  of  the  Indian 
communities  served  by  the  Indian  Health  Service  and  to  suggest 
certain  recommendations  that  may  be  helpful  in  setting  priorities  and 
future  goals  for  the  IHS.  Personnel  recruitment  and  retention  are 
cited  as  the  most  significant  problems.  Suggestions  for  reducing  tur- 
nover (e.g.,  revising  the  salary  structure,  loan  forgiveness)  and  in- 
creasing recruitment  (e.g.,  corporate  recruiting  and  loan  recruiting 
incentives)  are  advanced.  (Final  report  140  pages.) 
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ABSTRACT:  The  National  Children  and  Youth  Fitness  Study  is  an 
outgrowth  of  the  1990  objectives  released  by  the  U.S.  Surgeon  Gen- 
eral in  1980.  It  provides  much  needed  baseline  information  to  deter- 
mine how  fit  and  how  active  fifth  through  12th  grade  students 
actually  are.  Specifically,  the  study  described  the  fitness  status  of 


American  children  and  youth,  described  patterns  of  participation  in 
physical  activity,  and  evaluated  the  relationship  between  physical 
activity  patterns  and  measured  fitness.  The  articles  in  this  report 
describe  the  research  process  and  discuss  results  in  detail.  Numerous 
statistics  are  provided.  See  also  PIC  ID  Nos.  2698-2698.3.  (Final 
report  48  pages.) 
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ABSTRACT:  The  Public  Health  Service  (PHS)  Task  Force  on  Wom- 
en's Health  Issues  examined  the  status  of  women's  health  in  the  con- 
text of  environmental,  economic,  social,  and  demographic  influences. 
The  task  force  focused  on  health  problems,  conditions,  or  diseases 
that  are  unique  to  women  or  some  subcategory  of  women  or  more 
prevalent  or  serious  for  women  or  a  subgroup  of  women.  The  task 
force's  activities  included  regional  meetings  and  an  inventory  of  PHS 
activities  and  programs  related  to  women's  health.  Volume  I  of  the 
report  contains  summaries  of  the  task  force's  findings  and  recommen- 
dations and  executive  summaries  of  the  four  chapters  of  Volume  II. 
Volume  II  addresses  (1)  social  factors  affecting  women's  health;  (2) 
women's  physical  health  and  well-being;  (3)  health  concerns  of  older 
women;  and  (4)  issues  related  to  alcohol,  drug  use  and  abuse,  and  the 
mental  health  of  women.  Recommendations  cover  (1)  promoting  a 
safe  and  healthful  physical  and  social  environment;  (2)  providing 
services  for  the  prevention  and  treatment  of  disease;  (3)  conducting 
research  and  evaluation;  (4)  recruiting  and  training  health  care  per- 
sonnel; (5)  educating  and  informing  the  public  and  disseminating 
research  information;  and  (6)  making  legislative  and  regulatory 
guidelines. 
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ABSTRACT:  In  1980,  the  United  States  set  new  national  goals  for 
measurable  gains  by  the  year  1990  in  the  health  of  its  people.  This 
mid-decade  report  indicates  that,  in  areas  such  as  high  blood  pressure 
control,  prevention  of  unintentional  injuries,  smoking  reduction,  im- 
munization, infectious  diseases,  alcohol  and  drug  misuse,  occupation- 
al safety  and  health,  and  dental  health,  many  of  the  objectives  either 
have  been  met  or  are  likely  to  be  met  by  1990  if  present  trends  can 
be  maintained.  Other  areas,  such  as  pregnancy  and  infant  health, 
family  planning,  nutrition,  fitness  and  exercise,  and  violent  behavior, 
pose  continuing  challenges.  Of  the  initial  226  objectives,  only  60 
appear  unlikely  to  be  achieved  based  on  trends  established  during  the 
first  half  of  the  decade,  and  only  eight  are  following  negative  trends 
away  from  the  1990  goals.  Health-status  goals  and  special  focus  areas 
were  established  by  age  groups:  younger  than  1  year,  1-14  years, 
15-24  years,  25-64  years,  and  65  and  over.  The  health  strategy  targets 
were  divided  into  preventive  health  services  for  individuals,  health 
protection  for  population  groups,  and  health  promotion  for  popula- 
tion groups.  See  also  PIC  ID  Nos.  2698-2698.2  and  2698.4.  (Final 
report  253  pages.) 
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ABSTRACT:  The  study  utilizes  a  descriptive  framework  based  upon 
a  mail  and  telephone  survey  to  collect  data  on  how  states  determine 
their  AFDC  needs  standards  and  enhanced  by  the  collection  of  more 
detailed  information  from  case  studies  of  1 1  states.  Based  upon  this 
data,  a  comparative  analysis  was  performed.  The  target  group  of  the 
study  was  the  recipients  of  the  AFDC  program.  The  findings  of  the 
report  are  that  the  great  majority  of  states  need  standards  (1)  are 
basically  arbitrary  numbers  (regardless  of  their  amounts);  (2)  are  set 
below  the  poverty  line;  and  (3)  have  declined  continually  over  the  ten 
years  prior  to  this  study.  Additional  findings  are  that  when  states 
establish  higher  needs  standards  and  update  them  regularly  payment 
levels  tend  to  also  increase.  A  number  of  methodologies  are  also 
accessible  to  states  for  developing  normative  needs  standards. 
Recommendations  of  the  study  are  that  states  should  be  required  to 
index  their  needs  standards  and  to  set  them  by  an  approved  me- 
thodology. 
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ABSTRACT:  The  eight  papers  in  this  collection  are  based  on  the  first 
interviews  in  the  Longitudinal  Retirement  History  Study.  The  survey 
population,  which  was  initially  interviewed  in  1969,  has  been  reinter- 
viewed  every  second  year  since  then.  These  baseline  data  include 
statistics  on  preretirement  health  and  health  care  costs,  early  labor- 
force  withdrawal  of  men,  labor-force  status  of  nonmarried  women 
nearing  retirement,  assets  of  individuals  nearing  retirement,  family 
structure  in  preretirement  years,  and  activities  and  expenditures  of 
preretirees.  Also  included  are  a  summary  of  the  study  and  a  copy  of 
the  1969  interview  schedule.  HEW  Publication  No.  (SSA)  76-11806. 
See  also  PIC  ID  Nos.  1386,  1386.2,  and  1386.3.  (Final  report  165 
pages.) 
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ABSTRACT:  This  project  is  based  on  a  linkage  of  records  of  the  Social 
Security  Administration  and  Rehabilitation  Services  Administration 
on  all  disabled  persons  whose  cases  were  closed  by  state  vocational 
rehabilitation  agencies  in  FY  1971.  It  provides  a  follow-up  system  for 
program  evaluation  by  analyzing  the  impact  of  rehabilitation  services 
on  (1)  subsequent  beneficiary  experience  and  (2)  subsequent  employ- 
ment and  earnings  of  beneficiaries  and  applicants.  The  impact  on 
employment  earnings  of  other  VR  agency  cases  were  studied  and 
compared  with  the  experience  of  beneficiaries.  The  outcome  of  refer- 
ral for  rehabilitation  services  of  beneficiaries  and  nonbeneficiaries  is 
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also  examined.  The  following  reports  are  available  from  PIC:  "The 
Effects  of  Vocational  Rehabilitation  on  the  Earnings  of  Disabled 
Persons"  and  "Effect  of  Vocational  Rehabilitation  on  Employment 
and  Earnings  of  the  Disabled:  State  Variations."  (Final  reports  20  and 
16  pages,  respectively.) 
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ments 
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SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  The  mobility  of  recipients  under  the  SSI  program  may 
be  affected  either  by  the  level  of  benefits  or  by  their  eligibility  for 
benefits  in  various  states.  Such  changes  may  result  from  all  types  of 
mobility,  including  interstate,  in  and  out  of  institutions  and  between 
households.  Particular  attention  was  paid  to  changes  in  benefit  levels 
resulting  from  changes  in  institutional  status  or  other  living  arrange- 
ments, changes  in  ineligibility  status  resulting  from  leaving  the  coun- 
try or  changing  state  of  residence,  and  the  administrative  and 
operational  impacts  of  various  types  of  recipient  mobility. 
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PROJECT  OFFICER:  Schmulowitz,  Jack 
PROGRAM(S)  EVALUATED: 

SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  These  reports  provide  descriptive  information  and  anal- 
ysis of  significant  aspects  of  the  Supplemental  Security  Income  (SSI) 
program.  The  reports  available  from  PIC  are  (1)  "SSI  Beneficiaries 
Medically  Determined  to  be  Alcoholics  or  Drug  Addicts"  (Research 
and  Statistics  Note  No.  8);  (2)  "SSI  Recipients  in  Domiciliary  Care 
Facilities:  Federally  Administered  Optional  Supplementation,  March 
1976"  (reprinted  from  the  December  1977  "Social  Security  Bulle- 
tin"); (3)  "SSI  Recipients  in  Medicaid  Institutions,  December  1979" 
(reprinted  from  "Notes  and  Brief  Reports"  column  of  the  April  1981 
"Social  Security  Bulletin");  (4)  "SSI:  Trends  in  State  Supplementa- 
tion, 1979-81"  (reprinted  from  the  June  1983  "Social  Security  Bulle- 
tin"); (5)  "A  Statistical  Release  of  OASDI  Beneficiaries  and  SSI 
Recipients  with  a  Representative  Payee,  December  1981"  (published 
in  November  1983);  and  (6)  "A  10- Year  Review  of  the  Supplemental 
Security  Income  Program"  (reprinted  from  the  January  1984  "Social 
Security  Bulletin"). 
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ABSTRACT:  Social  Security  beneficiaries  under  age  72  are  affected  by 
the  earnings  test  provision  of  the  law  if  they  have  income  from 
employment  or  self-employment  in  excess  of  specific  monthly  and 
annual  exempt  amounts.  This  article  presents  some  detailed  statistical 
data  concerning  persons  affected  by  the  earnings  test  in  1973.  In  1973, 
the  earnings  test  provided  that  benefits  were  to  be  withheld  at  the  rate 
of  $1  for  every  $2  in  earnings  exceeding  $2,100.  Benefits  were  paya- 
ble, however,  for  any  month  in  which  the  entitled  individual  earned 
$  1 75  or  less  or  did  not  render  substantial  services  in  self-employment, 
regardless  of  total  earnings  during  the  year.  Most  of  the  data  are  for 
retired-worker  beneficiaries,  but  limited  data  on  dependent  and  survi- 
vor beneficiaries  who  had  earnings  beyond  the  exempt  amounts  are 
also  presented.  Some  major  findings  were  about  one-sixth  of  all 
retired  workers  aged  62-71,  roughly  1,4  million,  lost  some  or  all  of 
their  1971  benefits  because  of  their  earnings;  retired  workers  affected 
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by  the  earnings  test  lost  $2.4  billion  in  Social  Security  benefits-- 
approximately  68%  of  the  $3.6  billion  that  would  have  been  payable 
if  there  had  been  no  deductions  due  to  earnings;  approximately  1 10,- 
000  fewer  retired  workers  were  affected  by  the  earnings  test  in  1973 
than  in  1972.  The  publication  of  this  data  coincided  with  legislative 
changes  to  the  earnings  test  proposed  by  both  the  House  and  the 
Senate.  This  report  was  published  in  the  September  1977  "Social 
Security  Bulletin." 
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ABSTRACT:  This  study  provided  information  about  the  consequences 
of  women's  changing  employment  patterns  for  use  in  adapting  Social 
Security  policies.  It  examined  women's  changing  commitment  to 
work  and  family  roles.  According  to  the  study,  women  in  the  1970s 
still  experienced  conflicts  between  family  demands  and  occupational 
demands,  although  the  conflict  was  lessening  for  younger  women. 
Accompanying  these  changing  employment  patterns  were  major 
shifts  in  family  patterns,  such  as  women  remaining  single  or  delaying 
marriage  and  motherhood.  These  changes  raised  two  important  con- 
cerns for  the  Social  Security  system:  (1)  the  question  of  how  these 
changes  were  affecting  women's  contributions  and  future  benefits 
under  the  Social  Security  system;  and  (2)  the  extent  to  which  policies 
for  women  were  adequate  and  equitable.  This  study  of  Chicago-area 
women  provided  empirical  evidence  relevant  to  evaluating  both 
these  policy  questions.  The  report  focused  on  six  major  dimensions 
of  women's  involvement  in  employment  and  family  roles:  (1)  atti- 
tudes about  Social  Security  and  retirement  expectations;  (2)  changes 
in  overall  life  patterns  and  employment  and  family  role  involvements 
from  age  19  to  retirement;  (3)  changing  levels  and  patterns  of  educa- 
tion and  job  training;  (4)  factors  related  to  employment  rates;  (5) 
differences  between  fuUtime  home-makers  and  employees;  and  (6)  a 
more  detailed  examination  of  women's  occupations.  (Final  report  202 
pages.) 

DESCRIPTORS:  Old  Age  and  Survivors  Insurance,  Women,  Social 
Security,  Labor  Markets  and  Problems 
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ABSTRACT:  The  Social  Security  Amendments  of  1972  authorized 
reimbursement  by  means  of  a  single  comprehensive  health  services 
plan  financed  on  a  prepaid  capitation  basis.  Data  for  1971  and  1972 
were  compiled  and  analyzed  on  the  24  existing  group  practice 
prepayment  plans  (GPPP)  and  on  the  new  HMOs.  Utilization  and 
cost  of  hospital  medical  services  received  by  Medicare  beneficiaries 
enrolled  in  such  organizations  were  compared  with  the  experiences 
of  other  beneficiaries.  To  ensure  strict  comparability,  consideration 
was  given  to  variables  such  as  physician  specialty,  sex  and  age  of 
patients,  diagnosis  and  geographic  location.  The  objective  was  to 
provide  information  about  experience  of  HMOs  under  Medicare  and 
to  determine  whether  this  mode  of  delivery  of  health  care  services 
saves  money  under  the  program.  A  bulletin  article  previously  pub- 
lished dealing  with  the  experience  of  six  GPPPs  has  shown  that  in 
some  circumstances  program  costs  are  higher  for  GPPPs  than  in  the 
fee-for-service  sector. 
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PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 
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HCFA-Medicare  (Entire  Program  Area) 

ABSTRACT:  This  study  examined  the  mechanisms  used  for  the  gov- 
ernment health  programs  in  terms  of  who  ultimately  paid  for  these 
programs  and  who  received  their  benefits.  Data  were  presented  and 
analyzed  by  state  with  particular  emphasis  on  the  impact  of  the  pro- 
grams according  to  the  income  level  of  the  states.  Each  public  pro- 
gram was  scrutinized  by  comparing  the  cost  and  benefit  incidence  by 
state.  At  the  time  of  the  study,  1 1  different  public  programs  were 
helping  to  finance  personal  health  care.  These  programs  were  fi- 
nanced in  a  variety  of  ways,  primarily  through  general  revenues, 
matching  arrangements,  payroll  taxes,  and  combinations  of  these 
mechanisms.  They  paid  benefits  to  a  variety  of  specific  population 
groups.  Benefits  were  highest  in  states  where  the  targeted  population 
was  largest.  Under  programs  financed  by  federal  general  revenues, 
costs  were  highest  in  states  where  personal  income  was  greatest. 
Under  programs  financed  by  state  and  local  general  revenues,  the 
cost  burden  was  relatively  greater  in  low-income  states.  Of  programs 
designed  to  aid  the  lower-income  states.  Medicaid  was  the  least  suc- 
cessful. (Final  report  91  pages.) 

DESCRIPTORS:  Health  Care  Expenditures,  Health  Insurance  and  Fi- 
nancing, Medicaid,  Medicare 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0504  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '74  through  September  '74 


2396 

AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Computer-Based  Procedure  for  the 
N-Dimensional  Adjustment  of  Data:  NJUST 

REPORT  TITLE:  Computer-Based  Procedure  for  the  N-Dimensional 

Adjustment  of  Data:  NJUST 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  This  report  presents  a  computer-based  technique  for 
dealing  with  a  class  of  statistical  adjustment  problems.  This  technique 
is  a  tool  for  reconciling  inconsistencies  and  for  statistically  imputing 
missing  data  in  a  collection.  The  class  of  problems  with  which  the 
technique  (the  NJUST)  deals  arises  at  many  points  in  social  science 
research.  This  report  describes  the  class  of  problems  with  which  the 
technique  deals,  the  computational  technique  employed,  and  the 
computer  programs  that  implement  the  technique.  In  addition,  it 
presents  examples  to  illustrate  the  use  of  the  computer  program  and 
provides  a  listing  of  the  program.  (Final  report  66  pages.) 
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ABSTRACT:  This  project  examined  the  distribution  of  income  under 
the  existing  tax-transfer  system  and  changes  in  the  distribution  result- 
ing from  changes  in  the  tax-transfer  system.  Major  studies  were  made 
of  welfare  programs.  Social  Security  payroll  taxes,  and  the  income 
taxation  of  Social  Security  benefits.  The  March  Current  Population 
Survey,  as  well  as  a  variety  of  other  surveys  and  samples  of  adminis- 
trative records,  provided  the  database.  Major  report  titles  are  "Eligi- 
bility for  Welfare  and  Participation  Rates,  1970";  "Family 
Demography  and  Transfer  Payments  during  the  1970s";  "Payroll 
Tax  Liability  and  Its  Relation  to  Family  Unit  Income:  1971,  1973,  and 
1974";  "Family  Social  Security  Taxes  Compared  with  Federal  In- 
come Taxes,  1979";and  "Analysis  of  the  Advisory  Council's  Proposal 
to  Tax  One-Half  of  Social  Security  Benefits." 
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ABSTRACT:  The  1968  Survey  of  the  Aged  provided  information  on 
the  socioeconomic  status  of  the  aged.  Survey  responses  were  com- 
bined with  benefit  records,  yielding  information  on  the  characteris- 
tics and  resources  of  aged  beneficiaries  with  different  types  and  levels 
of  benefits.  Major  issues  addressed  by  the  study  include  the  adequacy 
of  Old  Age  and  Survivors  Insurance  benefit  levels,  the  impact  of 
certain  Social  Security  provisions  on  the  incomes  of  the  aged,  and  the 
extent  to  which  other  sources  of  income  are  received  by  the  aged, 
both  beneficiaries  and  nonbeneficiaries.  (Final  report  186  pages.) 
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ABSTRACT:  The  Universal  Social  Security  Coverage  Group  was  es- 
tablished at  the  direction  of  Congress  and  charged  with  the  task  of 
examining  the  feasibility  and  desirability  of  legislating  mandatory 
coverage  for  noncovered  workers.  This  study  attempted  to  quantify 
the  issues  associated  with  universal  coverage  and  to  provide  detailed 
empirical  analysis  of  the  principal  alternatives.  These  analyses  prov- 
ided substantial  information  about  how  individuals  would  be  affected 
under  each  alternative.  The  report  also  quantitatively  assesses  the 
problems  resulting  from  the  lack  of  mandatory  Social  Security  cover- 
age. 
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ABSTRACT:  This  study  examined  denied  disability  claims  and  at- 
tempted to  find  ort  why  so  many  denied  disability  claims  were  ap- 
pealed. A  sample  of  insured  claimants  who  were  denied  initially  for 
lack  of  a  severe  or  long  continued  disability  in  the  year  just  prior  to 
the  study  were  identified.  One  to  two  years  later,  their  claims  were 
re-examined  to  see  what  proportion  requested  review,  filed  new  ap- 
plications, had  their  claims  reopened,  or  returned  to  work.  Compari- 
son was  made  of  their  demographic  and  disability  characteristics  and 
benefit  status  with  the  1967  reconsideration  study  population.  The 
initial  and  subsequent  decisions  were  examined  to  see  what  factors 
lead  to  benefit  award  after  denial.  For  the  denied  claims  that  were 
reversed  and  later  awarded  benefits,  the  nature  of  new  evidence  was 
classified  (e.g.,  worsened  medical  conditions,  new  evidence  substan- 
tiating severity).  A  feasibility  study  was  conducted  to  identify  prob- 
lems and  test  the  data  extraction  form. 
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ABSTRACT:  This  survey  examined  a  cross-section  of  disabled,  non- 
disabled,  and  previously  disabled  persons  in  the  civilian  noninstitu- 
tionalized  population  aged  20-64.  This  study  focused  on  the 
economic,  medical  and  social  circumstances  and  consequences  of 
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work-limiting  disability,  including  economic  resources,  income- 
maintenance  program  relationships,  medical  care  and  rehabilitation 
services,  family  participation  and  relationships,  work  adjustments, 
and  specific  work-related  limitations  in  functional  capacity.  The  1972 
survey  data  were  also  analyzed  (1)  to  determine  the  extent  to  which 
disability  affects  the  labor  force  activity  of  the  working  age  adults; 
and  (2)  to  examine  the  effects  of  disability  on  the  distribution  of 
income.  Econometric  techniques  were  used  to  explain  differences  in 
the  variations  of  income  between  disabled  and  nondisabled  popula- 
tions. See  also  PIC  ID  No.  1388.1.  (Final  report  321  pages  plus 
appendices.) 
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ABSTRACT:  This  study  used  secondary  analyses  of  national  and  state 
data  to  gain  additional  knowledge  and  insights  about  the  types  of 
living  arrangements  considered  by  the  Social  Security  Administra- 
tion (SSA)  to  be  domiciliary  care,  specifically  those  for  which  Sup- 
plemental Security  Income  (SSI)  and  state  supplementation  to  the 
federal  payment  can  be  used  by  the  client  to  pay  for  such  care. 
Domiciliary  care  facilities  provide  care  for  those  who  cannot  func- 
tion in  totally  independent  living  arrangements  (e.g.,  the  vulnerable 
elderly,  mentally  retarded,  or  other  disabled  populations).  The  report 
is  divided  into  three  parts.  Part  I  provides  the  context  of  the  study. 
Part  II  presents  descriptive  analyses  of  domiciliary  care  programs  by 
client  group  and  funding  (i.e.,  whether  there  is  an  optional  state 
supplement  to  federal  SSI  payments  and  the  locus  of  the  supplement's 
administration).  Part  III  explores  relationships  between  various  po- 
tentially manipulable  program  elements  and  the  achievement  of 
desired  program  and  state-level  goals  (e.g.,  client/family  participa- 
tion in  placement  decisions,  availability  of  personal  and  support  ser- 
vices, and  efficient  placement  procedures).  See  also  PIC  ID  Nos. 
1075  and  1075.2.  (Final  report  245  pages  plus  appendices.) 
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ABSTRACT:  This  article  describes  and  reports  on  the  degree  to  which 
Social  Security  and  private  pensions  replaced  preretirement  earnings 
for  a  sample  of  individuals  retiring  in  the  early  1970s.  Although 
simple  in  concept,  replacement  rates  can  be  defined  in  many  different 
ways.  Because  no  one  definition  is  best  for  all  purposes,  several  are 
considered  and  the  contexts  in  which  each  might  be  utilized  are 
discussed.  Both  Social  Security  and  total  replacement  rates  are  pre- 
sented for  individual  retired  workers  and  married  couples.  Also  pre- 
sented are  rough  estimates  of  changes  in  total  income  at  retirement. 
This  article  was  published  in  the  October  1982  "Social  Security 
Bulletin"  (Volume  45,  No.  10,  pp.  3-23).  See  also  PIC  ID  Nos.  1386, 
1386.1,  and  1386.3. 
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ABSTRACT:  A  disaggregated  model  of  Social  Security  benefit  pay- 
ments and  payroll  taxes  was  estimated  with  annual  time-series  data. 
Part  of  the  model  consists  of  equations  describing  the  response  of 
retirement  and  disability  beneficiaries  to  economic,  demographic, 
and  program  factors.  The  model  was  designed  to  be  incorporated  into 
a  macroeconometric  model  of  the  U.S.  economy,  so  that  the  impact 
of  the  Social  Security  sector  on  the  rest  of  the  economy  could  be 
studied.  In  a  collateral  study  (published  under  the  title  "Unemploy- 
ment and  Disability:  An  Econometric  Analysis  with  Time-Series 
Data")  a  multiequation  recursive  model  of  the  Social  Security  Disa- 
bility Program  is  specified.  The  model  is  estimated  with  quarterly 
data  from  1964  to  1971. 
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ABSTRACT:  This  study  reviewed  and  assessed  the  nature  of  those 
emergency  assistance  and  special  needs  programs  that  were  found  in 
the  public  welfare  system.  It  also  considered  the  relation  of  public 
programs  to  those  in  the  private  sector.  The  study  used  questionnaires 
addressed  to  both  state  and  county  offices,  documentary  material, 
and  the  results  from  case-study  analyses  to  frame  its  conclusions. 
Important  points  were  as  follows.  A  large  array  of  public  emergency 
assistance  and  special  needs  programs  were  found  to  exist.  These 
included  Aid  to  Families  with  Dependent  Children  (AFDC)  Emer- 
gency Assistance  and  AFDC  Special  Needs,  Supplemental  Security 
Income  (SSI)  Special  Needs,  and  state  emergency  programs.  The 
average  state  had  four  such  programs.  These  programs  were  limited 
in  coverage  and  uneven  in  application.  With  the  exception  of  SSI 
programs,  most  special  needs  and  emergency  programs  concentrated 
on  a  very  small  number  of  situations  and  a  very  specific  group  of 
clients.  Those  clients  who  did  not  fit  into  a  categorized  program,  and 
those  with  problems  arising  from  a  simple  shortage  of  funds,  were 
covered  least  often.  Seventy-five  percent  of  the  local  administrators 
felt  that  the  basic  needs  of  clients  were  not  adequately  met  by  the 
grant  and  emergency  programs. 
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ABSTRACT:  The  purpose  of  this  study  was  to  evaluate  the  Child 
Support  Enforcement  (CSE)  program,  which  became  effective  Au- 
gust 1,  1975,  under  Title  IV-D  of  the  Social  Security  Act.  Although 
the  program  is  open  to  both  AFDC  and  non-AFDC  recipients,  the 
basic  purpose  of  the  program  is  to  transfer  the  burdens  of  welfare 
from  the  taxpayer  to  the  legally  responsible  parent.  Because  the  Child 
Support  Enforcement  program  constitutes  an  important  part  of  ef- 
forts to  assure  integrity  and  efficiency  in  the  AFDC  program,  it  has 
evoked  departmental  and  congressional  interest.  This  project  pro- 
vides a  formal,  objective  evaluation  to  assess  the  program's  cost- 
effectiveness  and  is  intended  to  respond  to  this  interest.  The  contrac- 
tor concluded  that  the  cost-effectiveness  of  the  CSE  program  de- 
clined because  (1)  the  financing  structure  allowed  states  to  show  a 
profit  without  running  cost-effective  programs;  (2)  program  func- 
tioning was  frequently  dependent  on  accurate  referrals  from  the 
AFDC  agency  and  provisions  of  legal  services  through  cooperative 
agreements;  (3)  the  social  benefits  of  paternity  determination  were 
usually  in  conflict  with  the  financial  benefits  of  prioritizing  cases  by 
potential  for  collections;  and  (4)  AFDC  cases  frequently  required 
costly  and  lengthy  paternity  determination  with  few  or  no  collections 
received  due  in  part  to  child  support  award  amounts. 
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ABSTRACT:  The  study  focused  on  the  effect  of  the  1981  Aid  to  Fami- 
lies with  Dependent  Children  (AFDC)  amendments  on  the  work 
effort  of  recipients,  overall  program  costs,  and  the  distribution  of 
benefits  among  various  subgroups.  The  study  was  based  on  case 
record  data  abstracted  for  a  post -Omnibus  Budget  Reconciliation  Act 
(OBRA)  1981  national  AFDC  probability  sample  compared  to  a 
similarly  drawn  pre-OBRA  1980  sample.  A  telephone  survey  was 
also  conducted  among  a  small  subsample  of  former  AFDC  recipients 
whose  cases  were  discontinued  as  a  result  of  the  amendments.  Of 
special  concern  were  limits  of  AFDC  eligibility  to  assistance  units 
with  gross  income  under  150%  of  each  state's  need  standard  and 
changes  in  treating  work  expenses  and  earned  income  disregard.  The 
major  findings  of  the  study  were  that  (1)  post-OBRA  earners  were 
significantly  more  likely  than  pre-OBRA  earners  to  be  off  the  AFDC 
rolls  one  year  later;  (2)  working  recipients  who  lost  AFDC  eligibility 
did  not  quit  their  jobs  in  order  to  return  to  the  welfare  rolls;  (3)  the 
work  effort  among  AFDC  redipients  remained  at  the  same  level  after 
OBRA;  (4)  the  amendments  generated  substantial  overall  AFDC 
savings;  and  (5)  those  amendments  on  the  rolls  were  those  with  low 
or  no  income,  where  high  earner  cases  were  discontinued.  See  also 
PIC  ID  No.  2453.1. 
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ABSTRACT:  In  this  follow-up  study,  Research  Triangle  Institute  con- 
firmed and  strengthened  earlier  findings  that  the  1981  amendments  to 
the  Aid  to  Families  with  Dependent  Children  (AFDC)  achieved 


substantial  savings,  did  not  reduce  AFDC  recipients'  work  effort,  and 
preserved  the  AFDC  safety  net  by  targeting  resources  on  those  most 
in  need.  The  amendments  were  part  of  the  Omnibus  Budget  Recon- 
ciliation Act  of  1981.  The  study  was  based  on  a  national  probability 
sample  of  AFDC  cases  active  in  September  1981  and  a  corresponding 
sample  from  one  year  earlier.  It  focused  on  the  amendments  that  set 
a  ceiling  of  15%  of  gross  income  for  determining  AFDC  eligibility 
and  revised  the  method  for  treating  earned  income  and  work  ex- 
penses disregards.  FY  1982  savings  were  estimated  at  $856  million. 
There  was  no  evidence  of  reduced  work  effort  by  AFDC  recipients. 
Working  recipients  who  lost  eligibility  because  of  the  reforms  did  not 
quit  their  jobs  to  return  to  the  AFDC  rolls.  See  also  PIC  ID  No.  2453. 
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MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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Beneficiary  Labor  Market  Participation 

REPORT  TITLE:  Impact  of  Substantial  Gainful  Activity  Level  on 

Beneficiary  Labor  Market  Participation 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER:  Franklin,  Paula;  Rm  3C2,  ME  Bldg; 

301-594-0318 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance  (Entire  Program  Area) 

ABSTRACT:  A  12-year  series  on  earnings  and  quarters  of  employment 
for  disabled  workers  derived  from  a  1%  continuous  work  history 
sample  provides  information  to  determine  whether  work  incentives 
stimulating  labor-force  participation  are  the  same  for  the  disabled  as 
for  the  retired.  Several  factors  could  have  affected  persons  receiving 
disability  benefits  during  the  period  1960-71:  changes  in  the  earnings 
level  used  to  measure  substantial  gainful  activity  (SGA),  legislative 
amendments,  rising  wage  levels,  and  a  fluctuating  unemployment 
rate.  The  findings  indicate  that  the  major  determinant  of  labor-force 
behavior  on  the  part  of  disabled  beneficiaries  seems  to  be  the  trial 
work  period,  not  the  SGA  level.  This  report  was  also  published  in 
the  August  1976  "Social  Security  Bulletin." 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Survey  or 
Questionnaire  Feature,   Labor  Markets  and  Problems,  Income 
Maintenance,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1408  PROJECT  NO:  ORS  75-10,  (07227) 
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COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  January  '75  through  August  '76 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Impact  of  the  Supplementary  Medical  Insurance 
Deductible  and  Coinsurance 

REPORT  TITLE:  Impact  of  the  Supplementary  Medical  Insurance 

Deductible  and  Coinsurance 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER:  Mueller,  Marjorie 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-Supplementary  Medical  Insurance 

ABSTRACT:  The  effect  of  the  deductible  and  coinsurance  on  enrollees 
under  the  Supplementary  Medical  Insurance  Program,  Part  B  of 
Medicare,  was  assessed.  The  socioeconomic  characteristics  of  per- 
sons who  have  not  been  hospitalized  and  who  do  not  meet  the  deduct- 
ible, as  well  as  the  amount  and  types  of  services  they  utilize,  were 
analyzed.  Analyses  were  also  made  of  the  use  of  services  by  persons 
in  varying  income  classes  and  by  persons  for  whom  other  govern- 
ment programs  pay  the  deductible  and  coinsurance.  Analysis  focused 
on  the  effects  of  the  increase  in  the  Part  B  deductible  in  1973.  Data 
provided  by  the  study  showed  the  number  and  kinds  of  persons  who 
may  be  deterred  from  using  necessary  medical  care  services  and  the 
estimated  impact  of  changes  in  deductible  and/or  coinsurance 
amount. 

DESCRIPTORS:  Health  Insurance  and  Financing,  User  Charges 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1394  PROJECT  NO:  ORS  74-02,  (09202) 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed 

START/END  DATES:  January  '74  through  December  '79 
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PROJECT  TITLE:  Implementation  and  Analysis  of  Public  Law 

98-460,  Section  1619  (The  Social  Security  Disability  Benefits 
Reform  Act  of  1984) 

REPORT  TITLE:  Implementation  and  Analysis  of  Public  Law 

98-460,  Section  1619  (The  Social  Security  Disability  Benefits 

Reform  Act  of  1984) 
PERFORMER:  Office  of  Supplemental  Security  Income, 

Washington  D.C.  20009  7" 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  Section  1619  of  the  Social  Security  Act  provided  a  con- 
tinuation of  special  supplemental  security  income  (SSI)  payments 
and/or  Medicaid  coverage  for  recipients  of  SSI  disability  benefits 
who  worked  despite  the  continuation  of  their  impairments.  HHS 
conducted  a  study  to  evaluate  the  effectiveness  of  Section  1619  in 


reducing  work  disincentives  and  to  determine  the  characteristics  of 
individuals  benefiting  from  its  protection.  Study  results  highlighted 
the  high  turnover  rate  of  participants  in  the  Section  1619  program. 
Although  point-in-time  participation  levels  were  low  compared  to 
more  broadly  based  programs,  approximately  55,000  individuals  had 
been  covered  by  Section  1619  for  some  period  since  its  inception  in 
1981.  Within  three  years,  turnover  was  such  that  program  status  was 
as  follows:  62.3%  was  no  longer  covered  by  SSI's  regular  program 
or  Section  1619(a)  or  (b);  15%  was  again  covered  by  the  regular  SSI 
program;  58.3%  was  no  longer  covered  by  SSI's  regular  program  or 
Section  1619(a)  or  (b);  and  24.3%  was  again  covered  by  the  regular 
SSI  program.  Although  there  had  been  many  individual  successes, 
the  program's  potential  for  reducing  dependency  among  the  entire 
disabled  population  was  limited  to  a  very  small  fraction.  In  1985, 
average  monthly  participation  was  7,300,  less  than  .2%  of  all  SSI 
disabled  individuals.  (Final  report  37  pages  plus  appendices.) 

DESCRIPTORS:  Supplemental  Security  Income,  Medicaid,  Low-In- 
come Population,  Labor  Markets  and  Problems 
STUDY  TYPE:  Other 

PIC  ID  NO:  1730  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  July  '85  through  July  '86 
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PROJECT  TITLE:  Analysis  of  State  Policies  and  Procedures  for 
Determining  Incapacity  under  the  AFDC  Program 

REPORT  TITLE:  Incapacity  under  the  Aid  to  Families  with 
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Policies  and  Procedures  (Two  Volumes) 
PERFORMER:  Organization  for  Service  in  the  Public  Interest,  Inc., 

21  Elmore  Street,  Newton  Center  MA  02159 
PROJECT  OFFICER:  Weinberg,  Joan 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  In  an  attempt  to  better  understand  how  the  states  define 
and  determine  incapacity  under  the  AFDC  program,  this  report  pro- 
vides federal  policy  staff  and  researchers  with  an  overview  of  existing 
practices  in  determining  incapacity  in  AFDC,  and  analyzes  effects  of 
alternative  policies.  It  also  provides  state  administrators  information 
on  what  has  been  done  in  other  states  and  what  can  be  done  to 
improve  their  incapacity  programs.  The  report  documents  definitions 
and  procedures  for  incapacity  in  the  50  states  and  the  District  of 
Columbia.  It  examines  and  analyzes  in  detail  data  from  selected  states 
for  greater  insight  into  AFDC  incapacity  practices.  Data  were  col- 
lected from  existing  data  sources  and  by  means  of  a  literature  review, 
mail  surveys,  and  interviews  with  state  and  local  welfare  administra- 
tors and  staff  Work  for  this  project  was  also  performed  by  Math- 
ematica  Policy  Research,  Inc.,  Plainsboro,  New  Jersey.  (Final  report: 
Volume  I,  143  pages;  Volume  II,  appendices.) 

DESCRIPTORS:  State  or  Local  Administration,  Children  and  Youth, 
Low-Income  Population,  Research  and  Evaluation  Performance, 
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STUDY  TYPE:  Program  Management  or  Efficiency 
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Available  from  PIC, 
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PROJECT  OFFICER:  Fox,  Alan 
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ABSTRACT:  This  article  details  the  changes  in  total  income  and  the 
composition  of  its  sources  that  occur  upon  initial  receipt  of  Social 
Security  benefits  and  in  the  first  four  years  thereafter.  The  study 
showed  that,  for  many  persons,  retirement  is  a  gradual  process  rather 
than  an  immediate  cessation  of  all  paid  work.  Approximately  half  the 
persons  entering  the  rolls  continue  in  at  least  some  paid  employment 
after  benefit  receipt.  Even  more  do  so  if  previous  earnings  were  low 
or  if  they  have  no  pension  to  supplement  their  benefits.  In  real  terms, 
the  average  couple  initially  loses  approximately  one-third  of  its  previ- 
ous income,  while  nonmarried  women,  with  less  to  begin  with,  lose 
somewhat  less.  In  the  time  period  studied,  inflation  was  high  in  his- 
torical terms:  the  Consumer  Price  Index  rose  by  approximately  one- 
third  in  the  four  years  following  benefit  receipt.  During  that  time  the 
real  income  of  beneficiaries  declined  by  approximately  10%  from  the 
levels  immediately  after  benefit  receipt.  Fewer  beneficiaries  con- 
tinued to  work  four  years  later,  so  earnings  played  a  smaller  role  in 
total  income.  The  real  value  of  private  pensions  declined  by  approxi- 
mately 20%  in  the  four-year  period,  but  because  most  persons  with 
such  pensions  had  other,  better-protected  sources  of  income  their 
total  income  declined  by  less  than  10%.  This  article  was  published  in 
the  September  1984  "Social  Security  Bulletin"  (Volume  47,  No.9). 
See  also  PIC  ID  Nos.  1386-1386.2. 
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ABSTRACT:  This  biennial  series  of  studies  of  the  income  of  the  popula- 
tion aged  55  or  older  began  in  1976.  The  series  updates  information 
on  the  broad  economic  picture  of  a  cross-section  of  the  aged  popula- 
tion. The  tabulations  in  this  series  focus  on  the  major  sources  and 
combinations  of  sources  of  income  for  this  age  group  and  the  amounts 
received  from  such  sources.  The  relative  importance  or  share  of 
particular  sources  to  total  income  is  measured  both  for  individuals 
and  for  the  aged  as  a  whole.  Proportions  of  the  aged  below  the 
poverty  line  are  presented  in  terms  of  their  own  incomes  and  the 
incomes  of  families  with  which  they  live.  The  1976,  1978,  1980,  1982, 
and  1984  editions  are  available  from  PIC.  Also  available  from  PIC  is 
"Income  and  Resources  of  the  Aged"  (1980). 

DESCRIPTORS:  Elderly,  Pensions,  Low-Income  Population,  Statisti- 
cal Data  Feature,  Trends  and  Forecasts,  Demography 
STUDY  TYPE:  Program  Impact 
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Available  from  PIC 
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ABSTRACT:  The  10-year  retirement  history  study  was  designed  to 
provide  insight  into  the  dynamics  of  the  retirement  process.  The 
longitudinal  data  it  produced  provided  information  on  actual  changes 
in  the  lives  of  workers  as  a  consequence  of  retirement  and  aging, 
contrasted  with  changes  inferable  from  cross-sectional  studies.  It  sup- 
plied to  program  evaluators  and  planners  within  the  SSA,  legislators, 
and  other  government  and  nongovernment  organizations  information 
on  the  circumstances  affecting  the  patterns  of  work  and  retirement 
for  Americans  up  to  at  least  the  age  of  73  years.  This  information 
included  such  program-relevant  matters  as  the  timing  of  retirement, 
levels  of  income  replacement,  the  effects  of  various  levels  of  both 
anticipated  and  actual  retired  income,  reactions  to  the  retirement  test, 
the  adequacy  of  Social  Security  benefits  and  Medicare,  distribution 
and  effects  of  mandatory  retirement,  and  the  private  pension  and 
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health  insurance  programs  that  complement  them.  Retirement  histo- 
ry study  data  may  be  purchased  by  single  survey  year  through  the 
National  Archives  (Archives  No.  3-047-76-001)  by  calling  202-523- 
3267.  Data  from  all  six  waves  of  the  survey  (1969,  1971,  1973,  1975, 
1977,  1979)  are  on  deposit.  The  data  are  also  available  through  the 
Interuniversity  Consortium  for  Political  and  Social  Research  at  the 
University  of  Michigan  (ICPSR  7739).  See  also  PIC  ID  Nos.  1386.1- 
1386.3. 
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ABSTRACT:  Reconsideration  is  one  safeguard  in  the  appeals  process 
that  protects  the  claimant's  rightful  entitlement  to  benefits.  This  study 
examined  factors  that  accounted  for  reconsideration  applications  and 
reversals.  Disability  worker  cases  from  the  Longitudinal  Sample  of 
Disability  Insurance  Applicants  (LSDIA)  were  being  utilized  as  the 
primary  data  source.  Data  obtained  from  the  record  sources  on  the 
applicant's  alleged  onset  of  disability,  actions  taken  during  the  initial 
adjudication  stage,  the  reconsideration  filing  period,  and  subsequent 
reversal  or  affirmation  of  the  initial  decision.  A  special  feature  was 
the  use  of  time-referenced  cohorts  of  disability  cases  classified  by 
selected  medical  and  demographic  characteristics.  Each  group  of 
cases  was  being  followed  through  the  adjudicative  process  to  its  final 
disposition,  providing  a  picture  of  how  initial  and  reconsideration 
cases  traveled  through  the  adjudicative  system.  The  five  reports 
available  from  PIC  are  "An  Examination  of  the  Reconsideration 
Process:  Psychiatric  Impairment";  "Claims  Requiring  Development 
of  Additional  Medical  Evidence";  "An  Examination  of  the  Reconsid- 
eration Process:  Cardiovascular  Impairment";  "An  Examination  of 
the  Reconsideration  Process:  Muskuloskeletal  Impairment";  and 
"Disability  Claims  Requiring  Return  to  the  State  Agencies:  Findings 
from  the  Longitudinal  Sample  of  Disability  Insurance  Applicants." 
(Final  reports  15,  25,  17,  29,  and  19  pages,  respectively.) 
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ABSTRACT:  This  project  analyzed  the  lifetime  distributional  effects  of 
Social  Security  taxes  and  benefits.  One  part  of  the  project  analyzed 
the  internal  rates  of  return  to  Social  Security  contributions  for  a 
sample  of  retired  workers.  Other  work  extended  this  analysis  to  fu- 
ture retirees  through  the  simulation  of  relevant  variables  for  sets  of 
younger  workers.  Another  part  of  the  project  was  the  development 
of  an  analytical  framework  for  appraising  the  equity  of  the  Social 
Security  benefit  structure.  This  work  placed  the  examination  of  such 
issues  as  decoupling  and  replacement  ratios  into  an  appropriate 
theoretical  and  empirical  context.  The  equity  and  cost  implications 
of  various  alternative  specifications  for  the  benefit  structure  were  also 
estimated.  Report  titles  include  "Internal  Rates  of  Return  to  Retired 
Worker-Only  Beneficiaries  under  Social  Security,  1967-70";  "Pro- 
jected Rates  of  Return  to  Future  Social  Security  Retirees  under 
Alternative  Benefit  Structures";  "An  Empirical  Analysis  of  Alterna- 
tive Benefit  Structures";  "The  Role  of  the  Replacement  Rate  in  the 
Design  of  the  Social  Security  Structure";  and  "A  Framework  for 
Analyzing  the  Equity  of  the  Social  Security  Benefit  Structure." 
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REPORT  TITLE:  Mandating  Private  Pensions:  A  Study  of  European 
Experience 

PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Commissioners  Office-Research  and  Statistics 

ABSTRACT:  This  study  examined  the  experience  of  four  countries- 
United  Kingdom,  Netherlands,  Switzerland,  and  Sweden— in  which 
the  mandating  of  private  pensions  existed  or  had  been  discussed  by 
the  time  of  the  study.  The  mandating  of  private  pensions  in  the  U.S. 
has  been  brought  before  Congress  a  number  of  times.  This  analysis 
of  foreign  thinking  provides  a  background  on  the  reasoning  behind 
such  a  policy,  integration  of  public  and  private  systems,  and  the 
problems  involved.  One  of  the  prime  reasons  for  going  the  private 
route  (mandating  private  pensions)  rather  than  the  public  route  (high- 
er social  security  benefits  or  additional  social  security  layers)  was  the 
pressure  to  avoid  higher  payroll  taxes.  Some  of  the  countries  already 
had  such  high  contribution  rates  for  their  social  security  "package" 
that  they  looked  for  other  means  to  improve  benefits.  Adding  a  layer 
of  private  pensions,  they  believe,  does  not  involve  government  fi- 
nancing mechanisms  and  keeps  the  money  in  the  private  sector. 
However,  mandating  by  law  also  creates  many  problems. 
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PERFORMER:  Office  of  Policy,  Baltimore  MD  21235 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

HCFA-Research  Demonstration  and  Evaluation 

ABSTRACT:  This  report  lists  18  National  Health  Insurance  bills  that 
were  introduced  to  the  94th  Congress  as  of  February  1976.  The 
programs  listed  include  those  that  would  (1)  establish  a  plan  by  law 
or  provide  substantial  incentives  for  voluntary  establishment;  (2)  use 
some  type  of  insurance  or  tax  mechanism;  and  (3)  potentially  affect 
all  or  most  of  the  population.  The  plans  were  grouped  according  to 
their  general  approach  as  follows:  mixed  public  and  private,  mainly 
public,  tax  credit,  and  catastrophic  protection.  To  facilitate  analysis 
and  comparison,  the  provisions  of  all  bills  have  been  presented  in  a 
manner  that  provides  information  on  the  following  subjects:  (1)  gen- 
eral concept  and  approach;  (2)  coverage  of  the  population;  (3)  benefit 
structure;  (4)  administration;  (5)  relationship  to  other  government 


programs;  (6)  financing;  (7)  standards  for  providers  of  service;  (8) 
reimbursement  of  providers  of  service;  and  (9)  delivery  and  re- 
sources. Many  of  the  bills  include  provisions  specifically  designed  to 
effect  changes  in  the  methods  of  delivery  of  health  care  services  or 
to  increase  the  supply  of  health  resources.  Summary  charts  describing 
the  major  features  of  the  proposals  are  included.  (Final  report  209 
pages.) 
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ABSTRACT:  The  New  Beneficiary  Survey  was  designed  to  examine 
how  beneficiaries  are  affected  by  new  provisions  of  the  Social  Securi- 
ty Act  and  social  trends  of  retirement.  It  sampled  non-institutional- 
ized persons  in  the  United  States  who  had  begun  receiving  different 
kinds  of  Social  Security  and  medical  insurance  benefits  between  mid- 
1980  and  mid-1981.  Data  obtained  include  a  comprehensive  and  de- 
tailed work  history  for  each  person  in  the  sample  together  with 
information  on  income  sources  and  asset  holdings  of  both  beneficiar- 
ies and  their  spouses,  marital  and  child-rearing  histories,  as  well  as 
such  other  relevant  characteristics  associated  with  retirement  as 
health  and  spouse's  employment.  A  data  tape  is  available  from  SSA. 
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ABSTRACT:  This  report  presents  two  papers  by  the  Commissioner  of 
Social  Security  on  the  most  significant  problems  facing  Social  Securi- 
ty in  the  1980s.  The  first  study  ("Social  Security:  A  Period  of  Adjust- 
ment") traces  the  contours  of  rather  massive  demographic  shifts  and 
other  social  changes  that  are  likely  to  characterize  American  society 
in  the  future.  The  second  study  ("Social  Security:  Adapting  to  a  New 
Era")  presents  a  discussion  of  the  myths  and  realities  that  characterize 
this  vast  and  complex  system.  That  is,  the  historical  development  of 
the  program  has  transformed  certain  values  into  an  ideology  that  is 
fundamentally  out  of  touch  with  changing  social  realities.  Adherence 
to  the  traditional  approach  is  hindering  analytical  thinking  about  the 
best  strategy  to  meet  the  challenges  posed  by  changing  social  condi- 
tions. 
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ABSTRACT:  The  report  is  abstracted  under  PIC  ID  No.  2626. 
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ABSTRACT:  The  Office  of  Research,  Statistics  and  International  Poli- 
cy Function  (ORSIP)  develops  and  disseminates  information  on  the 
effects  of  programs  operated  by  the  Social  Security  Administration 
(SSA)  and  the  interactions  among  these  programs,  other  tax  and 
transfer  programs,  and  economic,  social,  and  demographic  forces. 
This  mission  is  carried  out  by  collecting  and  tabulating  statistics  and 
by  conducting  policy  research  and  legislative  impact  analyses.  Each 
year,  an  overview  of  ORSIP's  major  initiatives  for  the  next  fiscal  year 
is  published  in  the  September  "Social  Security  Bulletin."  Summaries 
of  recent  research  are  also  published  in  the  bulletin.  Further  informa- 
tion can  be  obtained  directly  from  ORSIP/SSA.  See  also  PIC  ID  No. 
2626.1. 
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ABSTRACT:  This  report  examines  personal  health  care  spending  by 
state  for  1969.  Economic,  demographic,  and  social  factors  determine 
health  care  spending  in  a  state.  The  relative  prices  of  care,  level  of 
income,  amount  of  insurance,  supply  of  facilities  and  personnel,  and 
availability  of  public  funds  all  affect  the  level  of  spending.  The  size, 
age,  and  income  composition  of  a  state's  population  also  have  an 
impact  on  the  amount  being  spent:  older  people  incur  larger  health 
bills;  high-income  residents  can  afford  to  spend  more  than  those  with 
low  incomes.  One  of  the  most  significant  factors  in  explaining  state 
variation  in  health  care  expenditures  is  per  capita  personal  income. 
The  most  meaningful  comparison  of  health  care  expenditures  among 
the  states  is  in  terms  of  per  capita  amounts,  which  vary  significantly 
throughout  the  nation.  A  very  wide  range  of  average  health  care 
spending  was  exhibited  among  the  states.  Massachusetts  had  by  far 
the  highest  medical  expenditures:  $90  more  per  person  than  the  na- 
tional average.  New  York  had  the  second  highest  expenditures  for 
health  care,  and  California  followed  closely  with  the  third  highest. 
The  lowest  per  capita  health  outlays  were  in  the  two  poorest  states: 
Mississippi  and  Arkansas.  (Final  report  25  pages.) 
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ABSTRACT:  This  report  provides  a  compilation  of  papers  presented 
at  a  workshop  covering  a  variety  of  SSA  databases  being  used  to 
research  public  policy  questions.  An  appendix  is  also  included,  listing 
SSA  public  use  files  available  to  outside  researchers.  The  primary  aim 
of  the  conference  was  to  foster  a  better  understanding  between  pro- 
ducers and  users  of  SSA  research  files  to  improve  analysis  with 
existing  databases  and,  ultimately,  to  improve  data  sources  for  Social 
Security  policy  research.  (Final  report  792  pages.) 

DESCRIPTORS:  Conference  Proceedings  Feature,  Social  Security, 
Statistical  Data  Feature 


STUDY  TYPE:  Other 

PIC  ID  NO:  0414  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '78  through  March  '78 


2426 

AGENCY  SPONSOR:  Social  Security  Administration 
PROJECT  TITLE:  Poverty  Studies  in  the  Sixties 

REPORT  TITLE:  Poverty  Studies  in  the  Sixties.. .A  Selected, 

Annotated  Bibliography 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security  ' 

ABSTRACT:  This  bibliography  is  a  summary  of  publications  in  the  / 
field  of  poverty  and  its  related  problems,  such  as  housing,  unemploy-  ' 
ment,  and  education.  Studies  of  some  antipoverty  programs  as  well 
as  proposals  for  a  guaranteed  annual  income  and  negative  income  tax 
are  included.  Literature  published  between  1960  and  1969,  a  period 
when  many  antipoverty  programs  were  developed,  is  covered.  The 
legislative  record  section  lists  federal  documents  tracing  the  develop- 
ment of  legislation  creating  or  amending  major  federal  antipoverty 
programs  of  the  1960s.  The  bibliography  includes  several  administra- 
tive and  research  reports  prepared  by  or  for  federal  agencies.  Publica- 
tions of  state  and  local  organizations  are  not  included.  (Final  report 
126  pages.) 
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ABSTRACT:  These  proceedings  included  34  papers  presented  at  the 
21st  National  Workshop  on  Welfare  Research  and  Statistics,  held 
August  2-6,  1981,  in  Nashville.  Tennessee.  This  series  of  conferences 
was  held  biennially  from  1956  to  1966  and  annually  beginning  in  1967. 
♦  The  conferences  were  designed  to  provide  public  welfare  research 
and  statistics  personnel  at  all  governmental  levels  with  an  opportuni- 
ty to  exchange  ideas,  share  experiences  in  dealing  with  problems,  and 
explore  new  trends  in  the  field  of  welfare  research  and  statistics. 
(Final  report  366  pages.) 
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ABSTRACT:  An  increasing  awareness  of  the  demographic  and  finan- 
cial problems  facing  the  Social  Security  system  has  caused  policy- 
makers to  consider  the  possibility  of  a  change  in  the  retirement  age. 
Most  discussions  concerning  possible  adjustment  in  the  age  of  retire- 
ment focus  on  increases  in  life-expectancy  and  the  resulting  increase 
in  time  spent  in  retirement.  Implicit  in  the  current  system  is  an  as- 
sumption that  all  improvements  in  life  expectancy  at  the  older  ages 
go  into  the  retirement  years.  This  paper  explores  an  alternative  view 
and  examines  several  measures  (originally  suggested  by  OACT)  relat- 
ed to  this  view.  One  group  of  these  measures  assigns  the  entire  im- 
provement in  life  expectancy  at  the  older  ages  to  the  work  years, 
while  the  other  group  proportionately  allocates  the  improvement  in 
life  expectancy  between  time  in  retirement  and  time  in  the  work 
force.  This  analysis  uses  sex-specific  data  spanning  the  years  1940-75 
with  projected  data  to  the  year  2050.  The  resulting  range  of  possible 
equivalent  retirement  ages  will  provide  the  basis  for  alternative  per- 
spectives on  the  definition  of  retirement  age.  (Executive  summary  3 
pages.) 
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ABSTRACT:  This  project  included  three  major  tasks:  (1)  audited  cost 
reports  were  analyzed  to  provide  national  estimates  of  hospital  costs 
and  revenues,  breakdowns  of  these  estimates  by  type  of  hospital  and 
bed  size,  examination  of  the  influence  of  Medicare  and  other  third- 
party  reimbursement  on  hospital  costs  and  revenues,  and  to  test  hypo- 
theses concerning  the  influence  of  selected  variables  on  hospital  costs 
and  revenues;  (2)  through  a  contract  with  the  American  Hospital 
Association,  data  were  provided  to  enable  monitoring  and  reporting 
of  costs,  prices,  service  intensity,  unit  input  costs,  technology,  and 
productivity  in  nonfederal,  short-term,  general  hospitals;  and  (3)  a 
physician  price-monitoring  system  was  developed.  Information  on 
the  levels  and  directions  of  physician  productivity,  fees,  costs,  and  net 
incomes  was  collected  and  analyzed. 

DESCRIPTORS:  Health  Insurance  and  Financing,  Hospitals,  Physi- 
cians, Productivity,  Survey  or  Questionnaire  Feature,  Management 
Information  and  Reporting 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO;  1403  PROJECT  NO;  ORS  75-05,  RP-34 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  Contract/In- 

house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 

COST    (In  Thousands):  FY  75-SO,  FY  76.1 -SO,  FY  76.1-$0,  FY 

77-$0,  FY  78-$0 
STATUS:  Study  completed 

START/END  DATES:  January  '75  through  December  '80 
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AGENCY  SPONSOR:  Social  Security  Administration 
PROJECT  TITLE:  Reaching  Retirement  Age 

REPORT  TITLE:  Reaching  Retirement  Age:  Findings  from  a  Survey 

of  Newly  Entitled  Workers,  1968-70 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Commissioners  Office-Research  and  Statistics 

ABSTRACT:  Since  the  availability  of  actuarially  reduced  retired- 
worker  benefits  at  age  62  (starting  in  1956  for  women  and  in  1961  for 
men),  more  than  half  of  the  men  and  approximately  two-thirds  of  the 
women  entering  retired-worker  rolls  elected  reduced  benefits.  Con- 
cern was  expressed  that  the  low  level  of  benefits  paid  to  early  retirees 
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might  lead  to  greater  reliance  on  public  assistance.  This  report  exam- 
ines retirement  patterns,  reasons  for  retiring,  incidence  of  disabling 
health  conditions,  employment,  financial  resources,  and  private  pen- 
sion coverage  and  receipt  using  information  on  new  beneficiaries 
collected  from  a  sample  of  persons  awarded  retired-worker  benefits 
between  July  1968  and  June  1970.  (Final  report  295  pages.) 

DESCRIPTORS:  Social  Security,  Low-Income  Population,  Pensions, 
Retirement 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0406  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  December  '75  through  December  '76 
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AGENCY  SPONSOR:  Social  Security  Administration 
PROJECT  TITLE:  Beneficiary  Recovery 

REPORT  TITLE:  Recovery  of  Disabled  Beneficiaries:  A  1975 

Follow-up  Study  of  1972  Allowances 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER:  Green,  Jerome 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance- Vocational  Rehabilitation  Services 

ABSTRACT:  This  study  investigated  explanations  for  why  the 
beneficiary  recovery  rates  declined  in  the  early  and  mid-1970s,  and 
measured  the  impact  of  the  state  rehabilitation  programs  on  benefici- 
ary recovery.  In  spite  of  the  large  referral  and  reimbursement  pro- 
grams by  SSA  for  rehabilitations  of  disability  beneficiaries,  recovery 
rates  did  not  increase.  Previous  Office  of  Research  Statistics  (ORS) 
studies  have  focused  on  the  rehabilitated  beneficiaries  in  the  trust 
fund  rehabilitation  program  and  what  their  recovery  experience  has 
been.  This  study  focused  on  beneficiaries  who  do  recover,  how  their 
characteristics  differ  from  previous  recovery  terminations,  and  from 
those  who  do  not  leave  the  rolls.  This  publication  was  reprinted  from 
the  "Social  Security  Bulletin"  (April  1979,  pp.  3-23). 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Client  Re- 
cords, Training  and  Employment  of  the  Disadvantaged,  Federal 
State  and  Local  Relations,  Evaluation  by  State  and  Local  Govern- 
ments 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  1419  PROJECT  NO:  ORS  76-10,  RP-77 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  76-$0 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '76  through  October  '77 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Report  of  the  Disability  Advisory  Council 

REPORT  TITLE:  Report  of  the  Disability  Advisory  Council 
PERFORMER:  Disability  Advisory  Council 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance-Program  Direction  and 
Management; 

SSA-Disability  Insurance-Vocational  Rehabilitation  Services; 
SSA-Supplemental  Security  Income-Program  Direction  and 
Management; 

SSA-Supplemental  Security  Income-Vocational 
Rehabilitation  Services 

ABSTRACT:  This  project  examined  (1)  the  effectiveness  of  the  voca- 
tional rehabilitation  programs  for  Social  Security  and  Supplemental 
Security  Income  beneficiaries;  (2)  the  question  of  using  specialists  to 
complete  medical  and  vocational  evaluation  at  the  state  agency  deci- 
sion-making level;  (3)  alternative  approaches  to  work  evaluations; 
and  (4)  work  incentives  and  disincentives  in  the  Social  Security  Ad- 
ministration's (SSA's)  disability  programs.  The  report  discusses  the 
history  of  the  Disability  Insurance  (DI)  and  Supplemental  Security 
Income  (SSI)  programs;  major  problems  within  those  programs;  al- 
ternative approaches  to  those  programs;  vocational  rehabilitation; 
work  incentives  and  disincentives;  lack  of  uniformity  in  disability 
determinations;  the  recommendation  not  to  use  medical  specialists  in 
determination  of  disability;  and  use  of  work  evaluations  by  the  disa- 
bility determination  services.  (Final  report  94  pages  plus  appendices.) 

DESCRIPTORS:  Disability  Insurance,  Social  Security,  Supplemental 
Security  Income,  Labor  Markets  and  Problems,  Career  or  Vocational 
Education,  Law  and  Legislation 

STUDY  TYPE:  Research  and  Data  Development;  Program  Manage- 
ment or  Efficiency 

PIC  ID  NO:  3096  PROJECT  NO; 

FUND  SOURCE:  Research  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '86  through  February  '88 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Supplemental  Security  Income  Study  Group 

REPORT  TITLE:  Report  of  the  Supplemental  Security  Income  Study 
Group 

PERFORMER:  Office  of  Supplemental  Security  Income, 

Washington  D.C.  20209 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Supplemental  Security  Income  (Entire  Program  Area) 

ABSTRACT:  The  Supplemental  Security  Income  Study  Group  estab- 
lished by  the  Secretary  was  charged  with  evaluating  the  Supplemen- 
tal Security  Income  (SSI)  program.  Six  major  policy  and  operational 
areas  were  identified  for  concentrated  study:  the  federal  and  state 
roles;  eligibility  criteria;  service  to  the  client;  management  and  ad- 
ministration; program  quality;  and  computer  systems.  This  report 
reviews  the  legislative  and  political  implications  of  the  law  establish- 
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ing  the  SSI  program  and  discusses  the  new  and  compHcated  roles  the 
federal  and  state  governments  assumed  in  administering  SSI.  The 
findings  of  this  discussion  lay  the  framework  for  many  of  the  recom- 
mendations appearing  throughout  the  report. 

DESCRIPTORS:  Supplemental  Security  Income,  Federal  State  and  Lo- 
cal Relations 

STUDY  TYPE;  Program  Impact 

PIC  ID  NO:  0293  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  April  '75  through  January  '76 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Reports  on  Poverty  during  the  1960s 

REPORT  TITLE:  Reports  on  Poverty  during  the  1960s  (Eight 
Reports) 

PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Income  Security; 
X-Non-HHS  Programs-Income  Security 

ABSTRACT:  These  eight  reports  on  poverty  were  issued  by  HEW 
during  the  1960s.  "Counting  the  Poor:  Another  Look  at  the  Poverty 
Profile"  presents  a  method  of  measuring  equivalent  levels  of  living. 
"Progressing  against  Poverty"  discusses  how  the  proportion  of  poor 
within  the  total  population  was  halved  during  the  period  from  1959 
to  1967.  "Recounting  the  Poor-A  Five- Year  Review"  looks  at  trends 
from  1959  to  1964  and  offers  some  detail  about  the  poverty  roster  for 
1964.  "Who's  Who  among  the  Poor:  A  Demographic  View  of  Pover- 
ty" examines  the  35  million  individuals  in  poverty  and  gives  details 
on  their  race,  age,  and  employment  status  in  March  1964.  "The  Poor 
in  City  and  Suburb,  1964"  analyzes  the  distribution  of  poverty  by  race 
in  the  large  cities,  smaller  cities,  and  suburbs  in  1965.  "More  about 
the  Poor  in  1964"  offers  some  findings  about  the  sources  of  income 
of  poor  and  nonpoor  households.  "The  Shape  of  Poverty  in  1966" 
cites  statistics  proving  that  privation  is  borne  by  aged  persons,  wom- 
en who  are  family  heads,  and  blacks.  "The  Poor,  Health,  and  the 
Law"  discusses  the  National  Legal  Program  on  Health  Problems  of 
the  poor  in  terms  of  its  organization,  responsibilities,  and  activities. 
(Final  reports  29,  10,  19,  32,  37,  38,  32,  and  4  pages,  respectively.) 

DESCRIPTORS:    Income    Maintenance,    Low-Income  Population, 
Minority  Groups,  Families  with  Dependent  Children,  Elderly,  In- 
come Distribution,  Statistics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0343  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable  ; 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  December  '61  through  December  '68 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Research  to  Improve  the  Quality  of  Race/Ethnic 
Data  Collected  by  the  Federal  Government 

REPORT  TITLE:  Research  to  Improve  the  Quality  of  Race/Ethnic 

Data  Collected  by  the  Federal  Government 
PERFORMER:  Office  of  Policy,  Office  of  Research  and  Statistics, 

Baltimore  MD  21235 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Commissioners  Office-Research  and  Statistics 

ABSTRACT:  This  collection  of  papers,  presented  at  the  1980  annual 
meeting  of  the  American  Statistical  Association  in  Houston,  Texas, 
includes  (1)  "Legal/Policy  Issues  in  the  Collection  of  Race/Ethnic 
Data  on  Form  SS-5"  by  Lois  Alexander;  (2)  "The  Use  of  Focus 
Group  Interviews  to  Improve  the  Design  of  an  Administrative  Form: 
A  Case  Study  at  the  Social  Security  Administration"  by  Marvin  G. 
Scherr;  (3)  "Collection  and  Analysis  of  Data  on  Race  and  Ethnicity 
Questions  in  Social  Security  Number  Applications"  by  Marvin  G. 
Scherr  and  William  J.  Nelson,  Jr.;  (4)  "Identification  of  the  Hispanic 
Population:  A  Review  of  Census  Bureau  Experiences"  by  Edward 
W.  Fernandez  and  Nampeo  R.  McKenney;  (5)  "Race/Ethnic  Data 
Collection  in  the  Federal  Civil  Service"  by  Philip  A.D.  Schneider; 
and  (6)  "Discussion"  by  Katherine  K.  Wallman.  (Final  report  30 
pages.) 

DESCRIPTORS:  Bibliography  Feature,  Information  Processing,  Con- 
ference Proceedings  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  1613  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  January  '81  through  January  '81 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Evaluability  Assessment  of  the  Effects  of  Job 
Search  in  the  AFDC  Program 

REPORT  TITLE:  Services  to  Conduct  an  Evaluability  Assessment  of 
the  Effects  of  Job  Search  in  the  AFDC  Program 

PERFORMER:  Westat,  Inc.,  1650  Research  Boulevard,  Rockville 
MD  20850 

PROJECT  OFFICER:  Yaffe,  Alan;  Rm  5600,  COHEN  Bldg; 

202-245-0551 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  This  project  was  essentially  a  feasibility  study  of  assess- 
ing AFDC  job  search  programs.  Previous  research  had  shown  that 
in  relatively  small-scale  settings  job  search  significantly  increases  the 
number  of  individuals  finding  jobs.  However,  large  local  or  statewide 
programs  had  never  been  studied  in  sufficient  depth  to  determine  the 
effects  of  scale  on  job  search  programs.  This  study  addressed  four 
principal  questions  regarding  such  large-scale  programs:  (1)  What  job 
search  models  are  in  use?  (2)  What  data  on  participants  are  being 
collected?  (3)  What  new  data  collection  efforts  may  be  needed  to 
assess  AFDC  job  search?  (4)  How  can  new  or  existing  data  be  used 
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to  address  policy-related  issues  regarding  job  search  programs  (such 
as  cost-effectiveness,  deterrence,  saturation  effects,  or  program  de- 
sign)? Based  on  a  literature  review  and  a  telephone  survey  of  job 
search  administrators  in  25  states,  five  sites  were  selected  for  in-depth 
examination  of  their  job  search  programs.  The  final  report  includes 
a  description  of  job  search  models  and  data  availability  for  each  of 
these  sites,  as  well  as  a  discussion  of  issues  that  must  be  addressed  in 
the  design  of  any  subsequent  assessment  of  AFDC  job  search  pro- 
grams. (Final  report  272  pages;  literature  review  47  pages.) 

DESCRIPTORS:  Income  Maintenance,  Labor  Markets  and  Problems, 
Feasibility  Study  Feature,  Research  and  Evaluation  Methods  Fea- 
ture, Training  and  Employment  of  the  Disadvantaged,  Families  with 
Dependent  Children 

STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  2451  PROJECT  NO:  OFA  84-02 

FUND  SOURCE:  Evaluation        NTIS  NO:  PB  85-204287/AS 
MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  600-82-0099 
COST    (In  Thousands):  FY  84-$69 
STATUS:  Study  completed. 

Available  from  PIC, 

Available  from  NTIS 
START/END  DATES:  April  '84  through  September  '84 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Equivalent  Retirement  Age 

REPORT  TITLE:  Sex-Specific  Equivalent  Retirement  Ages: 
1940-2050 

PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER:  Pugh,  Robert  E.;  Rm  1123,  UN  Bldg; 

202-673-5594 
PROGRAM(S)  EVALUATED: 

SSA-Old  Age  and  Survivors  Insurance-Benefit 

Payments-Survivors  Insurance 

ABSTRACT:  The  study  analyzed  how  the  increase  in  life  expectancy 
observed  in  recent  decades  affects  retirement  eligibility  issues.  The 
author  proposes  a  series  of  measurements  to  be  considered  when  such 
issues  are  discussed.  The  report  notes  that  life  expectancy  changes 
have  been  dramatically  different  for  men  and  women.  Each  of  the 
measurements  proposed  has  a  different  implication  in  terms  of  equity 
when  an  increased  retirement  age  is  considered.  The  report  con- 
cludes that  while  it  may  not  be  feasible  (or  appropriate)  to  establish 
separate  retirement-age  schedules  for  men  and  women,  an  awareness 
of  existing  life  expectancy  differences  between  the  sexes  should  help 
policymakers  in  selecting  a  middle-range  choice.  This  report  was 
published  in  "Social  Security  Bulletin"  (March  1984,  pp.  3-9). 

DESCRIPTORS:  Eligibility  Issues,  Women 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2192  PROJECT  NO: 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '83  through  March  '84 
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AGENCY  SPONSOR:  Social  Security  Administration 

PROJECT  TITLE:  Social  Security,  Saving,  and  Capital  Formation 

REPORT  TITLE:  Social  Security,  Saving,  and  Capital  Formation 

(Selected  Reports) 
PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER:  Lesnoy,  Selig,  Rm  367,  UN  Bldg; 

202-673-5644 
PROGRAM(S)  EVALUATED: 

SSA-Old  Age  and  Survivors  Insurance-Benefit  Payments 

(Entire  Program  Area) 

ABSTRACT:  The  objective  of  this  project  was  to  study  the  relation- 
ship between  Social  Security,  private  saving,  and  capital  formation. 
The  approach  was  based  on  studies  by  Martin  Feldstein  and  Alicia 
Munnell.  The  theoretical  foundation  is  the  life-cycle  model  of  saving. 
An  aggregate  econometric  model  of  consumption  was  estimated, 
incorporating  alternative  Social  Security  variables.  Report  titles  are 
"Social  Security  and  Private  Saving:  A  Reexamination  of  the  Time 
Series  Evidence  Using  Alternative  Social  Security  Wealth  Varia- 
bles"; "Social  Security  and  Private  Saving:  New  Time  Series  Evi- 
dence"; "Social  Security  and  Private  Saving:  New  Time  Series 
Evidence  with  Alternative  Specifications";  "Social  Security  and  Pri- 
vate Saving:  New  Time  Series  Evidence";  "Social  Security  and  Pri- 
vate Saving:  An  Examination  of  Feldstein's  New  Evidence";  "Social 
Security  and  Private  Saving:  Theory  and  Historical  Evidence." 

DESCRIPTORS:  Economics,  Pensions,  Social  Security 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1401  PROJECT  NO:  ORS  75-03,  (06270) 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  January  '75  through  October  '83 
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PROJECT  TITLE:  Social  Security  and  the  Changing  Roles  of  Men 
and  Women 

REPORT  TITLE:  Social  Security  and  the  Changing  Roles  of  Men 
and  Women 

PERFORMER:  Office  of  Research,  Statistics  and  International 

Policy,  Washington  D.C.  20009 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Old  Age  and  Survivors  Insurance-Benefit 
Payments-Survivors  Insurance  v. 

ABSTRACT:  This  study  investigated  proposals  to  eliminate  dependen- 
cy as  a  factor  in  entitlement  to  spouse's  benefits  and  to  eliminate  sex 
discrimination  under  the  Social  Security  program.  The  labor-force 
participation  of  married  women  grew  from  17%  in  1940  to  approxi- 
mately 47%  in  1977.  At  the  time  of  this  study,  67%  of  all  women  age 
25-54  were  expected  to  be  in  the  labor  force  in  1990,  compared  with 
approximately  55%  in  this  age  group  in  1975.  Another  important 
change  is  the  increase  in  rates  of  divorce  and  remarriage.  The  mar- 
riages of  one  in  three  women  age  26-40  were  expected  to  end  in 
divorce.  Few  divorced  or  separated  women  receive  alimony  or  child 
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support.  This  study  explored  two  options  to  eliminate  dependency  as 
a  factor  in  determining  entitlement  to  spouse's  benefits:  (1)  earnings 
sharing  and  (2)  establishment  of  a  double-decker  benefit  structure  for 
the  Social  Security  program.  Earnings  sharing  would  provide  for  the 
equal  division  of  total  annual  earnings  of  a  married  couple  for  each 
year  of  the  marriage.  The  double-decker  plan  would  replace  the 
present  system  with  a  two-tier  benefit  structure.  The  first  tier  would 
be  a  flat-rate  benefit  that  would  be  payable  regardless  of  marital  status 
or  work  covered  under  Social  Security.  The  second  tier  would  be  an 
earnings-related  benefit  payable  to  everyone  who  had  worked  in  a 
covered  job.  (Final  report  322  pages.) 
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ABSTRACT:  This  study  investigates  the  effectiveness  of  Social  Securi- 
ty's disability  insurance  program.  As  a  basis  for  evaluating  the  pro- 
gram, the  researchers  conducted  a  follow-up  study  through  personal 
interviews  and  medical  examinations  of  denied  and  allowed  appli- 
cants. The  sample  included  1,564  disability  applicants,  drawn  from 
the  applicant  population  in  the  Baltimore,  Maryland,  metropolitan 
area.  The  study  presents  these  data  on  the  two  applicant  groups 
comparatively  and  collectively.  Some  of  the  findings  of  the  study  are 
(1)  a  smaller  proportion  of  allowances  than  denials  returned  to  work 
after  onset  of  disability;  (2)  the  death  rate  was  higher  among  allow- 
ances; (3)  both  groups  were  characterized  by  low  income  and  low 
assets,  but  denials  tended  to  decline  after  disability  to  a  lower  socio- 
economic level  than  the  allowances;  and  (4)  medical  evaluation  of 
individual  applicants  showed  that  denials  were  less  restricted  in 
movement  and  in  better  health  generally  than  the  allowances.  (Final 
report  91  pages  plus  tables  and  appendices.) 
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ment of  government,  especially  the  federal  government,  in  social 
welfare  programs  and  activities.  The  data  presented  relate  only  to 
public  programs  that  are  directly  concerned  with  income  security 
and  the  health,  education,  and  welfare  of  individuals  and  families. 
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ABSTRACT:  Underlying  the  size  and  cost  of  the  Social  Security  Disa- 
bility Insurance  program  are  the  number  of  persons  with  impaired 
health  and  the  process  in  which  such  impaired  health  leads  to  with- 
drawal from  the  labor  force,  self-assessed  disability,  and  an  applica- 
tion for  disabled-worker  benefits.  Earlier  research  investigated  the 
role  of  demographic,  socioeconomic,  and  health  factors  in  this  proc- 
ess. This  report  focuses  on  the  relationship  between  various  aspects 
of  the  predisability  job/work  environment  and  subsequent  work  disa- 
bility rates.  It  examines  whether  such  characteristics  as  occupation, 
job  stress,  and  unfavorable  working  conditions  contribute  to  the  oc- 
currence of  work  disability  independently  of  the  other  factors  men- 
tioned. Of  the  independent  work-related  variables  tested  in  the  study, 
length  of  employment  was  the  strongest  predictor  of  work  impair- 
ment among  the  total  population  and  for  a  majority  of  the  subpopula- 
tions.  Physical  capacity,  psychological  stress,  commitment  to  the 
labor  force,  and  harmful  environmental  conditions  on  the  job  also 
proved  significant  as  predictors  of  work  impairment.  (Final  report  24 
pages.) 
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ABSTRACT:  This  study  investigated  the  primary  explanations  that 
have  been  given  to  reconcile  the  discrepancies  between  the  Social 
Security  Administration's  (SSA's)  estimates  of  Supplemental  Securi- 
ty Income  (SSI)  eligibles  and  actual  SSI  enrollment.  The  three  major 
objectives  of  this  project  were  to  (1)  evaluate  the  reliability  of  the 
SSA's  estimates  of  the  aged  population  eligible  for  SSI;  (2)  examine 
differences  in  personal  characteristics,  attitudes,  knowledge,  and/or 
experience  between  the  eligible  aged  who  participate  in  SSI  and  the 
eligible  aged  who  are  not  enrolled  in  SSI;  and  (3)  assess  the  extent 
to  which  variations  in  SSA  district  office  staffing  and  operations  can 
explain  differences  in  participation  rates.  Two  major  findings  were 
(1)  SSA's  official  estimates  of  SSI  eligibility  for  the  elderly  seemed 
to  be  systematically  underestimated,  indicating  that  participation 
rates  probably  were  lower  than  SSA  had  been  estimating;  and  (2) 
almost  half  of  the  eligible  nonparticipants  in  the  sample  had  never 
heard  of  the  SSI  program.  (Final  report  174  pages  plus  appendices.) 
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ABSTRACT;  A  study  of  the  effect  of  the  income  disregard  provisions 
of  the  Aid  to  Families  with  Dependent  Children  (AFDC)  program 
on  the  employment  of  AFDC  recipients  in  Erie  County  (Buffalo)  and 
Onondaga  County  (Syracuse),  New  York,  is  documented.  The  in- 
come disregard  is  intended  to  provide  a  financial  incentive  to  work 
by  allowing  AFDC  recipients  to  keep  a  portion  of  earned  income 
without  reducing  their  AFDC  grant.  Data  were  collected  on  a  sam- 
ple of  8,000  AFDC  cases  in  the  two  counties  over  an  eight-year 
period  (1965-1972).  Findings  are  reported  concerning  the  overall 
impact  of  the  income  disregard;  transitions  in  welfare  and  employ- 
ment status  in  the  study  population;  job  characteristics  and  employ- 
ment behavior  of  the  AFDC  population;  characteristics  of  welfare 
receipt  and  welfare  dynamics;  demographic,  economic,  and  program 
variables;  and  the  cost-benefit  structure  of  the  income  disregard. 
Study  findings  confirm  previous  conceptual  and  empirical  findings 
that  the  income  disregard  results  in  a  substantial  monetary  cost  to  the 
nonwelfare  taxpayer  and  is  a  significant  benefit  to  working  AFDC 
recipients.  The  findings  also  indicate  that  many  welfare  families  work 
and  would  work  without  special  financial  incentives  such  as  the 
income  disregard,  and  that  relatively  few  more  individuals  started 
work  because  of  it.  Supporting  tabular  data,  a  literature  review,  and 
a  bibliography  are  included.  (Final  report  445  pages.) 
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security  income  (SSI)  payment  checks  to  aged,  blind,  and  disabled 
poor  persons  throughout  the  nation.  Shortly  before  the  checks  were 
issued,  the  Bureau  of  the  Census  completed  personal  interviews  with 
17,551  individuals  from  which  SSI's  clientele  were  to  be  drawn;  aged 
and  disabled  welfare  recipients,  and  the  aged  and  disabled  poor  per- 
sons in  the  general  population.  These  data  collected  for  SSA  in  late 
1973  and  comparable  information  gathered  from  the  same  respond- 
ents in  late  1974  make  up  the  Survey  of  the  Low-Income  Aged  and 
Disabled  (SLIAD).  They  can  be  used  to  describe  the  circumstances 
of  needy  aged  and  disabled  persons  to  determine  the  program's  suc- 
cess in  attracting  those  who  qualified  for  its  benefits  during  the  first 
year  of  operations,  and  to  assess  the  effect  of  participation  on  the 
well-being  of  recipients.  The  two  reports  available  from  PIC  are 
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ABSTRACT:  This  project  provided  historical  perspective  on  an  annual 
basis  starting  in  1957  for  year  of  entitlement  and  year  of  termination 
of  the  disability  benefit  population.  Changes  and  trends  in  its  compo- 
sition were  examined  in  relation  to  demographic  factors,  entitlement 
periods  and  reasons  for  termination  of  benefits.  Where  the  benefit  was 
terminated  because  of  recovery,  data  were  presented  on  the  reentitle- 
ment  to  benefits,  reasons  for  subsequent  terminations,  and  the  length 
of  time  on  and  off  the  benefit  rolls. 
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ABSTRACT:  This  report  focuses  on  the  responsibility  for  parents  exer- 
cised by  children— filial  responsibility.  The  term  is  used  broadly  to 
cover  duties  required  by  law,  by  custom,  or  by  personal  attitude.  It 
provides  a  historical  note  on  the  practice  of  filial  responsibility,  a 
"state-of-the-art"  assessment  of  the  nature  and  practice  of  filial  rela- 
tions in  the  United  States,  and  an  evaluation  of  particular  Social 
Security  programs  and  issues. 
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ABSTRACT:  Approximately  60%  of  Supplemental  Security  Income 
(SSI)  recipients  receive  some  type  of  unearned  income.  The  major 
source  of  this  income  is  Social  Security  benefits.  Other  sources  are 
veterans'  pensions,  pensions  from  employment,  asset  income,  and 
support  and  maintenence  in-kind.  This  article  presents  for  the  first 
time  detailed  estimates  of  the  distributions  of  these  income  sources, 
based  on  a  1%  sample  of  May  1982  recipients.  In  two-thirds  of  the 
cases,  the  Social  Security  benefits  were  between  $100  and  $260  a 
month.  Unearned  income  from  sources  other  than  Social  Security 
was  usually  smaller.  Only  5%  of  the  SSI  population  received  less  than 
$100  in  Social  Security  benefits.  Differences  in  distributions  for 
retired-worker  and  disabled-worker  benefits  and  for  widow's  and 
children's  benefits  are  noted.  This  article  was  published  in  the  "Social 
Security  Bulletin"  (May  1983,  Volume  46,  No.  5);  Publication  No. 
SSA  13-11700. 
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ABSTRACT:  These  chartbooks  summarize  highlights  of  findings  from 
the  Social  Security  Administration's  (SSA's)  1972  and  1978  surveys 
on  the  economic,  medical,  and  social  consequences  of  disability  for 
disabled  persons  and  their  families.  Statistical  answers  are  provided 
for  several  questions  including  (1)  How  many  adult  Americans  are 
disabled?  (2)  How  do  disability  rates  vary  by  race?  (3)  How  are  the 
disabled  distributed  geographically?  (4)  How  do  marital  patterns  of 
the  disabled  and  nondisabled  differ?  (5)  What  disorders  most  fre- 
quently cause  disability?  (6)  To  what  extent  do  work  accidents  result 
in  disability?  (7)  What  share  of  family  income  is  provided  by  public 
income  maintenance?  and  (8)  How  do  medical  bills  for  the  totally 
disabled  compared  with  medical  bills  for  the  nondisabled? 
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ABSTRACT:  The  goal  was  to  systematically  analyze  the  nation's 
workers'  compensation  programs  to  evaluate  the  respective  roles  of 
income  maintenance  payments  being  made  to  disabled  workers  under 
the  workers"  compensation  and  OASDI  programs  and  to  guide  the 
effectiveness  of  the  nation's  income  maintenance  programs.  Annual 
state-by-state  estimates  were  prepared  of  benefits  paid.  National 
trends  in  number  of  worker-covered  benefits  and  costs  to  employees 
were  reported.  This  project  was  the  quadrennial  benchmark  study  to 
revise  preliminary  annual  estimates  and  to  provide  detailed  analysis. 
This  report  was  published  in  "Social  Security  Bulletin"  (July  1984, 
pp.  3-23). 
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ABSTRACT:  This  study  examined  changes  over  a  two-year  period  in 
the  disability  and  economic  status  of  the  working-age  population  and 
related  these  changes  to  entitlement  under  the  disability  insurance 
benefit  and  supplemental  security  income  (SSI)  disability  provisions. 
The  effect  of  those  provisions  on  the  disabled  population  at  risk,  in 
terms  of  eligibility,  application,  and  entitlement,  was  examined  in 
relation  to  work  experience  and  other  wage  replacement  programs. 
The  1974  survey,  in  addition  to  analyzing  changes  in  disability,  health 
care,  income  and  work  experience  variables,  provided  comparable 
information  on  the  APDT  population  and  other  welfare  recipients 
converted  to  SSA  payments  and  on  the  first  year's  experience  after 
the  start  of  SSI  application  processing,  July  1973-June  1974.  Data 
were  collected  in  personal  interviews  with  about  16,000  persons.  As 
with  the  1972  survey,  the  data  included  demographic  characteristics, 
employment  history,  disabling  condition,  job  limitations  and  adjust- 
ment, functional  limitations  and  mental  health  ratings,  use  of  medical 
care  and  rehabilitation  services,  family  participation  and  relation- 
ships, and  economic  resources.  See  also  PIC  ID  No.  1388. 
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Analysis  of  the  Program  for  Better  Jobs  and  Income 

REPORT  TITLE:  Administration's  Welfare  Reform  Proposal:  An 
Analysis  of  the  Program  for  Better  Jobs  and  Income 

PERFORMER:  Congressional  Budget  Office,  Washington  D.C. 
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PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  report  examines  the  welfare  system,  which  is  fi- 
nanced and  administered  by  federal,  state,  and  local  governments  and 
consists  of  a  number  of  loosely  coordinated  cash  and  in-kind  assist- 
ance programs  that  provide  benefits  on  the  basis  of  need.  Programs 
within  the  welfare  system  mclude  Aid  to  Families  with  Dependent 
Children  (AFDC),  Supplemental  Security  Income  (SSI),  Medicaid, 
Food  Stamps,  child  nutrition  programs,  housing  assistance,  veterans' 
pensions,  emergency  assistance  (EA),  and  general  assistance  (GA). 
This  system  has  been  severely  criticized.  In  response  to  these  criti- 
cisms, a  large  number  of  alternative  reforms  have  been  proposed, 
ranging  from  incremental  changes  in  one  or  more  existing  programs 
to  comprehensive  strategies  that  would  replace  several  existing  pro- 
grams with  wholly  new  programs  or  forms  of  assistance.  The  Pro- 
gram for  Better  Jobs  and  Income  (PBJI)  is  a  work-oriented  approach 
to  welfare  reform.  It  is  designed  to  supplement  the  incomes  of  all 
poor  families  and  to  provide  work  incentives  for  families  in  which 
adults  are  expected  to  work,  unless  they  are  aged,  blind,  or  disabled 
or  they  are  needed  to  care  for  a  young  child  or  an  aged,  blind,  or 
disabled  individual.  The  cash  assistance  component  would  provide  a 
basic  federal  benefit  to  all  needy  persons  in  similar  circumstances, 
regardless  of  where  they  Uve.  (Final  report  171  pages.) 
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ABSTRACT:  This  report  analyzes  high-cost  illness  in  the  nonelderly, 
nonpoor  population.  These  unusually  expensive  illnesses  (often  called 
"catastrophic  illnesses")  can  produce  unmanageable  financial  bur- 
dens for  affected  families  when  they  are  not  fully  covered  by  insur- 
ance. They  comprise  a  substantial  portion  of  total  medical 
expenditures  and  impose  serious  costs  on  those  not  directly  affected, 
such  as  governments,  employers  paying  health  insurance  premiums, 
providers  of  health  care,  and  other  families.  The  medical  expenses 
included  in  the  analysis  were  those  conventionally  covered  by  both 
private  and  public  health  insurance:  inpatient  acute-care  hospital 
charges,  surgical  expenses,  most  outpatient  care  by  physicians,  pre- 
scription drugs,  and  very  limited  private  nursing  and  home  health 
care.  In  the  nonelderly,  nonpoor  population,  families  exceeding  any 
of  the  catastrophic  thresholds  in  a  single  year  are  relatively  rare,  but 
they  account  for  a  sizable  proportion  of  total  medical  expenses.  For 
example,  by  1982,  only  5%  of  all  such  families  exceeded  S5000  in 
expenses,  but  those  families  accounted  for  half  of  total  medical  ex- 
penses. (Final  report  108  pages.) 
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ABSTRACT:  This  report  describes  the  Comprehensive  Employment 
and  Training  Act's  (CETA's)  training  programs  and  analyzes  their 
effects  on  the  post-program  earnings  of  adult  participants.  The  dis- 
cussion of  CETA  programs  includes  their  structure,  funding,  types 
of  training,  and  types  of  participants.  The  chapter  on  the  effects  of 
CETA  training  on  the  post-program  earnings  of  adult  participants 
compares  results  for  men  and  women  and  discusses  variations  in 
results  by  length  of  training  and  minority  status  of  participants.  The 
report  also  addresses  issues  and  options  for  subsequent  job-training 
programs.  (Final  report  39  pages  plus  appendices.) 
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ABSTRACT:  This  report  investigates  the  changes  that  have  occurred 
in  the  household  structure  of  the  elderly  from  1960  to  1984,  offers 
projections  of  household  structure  between  the  time  of  the  study  and 
2030,  and  examines  the  relationship  between  the  living  arrangements 
of  the  elderly  and  their  well-being.  The  proportion  of  the  elderly 
living  with  their  spouses  remained  approximately  the  same  from  1960 
to  1984.  But,  while  29%  of  this  group  shared  housing  with  other 
persons  in  addition  to  their  spouses  in  1960,  only  16%  did  so  in  1984. 
The  proportion  of  the  elderly  living  with  their  adult  children  or  other 
extended  family  members  also  decreased  in  that  period,  from  40%  to 
22%.  The  number  of  elderly  people  living  independently  is  expected 
to  continue  rising.  The  report  concludes  with  a  discussion  of  the 
federal  government's  role  in  assisting  elderly  people  who  live  alone 
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and  need  help  in  maintaining  themselves.  Raising  incomes  and  ex- 
panding services  are  two  possible  approaches  to  assisting  the  elderly. 
(Final  report  100  pages.) 
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ABSTRACT:  This  paper  explores  potential  changes  in  Medicare's 
benefit  structure.  It  examines  options  for  increasing  the  share  of  medi- 
cal care  costs  paid  by  beneficiaries  and  changes  that  would  improve 
the  protection  of  the  elderly  and  disabled  against  catastrophic  medi- 
cal expenditures.  In  addition  to  calculating  the  federal  savings  from 
each  option,  the  paper  estimates  the  impact  of  such  changes  on  in- 
dividual enrollees.  Sources  of  possible  savings  from  increased  Medi- 
care cost-sharing  include  the  reductions  of  enrollees'  use  of  covered 
services  and  encouragement  for  employees  to  use  less  expensive 
providers.  Options  that  would  affect  a  large  percentage  of  enrollees 
would  be  to  increase  the  supplementary  medical  insurance  (SMI) 
premium,  which  is  assessed  against  enrollees  even  when  they  have  no 
medical  expenditures,  or  to  introduce  hospital  insurance  (HI)  premi- 
um to  cover  35  percent  of  the  per  capita  program  costs  for  aged 
enrollees.  A  less  broad-based  change  would  be  an  increase  in  the 
deductible  amount  charged  enrollees  before  Medicare  begins  to  pay 
for  covered  services.  (Final  report  82  pages.) 
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ABSTRACT:  In  response  to  the  problem  of  rising  medical  care  costs 
in  general,  and  their  effects  on  the  federal  budget  in  particular,  some 
members  of  Congress  proposed  a  policy  change  that  stressed  greater 
reliance  on  the  market  to  allocate  resources  to  medical  care.  This 
study  analyzed  the  potential  of  this  approach.  Particular  attention 
was  given  to  options  that  would  alter  the  tax  treatment  of  employ- 
ment-based health  insurance  and  options  involving  the  Medicare  pro- 
gram. It  was  proposed  that  these  cost  increases  be  slowed  by  relying 
to  a  greater  extent  on  market  forces,  leading  to  additional  competition 
among  the  providers  of  medical  care.  Two  distinct  strategies  were 
available.  One  would  encourage  increased  cost  sharing  by  users  of 
medical  care,  increasing  the  out-of-pocket  amounts  that  consumers 
pay  for  services.  A  second  would  encourage  people  to  enroll  in 
alternative  delivery  systems  such  as  health  maintenance  organizations 
(HMOs).  Major  ways  in  which  the  federal  government  could  bring 
market  forces  to  bear  upon  medical  costs  include  (1)  altering  the  tax 
treatment  of  employment-based  health  insurance;  (2)  offering  Medi- 
care beneficiaries  a  voucher  to  purchase  a  private  health  plan;  and  (3) 
other  changes  in  the  Medicare  reimbursement  and  benefit  structures. 
(Final  report  67  pages.) 
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ABSTRACT:  This  paper  describes  the  major  disability  compensation 
programs  and  analyzes  the  gaps  and  overlaps  in  disability  compensa- 
tion, and  the  effects  of  program  provisions  on  the  costs  and  adequacy 


of  benefits  and  on  work  disincentives.  The  paper  also  presents  options 
for  changing  federal  disability  programs.  It  was  recommended  that 
Congress  (1)  alter  and  retarget  disability  coverage  to  ensure  that 
those  most  in  need  of  help  would  be  served;  (2)  reduce  benefit  levels 
on  certain  federal  programs  with  the  aim  of  cutting  outlays  in  a  time 
of  budget  astringency,  promoting  similarity  of  treatment,  and  increas- 
ing work  incentives;  (3)  increase  supplemental  security  income  (SSI) 
payment  levels  for  individuals  to  improve  the  adequacy  of  benefits  to 
needy  disabled  persons;  and  (4)  use  stricter  definitions  of  disability  in 
federal  programs  to  target  benefits  on  individuals  most  disabled.  (Fi- 
nal report  95  pages.) 
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ABSTRACT:  This  study  examined  the  sources  and  magnitude  of  labor 
dislocation  and  analyzed  options  for  possible  federal  aid.  Of  the 
unemployed  workforce  at  any  given  time,  a  portion  can  be  termed 
dislocated.  Even  as  the  economy  was  recovering  from  the  recession 
in  1982,  involuntarily  unemployed  workers  faced  serious  problems 
finding  new  jobs  because  of  structural  changes  in  the  economy.  This 
group,  identified  as  dislocated  workers  and  composed  of  people  who 
had  been  displaced  by  structural  changes  in  the  economy,  faced  par- 
ticular difficulty  adjusting  to  changed  employment  demands  and  en- 
dured longer-than-usual  periods  of  joblessness.  Whether  the  federal 
government  should  provide  special  assistance  to  such  workers  and 
what  form  any  aid  should  take  are  important  questions.  At  the  time 
of  the  study,  the  federal  government  was  operating  an  array  of  pro- 
grams for  unemployed  people:  the  Employment  Service,  the  Com- 
prehensive Employment  and  Training  Act  (CETA),  Unemployment 
Insurance,  and  special  assistance  programs.  In  addition,  the  govern- 
ment offered  job  search  assistance,  skill  training,  and  relocation  assist- 
ance. (Final  report  56  pages.) 
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ABSTRACT:  Many  of  the  millions  of  Social  Security  cash  benefits 
recipients  receive  their  benefits  as  spouses,  ex-spouses,  or  survivors 
of  workers  covered  by  Social  Security.  A  number  of  proposals  have 
been  made  that  would  combine  the  earnings  of  husbands  and  wives 
and  divide  them  equally  for  the  purpose  of  calculating  Social  Securi- 
ty benefits-"earnings  sharing."  The  Social  Security  Amendments  of 
1983  directed  the  Secretary  of  Health  and  Human  Services  to  prepare 
a  report  on  earnings  sharing.  The  amendments  also  directed  the  Con- 
gressional Budget  Office  (CBO)  to  examine  the  methodologies, 
recommendations,  and  analyses  used  in  the  HHS  report.  CBO's  re- 
port had  no  criticism  of  the  basic  methodology  used  by  HHS  or  of 
the  way  its  methodology  is  applied.  CBO's  report  complements  the 
HHS  report  by  providing  additional  perspectives  on  its  findings. 
Analysis  of  the  effects  of  three  options  examined  by  both  HHS  and 
CBO  on  average  benefit  levels  in  the  year  2030  showed  that  the 
Social  Security  benefit  structure  would  be  moved  closer  to  the 
achievement  of  three  key  objectives  of  the  proponents  of  earnings 
sharing.  The  results  highlighted  two  groups  that  might  be  adversely 
affected  by  earnings  sharing:  (1)  elderly  couples  in  which  the  wives 
did  not  have  substantial  work  histories  and  the  survivors  of  those 
couples  are  likely  to  be  worse  off;  and  (2)  widows,  including  divorced 
women  with  deceased  ex-husbands,  might  not  do  much  better  than 
they  would  under  current  law. 
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ABSTRACT:  This  report  reviews  the  various  federal  child  nutrition 
programs  and  addresses  the  complex  questions  related  to  their  nutri- 
tional effectiveness.  Alternative  proposals  to  address  the  nutritional 
needs  of  children  are  also  discussed.  The  health  and  nutrition  of  the 
nation's  children  has  long  been  an  issue  of  public  concern.  This  is 
reflected  in  the  growth  of  federal  expenditures  for  child  nutrition 
programs,  especially  since  the  late  1960s.  In  1980,  however,  these 
programs  were  receiving  increased  public  scrutiny.  There  were  ten 
categorical  child  nutrition  programs  that  were  administratively  com- 
plex and  served  different  categories  of  children,  provided  different 
types  of  benefits,  and  were  administered  locally  by  a  variety  of  civic, 
health,  and  school  organizations.  Comprehensive  reform  proposals 
included  the  following:  (1)  measures  to  correct  market  imperfections; 
(2)  block  grants;  (3)  a  universal  free  lunch;  (4)  program  overlap;  (5) 
elimination  of  non-needy  subsidies;  and  (6)  nutrient  fortification.  (Fi- 
nal report  149  pages.) 
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ABSTRACT:  This  paper  discusses  the  size  and  the  timing  of  the  long- 
run  financing  problems  of  the  Social  Security  system,  and  analyzes 
a  variety  of  options  to  mitigate  those  problems.  It  concentrates  on  the 
Old  Age  and  Survivors  Insurance  (OASI)  and  Disability  Insurance 
(DI)  trust  funds,  the  two  Social  Security  trust  funds  that  provide  cash 
benefits  for  retirees,  disabled  workers,  and  their  families  and  survi- 
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vors.  Based  on  1982  projections,  the  Social  Security  system  will  face 
major  financing  problems  early  in  the  next  century.  These  problems 
will  result  from  an  expected  decline  in  the  number  of  workers  con- 
tributing to  Social  Security  benefits.  Social  Security  balances  could 
be  improved  in  two  major  ways  over  the  long  run:  benefits  could  be 
reduced,  or  trust  fund  revenues  could  be  increased.  Either  approach 
could  be  implemented  in  several  ways,  such  as  by  benefit  reductions, 
revenue  increases,  stabilization  measures,  or  a  combination  of  these. 
(Final  report  78  pages  plus  appendices.) 
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ABSTRACT:  This  report  reviews  the  development  of  the  Food  Stamp 
Program  (FSP):  how  it  meets  its  stated  objectives,  how  it  relates  to 
other  public  assistance  programs,  and  who  receives  food  stamps.  In 
addition,  it  presents  various  program  alternatives  for  the  future.  In 
1965,  the  Food  Stamp  Program  served  less  than  a  million  people,  but 
in  1977  it  served  more  than  17  million  people.  The  rapid  growth  of 
the  program,  charges  of  widespread  irregularities,  abuse,  fraud,  mis- 
management, and  allegations  of  high-income  recipients  had  all  gene- 
rated increased  public  awareness  and  concern.  This  paper  outlines  the 
history  of  the  Food  Stamp  Program;  describes  the  population  served 
by  the  program;  explains  its  key  structural  elements;  and  analyzes  five 
different  potential  legislative  approaches  to  the  Food  Stamp  Pro- 
gram, examining  their  effects  on  eligibility  criteria  on  program  par- 
ticipants, on  the  program's  primary  objectives,  and  on  the  federal 
budget.  (Final  report  91  pages.) 
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ABSTRACT:  This  report  explores  the  substantial  differences  that  exist- 
ed between  the  incomes  of  white  and  black  Americans  in  1975.  These 
differences  in  income  were  a  major  aspect  of  inequality  between  the 
two  groups.  Whereas  less  than  8%  of  white  families  were  below  the 
poverty  income  level,  more  than  27%  of  black  families  were.  Income 
differences  between  blacks  and  whites  were  related  to  a  number  of 
factors,  including  racial  differences  in  unemployment,  work  experi- 
ence, educational  attainment,  occupations,  age,  region  of  residence, 
and  discrimination.  Relative  to  whites,  blacks  were  disproportionate- 
ly unemployed.  Levels  of  educational  attainment  for  blacks  were 
much  lower  than  for  whites.  Compared  with  whites,  blacks  were 
disproportionately  concentrated  in  the  categories  of  jobs  in  which  the 
rates  of  pay  were  lower.  Differences  existed  between  black  and  white 
occupational  distributions  not  only  across  the  major  occupational 
groups,  but  also  over  the  subcategories  within  the  broad  groups. 
Findings  suggested  that  policies  that  attempt  to  improve  levels  of 
educational  attainment  and  to  promote  other  kinds  of  occupationally 
relevant  training  among  blacks  might  improve  blacks'  income  rela- 
tive to  whites'  in  the  middle  and  upper-middle  income  ranges.  (Final 
report  1 1 1  pages.) 
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ABSTRACT:  This  study  assessed  the  appropriateness  of  index  practices 
in  the  Food  Stamp  Program.  In  particular,  the  study  addressed  the 
concern  over  the  accuracy  of  the  Consumer  Price  Index  (CPI)  and 
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its  consistency  with  other  inflation  measures.  By  1981,  considerable 
growth  had  occurred  in  the  practice  of  indexing  federal  transfer 
programs.  Almost  a  third  of  federal  expenditure  was  directly  linked 
to  the  CPI  or  related  price  measures,  and  over  half  of  the  federal 
budget  was  affected  if  indirectly  indexed  expenditures  were  added. 
The  CPI.  the  measure  most  widely  used  for  indexation,  has  been 
criticized  for  exaggerating  increases  in  the  cost  of  living.  It  is  very 
sensitive  to  swings  in  the  mortgage  rate  of  interest.  In  addition,  the 
use  of  a  fixed  market  basket  of  goods  and  services  for  tracking  price 
changes  also  tend  to  overstate  the  rise  in  the  cost  of  living.  Other 
indexes  available  for  use  are  the  CPI  X-1,  the  PCE  Chain  Index,  GNP 
Measures,  Wage  Measurements,  and  the  Switching  Proposal.  (Final 
report  123  pages.) 
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ABSTRACT:  Reductions  in  programs  that  provide  benefits  to  individu- 
als often  produce  large  offsetting  increases  and  decreases  in  spending 
by  other  programs.  These  offsets  have  important,  differential  effects 
on  federal  and  state  budgets  as  well  as  on  the  individuals  affected. 
This  report  estimates  these  interaction  effects  for  two  general  options 
to  achieve  spending  reductions:  an  across-the-board  benefit  reduction 
and  an  eligibility  restriction.  Programs  that  provide  benefits  to  in- 
dividuals are  conventionally  divided  into  social  insurance  or  welfare 
categories.  Program  interactions  occur  because  many  people  partici- 
pate in  more  than  one  program,  and  because  benefits  in  some  pro- 
grams depend  on  benefits  received  from  others.  This  report  estimates 
the  net  effect  on  government  spending  and  household  benefits  of 
reductions  in  three  major  programs:  AFDC,  Social  Security,  and 
Unemployment  Insurance  (UI).  The  study  examined  the  implications 
of  benefit  changes  in  these  three  programs  for  six  other  programs: 
Supplemental  Security  Income,  food  stamps,  school  lunch,  housing 
assistance.  Medicare,  and  Medicaid.  (Final  report  56  pages.) 
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ABSTRACT:  This  paper  examines  the  background  and  consequences 
of  a  wide  range  of  choices  that  would  curb  and  refocus  federal 
outlays  for  Medicaid.  Medicaid  is  the  joint  federal  and  state  program 
that  has  paid  for  much  of  the  medical  care  of  specific  categories  of 
low-income  Americans  since  1966.  Federal  law  mandates  coverage 
of  two  particular  groups  of  low-income  persons:  single-parent  fami- 
lies, and  some  two-parent  families  with  one  unemployed  parent,  who 
receive  cash  assistance  through  the  Aid  to  Families  with  Dependent 
Children  (AFDC)  program;  and  aged,  blind,  or  disabled  persons  who 
receive  aid  from  the  supplemental  security  income  (SSI)  program. 
Total  program  costs  depend  on  four  factors  over  which  federal  and 
state  governments  have  varying  degrees  of  control:  eligibility,  bene- 
fits, price  and  use  of  medical  care,  and  reimbursement  levels.  Some 
modifications  in  Medicaid  that  the  Congressional  Budget  Office  has 
examined  include  reallocations  to  improve  targeting,  trimming  bene- 
fits, adjusting  reimbursement  methods,  and  altering  the  federal  role 
in  Medicaid.  (Final  report  59  pages.) 
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ABSTRACT:  This  study  examined  options  for  changing  Medicare's 
primary  method  of  reimbursing  physicians  with  a  view  toward 
achieving  better  cost  containment.  Several  alternatives  to  the  cus- 
tomary, prevailing  and  reasonable  (CPR)  systQpi  in  use  at  the  time  of 
this  study  are  (1)  fee  schedules;  (2)  case-based  payments  (such  as  the 
prospective  payment  system  for  hospital  reimbursement);  and  (3) 
capitated  payments  (fixed  payments  per  enrollee  for  all  covered 
medical  services  during  a  specified  period  of  time).  Of  these  options, 
fee  schedules  are  emphasized  since  in  the  author's  view  a  fee  schedule 
is  the  most  feasible  approach  to  implement  in  the  near  term  and  would 
not  prevent  more  fundamental  changes  in  the  payment  systems  in  the 
future.  Despite  widespread  dissatisfaction  with  the  CPR  system, 
some  of  its  problems  could  be  attenuated  while  more  fundamental 
changes  are  developed  (as  has  been  proposed  by  the  administration). 
Prevailing  fees  for  selected  services  could  be  reduced  without  regard 
to  customary  charges  for  those  services.  Volume  of  services  might  be 
better  controlled  by  expanding  and  improving  the  very  limited  re- 
view of  service  patterns  than  they  were  at  the  time  of  this  study. 
Finally,  the  system  could  be  simplified  by  reducing  the  number  of 
specialties  and  payment  localities  with  separate  payment  costs.  These 
activities,  however,  would  likely  increase  administrative  costs. 
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ABSTRACT:  This  paper  provides  the  basis  for  setting  criteria  for  eva- 
luating new  proposals  in  considering  legislation  to  reform  social  wel- 
fare programs.  The  criteria  are  how  the  program  will  affect  families 
in  poverty  and  what  it  will  cost.  This  report  analyzes  how  income 
transfer  programs  lift  families  out  of  poverty.  During  the  late  1960s 
and  early  1970s,  public  expenditures  for  social  welfare  programs  had 
grown  four-fold.  At  the  same  time,  the  percentage  of  families  in 
poverty  declined  by  approximately  30%.  This  problem  was  the  result 
of  two  factors:  the  types  of  programs  that  account  for  most  of  the 
growth;  and  the  inadequacies  of  the  measures  used  to  eliminate  the 
number  of  families  in  poverty.  The  effectiveness  of  transfer  programs 
in  lifting  families  out  of  poverty  varies  considerably  according  to 
family  type,  race,  age,  and  region  of  residence.  Findings  showed  that 
(1)  families  of  two  or  more  persons  derived  relatively  greater  benefits 
from  these  transfer  programs  than  did  single-person  households;  (2) 
while  the  pretax/pretransfer  poverty  incidence  was  larger  for  non- 


whites  than  for  whites,  the  relative  impact  of  public  transfer  pay- 
ments in  alleviating  poverty  was  about  the  same  for  both  racial 
groups;  and  (3)  before  taxes  and  transfers,  more  than  one  in  two 
families  headed  by  a  person  65  or  older  was  in  poverty;  however, 
after  taxes  and  transfers,  poverty  was  virtually  eliminated.  (Final 
report  16  pages  plus  appendices.) 
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ABSTRACT:  Unemployment  insurance  (UI),  which  replaces  part  of 
the  lost  earnings  of  involuntarily  unemployed  workers  with  funds 
from  employer  payroll  taxes,  has  been  criticized  by  some  people  for 
making  unemployment  too  attractive  to  some  workers  and  firms 
while  it  has  been  criticized  by  others  for  restricting  aid  to  too  few 
persons.  Congressional  concern  about  UI  has  focused  on  the  pro- 
gram's effectiveness  and  on  determining  its  role  in  helping  future 
jobless  workers.  This  paper  analyzes  the  distribution  of  benefits  and 
costs  in  the  UI  system  and  considers  three  issues  affecting  the  pro- 
gram's future  direction:  (1)  whether  the  incentive  structure  of  UI 
could  be  changed  to  reduce  unemployment;  (2)  whether  UI  aid 
should  be  extended  during  periods  of  high  unemployment;  and  (3) 
whether  UI  funds  should  be  used  more  aggressively  to  promote  reem- 
ployment. (Final  reprot  68  pages.) 
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ABSTRACT:  This  report  investigates  poverty  among  children  in  the 
United  States  and  makes  suggestions  for  alleviating  this  problem.  In 
1983,  nearly  14  million  American  children  (more  than  one  child  in 
five)  lived  in  poverty  as  measured  by  the  official  Bureau  of  the  Census 
definition.  These  children  constituted  nearly  40%  of  all  poor  people, 
and  they  and  the  adults  with  whom  they  lived  represented  more  than 
two-thirds  of  the  poverty  population.  Although  22%  of  all  children 
were  poor  in  1983,  the  rate  varied  greatly  according  to  household 
composition,  ethnicity,  race,  and  location.  Of  all  children  living  in 
single-parent  households  headed  by  women,  55%  were  poor— more 
than  four  times  the  rate  for  children  in  other  households.  In  the  same 
year,  47%  of  all  black  children  and  38%  of  all  Hispanic  children  were 
poor  compared  with  15%  of  all  nonminority  children.  Options  sug- 
gested by  the  researchers  for  helping  low-income  children  included 
(1)  increasing  resources  through  direct  assistance;  (2)  increasing 
benefit  levels;  (3)  reducing  disparities  in  coverage;  (4)  promoting 
economic  independence;  (5)  increasing  work  incentives  or  work  re- 
quirements in  transfer  programs;  (6)  increasing  the  ability  of  low- 
income  parents  to  compete  for  jobs;  (7)  increasing  access  to  child 
care;  and  (8)  alleviating  adverse  effects  and  helping  to  prevent  future 
poverty.  (Final  report  173  pages.) 
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ABSTRACT:  This  report  describes  the  federal  role  in  helping  to  in- 
crease retirement  incomes  through  the  tax  advantages  given  to  em- 
ployer-sponsored retirement  plans  and  to  individual  retirement 
accounts  (IRAs).  The  topics  addressed  include  (1)  income  tax  advan- 
tages accorded  to  qualified  retirement  plans;  (2)  how  the  various 
plans  work,  comparing  the  incentives  and  risks  inherent  in  them;  (3) 
use  of  the  tax  advantages;  (4)  incentives,  incidences,  and  unintended 
uses  of  the  tax  advantages;  (5)  how  the  Tax  Reform  Act  of  1986 
affects  qualified  plans;  and  (6)  suggestions  to  Congress  for  additional 
tax  reform.  (Final  report  159  pages.) 
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ABSTRACT:  This  report  analyzes  the  short-  and  long-range  problems 
facing  the  Veterans'  Administration  (VA)  system,  and  discusses  some 
cost-effective  alternatives  for  meeting  the  demand  for  major  VA 
medical  care.  All  of  the  four  million  veterans  age  65  or  older  are 
potential  users  of  VA  hospital  and  nursing  home  care.  This  paper 
discusses  the  main  problems  created  for  the  VA  health  care  system 
by  the  aging  veteran  population.  It  describes  the  system  and  then 
assesses  the  probable  demand  for  VA  medical  care,  and  the  resources 
needed  to  meet  the  demand.  It  concludes  by  examining  alternative 
ways  to  reduce  the  costs:  (1)  continue  the  same  policies,  but  more 
efficiently;  (2)  place  more  veterans  in  non-VA  nursing  homes  under 
contract;  or  (3)  restrict  eligibility  for  care  or  reduce  the  scope  of  VA 
benefits.  (Final  report  89  pages.) 
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ABSTRACT:  This  report  investigates  the  welfare  system  and  criticisms 
leveed  against  it.  These  criticisms  include  costs  and  caseloads  are  too 
big  and  growing  too  fast;  administration  of  the  programs  is  too  com- 
plex; benefits  are  inadequate  and  coverage  too  limited;  the  fiscal 
burden  on  the  states  is  too  great;  interstate  differences  in  benefits  and 
coverage  are  too  great;  interstate  differences  in  benefits  and  coverage 
are  unfair;  and  work,  self-sufficiency,  and  family  eligibility  are  dis- 
couraged by  the  system.  Reform  proposals  vary  according  to  the 
priority  placed  upon  these  concerns.  Yet  implicit  in  most  proposals 
is  a  set  of  objectives  that  can  serve  as  the  criteria  for  evaluating 
reform  alternatives.  These  objectives  include  providing  adequate 
benefits  for  those  judged  to  be  in  need  of  public  support;  treating 
similarly  situated  people  equally;  focusing  aid  on  those  most  in  need; 
minimizing  fraud  and  abuse;  encouraging  work  and  self-sufficiency; 
and  promoting  family  stability  and  the  dignity  of  recipients.  Trade- 
offs among  competing  objectives,  program  structures,  and  funding 
levels  determine  the  extent  to  which  these  objectives  can  be  realized. 
(Final  report  175  pages.) 
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ABSTRACT:  This  paper  describes  elderly  populations  and  how  demo- 
graphic changes  would  affect  the  labor  market,  the  economy,  and  the 
federal  budget.  It  examines  the  determinants  of  retirement  decisions, 
how  those  choices  are  affected  by  federal  programs  and  policies,  and 
options  to  facilitate  continued  employment  by  older  persons.  Options 


to  increase  continued  em.ployment  by  older  workers  include:  (1) 
modify  the  Social  Security  system;  (2)  revise  existing  regulations  for 
employers;  and  (3)  change  other  labor  market  programs  that  affect 
the  supply  of  and  demand  for  older  workers.  Two  other  program 
options  are  to  provide  employment  tax  credits  for  older  workers  and 
assist  inexperienced  workers.  (Final  report  63  pages.) 
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ABSTRACT:  This  report  examines  the  issues  surrounding  the  design, 
implementation,  and  evaluation  of  programs  to  provide  work-related 
aid  to  recipients  of  public  assistance,  with  an  emphasis  on  federal 
programs  for  recipients  of  Aid  to  Families  with  Dependent  Children 
(AFDC).  Chapter  I  provides  an  overview  of  the  AFDC  program,  the 
characteristics  of  AFDC  recipients,  and  the  history  and  goals  of 
work-related  programs  for  welfare  recipients.  Subsequent  chapters 
review  other  programs  and  evidence  regarding  their  effectiveness 
and  examine  a  range  of  federal  policy  options.  (Final  report  80  pages.) 
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PROJECT  OFFICER: 
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ABSTRACT:  The  objective  of  this  report  is  to  advise  the  Secretary  of 
HHS  on  whether  the  department's  grant  payment  operation  has  ade- 
quate controls  to  ensure  complete,  accurate,  and  prompt  processing 
of  payments  and  accounting  of  cash  advances  made  to  grant  recipi- 
ents thereby  correcting  (1)  the  internal  control  problems  GAO  re- 
ported in  1979  and  (2)  the  material  weaknesses  related  to  grant 
payments  previously  cited  by  HHS.  GAO  found  that  HHS  has  made 
major  strides  in  addressing  the  problems  although  the  following 
problems  remain  to  be  corrected:  (1)  the  HHS  payment  management 
system  (PMS)  does  not  account  for  receivables  due  from  grant  recipi- 
ents when  they  hold  excess  federal  funds,  which  deters  the  recovery 
of  substantial  amounts;  (2)  cash  advances  to  some  grant  recipients  are 
charged  to  HHS  appropriations  based  on  estimates  that  are  not  ad- 
justed to  reflect  actual  advances,  which  is  necessary  to  accurately 
report  information  on  amounts  spent  from  appropriations;  and  (3) 
inactive  grants  are  not  promptly  closed  out,  which  hampers  prompt 
return  of  unused  government  funds.  (Final  report  12  pages.) 
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ABSTRACT:  This  report  provides  additional  information  to  that  prov- 
ided in  "Social  Security  Administration's  Data  Communications 
Contracts  with  Paradyne  Corporation  Demonstrate  the  Need  for 
Improved  Management  Controls."  It  (1)  identifies  and  compares  the 
equipment  Paradyne  described  to  the  Social  Security  Administration 
(SSA)  in  its  proposal,  demonstrated  prior  to  award,  provided  for 
acceptance  testing,  and  later  delivered  for  installation;  (2)  assesses  the 
performance  of  Paradyne's  systems  from  the  time  of  installation  to 
the  time  of  the  study  as  well  as  the  impact  on  SSA's  effectiveness;  (3) 
assesses  the  accuracy  and  completeness  of  the  MITRE  Corporation's 
report  on  Paradyne's  performance  under  the  contract;  and  (4)  deter- 
mines whether  SSA  officials  or  employees  were  aware  that  prototype 
systems  using  another  manufacturer's  equipment  and  an  encryption 
device  containing  nothing  more  than  blinking  lights  were  demon- 
strated by  Paradyne  prior  to  contract  award.  See  also  PIC  ID  No. 
2471.  (Final  report  26  pages.) 
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ABSTRACT:  This  study  reviewed  allegations  of  improper  computer 
procurements  at  the  Food  and  Drug  Administration  (FDA).  Allega- 
tions were  made  that  procurements  for  FDA's  Import  Data  System, 
a  major  automation  initiative,  and  its  office  automation  project  were 
split  into  smaller  procurements  to  keep  the  dollar  amounts  and  equip- 
ment quantities  below  thresholds  specified  in  the  Federal  Information 
Resources  Management  Regulations  (FIRMR)  and  HHS's  procure- 
ment guidelines.  GAO  found  that  FDA  ( 1 )  split  a  $1  million  procure- 
ment request  for  computer  equipment  for  its  Import  Data  System  into 
1 1  smaller  procurement  requests;  (2)  purchased  $725,000  worth  of 
office  automation  equipment  from  General  Services  Administration 
(GSA)  schedule  contracts  by  dividing  the  procurement  into  20  sepa- 
rate purchase  orders;  and  (3)  split  two  other  computer  equipment 
procurements  into  smaller  procurements.  FDA's  procurement  of  this 
equipment  circumvented  procurement  regulations  and  HHS  did  not 
detect  FDA's  flawed  acquisition  strategy  for  the  Import  Data  Sys- 
tem. The  report  includes  several  recommendations  for  HHS  to  bring 
FDA's  acquisition  strategy  into  compliance  with  GSA  procurement 
regulations  and  HHS  guidelines.  (Final  report  16  pages.) 
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ABSTRACT:  GAO  assessed  the  Social  Security  Adminstration's 
(SSA's)  progress  on  its  S479  million  five-year  computer  systems  mod- 
ernization project  to  determine  (1)  if  the  plan  should  be  cancelled  or 
redirected  and.  if  either,  what  alternatives  SSA  should  consider;  and 
(2)  if  there  is  any  validity  to  SSA's  assertion  that  it  can  reduce  staff 
because  of  the  agency's  automation  effort.  GAO  found  that  over  the 
last  five  years  limited  progress  and  improvements  have  been  made 
because  (1)  technical  strategies  were  not  followed;  (2)  modernization 
effort  was  not  guided  by  a  long-range  agency  plan:  and  (3)  manage- 
ment problems  impeded  progress.  In  addition,  GAO  found  that  staff 
reductions  resulting  from  automation  are  still  uncertain  and  that  the 
overall  effon  has  proven  too  large  and  complex  for  SSA  to  carry  out. 
(Final  report  56  pages.) 
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ABSTRACT:  These  reports  on  aging  are  each  comprised  of  three  ap- 
pendices. Appendix  I  lists  GAO's  reports,  briefing  reports,  and  fact- 
sheets  that  relate  to  issues  affecting  the  elderly  and  that  were 
completed  during  the  respective  fiscal  years.  Appendix  II  lists  assign- 
ments that  pertain  to  the  elderly  and  that  were  in  process  during  the 
respective  fiscal  years.  Appendix  III  enumerates  the  GAO-sponsored 
activities  affecting  older  persons,  such  as  providing  information  on 
age  discrimination  and  providing  individual  retirement  counseling 
and  preretirement  seminars  to  assist  employees  in  calculating  retire- 
ment income  available  through  the  civil  service  and  Social  Security 
systems;  understanding  health  insurance  and  survivor  benefit  plans; 
increasing  awareness  of  community  resources  that  might  support 
preretirement  planning,  second  careers,  and  financial  planning;  and 
gaining  insight  and  perspectives  on  adjustments  to  retirement.  (Final 
reports  30  pages  each.) 
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ABSTRACT:  This  report  provides  information  on  demographic 
changes  in  the  elderly  population;  the  relationship  of  these  changes 
to  the  retirement  income  status  of  the  elderly  and  expenditures  for 
acute  health  care  and  long-term  health  care  services;  and  the  extent 
to  which  potential  changes  to  federal  programs  could  affect  the  needs 
of  the  elderly.  The  report  also  demonstrates  that  certain  groups  of 
elderly  remain  below  or  just  above  the  poverty  line.  It  also  discusses 
the  health  care  needs  of  the  elderly  and  how  those  needs  affect  their 
economic  status,  and  discusses  various  efforts  to  deal  with  increasing 
health  care  costs. 
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ABSTRACT:  This  fact  sheet  addresses  (1)  the  impact  of  the  human 
immunodeficiency  virus  (HIV)  and  acquired  immune  deficiency  syn- 
drome (AIDS)  on  world  population  and  demographics  and  (2)  the 
likely  effects  of  AIDS  on  Zaire  in  particular.  The  report  contains  U.S. 
and  World  Health  Organization  (WHO)  officials'  views  on  regional 
differences  in  the  incidence  and  natural  history  of  AIDS;  (2)  informa- 
tion on  their  efforts  to  improve  surveillance  and  develop  models  for 
forecasting  the  disease's  course;  and  (3)  documents  U.S.  foreign  as- 
sistance to  help  other  countries  prevent  and  control  the  spread  of 
AIDS.  WHO  estimates  that  between  five  million  and  10  million  or 
more  people  in  the  world  were  infected  with  HIV  at  the  time  of  the 
study;  50  million  to  100  million  may  be  infected  by  1991.  Zaire  is  one 
of  several  central  and  east  Africa  countries  thought  to  be  severely 
affected  by  AIDS.  The  disease  is  likely  to  have  significant  economic 
and  social  impacts  on  Zaire  because  many  economically  productive, 
skilled,  and  well-educated  people  are  thought  to  be  infected.  (Final 
report  20  pages.) 
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ABSTRACT:  This  briefing  report  discusses  the  level  of  FY  1988  fund- 
ing needed  to  limit  the  spread  of  acquired  immune  deficiency  syn- 
drome (AIDS),  focusing  on  education,  testing,  and  counseling 
services.  The  federal  budget  in  FY  1981  was  only  $200,000  for  the 
Centers  for  Disease  Control  (CDC)  to  study  AIDS.  In  contrast,  the 
federal  budget  in  FY  1988  (as  proposed  at  the  time  of  this  study)  was 
more  than  $790  million  for  the  entire  Public  Health  Service,  which 
includes  CDC,  to  research  AIDS  and  develop  preventive  programs. 
This  budget  includes  $519  million  for  biomedical  research  to  find  a 
vaccine  and  a  cure;  $247  million  for  prevention  and  education  activi- 
ties; and  $24  million  for  maintaining  the  safety  of  the  blood  supply  and 
other  activities.  For  the  study  GAO  interviewed  federal,  state,  and 
local  health  department  officials  as  well  as  experts  on  AIDS  and  its 
prevention.  Overall,  those  interviewed  agreed  with  the  proposed 
budget  that  the  areas  targeted  for  immediate  action  should  be  (1) 
containment  of  the  spread  of  the  AIDS  virus  among  intravenous  drug 
users  and  from  this  group  to  their  sexual  partners;  (2)  education  of 
targeted  high-risk  groups  and  the  general  population;  and  (3)  expan- 
sion of  voluntary  testing  with  pretest  and  posttest  counseling  ser- 
vices. The  report  also  includes  statistics  on  the  types  of  people  who 
contract  AIDS;  the  distribution  of  AIDS  by  race  and  ethnic  origin; 
and  the  states  with  the  greatest  number  of  AIDS  case  and  the  greatest 
increase  in  AIDS  cases.  (Final  report  33  pages.) 
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ABSTRACT:  More  than  50%  of  federal  expenditures  is  indexed  for 
inflation.  Indexed  expenditures  increase  automatically  when  inflation 
occurs.  For  a  number  of  reasons,  federal  expenditures  that  are  index- 
ed have  been  increasing  more  rapidly  than  inflation.  Given  the  large 
and  growing  share  of  the  budget  accounted  for  by  indexed  programs, 
it  would  be  difficult  to  bring  federal  spending  under  control  without 
some  check  on  indexing.  However,  such  a  check  should  be  weighed 
against  its  possible  consequences  and  its  effectiveness  in  an  overall 
anti-inflation  program. 
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ABSTRACT:  This  report  addresses  the  problems  facing  those  trying  to 
establish  small  group  homes  for  mentally  disabled  persons.  For  this 
review  a  small  group  home  is  defined  as  a  community  based  living 
facility  offering  a  family  or  home-like  environment  and  supervision 
or  training  for  4  to  16  live-in  clients,  some  or  all  of  whom  are  mentally 
ill  or  mentally  retarded.  Zoning  and  land-use  requirements,  the  origi- 
nal focus  of  the  study,  caused  some  problems  but  generally  were  not 
the  major  obstacles  to  placing  group  homes  in  metropolitan  residen- 
tial areas.  Sponsors  reported  that  approximately  86%  of  the  group 
homes  in  metropolitan  areas  were  located  in  residential  areas;  82% 
were  able  to  establish  their  facilities  without  great  difficulty.  Group- 
home  sponsors  cited  obtaining  adequate  funding  and  finding  a  suita- 
ble site  or  facility  (i.e.,  with  adequate  bed  and  bath  facilities  and 
favorable  landlord  attitudes  toward  leasing)  as  greater  obstacles  to 
establishing  group  homes.  State  program  directors  also  reported  that 
the  number  of  administrative  requirements  and  procedures  associated 
with  certain  federal  programs  impeded  group-home  placements.  (Fi- 
nal report  70  pages.) 
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ABSTRACT:  GAO  reviewed  the  Department  of  Health  and  Human 
Services'  plan  to  reduce  its  staff  in  the  Office  of  the  Secretary.  It  was 
alleged  that  the  services  being  performed  by  the  HHS  employees 
whose  positions  were  being  abolished  might  later  be  procured  from 
private  contractors,  and  if  so,  that  HHS  had  not  done  the  cost-com- 
parison studies  to  justify  the  change  from  in-house  to  contract  as 
required  by  Office  of  Management  and  Budget  Circular  A-76.  GAO 
concluded  that  the  activities  involved  in  the  staff  reduction  plan  are 
the  type  covered  by  Circular  A-76,  which  establishes  procedures  for 
determining  whether  activities  should  be  performed  under  contract. 
Discussions  with  agency  officials,  however,  indicated  that  certain 
functions  previously  performed  in  the  Office  of  the  Secretary  were 
absorbed  by  remaining  staff  were  transferred  to  other  HHS  compo- 
nents, or  were  eliminated  for  regular  staff  and  procured  through 
private  contractors.  Therefore,  Circular  A-76  studies  were  not  re- 
quired in  connection  with  the  reduction  of  staff  in  the  Office  of  the 
Secretary. 
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ABSTRACT:  This  report  presents  information  on  compliance  with 
federal  requirements  for  disclosure  of  ownership  information  by  pre- 
paid health  plans  participating  in  Arizona's  Health  Care  Cost-Con- 
tainment System  (AHCCCS).  This  three-year  Medicaid 
demonstration  project  was  approved  by  the  Health  Care  Financing 
Administration  (HCFA).  Its  goal  was  to  develop  and  test  certain 
innovations  designed  to  constrain  health  care  costs,  including  con- 
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trading  with  a  number  of  prepaid  health  plans,  selected  through  a 
competitive  bidding  procedure,  to  provide  services  to  Medicaid 
beneficiaries  for  a  set  rate  per  beneficiary.  Recommendations  includ- 
ed the  following:  (1)  review  AHCCCS  plan  contract  proposals  and 
renewal  submissions  to  determine  whether  health  plans  complied 
with  the  ownership  and  control  disclosure  requirements;  (2)  obtain 
from  each  health  plan  that  did  not  provide  full  and  complete  disclo- 
sure of  related  party  transactions  in  a  timely  manner  an  explanation 
of  the  reasons  for  nondisclosure;  and  (3)  ensure  that  contracts  are 
terminated  between  AHCCCS  and  any  provider  that  does  not  dis- 
close ownership  and  control  arrangements.  See  also  PIC  ID 
No.2713.1  (Final  report  39  pages.) 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  NIH  reimbursements  to  grantees  for  indirect  costs  in- 
creased from  $166  million  in  1972  to  $690  million  in  1982.  Moreover, 
indirect  costs  consumed  an  increasing  proportion  of  the  federal  re- 
search dollar,  rising  from  approximately  21%  to  30%  during  the  same 
period.  GAO  believes  that  indirect  cost  rates  have  been  established 
with  grantees  despite  (1)  difficulties  involved  in  verifying  the  largest 
category  of  indirect  costs  (departmental  administration  expenses);  (2) 
relatively  few  indirect  cost  audits;  and  (3)  inadequate  written  explana- 
tions for  significant  year-to-year  increases  in  indirect  costs.  GAO 
recommended  that  the  Office  of  Management  and  Budget  (OMB) 
revise  its  Circular  A-2 1  to  establish  a  fixed  allowance  for  large  institu- 
tions' departmental  administration  expenses  to  replace  the  cost  reim- 
bursement method  now  used.  This  simplified  means  of  establishing 
reimbursable  departmental  administration  expense  allowances  should 
not  require  reliance  on  grantees'  personnel  activity  reporting  systems. 
It  should  also  minimize  difficulties  encountered  in  independently 
verifying  such  expenses. 
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ABSTRACT:  GAO  developed  data  on  the  attrition  of  scientists  and 
engineers  between  1979  and  1983  at  the  Consumer  Product  Safety 
Commission,  the  Environmental  Protection  Agency,  the  Food  and 
Drug  Administration,  the  National  Aeronautics  and  Space  Adminis- 
tration, the  National  Bureau  of  Standards,  the  National  Institutes  of 
Health,  and  the  Occupational  Safety  and  Health  Administration. 
GAO  generally  found  that  changes  in  the  scientific  workforce  paral- 
leled changes  in  the  total  workforce.  A  comparison  of  changes  in  the 
scientific  and  nonscientific  workforces,  however,  showed  an  incon- 
sistent pattern.  At  three  agencies  the  attrition  was  higher  for  the 
scientists  and  engineers  than  for  the  nonscientific  workforce,  and  at 
three  agencies  the  attrition  rate  for  scientists  and  engineers  was  low- 
er. At  one  agency,  both  workforces  increased  but  the  scientific  work- 
force increased  at  a  lesser  rate  than  the  nonscientific  workforce. 
GAO  also  found  that  agency  reductions-in-force  were  a  factor  in 
attrition  of  scientists  at  five  of  the  seven  agencies.  Furthermore, 
GAO's  analysis  of  scientific  employment  by  occupation  and  type  of 
research  and  development  activities  engaged  in  disclosed  that  trends 
varied  by  agency. 
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ABSTRACT:  This  report  by  the  Comptroller  General  to  a  congression- 
*  al  subcommittee  examined  the  reasons  for  the  disparity  between  the 
amounts  questioned  by  auditors  and  the  amounts  that  program 
managers  eventually  disallowed  in  federal  contract  and  grant  costs. 
This  disparity  raised  serious  questions  about  the  quality  of  the  audit- 
ing and  the  appropriateness  of  decisions  to  allow  questioned  costs.  To 
answer  these  questions,  GAO  reviewed  the  way  these  costs  were 
resolved  at  six  major  federal  agencies.  Examiners  looked  at  (1)  the 
reasons  for  the  disparity;  (2)  the  appropriateness  of  the  procedures 
used  by  program  management  in  making  decisions  on  the  auditors' 
findings;  and  (3)  the  reporting  of  audit  resolution  information.  GAO 
questioned  the  procedures  used  by  program  officials  in  112  decisions 
involving  S163  million  in  allowed  costs.  However,  these  amounts 
were  not  necessarily  due  the  government.  Reaudit  or  further  docu- 
mentation from  the  auditee  could  later  establish  a  proper  basis  for 
allowing  the  costs.  In  order  to  provide  Congress  with  more  complete 
and  uniform  audit  resolution  data,  GAO  suggested  that  the  Office  of 
Management  and  Budget  (OMB)  (1)  establish  standard  definitions  of 
questioned  costs  and  savings  for  reporting  purposes;  and  (2)  assign 
responsibility  to  agency  audit  follow-up  officials  for  providing  the 
results  of  collection  action  taken  on  audit-related  debt.  (Final  report 
38  pages.) 
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ABSTRACT:  This  report  discusses  the  states'  efforts  to  recover  over- 
payments of  benefits  in  the  Food  Stamp  and  Aid  to  Families  with 
Dependent  Children  (AFDC)  Programs.  Overpayments  in  the  two 
programs  total  approximately  $1.4  billion  per  year.  An  estimated 
$940  million  were  overpaid  to  participants  in  the  Food  Stamp  Pro- 
gram and  approximately  $500  million  to  participants  in  the  AFDC 
Program  in  1983.  Only  2%  of  the  1983  overpayments  were  recov- 
ered. Results  of  the  efforts  to  recover  overpayments  showed  that  it 
was  an  effective  tool  for  collecting  overpayment  recoveries,  but  addi- 
tional collections  are  possible.  Some  improvements  can  be  achieved 
administratively;  others  require  legislative  action.  Specific  actions 
include  (1)  expanding  states'  authority  to  use  recoupment  on  claims 
caused  by  agency  error  from  food  stamp  recipients;  (2)  implementing 
procedures  to  expedite  recoupment  action,  thereby  contributing  to 


faster  and  more  efficient  collections;  and  (3)  testing  the  use  of  addi- 
tional techniques  to  collect  overpayments  from  former  participants. 
(Final  report  84  pages.) 
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ABSTRACT:  The  Adoption  Assistance  and  Child  Welfare  Act  of  1980 
provides  for  annual  federal  incentive  payments  to  states  if  they  im- 
prove foster  care  programs  to  (1)  avoid  unnecessary  removal  of 
children  from  their  homes;  (2)  prevent  extended  stays  in  foster  care; 
and  (3)  reunify  children  with  their  families  or  place  them  for  adop- 
tion. During  the  first  year  of  implementation,  much  confusion  existed 
among  the  states,  and  some  states  received  incentive  funds  without 
complying  with  all  of  the  act's  requirements.  Of  the  33  states  and 
Puerto  Rico  that  were  certified  as  being  in  compliance  with  the 
program  in  FY  1981,  the  Department  of  Health  and  Human  Services 
later  found  four  ineligible.  Confusion  occurred  in  part  because  HHS 
did  not  provide  states  timely  guidance  or  require  implementation  of 
all  of  the  act's  requirements.  HHS  interprets  the  act  to  provide  it 
discretion  for  allowing  states  to  participate  without  having  imple- 
mented all  of  the  act's  requirements.  GAO  concludes  this  is  inconsist- 
ent with  the  legislation's  intent  and  that,  consequently,  states  have  not 
been  held  to  requirements  as  rigorous  as  those  of  the  act.  It  was 
recommended  that  the  Secretary  revise  the  program  regulations  to 
provide  additional  guidance  and  undertake  new  compliance  reviews. 
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ABSTRACT:  This  report  describes  the  progress  made  and  problems 
remaining  in  government  efforts  to  reduce  infant  mortality  and  mor- 
bidity. It  discusses  the  need  for  more  intense  and  coordinated  efforts 
by  federal  agencies,  particularly  HEW  and  the  Department  of 
Agriculture,  to  help  alleviate  remaining  problems.  The  report  also 
recommends  several  legislative  changes  to  improve  federal  programs 
affecting  pregnancy  outcome  and  addresses  the  need  for  additional 
resources  for  areas  continuing  to  experience  significant  adverse  preg- 
nancy outcomes  that  could  be  improved  if  mothers  and  infants  had 
better  access  to  appropriate  health  care.  (Final  report  214  pages.) 
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ABSTRACT:  The  federal  Food  Stamp  Program  provided  more  than 
$12  billion  in  food  assistance  during  FY  1983.  Since  1981,  benefit 
overissuances  caused  by  recipient  errors  or  fraud  and  state  food 
stamp  agency  errors  have  cost  the  federal  government  approximately 
$1  billion  annually.  GAO  reviewed  the  federal  administration  and 
state  implementation  of  the  Food  Stamp  Program's  wage-matching 
requirement  to  determine  whether  federal  and  state  wage-matching 
efforts  had  effectively  addressed  the  overissuance  problem.  It  was 
recommended  that  the  Secretary  of  the  Department  of  Agriculture 
take  steps  to  secure  broader  use  of  automated  wage-matching  tech- 
niques, expand  wage  match  coverage,  and  establish  uniform  dollar 
criteria  for  follow-up  referrals.  It  is  also  recommended  that  the  Secre- 


tary take  action  to  improve  states'  follow-up  activities  for  correcting 
benefits  and  establishing  claims  for  previous  overpayments.  (Final 
report  48  pages.) 
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ABSTRACT:  This  report  reviews  the  growth  in  biomedical  research 
grants  awarded  by  the  National  Institutes  of  Health  (NIH)  and  pro- 
vides information  on  (1)  trend  data  in  the  NIH  budget  for  FY  1983- 
FY  1987  and  the  size  of  research  project  grant  awards  for  those  years; 
(2)  factors  that  may  explain  the  increased  size  of  awards;  and  (3) 
procedures  for  insuring  accountability  (i.e.,  the  reviewing,  monitor- 
ing, and  reporting  practices  NIH  employs  in  dealing  with  grant 
recipients).  GAO  conducted  the  review  between  October  1987  and 
April  1988,  primarily  at  NIH  in  Bethesda,  Maryland,  where  official 
grant  records  were  examined  and  grants  management  and  program 
management  officials  were  interviewed.  Recommendations  are  in- 
cluded. (Final  report  54  pages.) 
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ABSTRACT:  This  fact  sheet  provides  information  comparing  statutory 
data  collection  and  reporting  provisions  of  the  education  block  grant 
with  the  nine  other  block  grant  programs  funded  in  FY  1986.  Block 
grants  were  designed  to  provide  maximum  flexibility  to  the  states  in 
developing  and  managing  programs.  To  provide  Congress  with  a 
national  picture  of  activities  being  supported  with  block  grant  funds, 
GAO  (1)  reviewed  the  legislation  for  each  of  the  block  grants  and 
interviewed  federal  program  officials  to  confirm  agency  interpreta- 
tions of  key  legislative  provisions;  (2)  examined  block  grant  data 
collection  and  reporting  requirements  imposed  on  both  federal  and 
state  agencies;  and  (3)  examined  how  data  for  some  of  these  require- 
ments are  obtained.  GAO  also  provides  information  on  the  statutory 
administrative  cost  limits  for  these  block  grants.  (Final  report  13 
pages.) 
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ABSTRACT:  The  1984  amendment  to  the  Alcohol,  Drug  Abuse,  and 
Mental  Health  Services  Block  Grant  (ADAMHSBG)  required  each 
state  to  set  aside  5%  of  its  grant  allocations  for  alcohol  and  drug  abuse 
services  for  women  and  10%  of  its  mental  health  program  funds  for 
services  to  severely  disturbed  children  and  adolescents  and  compre- 
hensive community  mental  health  programs  for  underserved  popula- 
tions. HHS  proposes  eliminating  these  set-asides  when  the  block 


grant  is  reauthorized.  This  study  examined  (1)  how  states  determined 
needs  and  made  decisions  on  their  uses  of  ADAMHSBG  funds  and 
(2)  how  states  implemented  the  set-aside  provisions.  The  study  was 
conducted  between  October  1986  and  March  1987  in  California, 
Colorado,  Kentucky,  Michigan,  Mississippi,  New  York,  Texas,  and 
Vermont.  GAO  found  that,  in  the  majority  of  cases,  states  allocated 
their  block  grant  funds  according  to  historical  trends  or  to  maintain 
existing  service  delivery  systems  rather  than  relying  on  the  results  of 
their  needs  assessments.  In  40%  of  the  cases,  states  increased  their 
commitment  to  provide  the  services  required  under  the  set-asides.  In 
the  remainder  of  the  cases,  states  addressed  the  requirements  by  using 
already  planned  projects  or  by  leaving  the  responsibility  for  them 
with  county  or  local  service  providers.  Reacting  to  the  possibility 
that  the  set-aside  requirement  might  be  eliminated,  state  program 
officials  were  more  optimistic  than  local  service  providers  that  ser- 
vices to  the  targeted  groups  would  be  continued.  (F.R.  33  pages.) 
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ABSTRACT:  This  report  consolidates  the  information  in  a  series  of 
GAO  reports  on  the  implementation  of  block  grants  created  by  the 
Omnibus  Budget  Reconciliation  Act  of  1981.  These  previous  reports 
assessed  the  implementation  of  block  grants  in  13  states  from  1982  to 
1984.  GAO  found  that  (1)  the  states  adapted  to  their  new  responsibili- 
ties under  the  block  grants  with  little  organizational  change;  (2)  the 
states  extensively  sought  input  from  the  public  on  how  to  spend  the 
block  grant  funds;  (3)  although  program  continuity  was  emphasized 
initially,  ftinding  patterns  changed  as  states  established  their  own 
priorities  and  coped  with  funding  limitations;  (4)  widespread  manage- 
ment improvements  were  reported;  and  (5)  at  least  80%  of  the  gover- 
nors, state  legislative  leaders,  and  state  program  officials  believed  that 
the  block  grant  approach  to  funding  domestic  assistance  was  more 
desirable  that  the  categorical  approach,  while  53%  of  the  interest 
groups  believed  that  the  block  grant  approach  was  less  desirable.  The 
report  also  addresses  several  issues  concerning  the  impact  of  block 
grants  and  the  appropriate  roles  of  federal,  state,  and  local  entities 
that  will  affect  future  block  grant  proposals.  See  also  PIC  ID  Nos. 
1475,  1589,  2455,  2460-2464,  2479,  and  2570.  (Final  report  29  pages.) 
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ABSTRACT:  GAO  analyzed  the  formulas  (that  were  proposed  in  the 
draft  bill  Comprehensive  Alcohol  Abuse,  Drug  Abuse,  and  Mental 
Health  Act  of  1987,  dated  June  23,  1987)  for  distributing  block  grant 
funds  among  states.  The  analysis  focused  on  the  effects  the  proposed 
formulas  would  have  on  the  equity  of  block  grant  funding  compared 
with  the  effects  the  law  in  existence  at  the  time  has  had.  GAO  eva- 
luated equity  from  two  perspectives:  (1)  How  well  do  the  formulas 
equalize  service  levels  available  for  at-risk  populations  in  all  sections 
of  the  country?  and  (2)  Do  they  provide  similar  funding  levels  for 
states  with  approximately  equal  abilities  to  pay?  The  results  indicate 
that  the  proposed  formulas  would  substantially  improve  the  equity  of 
the  distribution  of  federal  funds.  For  substance  abuse,  they  would 
help  equalize  service  levels  across  states  because  higher  funding  lev- 
els would  be  allocated  to  stateswith  the  lowest  spending  and  ability 
to  pay.  For  mental  health,  the  proposed  formula  would  preserve  the 
targeting  to  poorer  states  that  was  provided  by  the  prior  formula. 
Finally,  in  both  substance  abuse  and  mental  health  areas,  the 
proposed  formulas  are  designed  to  provide  similar  grants  per  person 
for  states  with  similar  abilities  to  pay.  These  improvements  can  be 
realized  both  by  phasing  out  the  hold-harmless  provision  and  by  using 
improved  measures  of  need  and  ability  to  pay.  (Final  report  17  pages.) 
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ABSTRACT:  Under  block  grants,  states  obtained  greater  decisionmak- 
ing authority  to  set  program  priorities  and  determine  the  use  of  funds 
than  they  had  under  the  prior  categorical  programs.  At  the  same  time, 
federal  appropriations  to  states  under  the  block  grants  were  generally 
less  than  under  the  former  programs.  States  employed  three  major 
strategies  during  1982  and  1983  to  mitigate  the  impact  of  initial  feder- 
al funding  reductions  that  occurred  in  most  block  grants.  These  in- 
cluded (1)  taking  advantage  of  available  funds  from  the  prior 
categorical  programs;  (2)  transferring  funds  among  block  grants;  and 
(3)  increasing  the  use  of  state  funds.  The  applicability  and  use  of  these 
strategies  varied  by  block  grants.  Overall,  program  areas  that  had 
been  funded  under  the  categorical  programs  continued  to  receive 
support  under  the  block  grants.  Although  such  continuity  was  evi- 
dent, changes  in  funding  patterns  did  emerge  as  states  sought  to 
establish  their  own  priorities  while  coping  with  limitations  on  availa- 
ble funds. 
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ABSTRACT:  Considerable  controversy  exists  as  to  whether  the  report- 
ed improvements  in  survival  of  cancer  patients  reflect  true  progress 
in  fighting  cancer  or  whether  the  reported  improvements  result  from 
changes  in  statistical  methods.  Consequently,  GAO  examined  the 
survival  rates  published  by  the  National  Cancer  Institute  (NCI)  for 
their  accuracy,  meaningfulness,  and  utility  as  measures  of  progress. 
The  study  found  that  (I)  advances  in  the  detection  and  treatment  of 
cancer  from  1950  to  1982  have  extended  patient  survival  in  all  but  one 
of  12  cancers  examined;  (2)  the  extent  of  improvement  in  survival  for 
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specific  cancers  is  often  not  as  great  as  that  reported;  (3)  improve- 
ments in  patient  survival  have  been  more  dramatic  for  the  rarer  forms 
of  cancer  and  less  dramatic  for  the  more  prevalent  cancers;  and  (4) 
despite  the  limited  nature  of  progress  in  extending  the  lives  of  cancer 
♦  patients,  strong  evidence  exists  that  the  quality  of  survival  for  these 
patients  has  improved  considerably  since  1950.  (Final  report  131 
pages.) 
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ABSTRACT:  This  report  presents  the  results  of  a  preliminary  study 
that  focused  on  the  number  of  cancer  patients  who  were  clinically 
eligible  to  receive  state-of-the-art  treatments  but  did  not.  Each  sec- 
tion of  the  report  examines  the  usage  patterns  of  a  specific  "break- 
through" cancer  treatment:  (1)  adjuvant  chemotherapy  for  breast 
cancer,  1975-1985;  (2)  adjuvant  chemotherapy  for  colon  cancer, 
1975-1985;  (3)  adjuvant  radiation  therapy  for  rectum  cancer,  1975- 
1985;  (4)  chemotherapy  for  small-cell  lung  cancer,  1975-1985;  (5) 
chemotherapy  for  testicular  cancer,  1975-1985;  (6)  chemotherapy  for 
Hodgkin's  disease,  1977-1985;  and  (7)  chemotherapy  for  non-Hodg- 
kin's  lymphoma,  1977-1985.  The  findings  show  considerable  varia- 
tion in  usage  patterns.  The  use  of  radiation  therapy  for  rectum  cancer 
seems  to  be  increasing,  for  example,  while  the  use  of  chemotherapy 
for  colon  cancer  seems  to  be  waning.  The  findings  also  show  that 
20%  of  patients  with  Hodgkin's  disease,  25%  of  patients  with  small- 
cell  lung  cancer,  60%  of  patients  with  rectum  cancer,  and  94%  of 
patients  with  colon  cancer  did  not  receive  what  the  National  Cancer 
Institute  considers  state-of-the-art  treatments.  (Final  report  21  pages.) 
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ABSTRACT:  The  Centers  for  Disease  Control  (CDC)  performed  ref- 
erence diagnostic  tests  on  103,000  specimens  in  FY  1981  for  public 
health  agencies,  private  health  providers,  clinical  laboratories,  and 
federal  agencies  at  a  cost  of  about  $6.1  million.  GAO  estimated  that 
46%  of  the  specimens  tested  by  CDC,  at  a  cost  of  approximately  $1.9 
million,  were  unnecessarily  tested.  These  specimens  should  have  been 
initially  tested  in  commercial  or  state  laboratories.  An  additional  13% 
of  the  remaining  specimens  were  tested  without  any  information 
concerning  patient  condition  or  ongoing  treatment.  Such  information 
is  necessary  to  determine  the  need  for  CDC's  specialized  testing  and 
to  provide  meaningful  test  results.  User  charges  of  $3.3  million  could 
have  been  recovered  from  private  health  care  providers  and  clinical 
laboratories.  An  additional  $662,000  in  reimbursements  from  federal 
agencies  could  have  been  sought  by  CDC.  (Final  report  40  pages.) 

DESCRIPTORS:  Laboratories,  Drugs  Therapeutic  and  Devices,  Test- 
ing and  Tests,  Regulation  and  Standard  Setting 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  1710  PROJECT  NO:  HRD  83-37 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  March  '82  through  April  '83 


2509 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Central  American  Refugees:  Regional  Conditions 
and  Prospects  and  Potential  Impact  on  the  United  States 

REPORT  TITLE:  Central  American  Refugees:  Regional  Conditions 
and  Prospects  and  Potential  Impact  on  the  United  States 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

FSA-Refugee  Assistance  (Entire  Program  Area) 

ABSTRACT:  Civil  strife  and  deteriorating  economic  conditions  in  El 
Salvador,  Nicaragua,  and  Guatemala  have  caused  hundreds  of  thou- 
sands of  refugees  to  seek  asylum  and  assistance  in  other  Central 
American  countries,  Mexico,  and  the  United  States.  While  interna- 
tional organizations  and  some  asylum  country  governments  provide 
the  basic  material  needs  of  refugees  who  seek  assistance,  most  re- 
fugees remain  outside  the  assistance  programs.  This  report  discusses 
the  policies  of  and  extent  of  assistance  given  to  Central  American 
refugees  by  the  U.N.  High  Commissioner  for  Refugees  and  other 
international  organizations,  refugees'  living  conditions  and  prospects 
in  asylum  countries,  and  U.S.  and  asylum  government  policies  to- 
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ward  refugees.  It  also  examines  (1)  the  link  between  assistance  and 
asylum  opportunities  available  to  refugees  in  the  region  and  the  possi- 
ble future  migration  of  refugees  to  the  United  States  and  (2)  the 
potential  impact  of  such  migration. 
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ABSTRACT:  Since  July  1973,  the  Medicare  program  has  covered  the 
cost  of  treating  individuals  with  end  stage  renal  disease.  Total  pro- 
gram costs  have  increased  from  about  $229  million  in  1974  to  more 
than  $1.8  billion  in  1983.  Renal  physicians  receive  a  monthly  capita- 
tion payment  for  the  routine  outpatient  care  they  provide  to  dialysis 
patients.  The  formula  used  to  compute  the  monthly  payment  over- 
states physicians"  involvement  with  home  dialysis  patients  when  com- 
pared with  facility  patients,  resulting  in  higher  monthly  rates  and 
additional  annual  program  costs  of  about  $1 1.8  million.  Special  dial- 
ysis procedure  codes  were  established  for  inpatient  hospital  care, 
including  hospital  dialysis  visits.  Medicare  allowances  for  these  visits 
are  considerably  higher  than  those  for  regular  hospital  visits,  even 
though  the  services  provided  are  essentially  the  same.  GAO  believes 
that  use  of  these  special  codes  should  be  limited.  GAO  also  believes 
that  a  system  that  pays  for  outpatient  care  on  the  basis  of  a  monthly 
capitation  payment  and  for  inpatient  care  on  a  fee-for-service  basis  is 
difficult  to  administer.  Adopting  a  total  capitation  payment  system 
covering  both  routine  inpatient  and  outpatient  services  would  be 
easier  to  administer  and,  based  on  1981  data,  could  save  approximate- 
ly $1.6  million  annually  in  the  nine  states  reviewed.  See  also  PIC  ID 
No.  2470.1. 
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ABSTRACT:  In  December  1982,  GAO  mailed  questionnaires  to  554 
physicians  treating  end-stage  renal  disease  (ESRD)  patients  nation- 
wide. The  questionnaire  asked  about  (1)  the  average  number  of 
ESRD  patients  per  physician;  (2)  the  average  amount  of  time  spent 
providing  various  types  of  renal  services;  (3)  the  number  of  monthly 
contacts  with  renal  patients  and  the  time  spent  with  each  patient;  (4) 
physicians'  views  on  selected  aspects  of  proposed  regulations;  and  (5) 
physicians'  opinions  on  implementation  of  a  monthly  retainer  reim- 
bursement amount  for  all  dialysis  care  (i.e.,  total  capitation  payment 
system).  This  report  presents  the  results  of  the  survey.  See  also  PIC 
ID  No.  2470.  (Final  report  37  pages.) 
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ABSTRACT:  This  report  identifies  formula  changes  that  will  improve 
tax  burden  equity  and  reduce  interstate  program  disparities  in  varying 
degrees.  The  formula  used  to  establish  federal  reimbursement  rates 
for  state  Medicaid  spending  has  been  found  to  be  less  equitable  to 
states  than  it  could  be.  This  is  because  per  capita  income,  which  is  a 
key  formula  factor,  inadequately  reflects  the  greater  tax  burden  of 
states  with  a  high  proportion  of  the  needy  and  because  it  is  not  the 
best  available  measure  of  states'  ability  to  finance  Medicaid  from  state 
revenue  sources.  The  formula  also  contributes  to  the  wide  disparity 
in  benefits  provided  under  state  Medicaid  programs. 
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ABSTRACT:  This  report  presents  information  on  funds  for  research 
and  demonstration  projects  that  involve  child  and  family  welfare  and 
development  activities  and  that  are  included  in  HHS'  Family  Social 
Services  Appropriation.  These  funds  are  allocated  under  Section  426, 
Part  B,  of  the  Social  Security  Act.  This  fact  sheet  (1)  highlights 
background  information  on  the  Office  of  Human  Development  Ser- 
vices (OHDS)  grants  funded  with  appropriations  used  for  Section 
426  purposes,  and  (2)  pro\'ides  information  on  the  grants  funded  for 
these  purposes  during  FY  1985.  Funds  appropriated  for  Section  426 
activities  support  research  and  demonstration  projects  in  four  areas: 
child  welfare,  child  care,  youth  development,  and  child  and  family 
development.  Information  was  obtained  on  43  grants  with  obligations 
totaling  approximately  S5.3  million  under  Section  426.  (Final  report 
19  pages.) 
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ABSTRACT:  This  report  summarizes  data  on  the  costs  and  benefits  of 
providing  dependent  care  as  they  have  been  reported  by  private- 
sector  employees.  With  a  sustained  influx  of  women  into  the  work 
force,  the  majority  of  American  children  are  growing  up  in  homes 
where  both  parents,  or  the  sole  parent,  is  employed  outside  the  home. 
A  variety  of  federal  programs  support  private-sector  child  care.  The 
dependent-care  tax  credit,  which  is  the  largest  indirect  source  of 
federal  support,  is  available  to  all  workers.  The  largest  direct  source 
of  federal  funding  is  the  Social  Services  Block  Grant  intended  to 
benefit  low-income  families.  Federal  funds  for  day  care  are  also  prov- 
ided under  Aid  to  Families  with  Dependent  Children  (AFDC),  Child 
Welfare  Services,  Head  Start,  the  Child  Care  Food  Program,  the  Job 
Training  Partnership  Act,  and  the  Community  Development  Block 
Grant  Program.  For  the  employer  who  chooses  to  establish  a  child 
care  assistance  program,  a  variety  of  options  exist.  These  include  the 
on-site  center,  the  consortium,  and  reimbursement  programs.  (Final 
report  72  pages.) 
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ABSTRACT:  This  report  discusses  child  support  agencies'  efforts  to 
determine  paternity  and  obtain  support  orders  for  children  receiving 
Aid  to  Families  with  Dependent  Children.  GAO's  objective  was  to 
determine  whether  (1)  states'  efforts  to  carry  out  these  activities  are 
adequate:  (2)  data  compiled  on  these  activities  are  sufficient  and 
reliable  for  program  oversight;  and  (3)  recent  legislative  changes 
affect  the  activities.  Findings  include  (1)  effective  state  case  tracking, 
monitoring  systems,  and  case-closure  criteria  were  lacking,  resulting 
in  many  children  not  receiving  benefits  who  deserve  them;  (2)  no 
federal  standards  exist  to  assess  how  effectively  agencies  determine 
paternity  and  obtain  support  orders;  and  (3)  some  information  that 
HHS  reports  to  Congress  on  program  accomplishments  is  based  on 
state-provided  data  that  are  neither  accurate  nor  complete,  making  it 
difficult  to  assess  program  performance  and  improvement  potential. 
GAO  makes  several  recommendations,  including  that  the  HHS  in- 
spector general  review  the  operations  of  the  Child  Support  Enforce- 
ment program.  (Final  report  83  pages.) 
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ABSTRACT:  GAO  issued  a  questionnaire  to  survey  all  50  states  and 
the  District  of  Columbia  about  their  progress  in  implementing  14 
selected  provisions  of  the  1984  Child  Support  Enforcement  Amend- 
ments. Results  show  that,  as  of  March  31,  1986,  only  Oregon  had  fully 
implemented  all  14  provisions  and  only  1  provision  (appointing  state 
commissions  on  child  support)  had  been  fully  implemented  by  all 
states.  The  6  provisions  that  do  not  require  state  legislation  had  been 
implemented  by  more  states  than  had  the  8  provisions  that  do  require 
state  legislation.  States  most  commonly  reported  not  implementing 
one  or  more  of  the  8  provisions  because  the  required  state  legislation 
had  not  been  enacted.  All  states  reporting  such  information  expected 
enactment  by  October  1,  1987.  Regarding  the  6  provisions  not  requir- 
ing legislation,  all  states  reporting  such  information  expected  im- 
plementation by  December  31,  1986.  The  most  frequently  cited 
reasons  for  implementation  delays  were  ( 1 )  administrative  procedures 
were  not  developed  or  in  effect,  and  (2)  regarding  the  annual  notices 
provision,  needed  changes  in  the  states'  automated  data  processing 
systems  had  not  been  made.  Overall,  states  were  more  optimistic 
about  the  amendments'  potential  effect  on  nationwide  enforcement 
than  on  their  own  state's  enforcement.  (Final  report  47  pages  plus 
appendices.) 
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ABSTRACT:  This  report  provides  information  on  state  laws  and  regu- 
lations governing  independently  practicing  clinical  social  workers.  It 
supplies  the  results  of  efforts  to  determine  for  each  state  (1)  whether 
the  state  had  established  any  control  of  social  workers  through  licens- 
ing, registration,  or  certification  practices;  and  (2)  whether  the  state 
recognized  practicing  persons  providing  clinical  social  work  as  alter- 
native providers  of  mental  health  services  for  Medicaid  reimburse- 
ment purposes.  It  was  found  that  19  states  restrict  the  independent 
practice  of  clinical  social  work  to  persons  holding  a  license.  Another 
12  states  have  established  licensure  activity  covering  social  workers, 
but  anyone  may  practice  clinical  social  work  without  a  license. 
Twelve  states  also  have  established  criteria  for  practicing  clinical 
social  workers  as  alternative  providers  of  mental  health  services  for 
health  insurance  purposes.  (Final  report  48  pages.) 
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ABSTRACT:  This  report  examines  the  Community  Services  Block 
Grant  (CSBG),  the  purpose  of  which  is  to  ameliorate  the  causes  of 
poverty  through  the  support  of  such  services  as  employment,  educa- 
tion, housing,  emergency  assistance,  and  nutrition.  It  was  created 
through  the  consolidation  of  eight  grant  programs:  Local  Initiative, 
Community  Food  and  Nutrition,  Senior  Opportunities  and  Services, 
State  Agency  Assistance,  Community  Economic  Development,  and 
the  Rural  Development  Loan  Fund.  It  was  found  that  the  CSBG- 
supported  services  offered  by  the  16  community  action  agencies  visit- 
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ed  did  not  duplicate  those  provided  by  local  social  service  agencies. 
Rather,  CSBG  services  met  short-term  local  needs  not  met  by  the 
social  service  agencies  and  complemented  the  longer-term  services 
offered  by  those  agencies.  According  to  state  and  local  officials  in- 
volved in  community  services,  if  additional  state  and  local  funds  are 
not  provided,  the  termination  of  the  CSBG  program  could  eliminate 
services  supported  with  CSBG  funds.  (Final  report  36  pages.) 
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ABSTRACT:  In  1981,  the  Community  Services  Block  Grant  replaced 
eight  federal  categorical  programs  and  gave  states  primary  adminis- 
trative responsibility.  States'  authority  was  greatly  expanded  over 
their  limited  involvement  in  the  prior  program,  and  federal  funds 
accompanying  block  grant  implementation  were  substantially  below 
the  categorical  levels.  The  13  states  GAO  visited  generally  did  not 
use  their  own  funds  to  offset  reduced  federal  support  during  1982  and 
1983,  but  9  did  institute  new  poverty-based  formulas  for  distributing 
funds  to  grantees.  Community  action  agencies  remained  the  predomi- 
nant local  services  providers,  but  91  percent  of  these  agencies  in  the 
13  states  received  less  funds  in  1983  than  in  1981,  with  most  ex- 
periencing reductions  between  25  and  50  percent.  The  47  local  organ- 
izations GAO  visited  reported  a  wide  variety  of  changes.  Many  had 
developed  alternative  funding  sources  and  increased  the  use  of  volun- 
teers to  adjust  for  reduced  funds,  and  most  reported  changes  in  staff- 
ing levels,  services  provided,  and  service  delivery  methods.  While 
local  organizations  remained  the  principal  decision  makers  concern- 
ing service  priorities  and  delivery,  states  began  to  assert  their  manage- 
ment prerogatives.  Although  different  approaches  were  used,  all  13 
states  had  developed  or  planned  to  devise  new  administrative  proce- 
dures and  all  had  offered  multiple  opportunities  for  public  input  into 
decision  making.  Overall,  state  officials  were  pleased  with  the  block 
grant. 
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ABSTRACT:  Concern  about  fraud,  waste,  abuse,  and  error  in  govern- 
ment programs  has  stimulated  the  development  of  computer  match- 
ing to  detect  and  prevent  these  problems.  The  use  of  computer 
matching  has  raised  several  issues.  One  is  whether  particular  matches 
actually  achieve  the  cost-savings  or  cost-avoidance  anticipated.  Gov- 
ernment agencies  are  not  now  formally  required  to  analyze  comput- 
er-matching costs  and  benefits,  although  the  Office  of  Management 
and  Budget  has  issued  a  checklist  asking  for  cost-benefit  information 
about  matches  they  perform.  In  this  report,  GAO  identifies  in  detail 
the  costs  and  benefits  to  be  considered  in  computer-match  cost-bene- 
fit analysis.  See  also  PIC  ID  No.  2886.1.  (Final  report  102  pages.) 
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ABSTRACT:  Concern  about  fraud,  waste,  abuse,  and  error  in  govern- 
ment programs  has  stimulated  the  development  of  computer  match- 
ing to  detect  and  prevent  these  problems.  This  report  describes  the 
computer-match  decision-making  process  and  the  factors  considered 
in  the  decision  to  implement  a  match.  Agency  matches  initiated  by 
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program  offices  and  by  the  Office  of  Inspector  General  are  consid- 
ered. The  report  discusses  how  decisions  on  matching  are  made  and 
enumerates  the  factors  or  criteria  that  agency  officials  identified  as 
influencing  the  decision  to  perform  a  match.  See  also  PIC  ID  No. 
2886.  (Final  report  30  pages.) 
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ABSTRACT:  The  Congress  has  amended  the  Social  Security  Act  three 
times  to  make  Medicare  the  secondary  payer  to  employer-sponsored 
group  health  insurance.  As  a  result,  when  Medicare  beneficiaries 
between  the  ages  of  65  and  70  and  those  with  end  stage  renal  disease 
are  covered  by  group  health  insurance,  this  insurance  pays  for  medi- 
cal services  to  the  extent  of  its  benefits  and  Medicare  pays  the  remain- 
der. In  addition,  the  Congress  has  considered  extending  the  working 
age  provision  to  beneficiaries  70  or  older.  Disabled  Medicare 
beneficiaries  represent  the  last  major  group  for  whom  Medicare  is  the 
primary  payer  when  they  are  also  covered  by  employer-sponsored 
group  health  insurance.  GAO  estimated  that  9%  of  disabled  Medi- 
care beneficiaries  under  age  65  were  covered  by  their  spouses'  em- 
ployer-sponsored group  health  insurance.  GAO  recommended  that 
the  Congress  consider  extending  Medicare  to  secondary  payer  status 
to  disabled  beneficiaries.  Doing  so  could  reduce  Medicare  payments 
by  up  to  $2.9  billion  during  FY  1986-FY  1990. 
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ABSTRACT:  This  report  discusses  the  problem  of  how  to  constrain 
health  spending  while  preserving  quality  care  at  an  affordable  cost. 
The  United  States  made  a  commitment  many  years  ago  to  expand 
access  to  high  quality  health  care  of  Americans.  The  government  had 
instituted  programs  to  increase  the  supply  of  physicians  and  hospitals, 
encourage  the  development  of  medical  technology,  and  expand  care 
for  the  poor  and  elderly.  Benefits  were  achieved  at  considerable 
expense  as  health  care  expenditures  have  spiralled  and  consumed  an 
increasing  percentage  of  the  gross  national  product  (GNP).  Consider- 
able action  has  been  taken  to  deal  with  this  problem.  The  federal 
government  instituted  a  prospective  payment  system  in  the  Medicare 
program  in  an  attempt  to  provide  financial  incentives  to  hospitals  to 
control  spending.  States  and  private  payers  have  also  instituted  re- 
forms in  insurance  coverage  to  encourage  more  efficient  provision  of 
health  care.  Despite  some  progress,  spending  increases  continue  to 
outpace  the  general  inflation  rate.  GAO  identified  31  key  health  care 
cost-containment  issues  to  be  addressed.  These  issues  relate  to  the 
supply  of  health  resources,  health  care  delivery,  use  of  the  system, 
and  health  care  financing.  The  following  criteria  were  applied:  na- 
tional significance  of  the  issue;  magnitude  of  the  potential  cost  sav- 
ings; extent  of  adverse  impacts  on  access  and  quality;  feasibility;  and 
time  lag  between  implementation  and  impact  on  expenditures.  See 
also  PIC  ID  No.  2584.1.  (Final  report  302  pages.) 
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ABSTRACT:  For  this  study  GAO  reviewed  the  effectiveness  of  the 
states'  participation  in  administering  the  federal  Social  Security  Disa- 
bility Insurance  and  Supplemental  Security  Income  programs.  The 
states  are  responsible  for  making  disability  decisions.  Previous  studies 
have  found  that  the  joint  administrative  arrangement  contributed  to 
variations  among  states  in  such  areas  as  rates  of  accuracy  in  decision 
making,  employee  hiring  standards  and  salaries,  and  physician  partici- 
pation in  the  disability  determination  process.  GAO  focused  on  the 
operation  of  the  state  disability  determination  services  (DDSs)  and 
the  oversight  role  of  the  Social  Security  Administration  (SSA).  This 
report  is  based  on  GAO's  observations  of  DDSs  in  California,  Ken- 
tucky, Maryland,  and  Tennessee.  GAO  found  many  of  the  same 
administrative  variations  previously  identified.  GAO  also  examined 
total  federalization  and  contracting  out  as  two  alternative  approaches 
to  the  disability  decision  process.  GAO  found  no  evidence  that  a 
change  from  the  federal/state  arrangement  would  produce  better 
disability  decisions  or  reduce  program  costs,  although  there  is  evi- 
dence that  much  can  be  done  to  improve  administration  within  the 
joint  arrangement.  (Final  report  31  pages.) 
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ABSTRACT:  This  report  summarizes  GAO's  evaluation  of  the  first- 
year  performance  of  four  private-sector  collection  firms  under  con- 
tract to  GSA  from  October  1,  1985,  through  September  30,  1987. 
GAO  investigated  GSA  contractors'  (1)  recovery  rates,  comparing 
them  with  rates  of  other  contractors  with  previous  government  ex- 
perience; (2)  fee  structure,  contending  it  may  be  too  low  to  produce 
maximum  recovery  of  federal  debts;  and  (3)  resources,  concerned 
that  they  may  not  be  sufficient  to  handle  the  large  volume  of  govern- 
ment claims.  GAO  also  provides  information  on  the  contract  award 
process.  (Final  report  58  pages.) 
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ABSTRACT:  Debts  owed  to  HRSA  for  financial  assistance  provided 
to  thousands  of  health  professions  students  and  medical  facilities  to- 
taled $1.1  billion  as  of  September  30,  1986.  The  delinquent  portion  of 
these  debts  was  approximately  $127  million.  Receivables  under  the 
scholarship  program  and  insured  loan  program  sharply  increased 
since  1982.  Because  of  these  statistics,  GAO  reviewed  debt  collection 
activities  of  five  programs  that  represent  approximately  83%  of 
HRSA's  receivables  and  92%  of  HRSA's  delinquencies.  This  report 
evaluates  these  programs'  efforts  to  collect  debts  owed  to  or  insured 
by  HRSA  and  to  monitor  educational  institutions'  efforts  to  collect 
loans  due  the  institutions.  GAO  found  that  HRSA's  debt  collection 
was  impeded  by  an  inadequate  debt  management  system,  HRSA's 
failure  to  follow  established  debt  collection  procedures,  and  staff 
shortages.  GAO  also  found  that  HHS  has  not  implemented  the  In- 
spector General's  recommendation  to  offset  Medicare  payments  to 
physicians  delinquent  on  payment  for  education  assistance  received 
from  the  department.  (Final  report  43  pages.) 

DESCRIPTORS:  Economic  Analysis  Feature,  Educational  Finance, 
Federal  Administration,  Financial  Management,  Health  Manpower 
Training,  Loans  and  Loan  Guarantees,  Nursing  Manpower,  Scholar- 
ships Fellowships  and  Loans 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3063  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicableE 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  October  '87  through  February  *88 


PROJECT  DESCRIPTIONS 


929 


Accession  No.  2527 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


2527 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Defense  Health  Care:  CHAMPUS  Reform 
Initiative,  Unresolved  Issues 

REPORT  TITLE;  Defense  Health  Care:  CHAMPUS  Reform 

Initiative,  Unresolved  Issues 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Health 

ABSTRACT:  This  briefing  report  identifies  the  key  issues  that  need  to 
be  addressed  before  full  implementation  of  changes  in  the  Civilian 
Health  and  Medical  Program  of  the  Uniformed  Services  (CHAM- 
PUS) under  the  CHAMPUS  Reform  Initiative.  The  objectives  of  this 
initiative  are  to  contain  costs,  increase  beneficiary  access  to  medical 
treatment  facilities,  improve  coordination  between  CHAMPUS  and 
military  treatment  facilities,  assure  quality  of  care,  and  simplify  ad- 
ministrative procedures.  In  addition,  the  program  will  also  use  fixed- 
price  contracts  with  private  industry  as  an  option  in  providing  care. 
Industry  has  expressed  reservations  about  whether  costs  can  be  con- 
tained with  the  program  structure  and  improvements  planned.  Some 
problems  are  also  perceived  with  key  features  designed  to  increase 
beneficiary  satisfaction.  Moreover,  the  initiative's  procedural  com- 
plexities may  create  problems  for  program  administration.  (Final  re- 
port 21  pages.) 
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ABSTRACT:  Social  Security  benefits  are  based  on  a  worker's  prior 
earnings.  The  Social  Security  Administration  (SSA)  reviews 
beneficiary  earnings  records  annually  because  recent  earnings  not 
included  in  previous  benefit  computations  may  increase  benefits.  This 
review  and  subsequent  payment  of  corrected  benefits  is  called  the 
Automatic  Earnings  Reappraisal  Operation  (AERO).  The  time  re- 
quired for  AERO  has  increased  dramatically— from  16  months  in  1978 
to  42  months  in  1979  and  1980.  GAO  estimates  that  SSA  underpaid 
at  least  2.5  million  beneficiary  cases  by  at  least  $1.98  billion.  For  the 
cases  GAO  reviewed,  an  average  of  34  months  elapsed  until  the 


underpayments  were  rectified.  Difficulties  in  implementing  a  newly 
legislated  annual  wage  reporting  system  for  1978  earnings,  competi- 
tion from  other  programs,  and  the  need  to  implement  several  new 
legislative  mandates  caused  the  delays. 
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ABSTRACT:  GAO  conducted  a  review  of  22  federal  agencies'  efforts 
to  implement  the  Federal  Managers'  Financial  Integrity  Act  of  1982. 
The  act  was  intended  to  help  reduce  fraud,  waste,  and  abuse  across 
the  spectrum  of  federal  government  operations  through  annual  agen- 
cy self-assessments  of  their  internal  controls  and  accounting  systems. 
This  report  highlights  the  progress  made  and  problems  encountered 
by  the  Department  of  Health  and  Human  Services  in  its  first  year  of 
experience  with  this  new  act.  The  report  focuses  on  the  evaluation 
of  internal  controls,  review  of  accounting  systems,  and  improvements 
being  made  by  the  department  as  a  result  of  identified  problems. 
GAO  proposed,  and  the  department  agreed  to  take,  several  actions 
for  further  improvement. 
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PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 
X-Many  HHS  Programs 

ABSTRACT:  GAO  assessed  the  Public  Health  Service  (PHS)  and  the 
Office  of  Human  Development  Services  (OHDS)  policies  and  prac- 
tices for  reporting  and  disposing  of  grant-related  income.  The  study 
investigated  (1)  when  program  income  was  spent;  (2)  clarity  and 
consistency  of  agency  guidance  of  grantees  in  using  program  income 
options;  (3)  reporting  of  grant-related  income;  and  (4)  return  to  agen- 
cy of  interest  earned  on  certain  federal  funds. 
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PROGRAM(S)  EVALUATED: 

SSA-Disability  Insurance  (Entire  Program  Area) 

ABSTRACT:  In  FY  1986,  the  Social  Security  Administration  (SSA) 
spent  approximately  S203  million  on  medical  examinations  of  claim- 
ants seeking  benefits  under  the  Social  Security  Disability  Insurance 
(SSDI)  and  Supplemental  Security  Income  (SSI)  programs.  These 
"consultative  examinations"  are  purchased  from  private  medical 
sources  when  sufficient  evidence  of  medical  impairment  is  unavaila- 
ble from  claimants'  treating  physicians.  Consultative  examinations 
often  play  a  key  role  in  determining  benefit  eligibility.  In  1981,  pro- 
prieties in  the  examination  and  reporting  procedures  used  by  several 
volume  providers  of  consultative  examinations  were  alleged  in  court 
actions.  At  the  same  time,  SSA  began  to  review  the  eligibility  of  most 
beneficiaries,  as  mandated  by  the  1980  Disability  Amendments.  It 
terminated  benefits  for  a  large  number  of  people.  Since  in  many  cases 
consultative  examinations  were  the  only  new  medical  evidence  used 
to  support  terminations,  concern  about  them  became  widespread. 
The  General  Accounting  Office  evaluated  SSA's  management  of  the 
consultative  examination  process  and  found  that  despite  progress  in 
improving  the  process.  SSA  still  lacks  reasonable  assurance  that  good 
quality  medical  examinations  and  reports  are  obtained  and  the  pur- 
chase of  unnecessary  examinations  is  prevented. 
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ABSTRACT:  The  federal  management  of  26  discretionary  assistance 
programs  was  reviewed  in  order  to  assess  the  extent  to  which  award 
assistance  through  competitive  processes  is  open  and  fair.  GAO 
found  that  most  discretionary  grant  programs  have  competitive  pro- 
cesses to  solicit  and  review  applications.  The  majority  use  persons 
from  outside  the  program  office  to  provide  an  independent  prospec- 
tive in  the  review  of  applications.  Some  aspects  of  the  process, 
however,  should  be  strengthened  in  many  programs  to  enhance  com- 
petition and  promote  accountability  for  award  decisions. 
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ABSTRACT:  Each  year,  thousands  of  U.S.  workers  lose  their  jobs 
because  of  business  closures  and  permanent  layoffs,  and  are  faced 
with  the  task  of  finding  new  jobs.  With  enactment  of  the  Job  Training 
Partnership  Act  in  October  1982,  Congress  created  a  program  specifi- 
cally directed  at  helping  dislocated  workers  find  new  jobs.  To  assist 
Congress  in  its  oversight  of  the  program,  GAO  surveyed  all  Title  III 
projects  operating  between  October  1982  and  March  1985.  These 
projects  reported  having  placed  69%  of  their  participants  in  jobs— a 
higher  rate  than  achieved  by  earlier  employment  and  training  pro- 
grams. The  average  wage  reported  ($6.61  per  hour)  was  also  higher 
than  earlier  programs,  but  lower  than  participants'  prior  average 
wage  and  considerably  below  the  private-sector  average  wage  of 
$8.52  per  hour.  The  predominant  service  provided  was  job-place- 
ment assistance.  Fewer  than  half  of  the  participants  received  occupa- 
tional skill  training  and  fewer  than  a  quarter  received  support 
services.  The  projects  enrolled  proportionately  fewer  older  and  less- 
educated  workers  in  the  displaced-worker  population. 
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ABSTRACT:  GAO  analyzed  the  implications  of  imposing  a  user's  fee 
on  outpatient  visits  to  Department  of  Defense  (DOD)  medical  treat- 
ment facilities  by  nonactive-duty  beneficiaries.  GAO  estimates  that  if 
a  $5  user's  fee  had  been  imposed  in  FY  1984,  net  revenue  of  between 
$231  and  $467  million  could  have  been  generated  for  FY  1984-FY 
1988  depending  on  the  w  orkload  unit  on  which  the  fee  was  imposed, 
and  if  a  $10  user's  fee  had  been  imposed  in  FY  1984  a  net  revenue  of 
between  $700  million  and  $1.5  billion  could  have  been  generated  for 
FY  1984-FY  1988.  DOD  opposes  a  user's  fee,  believing  it  would 
worsen  beneficiaries'  financial  positions  and  adversely  affect  morale, 
recruitment,  retention,  and  readiness, 
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FSA-Refugee  Assistance  (Entire  Program  Area) 

ABSTRACT:  Between  December  1,  1975,  and  December  1,  1976,  re- 
fugees on  the  welfare  rolls  increased  from  approximately  19%  to 
30%.  As  of  December  1,  1976,  approximately  44,000  of  the  144,000 
refugees  who  entered  the  United  States  were  receiving  cash  assist- 
ance. This  report  discusses  the  resettlement  phase  of  the  program, 
including  the  placement  of  refugees  with  sponsors  and  their  initial 
steps  toward  being  integrated  into  American  society.  (Final  report  39 
pages  plus  appendices.) 
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ABSTRACT:  This  report  addresses  federal  drug  abuse  prevention  and 
education  activities.  Specifically,  the  report  discusses  how  the  federal 
government  provides  leadership  for  and  coordination  of  its  activities 
in  these  areas;  the  federal  agencies  involved;  how  much  funding  each 
agency  uses,  and  for  what  types  of  programs  and  activities;  and  how 
federal  programs  and  activities  are  evaluated.  The  report  also  con- 
tains recommendations  to  Congress  designed  to  increase  accountabil- 
ity for  drug  prevention  and  education  funds  authorized  by  the 
Anti-Drug  Abuse  Act  of  1986.  (Final  report  62  pages.) 
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ABSTRACT:  GAO  found  that  FDA's  automated  drug  information 
systems  do  not  adequately  assist  the  officials  of  the  Center  for  Drugs 
and  Biologies  in  approving  new  drugs  needed  to  treat  critical  illnesses 
and  in  identifying  hazardous  drugs  that  should  be  withdrawn  from 
the  marketplace  to  prevent  adverse  reactions  and  sometimes  death. 
FDA  does  not  have  complete,  accurate,  and  up-to-date  information 
systems  critically  needed  to  assist  it  in  (1)  reviewing  and  approving 
new  drugs  and  (2)  monitoring  adverse  drug  reactions.  Furthermore, 
the  information  systems  it  has  do  not  meet  reviewers'  needs  and  are 
not  readily  accessible  to  personnel  directly  involved  with  approving 
new  drugs  or  warning  against  hazardous  drugs.  FDA  has  a  history 
of  inaccurate  and  incomplete  drug  information  systems  that  do  not 
adequately  meet  users"  needs.  Although  FDA  has  made  some  im- 
provements, further  improvements  are  required  in  the  systems  as- 
sociated with  approving  and  monitoring  new  drugs. 
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ABSTRACT:  The  Omnibus  Budget  Reconciliation  Act  of  1981  con- 
solidated numerous  federal  categorical  programs  into  nine  block 
grants  and  shifted  primary  administrative  responsibility  to  the  states. 
The  13  states  GAO  visited  were  making  reasonable  progress  in  the 
early  stages  of  the  transition.  States'  prior  experience  helped  them 
accommodate  the  shift  in  the  short  time  available.  Budget  reductions 
accompanying  the  block  grants  prompted  concern  and  adjustments. 
Ongoing  funding  from  prior  year  grant  awards,  the  brief  time  before 
implementation,  and  other  factors,  however,  initially  limited  the 
number  of  major  departures  from  most  prior  programs.  More 
changes  are  likely  to  be  made  as  the  transition  continues  to  unfold. 
Block  grant  oversight  and  accountability  mechanisms  are  evolving. 
State  legislatures  are  moving  to  become  more  involved  in  block  grant 
decisions  and  states  are  establishing  procedures  to  obtain  public  par- 
ticipation and  to  audit  block  grant  expenditures.  Concurrently,  feder- 
al agencies  have  adhered  to  a  policy  of  minimal  involvement. 
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ABSTRACT:  The  National  Institute  of  Mental  Health  (NIMH)  pro- 
vides support  for  the  clinical  training  of  psychiatrists,  psychologists, 
social  workers,  and  psychiatric  nurses.  The  support  is  intended  to 
help  assure  an  adequate  supply  of  providers  to  address  certain  con- 
gressionally  directed  priorities,  including  the  mental  health  needs  of 
minorities,  children,  and  the  elderly.  While  NIMH  training  program 
priorities  are  consistent  with  the  congressional  directives,  funding 
cuts  and  uncertainty  about  the  program's  continuation  have  prevent- 
ed the  agency  from  developing  actual  data  on  program  effectiveness. 
GAO  therefore  has  recommended  that  the  agency  discuss  with  cog- 
nizant congressional  committees  the  practices  and  estimate  the  costs 
of  developing  more  reliable  data.  In  addition,  clinical  training  funds 
have  been  used  to  support  individual  students  through  the  payment 
of  stipends.  Most  students  receiving  stipends  are  required  to  provide 
service  to  underserved  areas  or  groups  following  completion  of  their 
education.  GAO  has  recommended  that  NIMH  develop  an  adequate 
system  to  enforce  stipend  payback  obligations. 
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ABSTRACT:  Because  families  and  individuals  prefer  to  have  a  choice 
among  long-term  care  options,  a  larger  demand  for  home  health  care 
is  likely  throughout  the  1980s.  The  growth  in  the  size  of  the  disabled 
elderly  population,  high  government  expenditures  for  nursing  home 
and  hospital  care,  and  a  desire  to  improve  elderly  health  status  all 
have  created  interest  in  expanding  or  revising  the  home  health  care 
system.  GAO  found  that  when  expanded  home  health  care  services 
were  made  available  to  the  chronically  ill  elderly,  longevity  and 
client-reported  satisfaction  were  improved.  These  services,  however, 
did  not  reduce  nursing  home  or  hospital  use  or  total  service  costs. 
More  research  is  needed  in  two  areas  in  which  potentially  positive 
findings  are  indicated:  the  effects  of  expanded  home  health  care  on 
those  elderly  highly  at  risk  of  placement  in  nursing  homes  and  on 
hospital  admission  and  readmission  rates  and  lengths  of  stay.  The 
growing  public  support  for  wide  diversity  in  long-term  care  services 
indicates  that  the  critical  policy  issue  is  not  whether  expanded  home 
health  care  services  are  less  costly  than  institutional  care,  but  rather 
how  these  services  should  be  organized  for  maximum  efficiency  and 
effectiveness.  Publication  No.  IPE-83-1. 
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Benefit  Programs:  A  Delicate  Balance 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs; 

X-Many  HHS  Programs-Health; 

X-Many  HHS  Programs-Income  Security; 
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ABSTRACT:  This  report  discusses  13  issues  that  affect  the  eligibility 
verification  process  for  federal  benefit  programs.  The  verification 
techniques  issues  are  (1)  whether  uniform  verification  procedures  are 
possible;  (2)  what  the  criteria  for  selecting  verification  techniques 
should  be;  (3)  the  proper  role  of  computer  matching;  (4)  what  the 
policy  on  computerized  front-end  verification  should  be;  (5)  how 
good  error-prone  profiles  are;  and  (6)  which  programs  should  have 
a  quality  control  system.  The  verification  information  issues  are  (1) 
whether  the  right  data  are  available;  (2)  whether  centralized  data  are 
vital  resources;  (3)  whether  data  links  should  be  allowed;  and  (4) 
what  the  policy  on  Social  Security  number  use  should  be.  The  priva- 
cy protection  issues  are  (1)  what  a  client's  rights  should  be;  (2)  what 
constitutes  adequate  data  security;  and  (3)  whether  there  should  be 
a  privacy  policy  for  all  federal  programs.  See  also  PIC  ID  No.  2466. 1. 
(Final  report  91  pages.) 
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Assistance  Programs 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Low-Income  Home  Energy  Assistance  Block  Grant 

(LIHEABG) 

ABSTRACT:  This  fact  sheet  presents  information  on  (1)  total  funding 
for  state  energy  assistance  programs  through  congressional  appro- 
priations and  the  distribution  of  oil  overcharge  funds  for  state  energy 
assistance  programs  for  FY  1982-FY  1986;  (2)  the  status  of  oil  over- 
charge collections  from  oil  companies;  and  (3)  how  states  have  used 
the  funds. 
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SSA-Commissioners  Office-Program  Direction  and 
Management 

ABSTRACT:  GAO  investigated  concerns  that  Hispanics  were  not  re- 
ceiving fair  consideration  for  promotions  in  certain  Social  Security 
Administration  (SSA)  offices  in  Region  IX  (i.e.,  California,  Arizona, 
Nevada,  and  Hawaii).  Specifically,  GAO  researched  (1)  the  number 
of  Hispanics  who  participate  in  SSA's  Region  IX  career  development 
program;  (2)  the  region's  delay  in  designating  a  person  as  Hispanic 
Employment  Program  manager;  (3)  problems  in  specific  SSA  offices 
in  Region  IX's  Service  Areas  6  and  7  in  providing  services  to  claim- 
ants who  speak  only  Spanish;  and  (4)  the  reassignment  without  open 
competition  of  a  non-Hispanic  to  a  branch  manager  position  in  Ser- 
vice Area  6,  which  may  unfairly  deny  Hispanics  a  promotion  oppor- 
tunity. Some  of  the  concerns  were  substantiated.  Therefore,  GAO 
recommended  that  the  commissioner  of  SSA  Region  IX  analyze  the 
potential  artificial  barriers  that  may  deter  the  advancement  of  Area 
6  Hispanics  to  Area  7  postions  where  they  are  underrepresented. 
(Final  report  25  pages.) 
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ABSTRACT:  This  report  discusses  the  need  for  HEW  to  better  organ- 
ize its  activities  relating  to  medical  practices  used  during  childbirth 
and  to  increase  its  efforts,  in  cooperation  with  the  private  medical 
community,  in  evaluating  these  practices  and  informing  and  educat- 
ing the  public  about  their  benefits  and  risks.  The  department's  respon- 
sibilities and  activities  relating  to  obstetric  practices  include 
promoting  research;  regulating  drugs  and  medical  devices;  develop- 
ing medical  care  quality  standards  and  evaluating  the  quality  of  medi- 
cal care;  and  providing  or  paying  for  obstetric  care.  The  review  was 
undertaken  in  response  to  intense  controversy  over  various  obstetric 
practices,  increasing  congressional  concern  over  the  cost  and  quality 
of  medical  care,  and  the  fact  that  obstetric  practices  affect  more  than 
six  million  women  and  children  annually.  See  also  PIC  ID  No.  1262.1. 
(Final  report  68  pages.) 
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ABSTRACT:  This  document  was  a  first  step  in  collecting  and  dis- 
seminating general  concepts  on  reviewing  and  evaluating  govern- 
ment programs  and  how  they  are  related  to  other  activities  in  the 
continuum  of  decisionmaking  about  government  programs.  The 
scope  of  the  report  includes  assessing  program  effectiveness  and  cost- 
efficiency,  improved  methodology,  resource  allocation,  and  project 
management.  An  annotated  bibliography  is  included.  (Final  report  48 
pages.) 
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ABSTRACT:  This  study  produced  information  on  the  status  of  sanita- 
tion conditions  in  the  food  manufacturing  industry  and  FDA's  man- 
agement of  its  inspection  activities.  It  also  reviewed  FDA's 
enforceability  of  Good  Manufacturing  Practice  (GMP)  regulations 
for  assuring  that  foods  are  manufactured  under  sanitary  conditions. 
The  review  showed  that  (1)  93%  of  the  food  manufacturers  sampled 
nationwide  had  sanitary  conditions  that  would  likely  prevent  pro- 
ducts from  becoming  contaminated;  (2)  over  half  of  the  manufactur- 
ers included  in  our  sample  had  interstate  sales  of  10%  or  less  and 
therefore  may  more  appropriately  be  subject  to  routine  inspections  by 
state  and/or  local  governments;  and  (3)  GMPs,  aimed  at  assuring  that 
establishments  operate  under  sanitary  conditions,  were  valid  and  sub- 
stantive regulations  and  were  enforceable  when  a  departure  from 
GMPs  represented  unsanitary  conditions  sufficient  to  meet  the  defini- 
tion of  adulterated  food  defined  in  the  Federal  Food,  Drug,  and 
Cosmetic  Act.  See  also  PIC  ID  No.  2506.1. 
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ABSTRACT:  This  report  describes  the  Transfer  Income  Model,  identi- 
fies how  it  was  being  used  within  the  federal  government  in  1977,  and 
evaluates  the  model.  Government  policy  analysts  and  decision  mak- 
ers had  been  using  conceptual  models  to  perform  program  and  policy 
analyses.  These  models  enabled  them  to  deal  with  complex  issues  in 
such  areas  as  social  welfare,  food,  energy,  the  environment,  transpor- 
tation, and  urban  planning  more  effectively  than  they  had  done  ear- 
lier. With  a  model,  analysts  could  assess  simultaneously  the 
interactions  of  several  elements  of  an  issue  in  response  to  specific 
alternative  policy  options.  The  Transfer  Income  Model  was  one  of 
the  models  used  for  welfare  policy  analysis.  It  was  designed  to  pro- 
vide estimates  of  the  dollar  costs,  caseloads,  and  income  distributional 
effects  of  existing  income  tax  and  means-tested  tranfer  programs; 
modifications  to  these  programs;  and  proposed  means-tested  pro- 
grams such  as  a  negative  income  tax.  Recommendations  include  (1) 
reassessing  the  adequacy  of  models  and  other  analytical  tools,  includ- 
ing databases  that  were  being  used  to  support  welfare  policy  analysis; 
and  (2)  developing  a  plan  for  identifying  and  meeting  future  needs  for 
analytical  tools  and  data  to  support  welfare  policy  analysis.  (Final 
report  107  pages.) 
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ABSTRACT:  The  Omnibus  Budget  Reconciliation  Act  of  1981  (O- 
BRA)  made  major  changes  in  the  Aid  to  Families  with  Dependent 
Children  (AFDC)  program,  particularly  with  regard  to  AFDC 
recipients'  earnings.  These  changes  resulted  in  the  loss  of  AFDC 
benefits  for  many  working  recipients,  and  they  reduced  benefits  for 
many  others.  From  its  survey  of  state  public  assistance  agencies  and 
an  analysis  of  10  years  of  HHS  program  data,  GAO  estimates  that 
when  the  declines  in  caseloads  and  outlays  stablized,  OBRA  had 
decreased  the  national  AFDC  basic  monthly  caseloads  by  493,000 
cases  and  monthly  outlays  by  $93  million.  However,  because  the 
caseload  rose  faster  than  predicted  after  this  point,  long-term  effects 
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are  less  certain.  GAO  conducted  in-depth  evaluations  of  OBRA's 
effects  on  individual  AFDC  families  in  Boston,  Dallas,  Memphis, 
Milwaukee,  and  Syracuse,  using  case  records  and  interviews.  These 
evaluations  indicate  that  by  Fall  1983,  most  working  recipients  who 
lost  benefits  because  of  OBRA  had  not  quit  their  jobs  and  returned 
to  AFDC.  In  interviews  with  former  working  recipients  more  than 
a  year  after  their  termination  from  AFDC  because  of  OBRA,  GAO 
found  that  OBRA  changes  to  the  Food  Stamp  Program  appear  to 
have  resulted  in  a  simultaneous  loss  of  AFDC  and  food  stamps  for 
many  families  in  Boston,  Milwaukee,  and  Syracuse.  Although  earn- 
ings increased  for  many  who  remained  in  the  labor  force,  the  re- 
spondents as  a  whole  (including  those  no  longer  working) 
experienced  significant  income  losses  in  all  five  sites. 
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ABSTRACT:  GAO  examined  trends  in  poverty  among  female-headed 
households  and  federal  responses  to  this  population  group's  prob- 
lems. In  1983,  the  number  of  poor  families  headed  by  women  totaled 
3.6  million,  an  increase  of  more  than  one  million  in  just  four  years. 
These  families  contained  more  than  half  of  all  poor  children.  The 
primary  federal  response  has  been  programs,  such  as  Aid  to  Families 
with  Dependent  Children  (AFDC),  that  provide  cash  and  other  as- 
sistance. Another  response  has  been  work-related  programs  with  the 
goal  of  increasing  employability.  For  FY  1986,  the  administration 
proposed  mandatory  work  programs  for  AFDC  recipients.  In  assess- 
ing the  feasibility  of  the  proposal,  GAO  found  that  information  on 
recent  work  programs  was  inadequate  to  determine  the  extent  to 
which  they  help  poor  women  find  jobs.  In  addition,  while  some  work 
programs  show  progress,  most  face  barriers  to  successful  implemen- 
tation. The  proposal  was  intended  to  reduce  federal  work  program 
funding,  shift  the  cost  to  the  states,  and  require  higher  participation 
rates.  It  therefore  could  reduce  the  states'  ability  to  offer  training  and 
work  opportunities  to  women  on  welfare. 
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ABSTRACT:  Congress  enacted  a  prospective  payment  system  under 
which  hospitals  are  paid  a  predetermined  amount,  irrespective  of 
their  costs,  for  each  Medicare  discharge  based  on  the  diagnosis-relat- 
ed group  (DRG)  into  which  the  patient  falls.  To  establish  DRG 
payment  rates,  HCFA  used  1981  data  on  the  costs  of  treating  medi- 
care patients.  The  accuracy  of  the  computation  of  the  payment  rates 
was,  therefore,  dependent  on  the  accuracy  of  the  Medicare  database. 
In  order  to  determine  the  accuracy  of  this  database,  GAO  reviewed 
cost  and  utilization  data  for  one  type  of  service  provided  by  hospitals 
in  1981.  Although  the  results  of  the  review  cannot  be  projected  to  the 
universe  of  hospitals,  findings  indicate  that  the  database  used  to  set 
the  DRG  payment  rates  included  unallowable  costs  and  the  costs  of 
unnecessary  services.  This,  in  turn,  indicates  that  the  DRG  payment 
rates  were  set  at  a  level  above  that  envisioned  by  the  prospective 
payment  system's  methodology. 
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HCFA-Program  Direction  and  Management-Medicare; 
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ABSTRACT:  Medicare  and  Medicaid  patients  are  being  treated  in 
some  states  by  health  practitioners  whose  licenses  were  revoked  or 
suspended  by  another  state's  licensing  board,  because  they  did  not 
meet  minimum  professional  standards.  This  occurs  because  practi- 
tioners move  to  another  state  where  they  have  a  license  and  continue 
to  practice.  Such  practitioners  are  able  to  treat  Medicare  and  Medi- 
caid patients  because  HHS  does  not  have  the  authority  to  exclude 
them  from  these  programs  based  on  state  licensing  board  findings  and 
actions.  This  raises  questions  about  the  quality  of  care  provided  to 
patients  using  these  programs.  Overall,  GAO  identified  several  gaps 
in  HHS's  exclusion  authority  which  can  result  in,  among  other  things, 
practitioners  who  are  excluded  from  either  Medicare  or  Medicaid 
continuing  to  participate  in  whichever  program  they  were  not  ex- 
cluded from  or  practitioners  who  lose  their  licenses  to  practice  in  one 
state  relocating  to  another  state  and  participating  in  the  programs. 
HHS  plans  to  seek  legislation  to  close  some  of  the  gaps,  but  HHS  still 
will  not  have  authority  to  exclude  practitioners  nationwide  when 
they  lose  their  license  because  of  a  state  board's  actions.  GAO  be- 
lieves that  HHS  could  better  ensure  that  federal  beneficiaries  receive 
services  from  qualified  practitioners  if  it  obtains  the  expanded  exclu- 
sion authority. 
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ABSTRACT:  This  report  reviewed  several  aspects  of  the  Family  Plan- 
ning Program  authorized  by  Title  X  of  the  Public  Health  Service  Act. 
It  identified  several  areas  in  which  Family  Planning  Program  costs 
could  be  reduced.  In  FY  1980,  approximately  $375  million  were  spent 
for  family  planning  services  through  several  programs.  Costs  of  such 
programs  could  be  reduced,  and  services  made  less  costly  and  more 
attractive  to  clients  without  compromising  quality  of  care  by  elimi- 
nating unnecessary  medical  procedures  or  tests.  The  costs  of  the  Title 
X  program  could  be  further  reduced  by  more  vigorously  enforcing 
fee  collections  to  ensure  that  only  needy  persons  receive  free  or 
subsidized  services.  It  was  decided  that  family  planning  clinics  re- 
viewed were  following  HHS  guidelines,  but  required  (1)  too  many 
clinic  revisits  by  women  using  oral  contraceptives;  (2)  education  that 


did  not  appear  to  be  necessary  for  all  clients;  (3)  some  routine  medical 
tests  that  did  not  appear  to  be  necessary  for  all  clients.  (Final  report 
72  pages.) 
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ABSTRACT:  In  February  1982,  the  death  of  a  Belgian  man  who  ate 
U.S.  canned  salmon  contaminated  with  botulinum  toxin  triggered  one 
of  the  largest  series  of  food  recalls  in  the  Food  and  Drug  Administra- 
tion's (FDA's)  recent  history.  FDA  traced  the  cause  to  a  small  hole 
in  the  can  made  by  defective  canning  equipment  in  Alaska.  The  hole 
allowed  the  deadly  botulinum  toxin  to  form.  As  a  result  of  this  inci- 
dent, nine  Alaskan  canneries  voluntarily  recalled  their  1980  and/or 
1981  production,  which  totaled  nearly  60  million  cans.  Except  for  the 
Belgian  incident,  no  botulism  cases  from  canned  salmon  have  been 
reported.  GAO  found  evidence  suggesting  that  two  additional  can- 
neries that  had  produced  defective  cans  should  possibly  have  par- 
ticipated in  the  recalls.  GAO  also  found  instances  of  recalled 
products  being  mistakenly  reintroduced  into  the  market  without  be- 
ing properly  examined  for  defects.  The  industry  has  since  examined 
about  98%  of  the  recalled  salmon  to  screen  out  and  destroy  defective 
cans  and  has  corrected  the  defective  canning  equipment.  The  indus- 
try has  also  strengthened  its  quality  controls  and  taken  other  meas- 
ures to  help  prevent  similar  incidents. 
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ABSTRACT:  For  this  study,  which  was  a  follow-up  to  a  1980  study, 
GAO  reviewed  activities  that  addressed  problems  created  by  U.S. 
citizens  studying  medicine  abroad  and  returning  to  this  country  to 
practice  medicine.  GAO  found  that  none  of  its  1980  report  recom- 
mendations, which  were  directed  toward  ensuring  that  U.S.  foreign 
medical  school  graduates  were  receiving  education  and  training  com- 
parable to  that  provided  to  graduates  of  U.S.  schools,  had  been  imple- 
mented. The  issues  that  the  recommendations  addressed  still  needed 
attention.  Although  federal,  state,  and  private  organizations  had  tak- 
en some  actions  to  address  individual  problems  related  to  U.S.  citi- 
zens studying  in  foreign  medical  schools,  a  more  coordinated 
approach  was  still  needed  at  the  time  of  this  follow-up.  GAO  suggest- 
ed two  alternative  courses  of  legislative  action  that  could  lead  to  the 
development  of  such  an  approach.  Attendees  of  a  GAO-sponsored 
conference  on  issues  relating  to  U.S.  graduates  of  foreign  medical 
schools  agreed  that  the  alternatives  would  alleviate  many  of  the 
problems  being  encountered  in  the  licensure  and  credentialing  of 
foreign  medical  school  graduates.  At  a  second  conference,  represen- 
tatives of  medical  schools  located  in  the  Caribbean  and  Mexico  and 
U.S.  advocate  groups  for  foreign  medical  school  graduates  reached 
no  consensus  on  the  need  for  either  alternative.  See  also  PIC  ID  No. 
2248.  (Final  report  27  pages.) 
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ABSTRACT:  The  purpose  of  Section  1 1  of  the  Stevenson-Wydler  Act 
is  to  encourage  transfer  of  the  results  of  federally  funded  research  and 
development  to  state  and  local  governments  and  the  private  sector. 
The  act  directs  each  agency  to  establish  an  appropriate  organizational 
structure,  set  aside  a  small  portion  of  its  research  and  development 
budget  for  technology  transfer,  and  provide  staff  to  accomplish  the 
act's  objectives.  GAO  found  that  most  of  the  agencies  and  their 
laboratories  have  taken  action  to  implement  the  requirements  of  the 
act.  GAO  also  found  that  patent  policies  and  lack  of  resources  to 
perform  technical  assistance  may  hamper  technology  transfer  efforts. 
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ABSTRACT:  The  Omnibus  Budget  Reconciliation  Act  of  1981  con- 
solidated federal  categorical  assistance  programs  into  nine  block 
grants  with  primary  administrative  responsibility  shifted  to  the  states. 
However,  federal  civil  rights  protections  applicable  to  block  grant 
programs  are  contained  in  existing  civil  rights  statutes  as  well  as  in 
specific  provisions  of  the  Reconciliation  Act.  Civil  rights  enforce- 
ment responsibilities  have  not  been  delegated  to  the  states.  The  feder- 
al agencies  that  administer  the  block  grants  (Education,  HHS,  and 
HUD)  remain  responsible  for  enforcing  the  applicable  civil  rights 
provisions.  With  the  exception  of  implementing  specific  Reconcilia- 
tion Act  provisions,  such  as  sex  and  religious  nondiscrimination  pro- 
tections, these  agencies  generally  are  applying  the  same  civil  rights 
enforcement  policies  and  procedures  to  block  grant  programs  and  to 
categorical  programs.  At  the  time  of  this  study,  HHS  was  planning 
a  pilot  study  to  increase  state  involvement.  GAO  could  not  draw 
conclusions  about  civil  rights  compliance  or  enforcement  problems 
in  the  block  grant  programs  because  before  1984  HHS  and  other  parts 
of  the  federal  government  had  not  identified  recipient  compliance 
problems  or  encountered  enforcement  difficulties  related  to  block 
grants. 
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ABSTRACT:  To  reduce  benefit  errors,  systems  have  been  established 
to  hold  state  and  federal  organizations  financially  liable  (sanction 
them)  for  excessive  errors  in  the  day-to-day  administration  of  the 
Food  Stamp,  Aid  to  Families  with  Dependent  Children  (AFDC),  and 
the  Supplemental  Security  Income  (SSI)  programs.  GAO  found  that 

(1)  error-rate  limits  above  which  sanctions  can  be  imposed  have 
varied  by  year,  by  program,  and  by  state  for  the  same  program;  and 

(2)  the  Food  Stamp  system  results  in  proportionately  smaller  sanc- 
tions because  of  its  higher  target  error  rate  and  its  specific  procedures 
for  calculating  sanction  amounts  based  on  a  percentage  of  federally 
reimbursed  administrative  costs  instead  of  the  amount  of  benefits 
issued  as  in  the  AFDC  and  SSI  programs;  and  states  had  not  reim- 
bursed the  federal  government  for  any  sanction  amounts.  A  major 
reason  was  that  the  Departments  of  Agriculture  and  Health  and 
Human  Services  had  waived  states'  liability  based  on  their  promises 
to  take  corrective  action.  In  contrast,  the  federal  government  has  paid 
or  acknowledged  owing  about  $161  million  for  excessive  overpay- 
ments of  federally  administered,  state-financed  SSI  benefits.  See  also 
PIC  ID  Nos.  2457.1-2457.8. 
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ABSTRACT:  This  report  assesses  the  role  of  state  legislatures  in  re- 
viewing and  controlling  federal  grant  funds  received  by  the  states. 
The  report  discusses  the  need  for  congressional  and  executive  branch 
actions  to  remove  existing  constraints  on  state  legislatures,  which  are 
attempting  to  involve  themselves  in  the  oversight  of  federal  funds. 
(Final  report  88  pages.) 
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ABSTRACT:  This  report  provides  an  overview  of  federal  benefit  pro- 
grams that  serve  individuals  directly.  Excluding  administrative  costs, 
these  programs  spent  more  than  $400  billion  in  federal  taxes  in  FY 
1983  or  approximately  49%  of  the  federal  budget.  Chapter  1  presents 
an  inventory  of  the  1 50  benefit  programs.  Ninety-five  of  the  programs 
are  classified  as  needs-based;  these  provide  cash  or  in-kind  benefits  to 
low-income,  needy,  and/or  distressed  individuals  who  neither  finan- 
cially contribute  to  the  programs  nor  render  service  in  return  for  the 
benefits  received.  The  remaining  55  programs  are  classified  as  insur- 
ance-based; these  programs  provide  benefits  to  individuals  who  finan- 
cially contributed  to  them  (e.g.,  through  payroll  deductions),  on 
whose  behalf  contributions  are  made,  or  who  have  served  in  the 
military.  Of  these  150  programs,  91  are  assigned  numbers  and  dis- 
cussed throughout  the  rest  of  the  report.  Chapter  2  compares  actual 
program  financial  data  for  FY  1982  and  FY  1983  for  the  91  programs. 
It  also  includes  a  listing,  by  program  category,  comparing  FY  1982 
program  obligations  to  "units  served"  (i.e.,  a  description  of  either 
those  receiving  benefits  or  the  benefits  provided).  Chapter  3  describes 
the  same  programs  and  includes  such  information  as  the  responsible 
federal  agency  and  a  program's  regulations.  Chapter  4  identifies  the 
congressional  committees  having  primary  legislative  oversight  for 
the  programs.  See  also  PIC  ID  No.  2466.  (Final  report  102  pages.) 
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ABSTRACT:  GAO  studied  recent  changes  in  the  status  of  program 
evaluation  activities  in  the  non-defense  executive  departments  and 
agencies.  Using  data  collected  from  program  evaluation  offices,  the 
report  summarizes  the  fiscal  and  human  resources  and  program 
evaluation  activities  of  these  offices  as  of  late  1984.  To  determine 
whether  the  nature  and  scope  of  these  activities  have  changed,  GAO 
made  comparisons  with  similar  data  it  gathered  in  1980.  The  report 
also  discusses  the  significance  of  the  findings  for  congressional  over- 
sight of  government  programs.  (Final  report  105  pages.) 
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ABSTRACT;  As  of  April  1987,  only  two  demonstration  projects  and 
one  research  program  had  been  implemented  since  the  enactment  of 
the  Civil  Service  Reform  Act  of  1978.  The  Office  of  Personnel  Man- 
agement (OPM)  has  overall  responsibility  for  either  directly  or  in- 
directly conducting  research  programs  and  demonstration  projects. 
A  research  program  is  a  study  of  the  operation  of  public  management 
policies  and  systems;  a  demonstration  project  determines  whether  a 
change  in  personnel  policies  or  procedures  would  improve  federal 


personnel  management.  This  study  examined  the  reasons  for  the  limit- 
ed use  of  the  research  and  demonstration  program.  This  report  is 
limited  to  the  information  GAO  obtained  in  interviews  with  staff  in 
26  agencies  and  with  OPM  staff  and  officials.  Eight  agencies  were 
preparing  proposals  or  awaiting  OPM  action  on  previously  submitted 
proposals;  13  agencies  had  suspended  or  terminated  work  on  proposal 
preparation.  Agencies  cited  (1)  OPM  disapproval  of  agency  plans;  (2) 
use  of  an  OPM-proposed  alternative  that  met  the  agency's  needs;  and 
(3)  agencies  deciding  not  to  pursue  the  project  as  reasons  for  suspen- 
sions and  terminations.  Some  reasons  cited  for  the  general  lack  of 
participation  in  the  program  were  the  time  and  resources  needed  to 
develop  and  propose  a  project  and  difficulties  in  getting  agency  ap- 
proval for  proposals.  (Final  report  35  pages.) 
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ABSTRACT:  GAO  issued  this  report  to  alert  Congress  to  the  short- 
comings in  the  Environmental  Protection  Agency's  efforts  to  protect 
people  and  the  environment  from  the  effects  of  harmful  pesticides. 
GAO  found  that  (1)  safety  and  efficacy  data  had  not  been  submitted 
to  support  marketing  many  pesticides  (safety  data  include  informa- 
tion on  cancer,  genetic  changes,  birth  defects,  and  reproduction);  (2) 
safety  and  efficacy  data  were  not  required  for  the  pesticides  as  mar- 
keted, only  for  individual  active  ingredients;  (3)  reviews  of  inert 
ingredients  (such  as  vinyl  chloride)  were  not  subjected  to  the  full 
range  of  safety  testing;  (4)  many  labels  did  not  comply  with  require- 
ments; (5)  pesticide  residue  tolerances  were  not  monitored  or  re- 
viewed; (6)  the  safety  of  pesticide  residues  in  some  foods  had  not  been 
determined;  and  (7)  statutory  registration  requirements  were  not  car- 
ried out  on  a  timely  basis.  (Final  report  90  pages.) 
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ABSTRACT:  The  1976  amendments  to  the  federal  Food,  Drug,  and 
Cosmetic  Act  require  the  Food  and  Drug  Administration  (FDA)  to 
regulate  medical  devices  and  ensure  their  safety  and  effectiveness. 
Devices  range  from  simple  instruments,  such  as  tongue  depressors,  to 
complex  ones,  such  as  kidney  dialysis  machines  and  artificial  organs. 
The  amendments  require  the  FDA  to  (1)  protect  the  public  against 
unsafe  or  ineffective  new  devices  gaining  entry  to  the  market;  (2) 
review  devices  on  the  market  before  passage  of  the  amendments;  and 
(3)  classify  all  devices  according  to  risk  and  regulate  them  through 
a  series  of  mechanisms,  including  premarket  approval  and  the  deve- 
lopment of  performance  standards.  By  1984  FDA  had  not  completed 
many  of  the  tasks  required  by  law.  It  had  not  completed  the  process 
of  classifying  devices,  begun  a  review  of  preenactment  devices,  pro- 
mulgated performance  standards,  or  developed  a  comprehensive  sys- 
tem to  collect  and  analyze  data  concerning  medical  devices. 
Therefore,  many  of  the  experts  surveyed  by  GAO  questioned  the 
usefulness  of  having  FDA  develop  performance  standards  for  a  large 
number  of  devices,  and  some  questioned  the  usefulness  of  having 
FDA  review  all  preenactment  devices. 
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ABSTRACT:  The  Small  Business  Innovation  Development  Act  of 
1982  established  special  research  programs  to  encourage  innovation 
by  requiring  federal  agencies  to  award  portions  of  their  external 
research  budgets  to  small  businesses.  This  report  presents  GAO's 
assessment  of  1 1  agencies'  procedures  to  evaluate  and  select  awardees 
from  FY  1983  through  FY  1985.  Issues  addressed  by  this  report 
include  (1)  selection  based  on  merit;  (2)  length  of  time  agencies  take 
to  award  these  contracts  and  grants;  and  (3)  simplification  of  proce- 
dures to  participate  in  the  programs.  Findings  showed  that  basically 
there  were  few  problems  with  the  program.  See  also  PIC  IC  Nos. 
2915,  2915.1,  and  2915.3.  (Final  report  46  pages.) 
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ABSTRACT:  In  1986,  GAO  surveyed  the  firms  participating  in  the 
Small  Business  Innovation  Research  (SBIR)  program,  which  is  in- 
tended to  fund  research  and  development  (R&D)  work  in  small, 
high-technology  companies  by  designating  that  a  fixed  percentage  of 
an  agency's  annual  external  R&D  budget  be  awarded  to  small  busi- 
nesses. The  questionnaire  responses  indicate  that  (1)  the  average  age 
of  firms  participating  in  the  program  was  approximately  seven  years; 
(2)  the  average  (median)  number  of  full-time  employees  of  firms 
participating  in  the  program  was  15;  and  (3)  more  than  50%  of  the 
projects  were  undertaken  by  firms  that  had  gross  revenues  of  less 
than  $1  million  in  FY  1985,  and  18%  of  the  projects  were  undertaken 
by  firms  that  had  gross  revenues  of  less  than  $100,000.  Responding 
firms  reported  that  major  benefits  of  receiving  an  SBIR  award  includ- 
ed that  they  could  (1)  hire  more  personnel;  (2)  fund  R&D  work  that 
was  not  being  funded  by  another  source;  and  (3)  improve  other 
products  as  a  result  of  R&D  work  on  the  SBIR  project.  This  report 
also  discusses  the  administration  of  the  SBIR  program  and  funding 
gaps  in  various  government  departments,  including  HHS.  A  copy  of 
the  questionnaire  is  presented.  See  also  PIC  ID  Nos.  2915-2915.2. 
(Final  report  55  pages.) 
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ABSTRACT:  This  report  discusses  the  role  of  small  businesses  (defined 
as  having  500  or  fewer  employees)  in  the  federal  government's  tech- 
nology transfer  and  research  and  development  (R&D)  programs.  The 
report  addresses  whether  (1)  large  federal  laboratories  have  deve- 
loped and  implemented  plans  to  transfer  technology  to  small  busi- 
nesses as  required  by  the  Federal  Technology  Transfer  Act  of  1986 
and  an  executive  order  ("Facilitating  Access  to  Science  and  Tech- 
nology"); (2)  small  businesses  are  being  excluded  from  participation 
in  two  large  R&D  efforts  partially  funded  by  the  federal  government, 
Sematech  and  the  National  Science  Foundation's  Engineering  Re- 
search Centers;  and  (3)  the  rapid  growth  of  federal  R&D  funding  for 
defense/space  research  since  1982  (as  opposed  to  funding  for  civilian 
research)  has  been  detrimental  to  small  businesses.  Among  the  10 
federal  laboratories  reviewed  were  the  Department  of  Agriculture's 
Beltsville  Agricultural  Research  Center  and  Northern  Regional  Re- 
search Center,  HHS'  National  Cancer  Institute  and  National  Heart, 
Lung,  and  Blood  Institute,  and  the  National  Aeronautics  and  Space 
Administration's  Jet  Propulsion  Laboratory  and  Lewis  Research 
Center.  (Final  report  21  pages.) 
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ABSTRACT:  Approximately  34,000  of  1.3  million  white-collar  posi- 
tions under  the  General  Schedule  Pay  System  are  authorized  pay 
rates  higher  than  the  statutory  pay  rates.  These  special  rates,  which 
cost  approximately  $102  million  in  FY  1984,  are  offered  to  attract  and 
retain  employees  in  shortage  occupations  or  in  high-pay  areas.  Since 
1981,  the  Office  of  Personnel  Management  (OPM)  has  limited  or 
denied  pay  increases  for  most  special-rate  employees  even  though 
there  are  substantial  pay  disparities  between  private  sector  and  feder- 
al salaries.  OPM  has  based  its  decisions  on  information  indicating  that 
the  staffing  situation  in  these  occupations  has  improved  or  stablilized 
despite  the  pay  disparities.  Agencies,  however,  believe  OPM's  deci- 
sions are  affecting  their  ability  to  attract  and  retain  well-qualified 
individuals  and  are  resulting  in  extra  training  and  recruiting  costs, 
more  overtime,  productivity  losses,  work  delays,  and  other  problems. 
Several  alternatives  to  the  special-rate  program  are  summarized  in 
this  report. 
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ABSTRACT:  The  Runaway  and  Homeless  Youth  Act  authorizes  funds 
for  centers  that  give  temporary  shelter  to  youths  who  have  run  away 
from  home,  left  their  homes  permanently,  or  been  definitively  ex- 
pelled by  their  families.  Centers  are  to  provide  counseling  and  after- 
care for  youths  and  their  families  as  well  as  to  find  appropriate  living 
situations  for  the  youths.  GAO's  review  of  the  operations  and  ser- 
vices of  17  of  these  centers  across  the  country  found  that  the  youths 
who  were  served,  the  centers'  environments,  and  the  services  that 
were  provided  were  generally  those  that  had  been  anticipated  in  the 
statute.  Youths,  parents,  staff  members,  and  community  service  per- 
sonnel were  in  agreement  that  the  program  is  important  and  that  its 
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services  are  useful.  GAO  believes,  however,  that  more  guidance  is 
required  from  the  Secretary  of  Health  and  Human  Services  regarding 
the  priorities  that  centers  should  give  to  aftercare  services  versus 
crisis  intervention,  to  outreach  efforts  to  youths  who  are  at  risk  on 
the  streets  versus  youths  who  are  referred,  and  to  activities  that 
develop  coping  and  living  skills  versus  those  that  provide  unstruc- 
tured free  time. 
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ABSTRACT:  This  profile  of  the  financial  management  structure  of  the 
department  was  prepared  by  GAO  as  a  pilot  test  of  a  new  audit 
approach— called  Control  and  Risk  Evaluation  (CARE)~for  (1)  iden- 
tifying and  describing  the  financial  management  systems  used  by  an 
agency;  and  (2)  assessing  and  ranking  the  internal  control  strengths 
and  weaknesses  of  the  systems.  This  analysis  is  based  on  reviews  of 
available  systems  documentation,  discussions  with  agency  personnel, 
and  review  of  prior  GAO  and  Inspector  General  reports.  Tests  were 
not  performed  on  actual  information  processed  by  and  recorded  in 
the  systems,  so  conclusions  cannot  be  reached  about  whether  the 
systems'  internal  controls  were  actually  operating  as  designed.  The 
information  in  this  profile  is  intended  for  use  in  (1)  planning  future 
tests  and  evaluations  of  the  accounting  and  financial  management 
systems  at  HHS;  (2)  monitoring  the  department's  efforts  to  implement 
the  Federal  Manager's  Financial  Integrity  Act  of  1982;  and  (3)  sup- 
porting and  enhancing  the  understanding  and  application  of  the 
CARE-based  methodology  by  designers,  operators,  and  evaluators  of 
agency  accounting  and  financial  management  systems. 
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ABSTRACT:  GAO's  nationwide,  toll-free  hotline,  which  was  estab- 
lished in  January  1979  to  help  combat  fraud,  waste,  and  abuse  in  the 
federal  government,  received  more  than  53,000  calls  in  its  first  five 
years  of  operation.  More  than  10,600  allegations  have  been  referred 
for  investigation.  Approximately  1,100  cases  were  substantiated,  re- 
sulting in  recovery  of  money  or  legal  or  administrative  action.  In  the 
five  years,  GAO  reports  the  hotline  identified  millions  of  dollars  in 
misspent  federal  funds.  This  report  gives  details  about  the  hotline, 
including  (1)  numbers  and  types  of  calls;  (2)  procedures  for  handling 
callers  and  allegations;  (3)  analyses  of  allegations  by  type  and  agency 
with  examples  of  substantiated  cases;  and  (4)  legal  and  administrative 
actions  taken.  GAO  encourages  both  the  public  and  federal  em- 
ployees to  call  the  hotline.  The  nationwide  hotline  phone  number  is 
1-800-424-5454.  In  the  Washington,  D.C,  area  the  number  is  633- 
6987. 
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ABSTRACT:  GAO  reviewed  the  Food  and  Drug  Administration 
(FDA)  process  for  approving  aspartame  (i.e.,  sweetener  marketed 
under  the  brand  name  Nutrasweet).  This  report  discusses  (1)  FDA's 
process  for  approving  aspartame  use  in  dry  foods,  carbonated  bever- 
ages, and  other  foods;  (2)  the  Public  Board  of  Inquiry's  revoking 
apartame's  approval;  (3)  FDA's  review  of  G.D.  Searle  and  Co.'s 
research  studies  demonstrating  aspartame's  safety;  and  (4)  FDA's 
monitoring  of  safety  concerns  about  aspartame,  such  as  long-term 
consumption  (Acceptable  Daily  Intake);  effects  on  neurological 
behavior,  children,  and  pregnant  women;  and  the  chemical's  relation- 
ship to  brain  tumors,  seizures,  headaches,  and  dizziness.  Also  includ- 
ed in  the  report  are  the  results  of  a  questionnaire  that  was  sent  to  96 
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scientific  researchers  to  obtain  their  views  on  aspartame's  safety  and 
information  on  aspartame  research.  See  also  PIC  ID  No.  2693.  (Final 
report  100  pages.) 
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ABSTRACT:  Because  legislation  proposed  at  the  time  of  this  study 
would  increase  the  number  of  drug-related  activities  subject  to  crimi- 
nal sanctions  under  the  Federal  Food,  Drug,  and  Cosmetic  (FD&C) 
Act,  GAO  investigated  (1)  the  Food  and  Drug  Administration's 
(FDA's)  authority  to  conduct  criminal  investigations  and  whether 
resources  are  available  for  such  investigations;  (2)  whether  FDA 
personnel  are  specifically  hired  and  trained  as  criminal  investigators; 
and  (3)  the  Inspector  General's  involvement  in  FDA  criminal  investi- 
gations and  whether  resources  are  available  to  conduct  such  investi- 
gations. The  Inspector  General's  trained  criminal  investigators  have 
not  been  involved  in  FDA's  criminal  investigations,  although  they 
have  the  authority  to  conduct  criminal  investigations  of  FDA  pro- 
grams and  activities.  The  Inspector  General  believes  that  he  should 
be  involved  in  all  FDA  criminal  investigations  and  that  he  has  the 
resources  to  do  so,  even  if  the  new  law  is  enacted  and  the  number  of 
investigations  increases.  The  FDA  Commissioner  and  the  Inspector 
General  agreed  with  GAO's  recommendation  that  the  Inspector 
General  become  involved  in  criminal  investigations  at  FDA  and  are 
taking  action  to  implement  it.  See  also  PIC  ID  Nos.  2504  and  2504.1. 
(Final  report  22  pages.) 
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ABSTRACT:  In  May  1986,  the  Food  and  Drug  Administration  (FDA) 
proposed  to  close  five  of  its  field  laboratory  facilities  that  house  five 
district  laboratories,  one  specialty  laboratory,  and  three  research 
laboratories.  This  action  would  result  in  the  relocation  of  approxi- 
mately one-quarter  of  FDA's  field  analytical  staff  and  the  elimination 
of  a  laboratory  presence  in  five  of  its  21  districts,  and  that  would 
increase  to  eight  the  number  of  districts  that  lack  a  laboratory  pre- 
sence. This  report,  based  on  GAO's  review  of  the  accuracy  and 
completeness  of  FDA's  closure  plans,  discusses  the  (1)  criteria  used 
to  identify  laboratories  for  closure;  (2)  analysis  of  costs  and  savings 
related  to  the  closings;  and  (3)  assessment  of  the  potential  impact  that 
closings  will  have  on  FDA's  ability  to  accomplish  its  mission.  GAO 
found  that  FDA  has  used  limited  evaluation  criteria  to  identify 
laboratories  to  close,  had  performed  inaccurate  and  incomplete  cost 
analysis,  and  had  based  its  long-range  program  needs  on  insufficient 
consideration.  Based  on  GAO  study  findings,  HHS  decided  not  to 
pursue  the  laboratory  closings.  The  report  includes  FDA  field  labora- 
tory profiles  and  scoring  records,  which  FDA  used  in  its  determina- 
tion of  which  facilities  would  be  closed.  See  also  PIC  ID  No.  2756. 
(Final  report  63  pages.) 
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PHS-FDA-Food  and  Drug-Foods  (Entire  Program  Area) 

ABSTRACT:  A  key  to  removing  adulterated  or  misbranded  products 
from  the  market  is  the  timely  processing  of  products  through  the 
laboratory.  FDA  has  not  given  its  laboratories  sufficient  guidance  on 
how  quickly  such  products  should  be  processed.  Thus,  the  laborato- 
ries did  not  process  products  quickly  enough  to  prevent  adulterated 
or  misbranded  products  from  reaching  the  market.  GAO's  analysis 
showed  that  the  laboratories  took  an  average  of  28  calendar  days  to 
complete  product  processing.  This  did  not  include  the  time  needed 
to  collect  the  sample  and  take  legal  action  to  seize  the  violative 
products.  GAO  previously  proposed  that  the  Congress  consider  giv- 
ing FDA  broader  detention  authority  to  help  keep  violative  products 
off  the  market  because  products  were  being  sold  or  distributed  before 
an  approved  seizure  order  could  be  obtained.  FDA  believes  the  de- 
tention period,  which  should  begin  when  an  FDA  investigator  col- 
lects a  sample  of  a  product  believed  to  be  violative,  should  be  30  days. 
If  FDA  were  given  this  broader  detention  authority,  laboratory  proc- 
essing time  would  have  to  be  shortened  significantly  to  allow  enough 
time  for  FDA  to  carry  out  necessary  legal  action  to  seize  the  violative 
products  within  this  detention  period.  See  also  PIC  ID  No.  2756.1. 
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ABSTRACT:  This  report  concerns  the  process  by  which  the  Food  and 
Drug  Administration  (FDA)  approved  Aspartame,  an  artificial 
sweetener  manufactured  by  G.D.  Searle  and  Company.  Information 
had  been  requested  on  six  former  employees  of  Health  and  Human 
Services  (HHS),  regarding  (1)  their  contacts  or  involvement  with 
Searle  while  employed  by  HHS  and  with  FDA  after  they  left  their 
government  positions;  and  (2)  their  involvement  in  the  FDA  Aspar- 
tame approval  process.  The  employees  were  Robert  Dormer,  Sher- 
win  Gardner,  Arthur  Hayes,  M.D.,  Stuart  Pape,  Wayne  Pines,  and 
Howard  Roberts,  Ph.D.  In  addition,  information  had  been  requested 
on  former  U.S.  Attorney  Samuel  K.  Skinner,  including  his  contacts 
with  Searle  while  a  U.S.  Attorney  and  his  involvement  in  a  1977 
Department  of  Justice  investigation  of  Searle.  The  review  of  availa- 
ble documentation  showed  that  (1)  except  for  Mr.  Dormer,  the  HHS 
employees  were  involved  in  the  approval  of  Aspartame;  (2)  of  the 


five  involved  in  Aspartame's  approval,  all  but  Mr.  Pines  had  contacts 
with  Searle  concerning  Aspartame  while  serving  with  the  govern- 
ment as  part  of  their  regular  duties;  and  (3)  only  Dr.  Roberts,  Mr. 
Pape,  and  Mr.  Dormer  had  discussed  Aspartame  with  FDA  since 
leaving  the  government,  apparently  without  violating  any  postem- 
ployment  restrictions.  See  also  PIC  ID  No.  2693.1.  (Final  report  17 
pages.) 
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ABSTRACT:  In  an  August  1984  report  GAO  recommended  that  the 
Food  and  Drug  Administration  (FDA)  continue  to  review  its  list  of 
food  manufacturers  to  be  inspected  and  remove  from  the  list  estab- 
lishments with  little  or  no  involvement  in  interstate  commerce  unless 
it  found  a  compelling  need  for  continued  inspection.  HHS's  response 
to  the  August  report  was  that  69  of  the  85  establishments  with  little 
or  no  interstate  sales  should  remain  in  FDA's  inventory  because  of 
consumer  complaints,  labeling  problems,  and  potential  sanitation, 
bacterial,  and  pesticide  problems.  In  this  follow-up  GAO  reports  that 
(1)  57  of  the  69  establishments  were  routinely  inspected  by  state 
agencies  on  an  average  of  every  seven  months;  and  (2)  the  state 
agencies  were  identifying  establishments  with  serious  or  very  serious 
unsanitary  conditions.  In  view  of  the  significant  state  coverage  of 
these  establishments,  the  low  estimated  annual  sales  of  some  of  them, 
and  their  limited  involvement  in  interstate  commerce,  GAO  contin- 
ues to  believe  that  routine  FDA  inspections  of  most  of  these  establish- 
ments is  not  warranted.  GAO  recommends  that  FDA  contact  states 
to  identify  other  establishments  that  should  be  removed  from  its 
inventory  and  determine  the  states'  policy  and  frequency  for  con- 
ducting food  sanitation  inspections.  See  also  PIC  ID  No.  2506.  (Final 
report  32  pages.) 

DESCRIPTORS:  Food  and  Nutrition,  State  or  Local  Administration, 

Regulation  and  Standard  Setting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2506.1  PROJECT  NO:  HRD  86-2 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 


946 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


Accession  No.  2579 


STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  December  '84  through  February  '86 


2577 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Food  Stamp  Program:  Error  Rate  Adjustments 
and  Sanctions 

REPORT  TITLE:  Food  Stamp  Program:  Error  Rate  Adjustments 
and  Sanctions 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  This  report  reviews  the  Department  of  Agriculture's 
(USDA's)  Food  and  Nutrition  Service  procedures  for  adjusting  a 
state's  Food  Stamp  Program  error  rates  to  account  for  quality  control 
reviews  that  states  did  not  complete.  GAO  examined  (1)  the  effects 
of  the  adjustments  for  not  completing  quality  control  reviews  on 
error  rates  and  sanctions  (i.e.,  financial  penalties)  that  are  levied 
against  states  and  based  on  the  adjusted  error  rates;  (2)  USDA's 
legislative  authority  and  its  decision-making  process  for  developing 
the  adjustment;  and  (3)  FY  1984  and  FY  1985  data  on  individual 
states'  error  rates  and  sanctions.  Each  state's  food  stamp  error  pay- 
ment rate  is  estimated  annually  based  on  quality  control  reviews  of 
a  statistically  selected  sample  of  households  participating  in  the  pro- 
gram. The  study  found  that  (1)  adjustments  for  incomplete  case  re- 
views were  relatively  small  for  1984  and  1985;  in  one  case,  however, 
a  minor  increase  in  the  error  rate  substantially  increased  that  state's 
1984  sanction;  (2)  USDA  has  the  authority  to  adjust  states'  error 
rates,  but  the  adjustments  may  understate  the  extent  of  errors  for 
cases  that  were  not  completed;  and  (3)  an  error-rate  adjustment  may 
increase  sanctions  for  states  with  relatively  high  completion  rates, 
may  vary  for  states  with  the  same  or  similar  completion  rates,  and/or 
may  be  the  same  for  states  with  different  completion  rates.  See  also 
PIC  ID  Nos.  2457-2457.5,  and  2457.7-  .8.  (Final  report  27  pages.) 
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ABSTRACT:  In  1985  approximately  five  million  households  either  had 
their  applications  for  food  stamps  denied  or  their  participation  in  the 
Food  Stamp  Program  terminated.  The  Food  Stamp  Act  of  1977 
established  the  quality  control  system  for  states  to  identify  and  meas- 
ure incorrect  food  stamp  eligibility  determination  and  issuances.  Ac- 
cording to  state  reports,  approximately  3%  of  the  1985  food  stamp 
denials  or  terminations  were  improper.  This  review  assessed  the  ac- 
curacy of  state-reported  improper  denial  or  termination  rates  in  Il- 
linois, Maryland,  and  the  two  Department  of  Agriculture  (USDA) 
offices  that  oversee  them.  GAO  found  that  state  quality  control  re- 
views did  not  detect  local  offices'  (1)  incorrect  determinations  of  an 
applicant's  or  participant's  eligibility;  (2)  failure  to  obtain  sufficient 
documentation  for  a  proper  eligibility  determination;  or  (3)  failure  to 
provide  households  with  the  prescribed  amount  of  time  to  complete 
the  application  process.  GAO  also  found  that  approximately  42%  of 
the  households  it  identified  as  having  been  improperly  denied  or 
terminated  from  the  program  lost  benefits  as  a  result  of  the  errors.  See 
also  PIC  ID  Nos.  2457-2457.6,  and  2457.8.  (Final  report  41  pages.) 
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tration, State  or  Local  Administration 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2457.7  PROJECT  NO:  RCED  88-12 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 
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PROJECT  OFFICER: 
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ABSTRACT:  A  National  Academy  of  Sciences'  report  ("Rethinking 
Quality  Control:  A  New  System  for  the  Food  Stamp  Program") 
offers  recommendations  for  handling  the  backlog  of  outstanding  food 
stamp  error-rate  sanctions  (i.e.,  financial  penalties)  levied  against 
states  by  the  Department  of  Agriculture  (USDA).  From  FY  1983 
through  FY  1986,  USDA  levied  188  sanctions  totaling  approximately 
$550  million  against  49  states.  As  of  August  31,  1987,  a  backlog  of  144 
sanctions  involving  49  states  and  approximately  $514  million  was  still 
outstanding.  For  this  study,  GAO  calculated  the  effect  of  some  of  the 
changes  proposed  by  the  academy.  The  academy's  proposal  and 
USDA's  procedures  generally  employ  the  same  criteria  for  calculat- 
ing the  sanction  amount,  but  they  differ  substantially  in  the  criteria 
for  determining  whether  a  state  should  be  sanctioned.  GAO  limited 
this  review  to  the  138  outstanding  sanctions  for  FY  1983  through  FY 
1986,  the  years  in  which  the  official  error  rate  has  represented 
USDA's  estimate  of  the  percentage  of  food  stamp  benefits  overissued 
by  each  state  each  year.  The  report  includes  (1)  the  status  of  food 
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stamp  sanctions;  (2)  an  analysis  of  backlog  calculations  based  on  the 
academy's  recommendations;  and  (3)  comparisons  of  the  sanctions 
backlog  if  the  academy's  "yet-to-be-recommended"  error-rate  esti- 
mate is  equal  to,  25%  lower  than,  or  25%  higher  than  the  official 
error  rate.  The  report  also  includes  excerpts  from  the  academy's 
report.  See  also  PIC  ID  Nos.  2457-2457.7.  (Final  report  25  pages.) 

DESCRIPTORS:  Food  Stamps,  Quality  Assurance,  Federal  Adminis- 
tration 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2457.8  PROJECT  NO:  RCED  88-36BR 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  June  '87  through  October  '87 


2580 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Food  Stamp  Program:  Progress  and  Problems  in 
Using  75-Percent  Funding  for  Automation 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  This  report  discusses  the  Food  and  Nutrition  Service 
(Department  of  Agriculture)  implementation  of  the  Food  Stamp  Act 
Amendments  of  1980,  which  authorize  the  Secretary  of  Agriculture 
to  pay  each  state  agency  75%  of  the  costs  incurred  by  state  agencies 
for  planning,  designing,  developing,  or  installing  automatic  data 
processing  and  information  retrieval  systems  for  their  food  stamp 
programs.  Principal  findings  include  (1)  some  of  the  state  policies 
approved  by  the  Food  and  Nutrition  Service  for  75%  funding  differ 
from  what  drafters  of  the  provision  intended;  (2)  some  approved 
systems  are  not  expressly  permitted  by  Department  of  Agriculture 
regulations;  and  (3)  no  requirement  exists  to  document  a  system's 

compliance  with  the  regulations,  making  it  impossible  for  GAO  to 
determine  if  the  approved  systems  were  within  the  bounds  of  the 
regulations  or  if  the  Food  and  Nutrition  Service  officials  actually 
determined  the  approved  systems'  compliance  with  the  regulations. 
GAO  recommends  several  administrative  actions  to  monitor  and  en- 
force the  regulations.  (Final  report  67  pages.) 

DESCRIPTORS:  Food  Stamps,  Information  Systems,  Information 
Processing,  Federal  Role,  State  or  Local  Administration,  Regulation 
and  Standard  Setting 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3133  PROJECT  NO:  RCED  88-58 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '87  through  April  '88 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  GAO  evaluated  the  reliability  of  the  quality-control  sys- 
tem that  the  Department  of  Agriculture  uses  to  measure  errors  and 
the  error  rates  upon  which  sanctions  are  based  in  three  states.  GAO 
found  that  Agriculture  and  the  states  that  were  reviewed  in  detail 
generally  complied  with  legislative  and  regulatory  requirements 
when  selecting  quality-control  samples  and  conducting  reviews. 
Agriculture  and  the  states  appropriately  selected  and  reviewed  a 
representative  sample  of  cases  for  each  state's  food  stamp  caseload, 
and  the  states  reviewed  at  least  the  required  number  of  cases  and 
generally  did  so  within  prescribed  time  frames.  In  its  review  of  1,281 
of  the  states'  cases.  Agriculture  detected  60  errors  (5%)  that  state 
reviewers  had  missed.  GAO  reviewed  59  of  the  1,281  cases  the  three 
states  and  Agriculture  reviewed  and  found  three  errors  that  the  states 
had  overlooked,  but  all  the  errors  had  already  been  detected  and 
corrected  by  Agriculture.  See  also  PIC  ID  Nos.  2457,  2457.1,  and 
2457.3-2457.8. 

DESCRIPTORS:  Quality  Assurance,  Food  Stamps,  State  or  Local  Ad- 
ministration, Federal  Administration 
STUDY  TYPE:  Program  Management  or  Efficiency 
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FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 
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COST    (In  Thousands):  Not  available 
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Available  from  PIC, 

Executive  summary  at  PIC 
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Denied  or  Terminated  Benefits 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  GAO  investigated  the  state  of  Illinois'  procedures  relat- 
ing to  the  restoration  of  food-stamp  benefits  to  persons  whose  benefits 
were  improperly  denied  or  terminated.  The  findings  were  that  (1)  the 
state's  local  offices  did  not  evaluate  the  cases  of  and,  where  appropri- 
ate, restore  benefits  to  participants  who  the  state  found  were  improp- 
erly denied  food  stamps  or  terminated  from  the  program;  (2)  the  state 
had  not  established  a  procedure  to  ensure  that  local  offices  restore 
such  benefits,  where  appropriate;  and  (3)  the  Food  and  Nutrition 
Service,  which  regulates  state  food-stamp  operations,  was  unaware 


948 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


Accession  No.  2585 


that  the  problem  existed.  Also  included  in  this  report  are  the  random- 
sample  statistics,  recommendations,  and  a  list  of  the  improperly  deter- 
mined cases.  See  also  PIC  ID  Nos.  2457-2457.3  and  2457.5-2457.8. 
(Final  report  11  pages.) 

DESCRIPTORS:  Food  Stamps,  Regulation  and  Standard  Setting,  State 
or  Local  Administration,  Quality  Assurance 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2457.4  PROJECT  NO:  RCED  87-51 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
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ABSTRACT:  In  1981  Congress  authorized  the  Food  Stamp  Simplifica- 
tion Application  Project  to  test  certain  strategies  designed  to  reduce 
administrative  costs  and  errors  in  Food  Stamp  Program  eligibility 
and  benefit  determinations.  This  report  analyzes  the  design  and  im- 
plementation of  that  demonstration  project  and  the  results  of  the 
Department  of  Agriculture's  evaluation  of  it.  The  project  tested 
procedures  that  could  provide  the  Department  of  Agriculture  with 
an  opportunity  to  achieve  administrative  cost  savings  and  error  re- 
ductions. Although  the  project  achieved  some  administrative  cost 
savings  and  reduced  benefits  issuance  errors,  it  resulted  in  increased 
program  benefit  costs,  which  more  than  offset  the  administrative  cost 
savings  and  error  reductions.  (Final  report  20  pages.) 

DESCRIPTORS:  Food  Stamps,  Demonstration  Projects 
STUDY  TYPE:  Program  Strategy 
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START/END  DATES:  April  '86  through  June '87 
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ABSTRACT:  This  fact  sheet  provides  information  on  the  possible  ef- 
fects of  (1)  raising  or  lowering  the  legislated  target  error-rate  thre- 
shold that  the  Department  of  Agriculture's  Food  and  Nutrition 
Service  uses  to  determine  if  a  state  is  required  to  be  financially  sanc- 
tioned under  the  Food  Stamp  Program  for  benefit  overissuances  (i.e., 
overpayments  to  eligible  households  and  payments  to  ineligibles);  and 
(2)  including  food  stamp  benefit  underissuance  errors  and  excluding 
client-caused  errors  in  sanction  computations.  Section  I  details  the 
procedures  that  the  Food  and  Nutrition  Service  uses  to  determine 
error-rate  sanctions  that  by  law  are  based  on  overissuance  errors 
only,  a  fixed  5%  national  error-rate  threshold,  and  a  proportion  of  the 
states'  federally  reimbursed  administrative  costs.  It  also  describes  the 
methodology  GAO  employed  to  calculate  the  sanction  estimates  for 
FY  1984-FY  1986  on  the  basis  of  assumed  thresholds  applied  to 
overissuances  and  to  combined  over-  and  underissuances.  Section  2 
summarizes  the  national  results  from  GAO's  sanction  calculations  for 
FY  1984-FY  1986.  Sections  3  through  5  detail  the  results  for  each 
state  for  the  same  years.  (Final  report  35  pages.) 
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Executive  summary  at  PIC 
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PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  GAO  objectives  were  to  determine  the  statistical  validity 
of  (1)  the  Food  and  Nutrition  Service's  policy  on  calculating  payment 
error  rates  from  quality  control  review  data;  (2)  the  service's  policy 
and  guidance  on  selecting  cases  for  quality  control  reviews;  and  (3) 
the  quality  control  samples  actually  taken  in  three  states.  To  accom- 
plish the  first  two  objectives,  GAO  (1)  reviewed  relevant  laws,  regu- 
lations, and  service  guidance;  (2)  discussed  policies  and  procedures 
with  service  statisticians  and  program  officials;  and  (3)  held  discus- 
sions with  the  department's  Office  of  Inspector  General.  GAO  then 
compared  the  service's  policies  and  guidance  on  sampling,  computing 
the  regressed  error  rate,  and  computing  the  values  used  in  the  adjust- 
ment for  incomplete  reviews  with  standard  statistical  texts  to  deter- 
mine if  the  service's  procedures  conformed  with  accepted  statistical 
theory.  To  accomplish  the  third  objective,  GAO  obtained  informa- 
tion from  state  program  and  regional  service  officials  on  how  samples 
for  New  York,  Illinois,  and  Wisconsin  were  taken  and  compared  the 
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procedures  actually  used  with  accepted  statistical  sampling  proce- 
dures. GAO  was  able  to  determine  the  statistical  validity  of  the 
samples  taken  in  the  three  states.  Overall,  the  service's  statistical 
policies  for  estimating  the  regressed  and  official  error  rates  generally 
conformed  with  accepted  statistical  theory.  See  also  PIC  ID  Nos. 
2457-2457.2  and  2457.4-2457.8. 

DESCRIPTORS:  Food  Stamps,  Regulation  and  Standard  Setting,  Qual- 
ity Assurance,  Statistical  Analysis  Methods  Feature 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2457  3  PROJECT  NO:  RCED  87-4 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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ABSTRACT:  This  briefing  report  provides  information  on  the  trends 
in  the  (1)  number  of  households  applying  for  and  subsequently  receiv- 
ing approval  for  or  denial  of  food  stamp  benefits;  (2)  number  of 
households  participating  in  the  Food  Stamp  Program;  and  (3)  per- 
centage of  households  for  which  food  stamps  were  improperly  de- 
nied or  terminated.  Information  in  this  report  was  obtained  from  the 
Department  of  Agriculture's  Food  and  Nutrition  Service.  National 
and  state  date  were  available  for  FY  1983-FY  1985  for  the  two 
categories  listed  above  and  for  FY  1980-FY  1985  for  the  third.  See 
also  PIC  ID  Nos.  2457-2457.4,  and  2457.6-2457.8.  (Final  report  28 
pages.) 

DESCRIPTORS:  Food  Stamps,  Regulation  and  Standard  Setting,  State 
or  Local  Administration,  Quality  Assurance,  Trends  and  Forecasts 
STUDY  TYPE:  Program  Management  or  Efficiency 
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COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
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ABSTRACT:  GAO  reviewed  the  use  of  federal  foster  care  funds  under 
Title  IV-E  of  the  Social  Security  Act  for  youths  placed  in  the  Rite 
of  Passage  (ROP)  program,  which  operates  three  facilities  on  Indian 
land  in  Nevada  providing  foster  care  for  adolescent  boys  with  histo- 
ries of  running  away,  destroying  or  stealing  property,  or  becoming 
violent  when  placed  in  a  conventional  group  home  setting.  Disagree- 
ment arose  when  HHS  officials  determined  that  ROP  met  the  defini- 
tion of  a  detention  facility  and  that  therefore  it  was  ineligible  for 
federal  reimbursement.  The  findings  of  the  review  included  (1)  the 
California  counties  that  placed  the  39  youths  who  were  originally 
claimed  as  federally  eligible  paid  approximately  $434,000  in  Title 
IV-E  funds  for  placements  claimed  as  federally  eligible  as  of  May  31, 
1986;  (2)  ROP  meets  two  of  the  three  criteria  in  the  definition  of  a 
child-care  institution  (i.e.,  it  is  licensed  and  is  a  nonprofit,  private 
institution),  but  no  determination  has  been  made  regarding  the  third 
criterion  (i.e.,  whether  the  facility  is  operated  primarily  for  reasons 
other  than  the  detention  of  delinquents);  and  (3)  the  California  coun- 
ties generally  met  the  Title  IV-E  requirements  regarding  periodic 
case  reviews  for  youths  placed  at  ROP  and  the  provision  of  reunifica- 
tion services  to  facilitate  the  return  to  their  homes.  (Final  report  31 
pages  plus  appendices.) 
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ABSTRACT:  This  catalog  explains  how  formulas  for  federal  programs 
are  used  to  allocate  assistance  to  state  and  local  governments.  It 
provides  information  on  the  agencies  and  congressional  committiees 
that  have  jurisdiction  over  these  programs,  the  amount  of  dollars 
allocated  through  these  programs,  and  the  sources  and  timeliness  of 
the  statistical  data  used  in  making  funding  allocations.  (Final  report 
419  pages.) 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

PSA-Refugee  Assistance-Services 

ABSTRACT:  Although  the  Refugee  Act  of  1980  establishes  the  goal 
of  quick  self-sufficiency  for  refugees,  its  achievement  has  been  imped- 
ed by  problems  in  the  Indochinese  refugee  resettlement  program 
including  (1)  continued  placement  of  most  refugees  in  a  few  areas  of 
the  United  States;  (2)  lack  of  employment  assistance  given  to  refugees 
soon  after  their  arrival,  coupled  with  the  large  number  receiving 
public  assistance;  (3)  limited  monitoring  by  voluntary  agencies  to 
assure  that  refugees  receive  services  needed  to  help  them  become 
self-sufficient;  and  (4)  fragmented  federal  management  of  the  resettle- 
ment program  and  poor  program  direction  and  oversight.  Much  cor- 
rective action  has  been  taken  through  reauthorizing  legislation  and 
administrative  action.  GAO  has  made  additional  recommendations  to 
the  Secretaries  of  the  Departments  of  Health  and  Human  Services 
and  State  that  would  (1)  place  program  emphasis  on  quick  employ- 
ment for  refugees  and  (2)  improve  direction  and  oversight  of  the 
refugee  program  by  key  offices  involved  in  resettlement  activities. 
(Final  report  122  pages.) 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  Not  much  is  known  about  the  possible  adverse  health  and 
environmental  effects  associated  with  the  thousands  of  hazardous 
waste  disposal  sites  that  exist  throughout  the  United  States.  The 
Environmental  Protection  Agency  is  finding  it  difficult  to  carry  out 
its  mandate  to  protect  human  health  and  the  environment  from  haz- 
ardous wastes  because  (1)  new  waste  sites  are  being  discovered  faster 
than  they  can  be  investigated  and  evaluated;  (2)  there  is  no  strong 
scientific  basis  for  determining  risks;  and  (3)  legal  action  seeking 
correction  of  hazardous  waste  problems  is  pursued  for  only  a  few 
sites.  Individuals  seeking  relief  within  the  courts  to  satisfy  hazardous 
waste  compensation  claims  face  great  difficulties.  New  "superfund" 
legislation  will  provide  some  help,  but  it  is  too  early  to  tell  whether 
it  will  solve  all  of  the  problems  presented  by  uncontrolled  hazardous 
waste  sites. 
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Controls  Need  Improvement 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ACYF-Head  Start-Project  Grants  (Entire  Program 

Area) 

ABSTRACT:  Funding  for  enrollment  and  operating  costs  in  Head 
Start,  the  program  providing  comprehensive  services  to  economical- 
ly disadvantaged  preschool  children  and  their  families,  increased  sig- 
nificantly between  1977  and  1981.  However,  the  increased 
enrollments  envisioned  by  the  Congress  and  the  congressional  man- 
date to  maintain  high  program  quality  were  not  sustained  nationwide. 
To  cope  with  fundng  problems  concerning  these  issues,  it  was  recom- 
mended that  the  Congress  revise  the  method  of  distributing  funds  to 
assure  that  adequate  increases  were  made  available  to  grantees  before 
enrollment  expansion  was  authorized. 
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ABSTRACT:  This  report  discusses  the  review  and  award  process  for 
discretionary  grants  funded  through  the  National  Center  on  Child 
Abuse  and  Neglect  during  FY  1984-FY  1986.  The  report  focuses  on 
the  extent  to  which  the  Office  of  Human  Development  Services 
(OHDS)  developed  and  maintained  required  documentation  to  sup- 
port decisions  made  during  the  review  and  award  process,  including 
reasons  certain  applications  were  funded  or  rejected.  Findings  in- 
clude (1)  funding  decisions  often  were  not  justified  in  writing;  (2) 
most  preapplications  decided  out  of  ranking  order  were  inadequately 
documented;  (3)  other  documentation  was  not  prepared;  and  (4)  the 
remedial  steps  taken  were  insufficient.  (Final  report  40  pages). 
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ABSTRACT:  GAO  examined  the  sampling  plans  for  four  surveys  to 
determine  if  they  included  an  oversample  of  Hispanics  that  would 
permit  national  estimates  of  their  health  and  nutrition  status.  The 
surveys  reviewed  were  (1)  the  Health  and  Nutrition  Examination 
Survey  for  1988-1993;  (2)  the  Health  Interview  Survey  for  1988;  (3) 
the  Medical  Expenditures  Survey  for  1986-1989;  and  (4)  the  Nation- 
wide Food  Consumption  Survey  for  1987-1988.  GAO  also  (1)  re- 
viewed the  Vital  Statistics  Program's  proposed  1989  birth  and  death 
standard  registration  forms,  determined  the  planned  use  of  the  new 
forms,  and  identified  the  states  that  collected  Hispanic  data  at  the 
time  of  the  study;  and  (2)  identified  the  Food  and  Nutrition  Service 
programs  that  collected  and  reported  ethnic  or  racial  data  on  partici- 
pants at  the  time  of  the  study.  The  report's  appendices  include  data 
on  total  state  population  and  percentage  of  Hispanics;  outlines  of 
national  health  and  nutrition  data  collection  systems;  descriptions  of 
the  Department  of  Agriculture's  Food  and  Nutrition  Service  pro- 
grams; and  data  on  the  costs  of  producing  the  FY  1987  birth  and 
death  data  tapes  for  the  Vital  Statistics  Program.  (Final  report  28 
pages.) 
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ABSTRACT:  Because  many  changes  occurred  in  the  early  1980s  in  the 
way  hospitals  were  reimbursed  for  care,  it  is  a  concern  that  private 
hospitals  may  be  "dumping"  patients  who  cannot  pay  for  their  care 
onto  public  hospitals.  This  study  was  performed  to  determine  (1) 
what  the  policy  and  procedures  are  for  transferring  patients  from 
hospital  emergency  rooms  to  D.C.  General  Hospital;  (2)  whether 
Washington  metropolitan  area  hospitals  are  familiar  with  the  policies; 

(3)  whether  the  hospitals  are  violating  the  policies  and  procedures; 

(4)  what  the  characteristics  are  of  patients  transferred  to  D.C.  Gener- 
al; and  (5)  how  professional  medical  organizations  view  transfers  and 
how  other  metropolitan  areas  across  the  country  address  them.  (Final 
report  58  pages.) 


952 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


Accession  No.  2597 


DESCRIPTORS:  Emergency  Medical  Care,  Hospitals,  State  or  Local 
Administration 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2916  PROJECT  NO:  HRD  87-31 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  April  '86  through  April  '87 


2595 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Health  Care:  States  Assume  Leadership  Role  in 
Providing  Emergency  Medical  Services 

REPORT  TITLE:  Health  Care:  States  Assume  Leadership  Role  in 

Providing  Emergency  Medical  Services 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  In  the  early  1980s,  the  federal  government  devolved 
much  of  its  leadership  responsibilities  for  emergency  medical  services 
to  states  by  including  the  Emergency  Medical  Services  Systems  Act 
program  in  the  Preventive  Health  and  Health  Services  Block  Grant. 
This  study  found  that  states  have  reversed  the  downward  funding 
trends  for  emergency  medical  services  initially  experienced  under  the 
block  grant.  States  have  also  expanded  their  regulatory  and  program- 
matic roles  and  have  generally  kept  the  regional  systems  established 
under  the  1973  federal  categorical  program.  Although  the  block 
grants  have  worked  well  in  engaging  state  leadership,  the  study  found 
that  federal  highway  safety  funds  expended  by  states  for  emergency 
medical  services  could  be  better  coordinated  with  states  overall 
emergency  medical  services  strategies. 
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PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  report  provides  information  on  capital  expenditures 
in  the  health  care  sector  for  states  that  had  eliminated  certain  regula- 
tory mechanisms  over  these  expenditures.  Health  care  capital  con- 
struction data  for  all  states  and  the  District  of  Columbia  were 
gathered  for  January  1981  through  June  1986.  Three  mechanisms  for 
regulating  construction  activity  were  discussed:  certificate-of-need 
(CON);  review  programs  under  Section  1122  of  the  Social  Security 
Amendments  of  1972;  and  construction  moratoria.  CON  programs 
were  state  regulatory  mechanisms  for  reviewing  and  approving  or 
disapproving  hospital-related  or  other  capital  expenditures.  Under 
Section  1122  review  programs,  the  Secretary  of  HHS  entered  into 
agreements  with  states  to  provide  for  and  to  fund  the  review  of 
proposed  hospital  capital  expenditures.  A  moratorium  was  a  ban  on 
a  class  of  projects,  enforced  through  a  state's  CON  program  or  direct- 
ly through  state  licensure  of  health  facilities.  Since  1982,  the  states  of 
Arizona  and  Utah  have  eliminated  their  programs  for  prior  approval 
of  health  facility  construction  without  imposing  a  moratorium  on 
construction.  (Final  report  15  pages.) 
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ABSTRACT:  GAO  reviewed  fraud  investigations  that  agency  inspec- 
tors general  referred  to  the  Department  of  Justice  for  prosecution. 
Although  the  study  included  cases  from  the  Departments  of  Health 
and  Human  Services  (specifically  the  Medicare  and  Medicaid  pro- 
grams). Agriculture,  Labor,  and  Defense,  and  the  General  Services 
Administration,  this  initial  report  covers  only  the  findings  from  inves- 
tigating the  Medicare  and  Medicaid  programs.  GAO  reviewed  279 
Medicare  and  Medicaid  cases  that  were  both  referred  and  closed 
during  FY  1984  and  FY  1985  and  found  that  (1)  approximately  89% 
involved  submission  of  false  claims;  (2)  approximately  85%  involved 
health  care  providers,  of  which  approximately  50%  were  medical 
doctors;  and  (3)  approximately  50%  involved  allegations  of  fraud 
committed  against  the  Medicare  program,  30%  involved  the  Medi- 
caid program,  and  9%  involved  more  than  one  health  care  program. 
The  report  also  presents  data  on  the  types  of  actions  that  can  be  taken 
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against  health  care  providers  who  commit  Medicare  or  Medicaid 
fraud  and  the  role  of  the  Office  of  Inspector  General  in  the  regulatory 
process.  (Final  report  34  pages.) 
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ABSTRACT:  This  project  evaluated  the  validity  of  allegations  about 
deficiencies  in  the  New  York  State  Department  of  Health's  nursing 
home  and  hospital  inspection  processes  for  certification  for  participa- 
tion in  the  Medicare  and  Medicaid  programs.  Allegations  included 
( 1 )  nursing  homes  received  advance  notice  of  inspections;  (2)  supervi- 
sors reviewed  and  revised  inspection  reports;  (3)  the  state  did  not 
investigate  patient  complaints  in  a  timely  manner;  (4)  the  state  did  not 
share  information  on  patient  complaints  with  the  federal  government; 
(5)  the  state  was  lax  in  instituting  enforcement  action  against  deficient 
facilities;  and  (6)  inspections  and  enforcement  actions  were  biased  in 
favor  of  certain  facilities.  GAO's  review  did  not  substantiate  the 
allegations,  though  it  did  identify  some  problems  with  the  state's 
processes  for  inspecting  facilities  and  investigating  complaints  about 
them.  New  York  state  has  taken  action  to  correct  them.  See  also  PIC 
ID  No.  2837.1.  (Final  report  24  pages.) 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
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ABSTRACT:  GAO  investigated  the  Harlem  Hospital  Center's  compli- 
ance with  Medicare  standards  and  determined  what  actions  the  New 
York  State  Department  of  Health  and  HCFA  have  taken  to  correct 
persistent  and  serious  deficiencies  at  the  hospital,  particularly  from 
1981  to  1986.  Many  deficiencies  involved  actual  or  potential  patient 
harm.  Problem  areas  included  nursing  care,  building  cleanliness  and 
safety,  medical  staff  credentials,  completeness  of  patient  medical  re- 
cords, and  unusually  high  death  rates.  This  report  details  (1)  the 
inspection  conducted  by  the  Joint  Commission  on  the  Accreditation 
of  Hospitals,  New  York  state,  and  HCFA;  (2)  state  monitoring  of 
Harlem  Hospital  Center;  (3)  future  state  and  HCFA  actions;  and  (4) 
Harlem  Hospital  Center's  comments.  See  also  PIC  ID  No.  2837. 
(Final  report  8  pages.) 
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ABSTRACT:  This  report  examines  the  potential  impact  of  taxing  Blue 
Cross  and  Blue  Shield  plans.  The  Internal  Revenue  Service  has 
recognized  the  exemption  of  the  plans  as  social  welfare  organizations 
since  their  inception  in  the  1930s.  In  examining  insurance  for  in- 
dividuals offered  by  the  plans  and  commercial  companies,  it  was 
observed  that  differences  in  underwriting  practices  existed.  For  ex- 
ample, in  15  states  and  the  District  of  Columbia,  the  plans  offered 
open  enrollment  programs  in  which  individuals  under  age  65  re- 
ceived coverage  regardless  of  health  status.  The  GAO  was  unable  to 
determine  the  overall  effect  the  changes  in  the  tax-exempt  status  of 
the  plans  would  have  on  both  the  availability  and  affordability  of 
health  insurance  to  high-risk  individuals  and  small  groups,  because  (1 ) 
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the  Blue  Cross  and  Blue  Shield  Association  did  not  estimate  the 
percent  of  the  plans"  individual  and  small  group  business  that  is  high- 
risk;  (2)  in  the  absence  of  tax-exempt  status,  the  willingness  of  the 
plans  to  continue  providing  coverage  to  high-risk  individuals  and 
small  groups  is  speculative;  and  (3)  in  an  altered  competitive  environ- 
ment, the  extent  to  which  commercial  insurers  would  expand  their 
coverage  of  high-risk  individuals  and  small  groups  is  unknown.  (Final 
report  53  pages.) 

DESCRIPTORS:  Health  Insurance  and  Financing,  Private  Sector,  Tax- 
ation 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2703  PROJECT  NO:  HRD  86-110 

FUND  SOURCE;  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  October  '85  through  July  '86 


2601 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Health  Insurance:  Comparison  of  Coverage  for 
Federal  and  Private  Sector  Employees 

REPORT  TITLE:  Health  Insurance:  Comparison  of  Coverage  for 

Federal  and  Private  Sector  Employees 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  GAO  investigated  the  January  1984  Grace  Commission 
report  that  private  firms  were  more  cost-effective  than  the  Federal 
Employees  Health  Benefits  Program  (FEHBP)  in  delivering  health 
care.  GAO  concluded  that  the  report  did  not  provide  convincing 
evidence  in  favor  of  that  claim  because  it  was  not  demonstrated  that 
private  sector  benefits  were  comparable  to  federal  benefits.  GAO 
compared  coverage  for  selected  health  benefits  in  the  federal  and 
private  sectors  for  a  six-year  period  (1980-1985)  and  examined  three 
other  aspects  of  federal  coverage:  (1)  the  amount  spent  by  plans  to 
add  coverage  for  certain  health  benefits;  (2)  the  benefit  changes  that 
have  been  made  for  mental  health  coverage;  and  (3)  the  use  plans  are 
making  of  certain  cost-containment  efforts,  such  as  second  opinion 
programs  and  hospital  utilization  review.  See  also  PIC  ID  No.  2584. 
(Final  report  54  pages.) 
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ABSTRACT:  State-administered  risk  pool  programs  provide  health 
insurance  to  individuals  who  otherwise  cannot  obtain  it,  because  their 
health  conditions  make  them  unacceptable  risks  to  private  insurers. 
The  programs  provide  comprehensive  insurance  coverage  similar  to 
that  of  employer-sponsored  group  health  plans.  Costs  to  the  insured 
are  relatively  high,  because  of  generally  large  deductibles  and  premi- 
ums that  are  usually  25%  to  50%  more  than  the  deductibles  and 
premiums  paid  by  individuals  with  private  health  insurance.  Despite 
high  premiums,  the  programs  require  a  subsidy.  The  study  focused 
on  the  programs  in  Connecticut,  Florida,  Indiana,  Minnesota,  North 
Dakota,  and  Wisconsin.  All  of  these  programs  had  been  operating  for 
three  or  more  years  at  the  time  of  the  study  and  all  had  consistently 
operated  at  a  loss.  This  report  provides  information  on  the  character- 
istics, enrollment,  and  financial  experience  of  these  programs;  the 
characteristics  of  the  persons  they  insure;  and  their  success  in  meeting 
expectations.  (Final  report  30  pages.) 
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ABSTRACT:  Many  federal  regulatory  programs  are  designed  to  pro- 
tect public  health;  many  federal  agencies  have  adopted  risk  analysis 
methods  to  strengthen  their  decisions  on  whether  and  how  to  regu- 
late health  hazards.  Risk  analysis  includes  the  elements  of  risk  assess- 
ment, in  which  health  effects  from  exposure  to  hazardous  materials 
are  defined,  and  risk  management,  in  which  policy  options  are 
weighed  and  integrated  with  the  risk  assessment  results  to  determine 
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the  most  appropriate  regulatory  action.  Risk  management  also  in- 
cludes monitoring  and  evaluating  the  regulatory  action.  For  this 
study  GAO  investigated  the  quality  of  risk  analysis  activities  at  three 
federal  agencies.  At  the  Food  and  Drug  Administration  (FDA), 
GAO  evaluated  the  risk  assessment  and  management  that  supported 
a  proposed  action  on  methylene  chloride,  which  is  used  for  decaf- 
feinating  coffee  and  as  a  flame  retardant  in  hair  spray  and  is  regulated 
under  the  Federal  Food,  Drug,  and  Cosmetic  Act.  At  the  Occupa- 
tional Safety  and  Health  Administration  (OSHA),  GAO  evaluated 
the  risk  assessment  and  risk  management  supporting  an  action  on 
inorganic  arsenic,  which  is  emitted  into  the  air  as  a  by-product  of 
smelting  activities  and  is  regulated  under  the  Occupational  Safety  and 
Health  Act  of  1970.  At  the  Environmental  Protection  Agency 
(EPA),  GAO  examined  the  risk  management  supporting  an  action  on 
volatile  organic  compounds,  which  are  emitted  by  onshore  natural 
gas-processing  plants  and  regulated  under  the  Clean  Air  Act.  (Final 
report  171  pages.) 
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ABSTRACT:  The  Comprehensive  Environmental  Response,  Compen- 
sation, and  Liability  Act  of  1980  (referred  to  as  Superfund)  required 
the  Environmental  Protection  Agency  (EPA)  to  clean  up  toxic-waste 
sites  and  the  Department  of  Health  and  Human  Services  (HHS)  to 
carry  out  various  health-related  activities.  In  August  1981,  the  presi- 
dent designated  EPA  as  the  lead  agency  for  implementing  the  law 
and  as  trustee  of  the  Superfund  appropriations.  The  Superfund  legis- 
lation gave  HHS  considerable  latitude  concerning  how  it  could  im- 
plement its  health-related  responsibilities.  HHS's  progress  in 
implementing  its  planned  Superfund  activities  was  adversely  affected 
by  funding  delays  and  staffing  limitations.  Furthermore,  the  legisla- 
tion and  its  history  did  not  clearly  define  congressional  expectations 
in  two  key  areas:  the  development  and  maintenance  of  registries  and 
the  provision  of  medical  care  for  persons  exposed  to  toxic  substances. 
It  was  recommended  that  Congress  consider  HHS's  progress  con- 
cerning Superfund  health-related  activities  and  determine  whether 
changes  were  needed  as  to  how  these  activities  were  to  be  funded  and 
staffed  and  whether  legislative  expectations  regarding  registries  and 
health  care  should  have  been  clarified. 
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ABSTRACT:  In  a  review  of  cost-allocation  plans  for  the  Aid  to  Fami- 
lies with  Dependent  Children  (AFDC)  program  in  California,  Il- 
linois, Massachusetts,  and  New  York,  GAO  found  that  the  federal 
government  may  be  incurring  unnecessary  charges,  which,  in  two  of 
these  states,  could  amount  to  as  much  as  $6.6  million  annually.  Four 
major  problems  have  been  identified:  (1)  inadequate  number  of  agen- 
cy staff  involved  in  welfare  administrative  cost-allocation  plan  over- 
sight; (2)  lack  of  clear  definition  of  agency  roles  for  monitoring  the 
implementation  of  cost-allocation  plans;  (3)  erroneous  reimbursement 
claims  being  paid;  and  (4)  lack  of  cost  comparisons  due  to  varying 
cost-allocation  methodologies.  HHS  generally  agreed  with  GAO's 
findings  and  recommendations;  a  task  force  was  established  to  deve- 
lop principles  and  procedures  for  accumulating  and  allocating  ad- 
ministrative costs. 
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ABSTRACT:  Homelessness  has  been  receiving  increasing  attention  in 
communities  across  the  country.  Studies  from  all  regions  report  on 
the  growing  number  of  people  who  have  sought  shelter  from  private, 
voluntary,  and  public  agencies.  Surveys  have  also  identified  an  in- 
crease in  the  numbers  of  women  and  children,  young  adults,  and 
mentally  ill  persons  who  have  become  part  of  the  homeless  popula- 
tion. Multiple  factors  have  been  identified  as  contributing  to  the 
problems  of  homelessness.  In  addition  to  the  historical  factor  of  al- 
cohol and  drug  abuse,  these  include  increased  unemployment  in  the 
late  1970s  and  early  1980s,  inadequate  community  resources  for  the 
mentally  ill,  increases  in  personal  crises,  cuts  in  public  assistance,  and 
the  decline  in  the  amount  of  low-income  housing.  While  there  is  no 
single  federal  agency  to  provide  services  to  the  homeless,  aid  has  been 
provided  through  different  mechanisms.  At  the  time  of  this  research, 
the  federal  agency  that  provided  the  most  funds  directly  was  the 
Federal  Emergency  Management  Agency,  which  obligated  $210  mil- 
lion for  food  and  shelter  during  the  three  fiscal  years  prior  to  this 
study. 
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ABSTRACT:  The  Stewart  B.  McKinney  Homeless  Assistance  Act, 
passed  in  July  1987,  authorized  more  than  $400  million  for  FY  1987 
in  funds  for  several  federal  programs  to  provide  food  and  shelter  for 
the  homeless.  This  report  examines  how  the  Department  of  Housing 
and  Urban  Development  (HUD)  and  the  Federal  Emergency  Man- 
agement Agency  (FEMA)  funds  for  the  homeless  were  used  before 
the  act  and  describes  actions  taken  pursuant  to  the  act.  It  identifies 
issues  concerning  the  act's  implementation  that  may  warrant  more 
detailed  examination:  (1)  Under  what  conditions  should  HUD  funds 
be  used  for  capital  improvements  to  facilities  owned  by  religious 
organizations?  (2)  Will  HUD  and  FEMA  programs  reach  targeted 
populations?  (3)  Do  fund  distribution  formulas  adequately  measure 
needs?  and  (4)  Should  homeless  programs  allow  other  federal  funds 
to  be  used  as  matching  funds?  (Final  report  40  pages.) 
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ABSTRACT:  In  1981,  the  Hospital  Corporation  of  America  (HCA) 
acquired  hospitals,  nursing  homes,  and  other  assets  of  Hospital  Affili- 
ates International,  Inc.,  (HAI)  from  INA  Corporation.  GAO's  anal- 
ysis of  HCA's  records  showed  that  the  54  acquired  hospitals'  costs 
increased  by  approximately  $55  million  during  the  first  year  after  the 
acquisition  due  to  increased  interest  expense  from  financing  the  ac- 
quisition and  increased  depreciation  expense  because  assets  were 
revalued  upward  after  the  acquisition.  GAO  used  two  hospitals  that 
HCA  suggested  to  measure  the  effect  of  HCA's  claimed  costs  for 
depreciation,  interest,  and  home  office  expenses  on  Medicare  and 
Medicaid  costs.  For  the  year  following  the  acquisition,  GAO  estimat- 
ed that  (1)  these  three  items  caused  overall  cost  increases  of  approxi- 
mately $1  million  at  one  hospital  and  $300,000  at  the  other;  (2)  HCA 
allocated  $465,000  of  these  increases  at  one  hospital  and  $1 17,000  at 
the  other  to  Medicare  and  Medicaid;  (3)  Medicare  costs  per  patient 
increased  approximately  $26  and  $21,  respectively;  and  (4)  Medicaid 
costs  per  patient  day  increased  approximately  $31  and  $27,  respec- 
tively. GAO  also  found  that  HCA  used  several  methods  that  GAO 
believed  are  not  in  accordance  with  Medicare  principles  to  allocate 
capital  costs  to  Medicare.  HCA's  methods  tend  to  increase  Medicare 
and  Medicaid  payments.  (Final  report  98  pages.) 
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ABSTRACT:  Housing  needs  for  the  poor  in  the  1980s  have  been  met 
predominantly  by  allowance  programs.  These  programs  help  in- 
dividuals in  need  to  pay  the  rent  for  housing  they  find  in  the  existing 
market.  This  report  examines  the  available  research  on  housing  al- 
lowances to  determine  what  the  rates  of  program  participation  have 
been,  and  what  effect  the  programs  have  had  on  the  availability  and 
affordability  of  low-income  housing.  Findings  show  that  some  demo- 
graphic groups  were  served  proportionately  in  relation  to  the  eligible 
population  (minorities),  some  were  served  at  higher  rates  (households 
headed  by  women,  the  very  poor,  and  those  on  welfare),  and  some 
were  served  at  slightly  lower  rates  (large  households).  Results  for  the 
elderly  were  inconsistent.  For  those  served,  there  is  strong  evidence 
that  the  rent  burden  decreased  to  approximately  25%  of  income. 
However,  housing  allowance  did  not  lead  to  significant  improve- 
ments in  the  quality  of  housing.  Although  allowances  did  not  increase 
the  supply  of  low-income  housing,  they  also  did  not  result  in  market 
price  inflation.  (Final  report  97  pages.) 
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ABSTRACT:  This  report  describes  what  the  Department  of  Housing 
and  Urban  Development's  (HUD's)  cost-containment  initiative  has 
accomplished  in  reducing  costs  in  the  Section  202  elderly  housing 
program.  HUD  controls  project  costs  through  the  design  require- 
ments it  issued  in  1983;  these  eliminate  costly  features  from  projects. 
In  FY  1985,  HUD  provided  $600  million  in  subsidized  construction 
loans  under  Section  202  and  $1.7  billion  in  rent  subsidies  under  its 
Section  8  rental  assistance  program.  GAO  found  that  projects  built 
under  HUD's  cost-containment  initiatives  are  more  modest  and  have 


unit  costs  that  average  16%  less  than  the  projects  built  before  HUD's 
initiatives  were  implemented.  Without  this  cost  reduction,  GAO  esti- 
mates that  approximately  $100  million  more  would  have  been  needed 
to  fund  the  12,400  Section  202  units  approved  in  FY  1985.  Cost 
reductions  were  not  fully  realized,  however,  because  (1)  HUD  guide- 
lines do  not  specify  that  the  supplemental  cost-containment  provi- 
sions be  applied  to  all  projects;  (2)  HUD  does  not  always  select  the 
project  with  the  most  modest  design;  and  (3)  sponsors  have  generally 
not  increased  the  number  of  less  costly  efficiency  units  in  projects 
beyond  those  required  under  cost  containment.  Most  program 
beneficiaries  were  single  and  had  very  low  incomes.  Minorities, 
which  represent  22%  of  the  elderly  in  need  of  housing  assistance, 
accounted  for  13%  of  the  tenants  (i.e.,  program  beneficiaries)  sam- 
pled. (Final  report  79  pages.) 
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ABSTRACT:  In  January  1986,  the  Physician  Task  Force  on  Hunger  in 
America  issued  a  report  entitled  "Hunger  Counties  1986"  that  lists 
150  counties  with  the  "worst"  hunger  in  the  U.S.  The  list  of  "hunger 
counties"  is  closely  related  to  criticisms  that  the  task  force  has  made, 
in  the  report  and  elsewhere,  of  the  federal  Food  Stamp  Program,  and 
the  report  has  resulted  in  considerable  debate.  This  report  provides 
a  review  and  evaluation  of  the  task  force  report.  Focus  is  on  the 
technical  soundness  of  the  report  and  on  assessing  the  strength  of  the 
conclusions  drawn  from  the  analyses  described  in  the  report.  In  par- 
ticular, the  indicators  adopted  by  the  authors  of  the  report  for  iden- 
tification of  the  "hunger  counties"  are  examined  along  with  the  data 
and  methods  they  used.  While  GAO  believes  that  determining  the 
distribution  of  hunger  is  indeed  an  important  and  policy-relevant 
enterprise,  major  limitations  in  the  approach  taken  by  the  Physician 
Task  Force  were  found.  Although  the  task  force  did  list  some  of  the 
limitations,  it  maintains  that  it  did  not  vitiate  the  overall  integrity  and 
credibility  of  the  report.  GAO,  however,  believes  that  the  study's 
overall  methodological  limitations  are  such  as  to  severely  damage  the 
credibility  of  the  results  of  "Hunger  Counties  1986." 
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ABSTRACT:  GAO  developed  a  computerized  data  retrieval  process 
that  when  applied  to  SSI  payment  records  would  identify  addresses 
of  boarding  homes  where  SSI  checks  were  being  mailed.  GAO  field- 
tested  the  usefulness  of  this  process  in  Baltimore,  Maryland,  and 
Camden  County,  New  Jersey,  and  interviewed  residents  and  opera- 
tors of  randomly  selected  boarding  homes.  Findings  showed  that  15 
of  the  38  boarding  homes  visited  were  unlicensed  and  either  were 
operating  illegally  or  were  not  required  to  have  a  state  or  local 
license;  10  of  them  were  unknown  to  authorities.  During  the  visits, 
GAO  noted  several  unsafe  and  unsanitary  conditions.  Included  in  this 
report  are  (1)  a  discussion  of  boarding  house  conditions;  (2)  recom- 
mendations to  the  Secretary  of  HEW  to  help  states  identify  boarding 
homes  and  enforce  required  standards;  and  (3)  summaries  of  inter- 
view responses  by  boarding  home  residents  and  operators.  (Final 
report  17  pages.) 
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ABSTRACT:  The  Systematic  Alien  Verification  for  Entitlements 
(SAVE)  is  used  to  verify  the  immigration  status  of  aliens  applying  for 
benefits  under  the  Aid  to  Families  with  Dependent  Children,  Medi- 
caid, Food  Stamps,  and  other  assistance  programs.  This  report  dis- 
cusses GAO's  review  of  the  automated  portions  of  the  SAVE  pilot 
projects,  which  provided  access  to  the  Immigration  and  Naturaliza- 
tion Service's  (INS's)  Central  Index  database.  Users  either  received 
positive  (primary)  verification  of  an  alien's  legal  status  or  received 
instructions  to  initiate  secondary  verification,  because  of  insufficient 
data  or  indicators  that  the  alien  might  have  been  in  an  illegal  status. 
Secondary  verification  is  more  time-consuming  and  costly  than  pri- 
mary verification.  GAO  found  that  the  automated  verification  system 
generally  provided  a  quick,  positive  response  to  an  alien's  legal  status. 
However,  to  reduce  the  number  of  unnecessary  secondary  verifica- 
tions due  to  insufficient,  inaccurate,  incomplete,  or  out-of-date  infor- 
mation in  the  database,  INS  needs  to  better  maintain  the  Central 
Index  so  that  it  completely  and  accurately  reflects  INS's  other  auto- 
mated and  manual  records.  See  also  PIC  ID  No.  2980.1.  (Final  report 
37  pages.) 
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ABSTRACT:  GAO  investigated  the  Immigration  and  Naturalization 
Service's  (INS's)  controversial  claim  that  verification  of  the  immigra- 
tion status  of  all  aliens  could  save  the  U.S.  government  billions  of 
dollars  annually,  and  that  this  savings  had  been  substantiated  in  pilot 
projects  under  the  INS's  Systematic  Alien  Verification  for  Entitle- 
ment (SAVE)  program.  This  report  discusses  the  six  state  pilot  pro- 
jects that  were  established  to  verify  the  immigration  status  of  aliens 
applying  for  Unemployment  Compensation,  Aid  to  Families  with 


PROJECT  DESCRIPTIONS 


959 


Accession  No.  2614 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


Dependent  Children  (AFDC),  Medicaid,  food  stamps,  and  certain 
housing  and  education  assistance.  Few  conclusions  can  be  drawn 
from  this  study,  because  so  few  data  on  the  number  of  alien  program 
applicats  and  verification  costs  and  savings  are  collected  by  the  feder- 
al or  state  governments.  This  report  provides  background  informa- 
tion on  the  SAVE  program,  states'  experiences  with  the  INS, 
progress  and  problems  in  implementing  the  Immigration  Reform  and 
Control  Act  of  1986  verification  system,  recommendations,  and  agen- 
cy comments.  See  also  PIC  ID  No.  2980.  (Final  report  87  pages.) 
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ABSTRACT:  This  briefing  report  provides  information  on  (1)  the  rea- 
sons the  Food  and  Drug  Administration  (FDA)  was  slow  in  acting 
on  a  license  application  for  Institut  Merieux's  inactivated  polio  vac- 
cine; (2)  the  steps  the  federal  government  has  taken  to  improve  the 
safety  of  the  currently  used  live  oral  polio  vaccine;  (3)  the  Immuniza- 
tion Practices  Advisory  Committee's  basis  for  recommending  the  use 
of  a  live  polio  vaccine  for  routine  childhood  immunization;  and  (4) 
the  steps  required  to  make  an  inactivated  polio  vaccine  the  recom- 
mended one  for  children.  (Final  report  13  pages.) 
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ABSTRACT:  This  study  discussed  instances  that  occurred  during  the 
mid-  and  late- 1970s  in  which  state  attempts  to  reduce  or  terminate 
benefits  or  restrict  eligibility  under  their  Medicaid  programs  were 
delayed  or  blocked  in  the  federal  courts  as  being  inconsistent  with 
federal  law  and/or  regulations.  In  view  of  the  administration's 
proposal  to  "cap"  federal  financial  participation  in  the  state-operated 
Medicaid  programs  and  to  give  the  states  more  flexibility,  this  study 
identified  the  kinds  of  federal  requirements  that  most  often  have  been 
the  subject  of  litigation. 
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ABSTRACT:  This  report  reviews  the  implementation  of  changes  to 
methods  formerly  used  by  the  Social  Security  Administration  (SSA) 
to  evaluate  claims  relating  to  mental  impairments  for  benefits  under 
the  Social  Security  Disability  Insurance  and  Supplemental  Security 
Income  programs.  This  study  was  an  assessment  of  (1)  SSA's  out- 
reach efforts  to  contact  mentally  impaired  individuals  whose  disabili- 
ty benefits  had  been  denied  or  stopped  in  order  to  offer  them  the 
opportunity  to  reapply  for  benefits;  (2)  the  availability  of  sufficient 
psychiatric  consultants  to  assist  disability  examiners;  and  (3)  the  im- 
plementation by  SSA  of  its  new  criteria  for  adjudicating  mental  im- 
pairments. It  was  observed  that  (1)  it  was  too  early  to  measure  the 
effects  of  the  voluntary  outreach  efforts;  (2)  substantial  progress  had 
been  made  in  staffing  disability  determination  service  offices  with 
psychiatrists  and  psychologists  since  1982;  and  (3)  a  growing  case 
workload  on  examiners  might  affect  the  adequacy  of  future  case 
development.  (Final  report  21  pages.) 
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ABSTRACT:  This  report  provides  a  review  of  the  implementation  in 
selected  accounts  of  the  changes  specified  under  the  Balanced  Budget 
and  Emergency  Deficit  Control  Act  of  1985.  GAO  found  that  the 
reductions  in  the  grant  programs  and  those  in  most  of  the  entitlement 
programs  not  having  special  rules  were  implemented  in  accordance 
with  the  act.  In  several  cases,  however,  GAO  found  that  sequestra- 
tions in  special  fund  entitlement  accounts  were  incorrectly  made  by 
reducing  payments  from  FY  1985  budgetary  resources.  (Final  report 
128  pages.) 
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ABSTRACT:  This  report  is  the  first  in  the  series  on  the  Small  Business 
Innovation  Development  Act  of  1982,  which  required  agencies  to 
establish  Small  Business  Innovation  Research  (SBIR)  programs  to 
fund  research  and  development  (R&D)  work  in  small,  high-technolo- 
gy companies  by  designating  that  agencies  that  spend  more  than  $100 
million  annually  for  external  research  must  award  a  fixed  percentage 
of  their  external  R&D  budget  to  small  businesses.  This  report  assesses 
agencies'  fundamental  implementation  activities  during  the  first  two 
years  that  the  act  has  been  in  effect.  GAO  found  that  (I)  agencies,  for 
the  most  part,  have  established,  funded,  and  reported  data  on  SBIR 
programs  and  non-SBIR  goals;  (2)  most  agencies,  however,  have  not 
reported  the  actual  research  obligation  figures  needed  to  judge  com- 
pliance with  the  act;  and  (3)  the  Small  Business  Administration  and 
the  Office  of  Science  and  Technology  Policy  have  actively  pursued 
and  fulfilled  their  assigned  responsibilities  of  program  coordinating, 
program  monitoring,  and  reporting  to  Congress.  See  also  PIC  ID 
Nos.  2925.12915.3.  (Final  report  113  pages.) 
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ABSTRACT:  Medicaid,  a  federally  aided,  state-administered  medical 
assistance  program  for  low-income  people,  should  be  relieved  of 
health  care  costs  if  some  other  party  is  legally  responsible  to  pay. 
Nevertheless,  states  receive  bills  for  Medicaid  recipients  who  have 
coverage  under  health  and  liability  insurance.  State  Medicaid  ad- 
ministrative systems  often  do  not  identify  the  liable  insurers  or  redi- 
rect these  medical  bills  to  them.  As  a  result,  the  Health  Care 
Financing  Administration  estimates  that  Medicaid  pays  annually 
from  $500  million  to  more  than  $1  billion  that  private  insurers  should 
be  paying.  GAO  recommends  that  the  Secretary  of  Health  and  Hu- 
man Services  adopt  either  of  two  options  that  would  influence  states 
to  improve  Medicaid  practices  for  recovering  additional  health  care 
costs  from  available  health  and  liability  insurance  resources. 
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ABSTRACT:  The  Pension  Benefit  Guaranty  Corporation,  created  by 
the  Employee  Retirement  Income  Security  Act  of  1974,  insures  the 
benefits  of  participants  in  single  employer  (sponsor)  private  pension 
plans.  The  corporation  is  responsible  under  the  act  for  determining 
whether  terminated  plans  have  sufficient  assets  to  pay  guaranteed 
benefits  and  assuring  timely  and  uninterrupted  benefit  payments.  The 
corporation  reviews  termination  data,  authorizes  administrators  of 
sufficient  plans  to  arrange  participants'  benefit  payments,  and  assumes 
responsibility  for  insufficient  plans  to  pay  participants'  benefits  direct- 
ly. Both  processes  take  time,  and  participants'  benefit  payments  are 
sometimes  delayed.  Although  the  corporation  is  making  improve- 
ments, GAO  identified  further  opportunities  for  reducing  delays  and 
improving  administration  by  establishing  procedures  that  (1)  focus 
management  attention  on  restoring  monthly  benefit  payments  for 
participants  of  insufficient  plans;  (2)  streamline  processes  for  review- 
ing sufficient  plans  by  using  sufficiency  determinations  by  actuaries 
instead  of  corporation  reviews;  and  (3)  use  address  records  of  other 
federal  agencies  to  locate  participants  not  found  from  plan  records. 

DESCRIPTORS:  Auditing  and  Accounting,  Benefit-Cost  Analysis  Fea- 
ture, Financial  Management,  Pensions 
STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2497  PROJECT  NO:  HRD  84-58 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC 
START/END  DATES:  May  '83  through  May  '84 


2622 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Improvements  Needed  in  Clinical  Testing  of 
Anticancer  Drugs 

REPORT  TITLE:  Improvements  Needed  in  Clinical  Testing  of 

Anticancer  Drugs 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 


PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug  (Entire  Program  Area); 
PHS-FDA-Food  and  Drug-Human  Drugs  (Entire  Program 
Area) 

ABSTRACT:  Despite  improvements  in  the  way  the  Food  and  Drug 
Administration  (FDA)  and  the  National  Cancer  Institute  (NCI)  have 
carried  out  their  responsibilities  of  protecting  patients  during  clinical 
testing  of  anticancer  drugs,  further  improvements  should  be  made. 
Actions  needed  by  FDA  include  (1)  more  promptly  notifying  spon- 
sors of  clinical  drug  tests  of  concerns  raised  during  its  review  of  study 
proposals;  (2)  establishing  a  follow-up  system  to  assure  that  its  con- 
cerns are  addressed  by  sponsors;  (3)  requiring  sponsors  to  submit 
plans  (protocols)  before  clinical  testing  begins;  (4)  clarifying  its  re- 
quirements for  the  reporting  of  adverse  drug  reactions;  and  (5)  issuing 
final  regulations  specifying  the  monitoring  responsibilities  of  spon- 
sors. Actions  needed  by  NCI  include  (1)  advising  FDA  in  a  timely 
manner  of  actions  taken  or  to  be  taken  on  concerns  raised  by  FDA; 
(2)  requiring  that  site  monitoring  visits  be  made  frequently  enough  to 
assure  that  the  studies  are  properly  carried  out;  and  (3)  studying  the 
need  for  and  usefulness  of  its  drug  study  data  system  and,  if  needed, 
requiring  that  data  be  submitted  in  a  more  timely  and  complete  man- 
ner. (Final  report  59  pages.) 
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ABSTRACT:  This  fact  sheet  discusses  the  Social  Security  Administra- 
tion's (SSA's)  average  processing  time  for  payment  of  disability  bene- 
fits to  applicants  whose  claims  were  approved  by  administrative  law 
judges  of  the  federal  courts.  For  this  fact  sheet,  GAO  relied  primarily 
on  statistical  information  and  studies  from  SSA's  Office  of  Disability 
Operations  and  Office  of  Hearings  and  Appeals.  GAO  also  reviewed 
22  cases  that  were  randomly  chosen  from  the  85  SSA  disability  claims 
approved  in  October  1984  by  administrative  law  judges  from  SSA's 
Cleveland  (Ohio)  hearing  office.  Four  of  those  85  cases  were  selected 
for  a  special  quality  assurance  review.  Information  is  also  included  on 
the  status  of  plans  to  close  or  otherwise  restructure  SSA  field  offices. 
(Final  report  9  pages.) 
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ABSTRACT:  Under  Public  Law  93-638  (commonly  called  the  Indian 
Self-Determination  Act),  Indian  tribes  are  authorized  to  plan,  con- 
duct, and  administer  programs  that  have  been  the  responsibility  of  the 
Department  of  the  Interior  and  of  HHS.  GAO  found  that  Indian 
self-determination  has  not  been  achieved,  according  to  the  majority 
of  Indian  contractors  GAO  visited  and  the  majority  responding  to 
GAO's  questionnaire.  Indian  contractors  perceive  the  law  as  giving 
them  the  opportunity  to  determine  for  themselves  the  manner  in 
which  health  care  services  should  be  delivered,  and  they  see  Indian 
Health  Service  (IHS)  restricting  this  freedom  by  various  contract 
regulations.  IHS  views  self-determination  as  Indian  tribes  being  able 
to  operate  IHS  activities  through  contracts  as  stated  in  the  law.  GAO 
concurs  with  IHS's  views. 
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ABSTRACT:  This  report  describes  the  nature  and  growth  of  the  Indo- 
Chinese  refugee  problem  and  how  the  refugee  problem  was  addressed 


by  the  United  Nations  High  Commissioner  for  Refugees,  the  coun- 
tries of  first  asylum  in  Southeast  Asia,  the  United  States,  and  other 
nations.  The  report  describes  the  programs  for  selecting  refugees  for 
admission  to  the  United  States,  for  processing  their  admission  papers, 
and  for  resettling  them  in  American  communities.  (Final  report  106 
pages.) 

DESCRIPTORS:  Immigrants  Refugees  and  Aliens 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  1044  PROJECT  NO:  ID-79-20 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '79  through  April  '79 


2626 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Information  on  the  Senior  Community  Service 
Employment  Program  and  the  Proposed  Transfer  to  the 
Department  of  Health  and  Human  Services 

REPORT  TITLE:  Information  on  the  Senior  Community  Service 
Employment  Program  and  the  Proposed  Transfer  to  the 
Department  of  Health  and  Human  Services 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 

PROJECT  OFFICER: 

PR06RAM(S)  EVALUATED: 

X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  In  June  1983  the  administration  proposed  to  transfer  the 
administrative  responsibility  for  the  Senior  Community  Service  Em- 
ployment Program  from  the  Department  of  Labor  to  the  Administra- 
tion on  Aging  within  the  Department  of  Health  and  Human  Services. 
The  administration  believed  that  the  transfer  of  this  program  would 
permit  more  effective  coordination  and  delivery  of  services  to  older 
Americans.  Reported  program  data  indicate  that  the  program  is  suc- 
cessfully meeting  quantifiable  goals  established  by  legislation  or  labor 
regulations.  Also,  GAO  did  not  find  any  studies,  evaluations,  or 
documentary  evidence  to  indicate  that  program  effectiveness  and 
coordination  would  increase,  if  moved.  Neither  GAO's  study  nor 
other  studies  indicated  there  were  serious  problems  with  program 
operations.  This  report  also  answers  specific  questions  raised  by  the 
subcommittee  on  the  program  operations. 
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ABSTRACT:  This  preliminary  report  identifies  four  key  issues:  (1) 
whether  patients'  post-hospital  care  needs  have  changed;  (2)  how 
patients'  needs  are  being  met;  (3)  whether  patients  have  access  prob- 
lems; and  (4)  how  long-term  care  costs  have  been  affected  by  the 
Medicare  prospective  payment  system  (PPS).  The  report  concludes 
that  the  issues  are  sufficiently  important  to  warrant  HHS  studies  to 
assess  problems  in  access  to  and  quality  of  post-hospital  services 
supported  by  Medicare.  It  also  recommends  studies  to  analyze 
changes  in  long-term  care  and  the  total  health  care  costs  associated 
with  PPS.  (Report  9  pages.) 
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ABSTRACT:  This  report  discusses  and  estimates  the  profitability  of  the 
property/casualty  insurance  industry,  concentrating  on  the  medical 
malpractice  and  general  liability  insurance  lines.  For  the  estimates, 
GAO  used  publicly  available  data  reported  by  the  A.M.  Best  Compa- 
ny on  premiums,  losses,  and  expenses.  Profitability  in  the  insurance 
industry  is  determined  by  combining  both  underwriting  results  and 
investment  results.  Despite  incurring  substantial  underwriting  losses 
from  1976  through  1985,  the  property/casualty  insurance  industry 
more  than  offset  those  aggregate  losses  with  investment  gains.  The 
underwriting  losses  resulted,  in  part,  from  the  industry's  "cash  flow 
underwriting"  pricing  strategy  in  which  companies  sacrificed  under- 
writing gains  in  an  attempt  to  attract  more  business  and  thereby 


enhance  investment  gains.  GAO  estimated  that  the  industry  had  ap- 
proximately $81  billion  in  after-tax  income  over  this  period.  Fourteen 
statistical  tables  and  a  glossary  are  included.  (Final  report  33  pages.) 
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ABSTRACT:  This  report  focuses  on  reserves  in  the  Federal  Employees 
Health  Benefits  Program  (FEHBP)  over  a  seven-year  period  and  the 
advantages  and  disadvantages  of  the  different  strategies  the  Office  of 
Personnel  Management  (OPM)  had  for  regulating  reserves.  GAO 
found  that  reserves  have  fluctuated  widely  from  their  targets,  need- 
ing frequent  and  often  substantial  adjustment  to  keep  them  at  or  near 
the  preferred  levels.  GAO  doubts,  given  the  number  of  uncertainties 
inherent  in  estimating  health  care  costs,  that  OPM  and  the  FEHBP 
health  plans  can  set  premiums  accurately  enough  to  avoid  these  re- 
serve fluctuations.  Consequently,  OPM  needs  to  use  the  best  means 
available  to  equitably  adjust  reserves.  (Final  report  68  pages.) 
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ABSTRACT:  This  report  discusses  the  major  problems  in  controlling 
the  use  of  federal  funds  at  selected  community  action  agencies  and 
focuses  on  four  problem  areas:  excessive  cash  balances,  inadequate 
control  over  service  corporations,  duplicate  reimbursement  of  ex- 
penses, and  inadequate  control  over  fixed  assets.  Specifically,  GAO 
found  that,  at  12  community  action  agencies  that  in  1979  received  an 
estimated  $1.5  billion  to  develop  and  conduct  programs  aimed  at 
eliminating  poverty  and  aiding  the  poor,  more  than  $11  million  was 
mismanaged  or  misused.  The  report  discusses  the  internal  control 
weaknesses  that  have  contributed  to  these  problems  and  offers 
recommendations  for  strengthening  the  control  over  federal  funds 
administered  by  community  action  agencies.  (Final  report  54  pages.) 
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ABSTRACT:  Self-employed  workers  are  required  to  report  Social 
Security  self-employment  earnings  to  the  Internal  Revenue  Service 
and  pay  taxes  that  are  due.  IRS  forwards  all  relevant  self-employment 
data  to  the  Social  Security  Administration  (SSA)  where  it  is  ac- 
cumulated and  eventually  used  to  help  determine  the  amount  of 
Social  Security  benefits  to  which  these  workers  are  entitled.  Because 
of  the  importance  of  properly  processing  this  information,  GAO 
made  a  review  to  determine  how  well  IRS  and  SSA  were  performing 
this  task.  GAO  found  that  although  the  system  is  functioning  well, 
more  could  be  done  to  (1)  properly  credit  self-employment  earnings 
to  taxpayers'  accounts  and  (2)  more  accurately  account  for  the  taxes 
that  are  due.  IRS  and  SSA  expressed  general  agreement  with  GAO's 
recommendations. 
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ABSTRACT:  Since  1928  the  U.S.  government  has  been  the  primary 
financial  supporter  of  the  Gorgas  Memorial  Institute  of  Tropical  and 
Preventive  Medicine,  Inc.,  and  its  biomedical  research  arm,  the  Gor- 
gas Memorial  Laboratory  in  Panama.  The  congressional  appropria- 
tion for  the  institute  for  FY  1983  was  $1.8  million,  an  estimated  84% 
of  its  total  income  for  the  period.  However,  the  National  Institutes 
of  Health  (NIH)  proposed  that  funding  for  the  institute  be  terminated 
in  FY  1984.  GAO  reviewed  the  institute's  and  laboratory's  activities 
and  found  that  (1)  little  effort  has  been  made  to  broaden  the  laborato- 
ry's financial  base  of  support;  (2)  several  federal  agencies  as  well  as 
federally  supported  international  organizations  conduct  research  on 
tropical  diseases  similar  to  those  studied  at  the  laboratory;  (3)  scientif- 
ic review  of  laboratory  activities  is  limited;  and  (4)  the  termination 
of  funding  for  the  institute  could  affect  U.S.  relations  with  Panama 
and  its  neighboring  countries.  GAO  found  no  evidence  that  would 
support  terminating  funding  on  the  grounds  that  the  laboratory's 
research  is  unnecessary,  duplicative,  or  of  a  poor  quality.  (Final  re- 
port 32  pages.) 
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ABSTRACT:  There  has  long  been  congressional  concern  about  aliens 
who  work  only  long  enough  to  become  eligible  for  Social  Security 
benefits  and  return  to  their  native  countries  to  collect  the  benefits  for 
themselves  and  their  dependents.  In  1981,  the  Social  Security  Ad- 
ministration paid  nearly  $1  billion  to  313,000  beneficiaries  living 
abroad,  more  than  60%  of  whom  were  aliens.  Alien  retirees  abroad 
generally  have  worked  less  time  in  covered  employment,  have  paid 
less  taxes  to  Social  Security,  and  have  more  dependents  than  the 
average  retiree,  frequently  adding  such  dependents  after  retirement. 
GAO's  study  also  identified  an  inconsistency  between  the  Social 
Security  Act  and  the  Immigration  and  Nationality  Act:  aliens  are 
allowed  to  earn  Social  Security  credits  under  the  former  act  while 
violating  the  latter.  Accumulation  of  credits  by  and  the  payment  of 
benefits  to  aliens  who  worked  illegally  in  the  United  States  could  be 
costly  to  the  trust  funds.  (Final  report  23  pages  plus  appendices.) 
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ABSTRACT:  GAO  reviewed  a  random  sample  of  Social  Security  Ad- 
ministration (SSA)-approved  black  lung  claims,  which  indicated  that 
in  88.5%  of  the  cases  medical  evidence  was  not  adequate  to  establish 
a  coal  miner's  disability  or  death  from  black  lung.  Approval  of  these 
claims  was  not  contrary  to  law,  but  was  based  on  provisions  of  law 
that  GAO  believes  inadequately  assure  that  benefits  are  provided 
only  to  those  disabled  from  black  lung  or  to  the  survivors  of  those 
who  died  from  black  lung.  Under  the  provisions  of  the  amended 
legislation,  SSA  approved  claims  on  the  basis  of  affidavits  from 
spouses  and  other  dependent  persons,  inconclusive  medical  evidence, 
and  presumptions  based  on  years  of  coal  mine  employment.  Project- 
ing the  results  of  this  sample,  GAO  estimated  that  successful  claim- 
ants received  retroactive  lump-sum  payments  of  about  $353.6  million, 
of  which  $312.9  million  was  for  claims  that  were  based  on  inadequate 
medical  evidence  of  disability  or  death  from  black  lung.  At  the  time 
of  the  study,  the  same  claimants  also  were  receiving  approximately 
$79  million  annually  in  monthly  payments,  of  which  $69.8  million 
were  not  supported  by  adequate  medical  evidence  of  disability  or 
death  by  black  lung. 
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ABSTRACT:  Most  health  insurance  policies  will  not  pay  for  nonemer- 
gency care  provided  to  the  companies'  policyholders  by  Veterans 
Administration  medical  facilities.  Such  policies  have  exclusionary 
clauses  which  state  that  the  insurance  companies  will  not  pay  for  care 
for  which  the  policyholder  has  no  obligation  to  pay.  GAO  analyzed 
concerns  raised  by  the  insurance  industry  and  others  about  a  legisla- 
tive proposal  to  prevent  health  insurance  companies  from  refusing 
payment  for  treatment  of  nonservice  connected  disabilities  in  VA 
medical  facilities.  GAO  concludes  that  no  overriding  legal  or  ad- 
ministration problems  are  preventing  the  enactment  and  implementa- 
tion of  a  VA  cost  recovery  program.  GAO  estimates,  based  on  a 
questionnaire  survey,  that  VA  could  have  recovered  at  least  $98 
million  to  $284  million  from  private  health  insurance  in  FY  1982  with 
minimal  impact  on  health  insurance  premiums.  GAO  recommends 
that  the  Congress  enact  recovery  legislation  to  enable  the  VA  to 
recover  the  costs  of  care  provided  to  privately  insured  veterans  for 
nonservice  connected  medical  conditions. 
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ABSTRACT:  For  this  study  GAO  reviewed  the  Food  and  Drug  Ad- 
ministration's (FDA's)  compliance  activities  to  determine  whether 
FDA  is  taking  appropriate  and  timely  regulatory  actions  against  firms 
violating  the  law  and  FDA  regulations.  In  FY  1981  the  number  of 
regulatory  actions  taken  by  FDA  decreased  considerably,  primarily 
because  of  FDA's  increased  emphasis  on  voluntary  compliance.  Ex- 
cept for  flagrant  violations  and  violative  products  that  present  poten- 
tially serious  health  hazards,  FDA  takes  formal  regulatory  action 
only  after  firms  have  been  given  the  opportunity  to  correct  deficien- 
cies voluntarily.  GAO  believes  FDA  needs  to  develop  a  mechanism 
to  measure  the  extent  to  which  the  voluntary  approach  is  resulting 
in  compliance.  GAO  also  believes  that  FDA  could  have  prevented 
a  considerable  portion  of  violative  products  from  getting  on  the 
market  if  it  had  administrative  authority  to  detain  U.S. -made  drugs 
from  being  marketed  while  proposed  seizure  actions  are  processed. 
GAO  also  found  that  inspection  reports  in  three  of  the  five  district 
offices  visited  frequently  did  not  indicate  whether  FDA  inspectors 
had  followed  up  on  previously  identified  deficiencies.  See  also  PIC 
ID  Nos.  2504.1  and  2504.2.  (Final  report  33  pages.) 
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ABSTRACT:  Some  adulterated  food  products  identified  by  the  Food 
and  Drug  Administration  (FDA)  occasionally  enter  the  market.  The 
amount  of  such  adulterated  products  entering  the  market  could  be 
reduced  if  FDA  had  authority  to  require  food  producers  or  distribu- 
tors to  refrain  from  marketing  those  products  while  FDA  processed 


a  formal  seizure  order  through  the  courts.  In  addition,  FDA's  at- 
tempts to  determine  the  cause  of  product  adulteration  and  recover 
such  products  after  they  have  been  distributed  or  sold  are  hampered 
because  it  lacks  authority  to  review  a  firm's  production  and  shipping 
records.  The  Congress  should  consider  amending  the  Federal  Food, 
Drug,  and  Cosmetic  Act  to  give  FDA  these  additional  authorities. 
Criminal  prosecutions  have  resulted  in  small  fines.  The  maximum  fine 
per  violation  was  established  by  law  in  1938  and  has  been  eroded  by 
inflation.  The  Congress  should  consider  increasing  the  maximum  fine 
to  permit  greater  flexibility  in  assessing  penalties.  This  report  also 
recommends  actions  FDA  should  take  to  improve  the  timeliness  of 
the  process  for  seizing  adulterated  food  products  and  verify  the  de- 
struction of  reconditioning  of  recalled  foods.  See  also  PIC  ID  Nos. 
2504  and  2504.2.  (Final  report  45  pages.) 
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ABSTRACT;  Block  grant  programs  enacted  before  1981  have  success- 
fully targeted  services  to  people  designated  as  economically  disad- 
vantaged. Congress  may  never  know  whether  the  new  block  grants 
enacted  under  the  Omnibus  Budget  Reconciliation  Act  of  1981  are 
similarly  successful  in  social  targeting~or  in  other  objectives~be- 
cause  the  federal  government  is  not  requiring  uniform  data  collec- 
tion. GAO  found  no  evidence  from  the  early  block  grants  of 
administrative  savings  that  would  offset  budget  cuts  of  greater  than 
10%  in  programmatic  activities.  Although  the  past  is  always  an  un- 
certain predictor  of  the  future,  this  experience  raises  questions  about 
the  amount  of  cost  savings  that  will  emerge  under  the  block  grants 
created  in  1981. 
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ABSTRACT:  For  this  study  on  private  long-term  care  insurance  poli- 
cies, GAO  analyzed  the  premiums,  benefits,  and  limitations  of  33 
policies  offered  by  25  insurers  in  1986.  Because  no  federal  legislation 
defines  guidelines  for  the  long-term  care  insurance  market,  GAO  also 
assesses  the  potential  for  abuse.  It  surveyed  state  insurance  commis- 
sioners in  26  states,  interviewed  officials  with  consumer  advocacy 
groups,  and  reviewed  consumer  guides  in  the  long-term  care  insur- 
ance literature.  GAO  found  that,  although  long-term  care  insurance 
policies  offer  consumers  a  wide  range  of  coverages  and  premiums, 
policy  restrictions  and  limitations  tend  to  reduce  the  benefits  availa- 
ble to  policyholders  (e.g.,  almost  all  policies  make  benefits  contingent 
on  a  prior  hospital  stay).  Furthermore,  lack  of  uniform  standards  and 
marketing  requirements  means  consumers  have  little  protection 
against  substandard  policies  (i.e.,  policies  with  unclear  policy  lan- 
guage, especially  with  regard  to  coverage  limitations)  and  abusive 
marketing  practices.  (Final  report  52  pages.) 
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ABSTRACT:  The  Low-Income  Home  Energy  Assistance  Program 
(LIHEAP)  block  grant  was  established  by  the  Low-Income  Home 


Energy  Assistance  Act  of  1981  to  help  eligible  households  meet  home 
energy  costs.  During  the  mid-1980s,  appropriations  for  LIHEAP 
declined  continually,  due  in  part  to  the  billions  of  dollars  in  oil  over- 
charge settlements  available  to  states  for  this  and  certain  other  activi- 
ties. This  study  focused  on  13  states  to  (1)  determine  the  amount  of 
oil  overcharge  funds  available  to  the  states  from  these  settlements  and 
the  extent  to  which  states  have  applied  these  funds  to  their  energy 
assistance  programs;  (2)  identify  the  percentage  cuts  in  federal  LI- 
HEAP funding  that  have  occurred  since  FY  1986  and  how  the  states 
responded  to  these  cuts,  including  the  extent  to  which  federal  LI- 
HEAP funds  were  transferred  to  other  block  grant  programs;  and  (3) 
obtain  the  views  of  state  program  officials  and  interest  groups  on  the 
effects  of  funding  cuts  on  LIHEAP  recipients.  (Final  report  40 
pages.) 
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ABSTRACT:  This  report  presents  an  evaluation  of  the  use  of  Low 
Income  Home  Energy  Assistance  (LIHEA)  Block  Grant  funds  by 
the  states.  It  also  gives  information  on  the  effects  of  the  1984  amend- 
ments to  the  LIHEA  program  for  use  during  congressional  delibera- 
tions on  its  reauthorization.  In  addition,  it  introduces  information  on 
the  effects  of  the  Gramm-Rudman-Hollings  budget  reductions  and 
the  $2.1  billion  Exxon  oil  overcharge  settlement.  During  January 
through  March  1986,  surveys  were  conducted  of  the  13  states  that 
had  been  included  in  the  1983  review  of  LIHEA.  These  states  were 
California,  Colorado,  Florida,  Iowa,  Kentucky,  Massachusetts,  Mi- 
chigan, Mississippi,  New  York,  Pennsylvania,  Texas,  Vermont,  and 
Washington.  These  states  account  for  approximately  49%  of  the 
funding  for  this  program  and  49%  of  the  nation's  low  income 
households.  Among  the  13  states  contacted,  the  most  significant 
change  in  state  expenditures  occurred  in  the  weatherization  compo- 
nent. States  losing  funds  generally  reduced  this  program  component. 
The  Gramm-Rudman-Hollings  Act  budget  reductions  were  not  ap- 
plied equally  across  all  states.  (Final  report  31  pages.) 
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ABSTRACT:  Federal  grants  for  low-income  weatherization  programs 
totaled  more  than  $2.5  billion  between  1975  and  1985.  States  use  the 
grants  to  weatherize  low-income  dwellings,  thereby  reducing  resi- 
dential fuel  use.  At  the  time  of  study,  the  main  sources  of  federal  funds 
were  the  Department  of  Energy's  (DOE's)  low-income  weatheriza- 
tion program  and  the  Department  of  Health  and  Human  Services' 
Low-Income  Home  Energy  Assistance  Program.  GAO  estimated 
that  if  the  same  policies,  procedures,  and  funding  were  continued, 
most  of  the  17  selected  states  would  not  complete  until  the  21st 
century  weatherization  of  all  dwellings  that  were  eligible  as  of  1985. 
Factors  such  as  potential  increases  in  the  number  of  eligible  dwellings 
make  this  goal  difficult  to  achieve.  GAO  believes  that  the  program's 
cost-effectiveness  and  ability  to  weatherize  more  low-income  dwell- 
ings could  be  improved  if  spending  per  unit  were  limited  to  those 
measures  most  cost-effective  in  terms  of  energy  savings  per  dollar 
cost  of  weatherization.  DOE  could  increase  program  cost-effective- 
ness and  weatherize  more  dwellings  by  requiring  that  weatherization 
measure  expenditures  be  limited  to  those  payable  through  potential 
energy  savings  within  a  specified  number  of  years. 
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ABSTRACT:  GAO  reviewed  quality-control  systems  used  by  the  Aid 
to  Families  with  Dependent  Children  (AFDC),  Medicaid,  and  Food 
Stamp  programs.  Of  the  many  issues  than  can  affect  both  the  design 
and  effectiveness  of  these  quality-control  systems,  GAO  identified 
eight  that  have  generated  a  significant  degree  of  controversy:  (1) 
whether  the  two-purpose  quality-control  systems  in  use  at  the  time 
of  the  study  are  appropriate;  (2)  the  number  of  sample  cases  that 
should  be  selected;  (3)  who  should  select  and  review  the  samples;  (4) 
whether  "technical"  errors  should  be  counted  for  disallowance  pur- 
poses; (5)  the  statistical  value  and  level  of  precision  at  which  a  state's 
payment  error  rate  should  be  set;  (6)  what  the  disallowance  threshold 
should  be;  (7)  how  disallowances  should  be  calculated  and  levied;  and 
(8)  the  financial  incentives  that  the  federal  government  might  provide 
to  better  curtail  underpayments  and  improper  denials  and  termina- 
tions. These  issues  are  discussed  in  the  report,  along  with  the  possible 
advantages  and  disadvantages  of  each  alternative.  (Final  report  60 
pages.) 
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ABSTRACT:  The  Omnibus  Budget  Reconciliation  Act  of  1981  con- 
solidated eight  categorical  programs  into  the  Maternal  and  Child 
Health  Services  Block  Grant  and  shifted  primary  administrative  re- 
sponsibility to  the  states.  States  continued  to  support  activities  similar 
to  those  funded  under  the  prior  categorical  programs  although  some 
changes  were  made  to  program  priorities  and  services  offered.  States 
tended  to  assign  higher  priority  and  make  fewer  program  changes  in 
areas  where  they  had  considerable  previous  involvement.  The  availa- 
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bility  of  prior  categorical  grant  funds  in  1982  mitigated  the  impact  of 
reduced  Maternal  and  Child  Health  Block  Grant  funding  and  enabled 
states  to  reserve  block  grant  funds  for  the  next  year.  As  categorical 
funds  diminished,  however,  state  and  other  sources  of  funds  began 
shouldering  a  greater  share  of  program  costs.  In  1983  the  emergency 
jobs  bill  legislation  substantially  increased  the  Maternal  and  Child 
Health  appropriation.  State  health  agencies  carried  out  block  grant 
responsibilities  and  management  improvements  were  reported  in 
some  states.  Various  methods  were  used  to  obtain  public  input,  and 
the  involvement  of  state  elected  officials  and  interest  groups  in- 
creased. Most  state  officials  rated  the  block  grant  more  flexible  and 
desirable,  while  approximately  half  the  interest  groups  responding 
preferred  the  categorical  approach. 
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ABSTRACT:  GAO  examined  alternative  measures  of  homeownership 
costs,  the  largest  component  of  the  consumer  price  index.  The  meth- 
od employed  in  1981  measured  changes  in  the  cost  of  purchasing, 
financing,  and  maintaining  houses.  Alternatives  that  measure  changes 
in  the  monthly  cost  of  consuming  the  services  these  houses  provide 
(e.g.,  interest,  taxes,  insurance,  maintenance)  more  accurately  meas- 
ure average  changes  in  housing  costs  for  all  homeowners.  GAO 
recommends  that  the  (1)  Bureau  of  Labor  Statistics  substitute  a  meas- 
ure of  the  cost  of  consuming  housing  services  for  the  existing  ho- 
meownership component  of  the  consumer  price  index,  and  (2) 
Congress  provide  the  funds  necessary  for  this  modification.  (Final 
report  76  pages.) 
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ABSTRACT:  During  the  1970s  attention  was  focused  on  the  poor 
quality  of  care  provided  in  state  institutions  for  the  mentally  retarded. 
As  states  acted  to  reduce  overcrowding  and  improve  the  quality  of 
care  in  such  institutions,  the  retarded  were  increasingly  admitted  to 
nursing  homes.  Little  attention  has  been  focused,  however,  on  the 
quality  of  care  provided  to  the  approximately  140,000  retarded  nurs- 
ing-home residents  supported  by  Medicaid.  GAO  reviewed  Medicaid 
services  provided  to  the  mentally  retarded  in  15  nursing  homes  in 
selected  states.  It  found  that,  in  several  of  the  states  examined,  mental- 
ly retarded  residents  generally  had  not  had  their  active  treatment 
needs  identified  and  met.  This  occurred  because  nursing  homes  were 
not  part  of  the  service  delivery  network  for  the  retarded,  nursing 
homes  did  not  prepare  written  plans  of  care  to  assess  the  active 
treatment  needs  of  their  retarded  residents  and  develop  programs  to 
meet  those  needs,  and  state  inspectors  were  not  determining  whether 
retarded  residents  were  receiving  needed  active  treatment  services. 
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ABSTRACT:  This  report  discusses  efforts  by  the  Health  Care  Financ- 
ing Administration  (HCFA)  to  evaluate  the  cost-effectiveness  of  the 
Medicaid  home  and  community-based  services  program  using  cost 
reports  submitted  by  states,  and  to  develop  viable  alternatives  to 
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nursing-home  care  (i.e.,  waivers  such  as  help  with  cooking, 
housekeeping,  or  personal  care  needs).  For  the  study,  GAO  reviewed 
reports  from  the  states  to  see  if  accurate,  complete,  and  useful  infor- 
mation was  being  collected.  GAO  found  that  information  collected 
has  been  neither  accurately  nor  consistently  reported  and  conse- 
quently is  not  useful  for  evaluating  the  operating  experience  of  most 
waiver  programs.  To  remedy  these  shortcomings,  HCFA  recently 
revised  its  reporting  requirements  and  instructions.  To  effectively 
evaluate  the  program's  cost-effectiveness  HHS  must  also  find  ways 
to  determine  the  number  of  alternative-care  recipients  who  use  waiv- 
er serv  ices  instead  of  nursing  homes  and  the  number  of  recipients 
who  use  waiver  services  to  augment  their  care  in  the  community. 
(Final  report  20  pages.) 
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ABSTRACT:  GAO  investigated  the  effectiveness  of  state  Medicaid 
agencies'  postpayment  utilization  review  programs  that  identify  and 
prevent  abuse  of  Medicaid  services.  Specifically,  GAO  reviewed 
programs  in  California,  Louisiana,  Minnesota,  Ohio,  Texas,  and  Wis- 
consin that  control  recipient  abuse  and  programs  in  California,  Il- 
linois, Massachusetts,  and  Texas  that  control  provider  abuse.  The 
study  revealed  that  (1)  HHS  had  not  taken  effective  action  to 
strengthen  management  controls;  (2)  states  had  problems  in  identify- 
ing potential  abusers;  (3)  review  requirements  established  by  the 
Health  Care  Financing  Administration  were  not  adequate;  and  (4) 
few  abusers  have  action  taken  against  them.  (Final  report  79  pages.) 
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ABSTRACT:  This  briefing  report  provides  information  on  the  causes 
of  interstate  variations  in  Medicaid  spending  and  the  growth  in  ove- 
rall spending.  Using  published  and  unpublished  information,  GAO 
identified  trends  and  wide  variations  among  states  in  Medicaid  spend- 
ing and  compared  (1)  eligibility  criteria  used;  (2)  the  scope  of  services 
offered;  and  (3)  reimbursement  to  providers;  furthermore,  GAO 
compared  Medicaid  spending  in  New  York  with  national  averages. 
Finally,  GAO  reviewed  and  summarized  studies  analyzing  the  under- 
lying causes  of  the  variations  identified.  (Final  report  41  pages.) 
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ABSTRACT:  The  Arizona  Health  Care  Cost-Containment  System  is  an 
experimental  program  to  limit  Medicaid  costs.  Under  this  program, 
the  state  contracts  with  prepaid  health  plans  to  provide  comprehen- 
sive medical  care  for  a  set  monthly  fee  per  patient.  GAO  reviewed 
the  program's  first  three  years  of  operation  (October  1982  through 
September  1985)  and  found  that  Arizona  had  experienced  numerous 
start-up  problems  that  prevented  an  assessment  of  the  effectiveness  of 
the  program's  cost-containment  features.  The  report  discusses  in  de- 
tail the  problems  Arizona  faced  with  price  competition,  data  collec- 
tion, and  assessing  and  monitoring  the  program's  financial 
performance.  GAO  makes  numerous  recommendations  to  other 
states  that  may  initiate  similar  prepaid  health  programs.  See  also  PIC 
ID  No.  2713.  (Final  repon  81  pages.) 
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ABSTRACT:  Certified  state  Medicaid  fraud  control  units  were  studied 
to  determine  their  expenditures,  including  the  federal  and  state  gov- 
ernments' share  of  the  expenses,  for  FY  1984  and  FY  1985;  their 
results,  including  the  number  of  convictions  obtained,  fines  imposed, 
restitution  ordered,  and  overpayments  identified  for  calendar  years 
1984  and  1985,  and  their  deterrent  effect;  and  changes  that  could 
strengthen  their  fraud  control  efforts.  Fieldwork  was  performed  be- 
tween August  1985  and  September  1986.  Data  were  obtained  from 
officials  interviewed  in  the  Office  of  Inspector  General,  the  fraud 
units,  and  the  National  Association  of  Medicaid  Fraud  Control  Units. 
Statistics  and  explanations  are  presented  by  state  in  10  appendices. 
(Final  report  43  pages.) 
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ABSTRACT:  Nursing  home  care  is  the  most  expensive  component  of 
Medicaid:  the  majority  of  the  nation's  elderly  who  are  in  nursing 
homes  rely  on  this  federal  and  state  program  to  pay  for  their  care. 
GAO  found,  however,  that  the  availability  of  nursing  home  services 
varies  widely  from  state  to  state.  Some  elderly  are  unable  to  gain 
access  to  nursing  homes,  and  others  appear  to  use  them  unnecessarily. 
GAO  found  two  conflicting  trends  in  the  national  data  on  nursing 
homes.  The  first  involves  a  growing  need  for  services:  the  elderly 
who  now  reside  in  nursing  homes  are  becoming  increasingly  disabled 
and  dependent  while  the  number  who  may  need  to  enter  them  in  the 
next  decade  is  likely  to  increase.  The  second  is  that  most  states  are 
trying  to  keep  their  Medicaid  costs  down  by  limiting  reimbursement 
or  the  supply  of  beds  or  both.  Recent  policy  changes  may  sharpen  this 
conflict.  The  new  federal  Medicare  hospital  reimbursement  system 
may  unintentionally  increase  the  problems  of  Medicaid  patients  wait- 
ing in  hospitals  for  nursing  home  beds.  Federal  and  state  cost-contain- 
ment efforts  may  diminish  the  quality  of  nursing  home  care. 
Moreover,  there  are  gaps  in  basic  data  on  program  differences  across 
the  states,  the  use  of  and  need  for  services  nationally,  and  the  actual 
number  of  hospitalized  patients  awaiting  nursing  home  beds.  These 
gaps  undermine  efforts  to  predict  the  effects  of  policy  changes  on 
Medicaid  expenditures  and  on  the  provision  of  nursing  home  care  to 
the  nation's  elderly. 
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ABSTRACT:  This  report  reviews  the  regulations  and  guidelines  appli- 
cable to  state  Medicaid  contracts  with  health  insuring  organizations 
(HIOs).  An  HIO  is  an  entity  that  (1)  pays  for  medical  services  provid- 
ed to  recipients  in  exchange  for  a  premium  or  subscription  charge 
paid  by  the  state  Medicaid  agency;  and  (2)  assumes  an  underwriting 
risk.  The  review  shows  that  HHS  has  not  published  regulations  other 
than  42  C.F.R.  434.14  specifically  governing  contracts  with  HIOs. 
Furthermore,  because  HIOs  do  not  directly  provide  Medicaid  ser- 
vices, detailed  regulations  governing  other  risk-based  contracts  do 
not  apply  to  contracts  with  HIOs.  (Final  report  5  pages.) 
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ABSTRACT:  This  report  describes  the  structure  and  operation  of 
FDA's  postmarketing  surveillance  system  for  medical  devices  and 
suggests  ways  to  improve  these  activities.  It  examines  reporting  pat- 
terns for  adverse  events  associated  with  medical  devices  and  actions 
taken  in  response  to  those  events  prior  to  the  implementation  of  the 
mandatory  medical-device  reporting  rule  in  December  1984.  The 
findings  suggest  the  need  for  a  much  more  concerted  effort  by  the 
federal  government  to  obtain  valid  and  sufficient  postmarketing  in- 
formation. The  report  provides  baseline  data  for  the  evaluation  of  the 
effect  of  the  mandatory  medical-device  reporting  requirements.  (Fi- 
nal report  129  pages.) 
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ABSTRACT:  GAO  undertook  a  major  effort  to  review  the  medical 
malpractice  situation  in  the  United  States.  This  report,  the  fifth  and 
last  in  a  series  on  the  rising  cost  of  medical  malpractice  insurance, 
presents  GAO's  conclusions,  recommendations,  and  suggestions 


based  on  the  research  and  findings  presented  in  the  previous  four 
reports.  Overall,  GAO's  analysis  is  that  medical  malpractice  insur- 
ance costs  could  be  reduced  by  (1)  reducing  the  incidence  of  medical 
malpractice  by  assuring  that  physicians  are  held  accountable  by  their 
peers  and  others  for  the  manner  in  which  they  practice  medicine;  (2) 
improving  efficiency,  predictability,  and  equity  in  the  way  medical 
malpractice  claims  are  resolved  (by  determining  appropriate  changes 
in  state  tort  laws  or  developing  viable  alternatives  to  the  tort  system); 
(3)  determining  the  extent  to  which  regulatory  agencies  have  and  use 
information  to  make  decisions  about  rates  and  solvency;  and  (4)  better 
educating  patients  as  to  what  their  expectations  should  be  of  the 
health  care  system.  See  also  PIC  ID  Nos.  2718-2718.3.  (Final  report 
36  pages.) 
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ABSTRACT:  GAO  has  undertaken  a  major  effort  to  review  the  medi- 
cal malpractice  situation  in  the  United  States.  This  report,  the  fourth 
in  a  series  on  medical  malpractice,  contains  information  on  the  cha- 
racteristics of  a  sample  of  malpractice  claims  closed  during  1984, 
including  number  of  claims  closed,  number  of  health  care  providers 
involved,  allegations  of  negligence  leading  to  the  claims,  amount  of 
money  paid  to  individuals  who  filed  claims,  and  insurers'  costs  to 
investigate  and  defend  the  claims.  These  data  were  the  first  national 
data  collected  since  1978  on  medical  malpractice  claims.  See  also  PIC 
ID  Nos.  2718-2718.2  and  2718.4.  (Final  report  89  pages.) 
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ABSTRACT:  GAO  undertook  a  major  effort  to  review  the  medical 
malpractice  situation  in  the  United  States.  This  report,  the  second  in 
a  series  on  medical  malpractice,  details  the  cost  of  malpractice  insur- 
ance for  physicians  and  hospitals.  GAO  reports  that  ( 1 )  between  1983 
and  1985,  physicians'  malpractice  insurance  costs  increased  100%, 
and  hospitals'  costs  increased  57%;  (2)  physicians'  costs  vary  widely 
by  specialty  and  location;  (3)  malpractice  insurance  premium  costs 
rank  fourth  (at  9%)  on  a  list  of  five  major  expense  items,  which 
includes  nonphysician  payroll,  office  expenses,  medical  supplies,  and 
medical  equipment;  (4)  between  1983  and  1985,  the  average  hospital 
malpractice  insurance  cost  per  inpatient  day  increased  85%;  and  (5) 
hospital  malpractice  insurance  costs  vary  by  size  and  region.  See  also 
PIC  ID  Nos.  2718  and  2718.2-2718.4.  (Final  report  102  pages.) 
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ABSTRACT:  Based  on  GAO's  review  of  the  medical  malpractice  situa- 
tion in  the  United  States,  this  report  presents  information  on  the 
views  of  health  care  providers,  consumers,  and  attorneys  on  the  need 
for  federal  involvement  and  alternative  approaches  for  resolving 
claims.  GAO  found  that  (1)  there  was  a  wide  diversity  of  views 
concerning  medical  malpractice  problems  and  the  proper  role  of  state 
and  federal  government;  (2)  few  state  tort  reforms  were  perceived  as 
having  a  major  effect  on  claims  or  awards;  and  (3)  alternative  solu- 
tions lacked  broad  support  and  proof  of  effectiveness.  See  also  PIC 
ID  Nos.  2718.1-2718.4.  (Final  report  160  pages.) 
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ABSTRACT:  GAO  undertook  a  major  effort  to  review  the  medical 
malpractice  situation  in  the  United  States.  This  report,  the  third  in  a 
series  on  medical  malpractice,  addresses  whether  actions  taken  by 
states  since  the  mid-1970s  to  address  medical  malpractice  insurance 
problems  reduce  insurance  costs,  the  number  of  claims  filed,  and  the 
average  amount  paid  per  claim.  GAO  contacted  organizations  repre- 
senting physicians,  hospitals,  insurers,  and  lawyers  in  six  selected 
states  (Arkansas,  California,  Florida,  Indiana,  New  York,  and  North 
Carolina)  and  obtained  their  views  on  perceived  malpractice  insur- 
ance problems.  GAO  also  surveyed  nonfederal  hospitals  in  each  state 
about  the  sources,  coverage  limits,  and  costs  of  their  malpractice 
insurance.  GAO  requested  lending  insurers  in  each  state  to  provide 
data  for  physicians  and  hospitals  regarding  the  cost  of  malpractice 
insurance,  the  frequency  of  claims,  the  average  amount  paid  per 
claim,  and  the  cost  to  investigate  and  defend  against  malpractice 
claims.  The  findings  were  that  since  1980  (1)  the  cost  of  insurance 
increased  in  all  six  states;  (2)  the  frequency  of  claims  increased  in  most 
of  those  states;  (3)  the  average  paid  claim  increased  in  most  of  those 
states;  (4)  the  insurers'  costs  to  investigate  and  defend  all  claims 
increased  in  all  six  states;  and  (5)  state  situations  vary,  but  all  six  states 
expected  malpractice  problems  to  continue.  See  also  PIC  ID  Nos. 
2718,  2718.1,  2718.3,  and  2718.4.  (Final  report  40  pages  plus  supple- 
ments.) 
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ABSTRACT:  This  report  addresses  the  National  Institutes  of  Health's 
(NIH's)  implementation  of  and  compliance  with  the  first  part  of 
Section  487(d)(3)  of  the  Public  Health  Service  (PHS)  Act.  This  part 
requires  that  .5%  of  money  appropriated  for  National  Research  Ser- 
vice Awards  (NRSAs)  in  each  of  FY  1986,  FY  1987,  and  FY  1988 
be  made  available  for  primary  medical  care  research.  GAO  answers 
a  series  of  questions  concerning  (1)  whether  NIH  or  the  Health 
Resources  and  Services  Administration  (HRSA)  is  responsible  for 
administering  this  provision;  (2)  the  definition  of  primary  medical 
care;  (3)  whether  NIH  is  required  to  award  NRSAs  for  work  in 
family  medicine;  (4)  whether  NIH  grants  meet  Section  487(d)(3) 
requirements;  and  (5)  necessary  legislative  or  administrative  steps  to 
assure  compliance  with  the  provision.  (Final  report  31  pages.) 
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ABSTRACT:  This  report  presents  alternative  methods  for  paying  hos- 
pital capital  costs  that  would  lessen  the  immediate  effects  of  a  pros- 
pective capital  payment  system  on  hospitals.  Medicare  had  developed 
a  prospective  payment  system  (PPS)  for  paying  hospitals  a  predeter- 
mined fixed  amount  for  specific  in-patient  services.  The  prospective 
payments,  though,  did  not  include  capital-related  costs,  such  as  de- 
preciation and  interest,  which  were  paid  on  a  reasonable-cost  basis. 
In  its  March  1986  report,  HHS  recommended  that  all  capital  costs  be 
included  in  the  PPS  over  a  four-year  transition  period.  Other  propos- 


als put  forth  by  hospital  industry  groups  and  health  analysts  would 
eventually  result  in  adding  a  fixed  percentage  to  the  prospective 
payments  for  operating  costs.  There  was  considerable  uncertainty 
about  the  possible  adverse  effects  that  any  of  the  proposals  could 
have  on  hospitals'  ability  to  raise  funds  for  needed  capital  improve- 
ments. Medicare's  current  method  of  reimbursing  hospitals'  actual 
capital  costs  provides  several  incentives  that  can  result  in  increased 
costs  to  the  program  such  as  substitute  capital  for  labor,  borrow  to 
acquire  assets  rather  than  use  equity  sources,  acquire  new  equipment 
even  though  it  may  be  only  marginally  needed,  and  refinance  debt. 
Prospective  payment  of  capital  costs  would  reduce  or  eliminate  the 
incentives  under  cost  reimbursement  that  tend  to  increase  costs  to  the 
Medicare  program.  (Final  report  73  pages.) 
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ABSTRACT:  From  February  through  July  of  1986  the  Health  Care 
Financing  Administration  (HCFA)  evaluated  the  performance  of  the 
Peer  Review  Organizations  (PROs)  that  had  been  contracted  to  re- 
view the  necessity,  appropriateness,  and  quality  of  inpatient  hospital 
services  received  by  Medicare  beneficiaries.  HCFA  used  the  evalua- 
tions to  decide  that  approximately  half  of  the  PRO  contracts  should 
not  be  renewed  noncompetitively.  This  high  nonrenewal  rate,  which 
indicated  problems  either  with  some  PROs  or  with  HCFA's  manage- 
ment of  the  program,  led  to  this  GAO  assessment  of  (1)  HCFA's  PRO 
evaluation  methodology;  (2)  the  adequacy  of  HCFA's  routine  moni- 
toring of  the  PROs  for  identifying  performance  problems;  and  (3) 
HCFA's  process  for  deciding  the  funding  level  for  new  contracts. 
GAO  found  that  (1)  HCFA's  internal  controls  over  the  evaluations 
were  inadequate;  (2)  HCFA's  monitoring  of  the  PROs'  performance 
was  inadequate;  and  (3)  HCFA's  method  for  estimating  the  cost  of 
individual  PRO  contracts  for  1986-1988  contained  so  many  uncer- 
tainties that  GAO  could  not  determine  whether  the  estimates  were 
reasonable  ones  of  the  PROs'  costs  in  fulfilling  the  contracts.  (Final 
report  52  pages.) 
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ABSTRACT:  Initially,  GAO  evaluated  six  legislative  proposals  to  pro- 
tect Medicare  enroUees  from  financial  hardship  resulting  from  catas- 
trophic illness.  This  second  part  of  the  study  focused  on  H.R.2470  and 
S.1127  and  (1)  how  these  bills  compare  with  each  other  regarding 
benefits  for  enrollees,  costs  to  enrollees,  and  financing  mechanisms; 
(2)  the  important  issues  in  developing  a  federal  insurance  program  for 
catastrophic  illness  for  the  elderly,  including  long-term  care,  pre- 
scription drugs,  out-of-pocket  costs,  and  the  definition  of  catastrophic 
expenses;  and  (3)  a  review  of  five  state  insurance  programs  for  catas- 
trophic illness,  three  of  which  were  no  longer  in  existence  at  the  time 
of  this  study.  A  15-page  bibliography  is  included.  See  also  PIC  ID 
No. 2943.  (Final  report  62  pages.) 
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ABSTRACT:  This  report  reviews  a  proposed  revision  to  the  End  Stage 
Renal  Disease  (ESRD)  facility  composite  rates  and  public  comments 


on  that  proposal  to  identify  and  evaluate  the  main  issues  raised.  In 
May  1983  the  Health  Care  Financing  Administration  (HCFA),  which 
administers  Medicare,  published  regulations  that  established  a  new 
prospective  payment  method  for  facility  maintenance  dialysis.  Public 
comments  on  the  proposal  primarily  focused  on  the  following  issues: 

(1)  the  age  of  the  data  used  by  HCFA  to  compute  the  proposed  rates; 

(2)  the  use  of  audited  costs  data,  which  removed  approximately  17% 
of  the  costs  reported  by  independent  ESRD  facilities;  (3)  a  change  in 
the  method  of  weighing  cost  data  from  a  per-facility  basis  to  a  num- 
ber-of-treatments-provided  basis;  and  (4)  the  source  of  the  data  used 
to  establish  costs  for  patients  who  dialyze  at  home.  GAO  concluded 
that  the  most  recent  audited  data  available  had  been  used  to  develop 
the  proposed  rates,  and  that  the  data  had  been  used  appropriately. 
Almost  all  the  public  comments  reviewed  opposed  the  proposed 
revision  to  the  composite  rates.  In  general,  they  favored  freezing  1985 
rates  and  studying  the  effects  of  the  composite  rate  method  on  access 
to  and  quality  of  care.  One  exception  was  the  American  Hospital 
Association,  which  generally  supported  the  proposed  revision,  but 
opposed  using  additional  methodological  factors  to  modify  the 
proposal.  (Final  report  12  pages.) 
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ABSTRACT:  This  briefing  provides  information  on  catastrophic  health 
expenses  and  their  effect  on  American  elderly,  comparing  14  legisla- 
tive proposals  to  provide  catastrophic  coverage  to  Medicare  benefici- 
aries. The  catastrophic  health  insurance  bills  that  GAO  reviewed 
either  place  an  upper  limit  on  beneficiary  liability  for  Medicare  de- 
ductibles and  coinsurance  or  attempt  to  provide  protection  against 
some  of  the  costs  of  services  not  covered  by  Medicare,  such  as 
long-term  care  and  prescription  drugs.  Most  of  the  proposals  would 
essentially  apply  catastrophic  dollar  limits  only  to  physician  services 
and  hospital  care,  which  account  for  approximately  27%  of  the  out- 
of-pocket  costs  incurred  by  the  elderly.  Most  of  the  proposals, 
however,  would  leave  the  elderly  at  risk  of  high  out-of-pocket  costs. 
At  the  time  this  report  was  being  prepared,  two  proposals  had  been 
approved  by  the  House  and  Senate  committees,  both  of  which  had 
financing  mechanisms  that  relate  the  amount  beneficiaries  pay  for 
catastrophic  coverage  to  their  incomes.  With  any  of  these  proposals, 
significant  gaps  in  coverage  remain.  See  also  PIC  ID  No.  2943.1. 
(Final  report  38  pages.) 
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ABSTRACT:  Teaching  hospitals  represent  28%  of  the  hospitals  that 
participate  in  the  Medicare  program.  They  operate  post-graduate 
programs  for  resident  physicians.  The  teaching  physicians  who  in- 
struct residents  perform  various  functions  including  classroom  in- 
struction, making  rounds  with  their  students,  examining  patients,  and 
discussing  courses  of  treatment.  Medicare  pays  for  the  medical  educa- 
tion activities  of  these  teaching  physicians  and  the  salaries  of  residents 
on  a  cost  basis.  Teaching  physicians  also  treat  or  supervise  the  treat- 
ment of  Medicare  beneficiaries  in  the  hospital.  Medicare  pays  for 
these  services  on  a  reasonable-charge  (fee-for-service)  basis.  This 
dual  method  of  paying  teaching  physicians  has  concerned  the  Con- 
gress because  of  the  danger  that  Medicare  will  pay  twice  for  the  same 
service:  once  as  a  reimbursed  cost  and  again  as  a  fee-for-service 
billing.  Consequently,  Medicare  requires  teaching  physicians  and  the 
hospitals  where  they  practice  to  meet  certain  requirements  designed 
to  make  double  payment  less  likely.  The  Deficit  Reduction  Act  of 
1984  (Public  Law  98-369,  July  1984)  required  GAO  to  conduct  a 
review  to  determine  whether  these  requirements  were  being  met. 
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ABSTRACT:  This  report  evaluates  the  Health  Care  Financing  Ad- 
ministration (HCFA)  management  of  Medicare  claims  processing 
under  noncompetitive  cost-reimbursement  contracts  and  under  eight 
competitively  bid  fixed-price  contracts.  The  report  recommends 
changes  to  improve  the  administration  of  the  Medicare  program.  The 
General  Accounting  Office  (GAO)  recommends  that  a  Medicare 
contractor  budget  development  process  that  places  more  emphasis  on 
individual  contractor  circumstances  be  used.  This  process  would 
determine  more  realistically  the  funds  needed  to  support  program 
safeguards  and  an  adequate  level  of  beneficiary  and  provider  service 
activities.  It  was  recommended  that  existing  legislative  authorities  be 
utilized  to  remove  consistently  poor  performing  contractors  from  the 
Medicare  program.  (Final  report  100  pages.) 
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ABSTRACT:  This  report  summarizes  GAO's  findings  on  systems  for 
measuring  and  monitoring  the  quality  of  care  provided  to  Medicare 
beneficiaries.  GAO  reviewed  the  Health  Care  Financing  Administra- 
tion's (HCFA's)  medical  review  systems,  examined  available  data  and 
quality  assessment  methods,  and  determined  what  short-term  action 
could  be  taken  to  provide  better  information  on  Medicare  quality  of 
care.  GAO  also  reviewed  quality  assurance  research  and  evaluation 
activities  within  HHS  and  assessed  the  need  for  long-term  changes. 
GAO  concluded  that  (1)  the  effectiveness  of  review  methods  has  not 
been  evaluated;  (2)  the  quality-related  review  activities  are  poorly 
coordinated;  (3)  the  quality  of  care  data  are  of  questionable  accuracy; 
and  (4)  HHS's  strategy  for  research  and  development  on  quality 
assurance  is  inadequate.  (Final  report  176  pages.) 
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ABSTRACT:  This  report  assesses  results  of  a  national  demonstration 
of  risk-based  HMOs  by  focusing  on  four  south  Florida  HMOs  and 
examining  HHS  mechanisms  for  monitoring  HMO  activities;  federal 
standards  for  HMO  financial  solvency  and  enrollment;  HMO  market- 
ing practices,  costs,  and  grievance  procedures;  and  Medicare  savings 
from  capitation.  GAO  found  that  in  network-type  HMOs,  the 
beneficiary  protections  concerning  HMO  financial  solvency  and  en- 
rollment were  substantially  limited.  Such  HMOs  delivered  many  ser- 
vices through  subcontractors.  Although  these  subcontractors 
assumed  most  of  the  HMO's  financial  risk,  the  legislative  safeguards 
did  not  apply  to  them  and  they  received  little  federal  or  state  over- 
sight. Medicare's  payments  to  HMOs  were  probably  loo  high  because 
the  program  did  not  adjust  rates  for  enrollees'  health  status.  Also, 
none  of  the  four  Florida  HMOs  fully  complied  with  federal  require- 
ments to  inform  Medicare  enrollees  of  their  rights  to  grieve  and 
appeal  denied  claims  or  services. 
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ABSTRACT:  The  Deficit  Reduction  Act  of  1984  established  a  fee 
schedule  payment  system  for  Medicare-covered  clinical  diagnostic 
laboratory  services  furnished  by  physicians,  independent  laborato- 
ries, and  hospitals  on  an  outpatient  basis.  The  system's  principal  goals 
were  to  save  the  Medicare  program  and  its  beneficiaries  money  and 
to  standardize  payments  for  similar  services.  Initial  fee  schedules 
were  to  be  implemented  on  a  geographic  basis  beginning  July  1,  1984, 
and  on  a  national  basis  beginning  January  1,  1990.  The  Act  required 
GAO  to  review  the  appropriateness  and  impact  of  Medicare's  fee 
schedule  payment  system.  GAO  found  that  the  fee  schedules  saved 
beneficiaries  substantial  amounts  of  money,  increased  Medicare  costs, 
did  not  affect  beneficiary  access  to  laboratory  services,  and  had  no 
material  effect  on  quality.  Based  on  the  findings,  GAO  recommends 
that  a  national  fee  schedule  based  on  prevailing  charges  not  be  imple- 
mented because  total  Medicare  program  payments  will  increase.  (Fi- 
nal report  66  pages.) 
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ABSTRACT:  Legislation  that  became  effective  January  1,  1987, 
amended  Medicare  law  to  require  certain  employer-sponsored  group 
health  insurers  that  cover  disabled  Medicare  beneficiaries  to  pay  the 
medical  claims  of  these  beneficiaries  ahead  of  Medicare.  The  Health 
Care  Financing  Administration  (HCFA),  which  administers  the 
Medicare  program,  interprets  the  law  as  applying  to  government- 
sponsored  health  plans.  Administrators  of  federal,  state,  and  local 
government-sponsored  plans  assert  that  it  does  not.  Until  this  issue  is 
resolved  there  is  the  danger  that  disabled  beneficiaries  with  health 
coverage  under  both  Medicare  and  a  government-sponsored  plan 
will  find  themselves  in  situations  in  which  neither  Medicare  nor  the 
plan  will  pay  for  services.  GAO  believes  that  Congress  should  amend 
the  law  so  that  there  can  be  no  doubt  it  applies  to  government- 
sponsored  health  plans.  This  would  eliminate  the  potential  for  delays 
in  paying  beneficiary  claims  and  would  make  the  law  consistent  with 
similar  provisions  for  other  Medicare  beneficiares  who  are  covered 
by  government-sponsored  health  plans.  (Final  report  7  pages.) 
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ABSTRACT:  The  Social  Security  Act  requires  that  employer-spon- 
sored group  health  insurance  and  accident  insurance  covering  Medi- 
care beneficiaries  pay  medical  claims  ahead  of  Medicare.  This  report 
assesses  HHS's  implementation  of  these  amendments.  The  report 
makes  several  recommendations  to  increase  Medicare's  savings  from 
billing  other  insurers  without  adversely  affecting  Medicare  benefici- 
aries' services  or  increasing  their  costs.  It  also  offers  legislative  op- 
tions to  better  ensure  that  employer-sponsored  group  health 
insurance  pays  claims  for  covered  Medicare  beneficiaries  ahead  of 
Medicare.  In  1985,  GAO  estimates.  Medicare  paid  at  least  $527  mil- 
lion in  hospital  costs  that  should  have  been  covered  by  other  insurers. 
GAO  identified  three  problems  that  appear  to  be  the  main  hindrances 
to  a  more  effective  system  for  identifying  and  billing  primary  insur- 
ers: (1)  hospitals  often  do  not  identify  or  bill  primary  insurers  as 
required,  and  intermediaries  have  little  incentive  to  require  hospitals 
to  improve  their  performance;  (2)  some  employers  were  enrolling 
Medicare  beneficiaries  inappropriately  in  group  insurance  that  treats 
Medicare  as  the  primary  payer;  and  (3)  weaknesses  exist  in  Medicare 
procedures  for  identifying  accident  insurers  responsible  for  costs  paid 
by  Medicare.  (Final  report  89  pages.) 
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ABSTRACT:  This  report  on  the  Medicare  home  health  program  cov- 
ers three  broad  topics:  (1)  the  effectiveness  of  program  controls;  (2) 
the  characteristics  of  home  health  users;  and  (3)  the  extent  of  unmet 
home  care  needs  reported  by  a  sample  of  chronically  ill  elderly. 
Results  from  the  study  show  that  audit  findings  are  not  promptly 
resolved  and  that  the  appropriateness  of  payment  decisions  is  not 
reviewed.  Further  analysis  is  needed  to  determine  why  Medicare 
beneficiaries  were  unable  to  obtain  all  the  help  they  needed  and  the 
types  of  home  help  health  users  who  are  most  likely  to  have  unmet 
needs  or  to  receive  noncovered  services.  (Final  report  66  pages.) 
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ABSTRACT:  Intensive  care  units  (ICUs)  have  grown  rapidly.  In  1982 
Medicare  paid  $5  billion  to  $6  billion  for  ICU  services.  In  this  study, 
GAO  found  that  23%  of  Medicare  patients  admitted  to  ICUs  was  at 
low  risk  of  needing  ICU  treatment,  in  response  to  prospective  pay- 
ments, and  that  hospitals  were  reducing  their  ICU  use.  Thus,  unless 
the  Health  Care  Financing  Administration  adjusts  the  basis  on  which 
it  computes  prospective  rates,  hospitals  will  continue  to  be  reim- 
bursed at  rates  that  reflect  higher  ICU  utilization  patterns  of  the  past. 
GAO  recommended  using  1984  or  later  cost  data. 
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ABSTRACT:  This  briefing  provides  information  about  Medicare  pay- 
ment arrangements  for  radiologists,  anesthesiologists,  pathologists 
(RAPs),  and  the  market  structure  for  services  provided  by  these 
hospital-based  physicians.  GAO  analyzed  the  contractual  arrange- 
ments at  16  hospitals  in  Maine,  Rhode  Island,  Queens  County,  New 
York,  and  Dade  County,  Florida.  At  each  location  GAO  interviewed 
radiologists,  anesthesiologists,  and  pathologists  and  reviewed  perti- 
nent literature  to  compare  net  income  levels  of  various  physician 
specialties.  GAO  also  analyzed  Medicare  payment  tapes  for  1985, 
comparing  the  amounts  billed  and  allowing  for  RAP  services  and  the 
variances  in  payment  rates  across  the  four  geographic  areas  re- 
viewed. Findings  include  (1)  the  16  hospitals  visited  generally  had 
open  staffing  policies  that  allowed  any  physician  providing  RAP 
services  to  apply  for  medical  staff  privileges  on  the  same  basis  as  any 
other  physician,  although  special  written  and  oral  contracts  are  com- 
mon; (2)  hospitals  have  little  incentive  to  restrain  fees  when  contract- 
ing for  RAP  services;  (3)  RAPs  are  among  the  physicians  with  the 
highest  net  income;  (4)  Medicare  has  no  special  requirements  for 
prepayment  review  of  RAP  claims  beyond  those  normal  for  all  physi- 
cian services;  and  (5)  there  is  considerable  variation  in  Medicare 
payments  for  RAP  services  across  the  geographic  areas  studied.  (Fi- 
nal report  42  pages.) 
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ABSTRACT:  This  report  to  a  subcommittee  of  the  House  of  Represen- 
tatives deals  with  two  physician  incentive  plans  that  were  offered  by 
hospitals  and  that  came  under  investigation  for  possible  violation  of 
Medicare  law.  These  two  cases  raised  questions  about  the  adequacy 
of  the  Medicare  statute  to  deter  abuses  that  may  arise  under  the 
incentives  of  the  Medicare  prospective  payment  system  for  hospitals. 
As  a  result,  the  General  Accounting  Office  reviewed  operational  and 
proposed  plans  under  which  hospitals  made  incentive  payments  to 
physicians  for  keeping  down  the  cost  of  treating  patients  and  con- 
cluded that  such  plans  can  provide  physicians  too  strong  an  incentive 
to  undertreat  patients.  Features  of  physician  incentive  plans  that 
could  compromise  the  quality  of  care  provided  to  Medicare  benefici- 
aries are  (!)  basing  the  decision  to  pay  an  incentive  on  the  cost 
performance  of  a  single  physician,  who,  in  most  cases,  would  not 
admit  a  large  number  of  Medicare  patients  to  the  hospital;  (2)  basing 
the  decision  to  pay  an  incentive  on  the  cost  performance  of  a  physi- 
cian or  group  of  physicians  over  a  short  period  of  time;  (3)  basing  the 
amount  of  the  physician's  incentive  payment  on  a  percentage  of  the 
physician's  contribution  to  the  hospital's  savings  or  profit.  (Final 
report  25  pages.) 
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ABSTRACT:  This  report  provides  information  on  the  net  income  of 
office-based  physicians  by  specialty  and  the  percentage  of  their  gross 
earnings  that  were  derived  from  the  Medicare  program.  It  presents 
information  by  specialty  on  (1)  the  extent  to  which  such  Medicare 
income  was  generated  by  services  provided  in  physicians'  offices  or 
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in  hospital  settings;  (2)  the  extent  to  which  such  income  involved 
assigned  and  unassigned  claims;  and  (3)  the  amounts  of  physicians' 
gross  Medicare  income  in  various  increments  from  less  than  $10,000 
to  $100,000  and  above.  The  information  was  based  principally  on  a 
review  of  various  published  material  showing  physicians'  net  and 
gross  income  and  the  portions  coming  from  Medicare,  and  analysis 
of  the  claims  payment  history  tapes  from  six  Medicare  carriers.  Con- 
clusions show  that  in  spite  of  congressional  efforts  to  improve  assign- 
ment rates,  physicians  who  had  accepted  assignment  in  most  cases  in 
the  past  continued  to  do  so.  Relatively  few  physicians  who  had  not 
accepted  assignment  in  the  past  elected  to  participate.  Overall,  non- 
surgical specialties  generally  had  higher  assignment  rates  both  in  and 
out  of  the  hospitals  than  did  surgical  specialties.  (Final  report  43 
pages.) 

DESCRIPTORS:  Medicare,  Physicians,  Health  Care  Reimbursement 
Systems 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2689  PROJECT  NO:  HRD  86-90BR 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  January  '86  through  July  '86 


2678 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Medicare:  Preliminary  Strategies  for  Assessing 
Quality  of  Care 

REPORT  TITLE:  Medicare:  Preliminary  Strategies  for  Assessing 
Quality  of  Care 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Quality  Control 

ABSTRACT:  Because  Medicare  reimburses  physicians,  other  practi- 
tioners, and  suppliers  on  a  fee-for-service  basis,  and  used  to  pay  all 
facility-based  providers  on  a  cost  basis,  incentives  now  exist  to  ove- 
ruse Medicare  services.  Therefore,  GAO  examined  Medicare's  abili- 
ty to  track  what  is  happening  to  the  quality  of  care  as  changes  occur 
in  methods  of  paying  health  care  providers.  This  preliminary  report 
indicates  that  developing  effective  methods  to  measure  and  monitor 
quality  of  care  will  require  the  resolution  of  certain  technical  prob- 
lems related  to  the  availability  of  methods  and  information.  Also 
necessary  for  developing  effective  methods  is  consideration  of  the 
following  issues:  (1)  the  overall  responsibility  for  assessing  the  quality 
of  care  provided  across  different  care  settings  and  for  evaluating 
changes  in  levels  of  quality  over  time  has  not  been  assigned  to  any 
unit  within  HCFA;  (2)  there  is  no  in-place  organizational  structure 
for  developing,  coordinating,  or  disseminating  information  about 
methods  for  assessing  quality  or  about  their  findings;  and  (3)  HCFA's 
objective  of  developing  better  information  about  quality  of  care  is  in 
potential  conflict  with  its  objective  of  moving  toward  systems  of 
prepaid  health  care  that  provide  less  information  about  patients  than 
is  available  in  the  Medicare  data  system  at  the  time  of  this  study. 
Strategies  to  improve  monitoring  and  quality  assessment  are  includ- 
ed. (Final  report  54  pages.) 
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ABSTRACT:  This  report  provides  answers  to  the  following  questions 
about  prescription  drugs  as  they  relate  to  the  needs  of  the  elderly:  (1) 
To  what  extent  do  the  elderly  need  and  use  prescription  drugs  and 
what  are  the  costs  to  the  elderly?  (2)  What  prescription  drug  benefits, 
other  than  inpatient  benefits,  are  covered  under  Medicare?  (3)  To 
what  extent  does  Medicare  provide  prescription  drug  benefits?  (4) 
Which  states  have  separate  programs  to  provide  assistance  to  the 
elderly  for  prescription  drugs?  What  kind  of  assistance  do  these  pro- 
grams provide  and  who  benefits  from  them?  and  (5)  What  provisions 
are  included  in  the  House  Ways  and  Means  Committee  bill  H.R.2470 
and  the  Senate  Finance  Committee  bill  S.1127  that  pertain  to  pre- 
scription drug  benefits  and  to  what  extent  will  these  benefits  meet  the 
needs  of  the  elderly?  The  responses  are  based  in  part  on  the  results 
of  an  ongoing  GAO  study  of  catastrophic-illness  insurance  as  well  as 
derived  from  documents  that  GAO  reviewed,  but  did  not  independ- 
ently verify,  and  from  bills  H.R.2470  and  S.l  127  to  expand  Medicare 
coverage  for  catastrophic  illness.  The  report  presents  demographic 
data  about  use  and  cost;  discusses  prescription-drug  coverage  under 
Medicare,  under  Medicaid,  and  in  states  that  have  developed  pro- 
grams to  meet  this  need;  and  explains  which  benefits  these  bills  would 
provide  and  which  benefits  they  would  not  provide  for  the  elderly 
and  other  groups.  (Final  report  13  pages.) 
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PERFORMER:  General  Accounting  Office.  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  This  report  evaluates  the  diagnosis-related  group  (DRG) 
case  classification  system  as  a  means  of  grouping  patients  for  payment 
purposes.  GAO  (1)  measured  the  variations  in  the  level  of  resources 
required  to  treat  patients  within  the  DRGs;  (2)  determined  if  hospitals 
get  an  equal  mix  of  high-  and  low-cost  patients  in  DRGs  where  wide 
variation  in  resource  requirements  exists;  and  (3)  determined  if  hospi- 
tal characteristics  (e.g.,  bed  size  and  urban  or  rural  location)  are 
systematically  related  to  whether  a  hospital  receives  patients  with 
higher-  or  lower-than  average  treatment  costs  within  the  DRGs. 
GAO  found  that  wide  variations  within  DRG  resource  use  do  exist 
and  that  hospitals  do  not  receive  an  even  mix  of  cases.  Because 
hospitals  are  paid  the  same  amount  for  all  patients  under  a  given 
DRG,  hospitals  gain  or  lose  on  wide-variation  DRGs  on  the  basis  of 
case  mix  rather  than  on  the  basis  of  efficiency.  GAO  recommends 
that  the  DRG  case  classification  be  adjusted  by  creating  new  DRGs 
and/or  by  restructuring  existing  DRGs.  (Final  report  54  pages.) 

DESCRIPTORS:  Medicare  Prospective  Payment  System,  Hospitals, 
Health  Insurance  and  Financing,  Health  Care  Reimbursement  Sys- 
tems 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  3106  PROJECT  NO:  HRD  88-41 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  July  '85  through  April  '88 


2681 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Medicare:  Rehabilitation  Service  Claims  Paid 
without  Adequate  Information 

REPORT  TITLE:  Medicare:  Rehabilitation  Service  Claims  Paid 

without  Adequate  Information 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare; 

HCFA-Medicare-Contractors/Fiscal  Intermediaries 

ABSTRACT:  This  report  discusses  the  need  to  improve  the  processes 
Medicare  fiscal  intermediaries  use  to  review  claims  for  outpatient 
rehabilitation  services.  GAO  reviewed  the  outpatient  rehabilitation 
services  payment  system  to  determine:  (1)  whether,  before  paying 
claims.  Medicare's  claims-processing  contractors  had  sufficient  infor- 
mation on  which  to  base  a  determination  about  whether  the  benefici- 


ary's condition  established  eligibility  for  outpatient  rehabilitation;  and 
(2)  whether  the  services  provided  met  the  conditions  of  coverage. 
GAO  reviewed  the  internal  control  processes  of  the  contractors  and 
the  actions  taken  by  HCFA,  which  administers  Medicare,  to  improve 
such  processes.  Findings  include  (1)  rehabilitation  services  were 
provided  to  beneficiaries  whose  eligibility  was  not  adequately  docu- 
mented; (2)  improved  documentation  to  process  and  pay  claims  for 
rehabilitation  services  was  needed;  and  (3)  fiscal  intermediaries  need- 
ed better  guidelines  for  claims-processing  documentation  require- 
ments. (Final  report  35  pages.) 
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ABSTRACT:  This  report  provides  data  related  to  Medicare's  share  of 
total  hospital  inpatient  days,  discharges,  and  revenues  for  1985  by 
hospital  bed  size  and  urban  or  rural  location.  Data  are  provided  on 
4,977  prospective  payment  system  (PPS)  hospitals  nationwide;  sepa- 
rate data  are  also  provided  for  59  Arizona  hospitals.  The  data  show 
that  Medicare  represents  an  average  of  31.5%  of  hospital  revenues, 
32.3%  of  discharges,  and  42%  of  inpatient  days.  While  Medicare  is 
important  to  all  hospitals,  it  is  more  important  to  rural  hospitals, 
especially  those  with  fewer  than  50  beds,  as  a  source  of  payment.  In 
Arizona  Medicare  is  also  important  for  hospital  inpatient  use  and 
revenues,  but  it  is  slightly  moe  important  to  urban  hospitals  than  to 
rural  hospitals.  (Final  report  7  pages.) 
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ABSTRACT:  This  study  reviewed  an  HHS  proposal  to  allow  employ- 
er-based health  plans  to  provide  Medicare-covered  services  to  its 
Medicare-eligible  retirees  for  a  fixed  monthly  payment  or  capitation 
rate.  In  evaluating  HHS's  proposal  and  the  potentially  unfair  com- 
petitive advantage  that  employer-based  health  plans  might  have  over 
existing  health  maintenance  organizations  (HMOs)  with  capitation 
contracts,  GAO  focused  on  the  proposed  mechanisms  for  establish- 
ing capitation  rates  and  ensuring  that  Medicare  beneficiaries  have 
access  to  quality  health  care.  The  latter  is  of  concern,  because  the 
proposal  would  allow  HHS  to  contract  with  non-health  care  compa- 
nies as  well  as  with  established  health  care  providers.  The  report 
concludes  that,  before  HHS  is  given  legislative  authority  to  contract 
with  employer-based  health  plans,  demonstrations  are  needed  to 
show  that  the  new  capitation  rate-setting  methods  and  financial  and 
quality-of-care  safeguards  are  effective.  (Final  report  13  pages.) 
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ABSTRACT:  This  report  reviews  the  effects  of  major  legislative 
changes  since  1980  on  Medicare  and  Medicaid  program  costs  and  the 
out-of-pocket  costs  to  the  programs'  beneficiaries.  GAO  estimates 
that,  had  prior  cost  growth  trends  continued,  actual  inflation-adjust- 
ed Medicare  costs  may  have  been  approximately  $13  billion  more 
than  they  actually  were  from  1981  through  1985.  GAO  believes  that 
the  major  legislative  changes  played  an  important  role  in  this  slow- 
down in  Medicare  cost  and  growth.  The  average  inflation-adjusted 


out-of-pocket  cost  per  Medicare  enrollee  for  Medicare-covered  ser- 
vices increased  between  1980  and  1985  by  approximately  49%  for 
Part  A  services  and  approximately  31%  for  Part  B  services.  Again, 
these  increases  can  be  attributed  to  the  major  legislation  enacted 
during  the  period.  Varying  state  cost-sharing  requirements  and  nona- 
vailability of  state  data  precluded  an  analysis  of  the  change  in  Medi- 
caid recipients'  out-of-pocket  costs.  However,  26  states  have 
increased  cost-sharing  requirements  as  a  result  of  the  Tax  Equity  and 
Fiscal  Responsibility  Act  of  1982. 
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ABSTRACT:  One  of  every  four  elderly  will  enter  a  nursing  home 
during  his  or  her  lifetime.  This  study  was  undertaken  because  of 
continuing  concern  about  the  quality  of  care  provided  to  nursing 
home  residents.  It  (1)  determined  the  extent  of  repeated  noncompli- 
ance with  federal  requirements  that  could  affect  resident  health  and 
safety  and  (2)  evaluated  the  adequacy  of  federal  and  state  enforce- 
ment actions  to  correct  the  reported  deficiencies.  Medicare  and 
Medicaid  together  pay  approximately  half  of  the  nation's  nursing 
home  costs;  the  states  are  responsible  for  annually  determining  each 
nursing  home's  compliance  with  federal  requirements.  The  Health 
Care  Financing  Administration  (HCFA)  reviews  the  states'  decisions 
on  which  nursing  homes  can  participate  in  the  programs  and  can 
override  the  states.  The  study  found  that  (1)  repeated  noncompliance 
is  widespread;  (2)  nursing  homes  with  serious  deficiencies  avoid  pe- 
nalties; (3)  less  serious  deficiencies  are  not  penalized;  (4)  regulations 
that  permit  nursing  homes  with  repeat  deficiencies  to  be  recertified 
only  if  they  can  adequately  justify  the  repeated  noncompliance  are 
not  adequately  followed;  and  (5)  alternative  penalties  are  needed. 
(Final  report  73  pages.) 
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ABSTRACT:  In  FY  1983,  the  Department  of  Health  and  Human  Ser- 
vices (HHS)  implemented  a  Medicare  prospective  payment  system 
(using  data  based  on  medical  practices  and  costs  in  1981)  that  pays 
hospitals  predetermined  fixed  rates  based  on  a  patient's  medical  con- 
dition. GAO  reviewed  the  1981  data  and  how  changes  in  medical 
practices  and  costs  since  that  time  may  have  affected  prospective 
payment  rates  for  cardiac  pacemaker  surgeries.  The  information 
GAO  obtained  from  12  hospitals  and  four  major  pacemaker  manufac- 
turers shows  that  the  data  used  to  compute  the  payment  rates  (1) 
contained  errors  that  could  affect  the  reasonableness  of  the  rates;  (2) 
were  collected  when  hospitals  had  little  incentive  to  take  full  advan- 
tage of  purchasing  efficiencies  or  warranty  benefits;  and  (3)  do  not 
reflect  the  shift  toward  the  use  of  higher  cost,  more  technologically 
advanced  pacemakers.  Because  of  the  inaccuracies  in  the  databases, 
stronger  hospital  incentives  for  economic  procurement  of  pacemak- 
ers to  reduce  hospital  costs,  and  the  shift  to  more  expensive  pacemak- 
ers, GAO  recommended  that  HHS  reevaluate  the  reasonableness  of 
prospective  payment  rates  for  pacemaker  surgeries. 
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ABSTRACT:  Section  1882  of  the  Social  Security  Act  established  stand- 
ards for  Medigap  policies  requiring  that  they  provide  at  least  a  mini- 
mum level  of  benefits  coverage  and  include  certain  provisions.  The 
statute  incorporated  by  reference  the  model  regulatory  program 
developed  by  the  National  Association  of  Insurance  Commissioners. 
This  study  found  that  by  September  1986  all  but  four  states  had 
adopted  Medigap  insurance  regulatory  programs  that  are  at  least  as 
stringent  as  the  association's  model.  This  has  resulted  in  more  uniform 
regulation  of  Medigap  insurance  and  increased  protection  for  the 
elderly  against  substandard  and  overpriced  policies.  Many  Medigap 
policies  cover  more  than  the  minimum  required  benefits.  To  assist  the 
elderly,  the  federal  and  state  governments  have  made  available  infor- 
mation useful  in  shopping  for  Medigap  insurance. 
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ABSTRACT:  This  fact  sheet  provides  information  obtained  from  39 
states  on  the  minimum  licensing  and  certification  requirements  for 
physicians,  psychiatrists,  psychologists,  social  workers,  and  nurses 
who  work  directly  with  patients  in  state  mental  hospitals.  The  re- 
sponses show  that  (1)  100%  of  the  39  states  require  physicians  and 
nurses  to  be  licensed;  (2)  69%  of  the  39  states  require  that  psycholo- 
gists be  licensed  or  certified;  (3)  38%  of  the  39  states  require  that 
psychiatrists  be  licensed  and  board  eligible  or  board  certified;  and  (4) 
13%  of  the  39  states  require  that  social  workers  be  licensed,  certified, 
or  registered.  (Final  report  8  pages.) 
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PROJECT  TITLE:  Minimum  Social  Security  Benefit:  A  Windfall 
That  Should  Be  Eliminated 

REPORT  TITLE:  Minimum  Social  Security  Benefit:  A  Windfall  That 

Should  Be  Eliminated 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Old  Age  and  Survivors  Insurance  (Entire  Program 

Area) 

ABSTRACT:  In  1979,  it  was  projected  that  Congress  could  save  the 
government  about  $455  million  in  FY  1981-1985  by  approving  the 
proposal  to  eliminate  the  minimum  benefit  provision  of  the  Social 
Security  Act.  The  minimum  benefit  had  increased  more  rapidly  than 
other  benefits  because  most  beneficiaries  were  poor  and  needed  assist- 
ance. In  1974,  however,  the  Supplemental  Security  Income  program 
reduced  the  need  for  the  minimum  benefit.  Most  people  who  received 
additional  income  from  the  minimum  had  incomes  from  federal,  state, 
or  local  pensions,  or  received  support  from  spouses.  To  minimize  the 
hardship  of  the  relatively  few  needy  beneficiaries  who  would  be 
ineligible  for  Supplemental  Security  Income,  it  was  proposed  that 
Congress  authorize  a  limited  Supplemental  Security  Income  payment 
to  replace  the  portion  of  the  Social  Security  benefit  lost  if  the  mini- 
mum provision  is  eliminated. 

DESCRIPTORS:  Social  Security,  Elderly,  Low-Income  Population 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  0791  PROJECT  NO:  HRD  80-29 

FUND  SOURCE;  Other  NTIS  NO;  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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Overview  of  Past  Studies 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-FDA-Food  and  Drug  (Entire  Program  Area); 

PHS-FDA-Food  and  Drug-Foods  (Entire  Program  Area) 

ABSTRACT;  Although  it  generally  is  recognized  that  federal  food 
safety  regulation  provides  adequate  public  protection,  the  Congress 
and  the  administration  have  considered  changes  to  food  safety  stat- 
utes targeted  at  increasing  the  credibility,  consistency,  and  efficiency 
of  federal  food  regulation.  This  study  provides  an  overview  of  (1) 


studies  on  federal  food  safety  regulation  done  by  groups  outside 
GAO  between  1976  and  1981  and  on  the  status  of  recommended 
statutory  and  organizational  changes;  (2)  GAO  food  safety-related 
reports  done  between  1972  and  1981  and  the  status  of  federal  actions 
on  GAO  recommendations;  and  (3)  other  related  issues. 

DESCRIPTORS:  Food  and  Nutrition,  Safety 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2495  PROJECT  NO;  RCED  83-153 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM;  In-house  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
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Available  from  PIC 
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PROJECT  TITLE:  National  Academy  of  Sciences'  Reports  on  Diet 
and  Health;  Are  They  Credible  and  Consistent? 

REPORT  TITLE;  National  Academy  of  Sciences'  Reports  on  Diet 
and  Health;  Are  They  Credible  and  Consistent? 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 

PROJECT  OFFICER; 

PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute  Specific-Cancer 

ABSTRACT:  Two  National  Academy  of  Sciences'  reports  sparked 
public  controversy  because  they  differed  about  whether  the  public 
should  modify  its  diet  to  reduce  cancer  risk.  "Toward  Healthful 
Diets"  (1980)  concluded  that  no  sound  scientific  basis  existed  for 
recommending  dietary  changes  to  reduce  cancer  risk,  while  "Diet, 
Nutrition,  and  Cancer"  (1982)  concluded  that  the  evidence  indicated 
a  link  between  some  dietary  components  and  cancer,  and  suggested 
interim  dietary  guidelines  which  it  stated  were  likely  to  reduce  cancer 
risk.  GAO  found  that  different  scientists'  philosophies  about  what 
scientific  evidence  is  necessary  as  a  basis  for  providing  the  public 
with  dietary  advice  to  reduce  the  risk  of  cancer  are  a  major  factor 
in  the  reports'  different  conclusions  and  recommendations.  Also,  the 
reports  are  different  because  they  were  done  for  different  purposes, 
on  different  topics,  at  different  points  in  time,  and  by  different  groups. 
The  academy's  report  development  processes  were  designed  to  en- 
sure that  all  its  reports  were  supported  by  scientific  evidence  and  free 
from  conflicts  of  interest  that  might  make  them  less  credible  to  the 
public.  GAO  found,  however,  that  the  academy  had  no  formal  means 
to  clarify  scientists'  disagreements  for  the  public.  For  these  reasons, 
the  academy  should  consider  making  reporting  changes  to  aid  public 
understanding. 

DESCRIPTORS;  Biomedical  Research,  Cancer,  Food  and  Nutrition 
STUDY  TYPE;  Research  and  Data  Development 

PIC  ID  NO;  2505  PROJECT  NO;  RCED  8409 
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PROJECT  TITLE:  National  Toxicology  Program:  Efforts  to  Improve 
Oversight  of  Contractors  Testing  Chemicals 

REPORT  TITLE:  National  Toxicology  Program:  Efforts  to  Improve 

Oversight  of  Contractors  Testing  Chemicals 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute 

Specific-Environmental  Health 

ABSTRACT:  The  National  Toxicology  Program  is  a  cooperative  effort 
among  Department  of  Health  and  Human  Services  agencies  to  con- 
duct tests  on  chemicals  to  determine  whether  they  have  a  toxic  or 
cancer-causing  effect.  The  program  is  the  responsibility  of  the  depart- 
ment's National  Institute  of  Environmental  Health  Sciences.  GAO's 
review  showed  that  to  address  concerns  discussed  during  the  Novem- 
ber 1983  congressional  hearings  about  oversight  of  program  testing 
conducted  largely  by  private  research  contractors,  the  program  has 
(1)  assumed  responsibility  for  day-to-day  contract  management  from 
a  management  contractor;  (2)  reorganized  its  project  management 
team;  (3)  established  detailed  quality  assurance  reviews  during  and 
after  testing.  GAO  also  found  that  program  officials  were  monitoring 
private  contract  laboratories  closely  and  acting  to  correct  identified 
problems.  This  report  also  summarizes  information  GAO  obtained 
and  analyzed  covering  several  concerns  expressed  to  the  subcommit- 
tee chairman  by  a  former  program  testing  contractor,  the  Gulf  South 
Research  Institute,  concerning  program  officials'  handling  of  its  con- 
tract. 

DESCRIPTORS:  Environmental  Health,  Quality  Assurance 
STUDY  TYPE:  Program  Management  or  Efficiency 
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REPORT  TITLE:  Need  for  Legislative  Change  Affecting  the 

Medicaid  Program 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Medicaid  (Entire  Program  Area) 

ABSTRACT:  This  1984  memorandum  to  the  Congress  discussed  the 
need  for  legislative  change  affecting  the  Medicaid  program.  Congress 
intended  that  Medicaid  be  used  as  a  secondary  payer,  i.e.,  any  other 
insurance  available  to  a  recipient  must  be  used  before  Medicaid 
would  pay  claims.  Moreover,  Medicaid  law  provided  that  no  federal 
funds  could  be  used  to  make  payments  where  Medicaid  was  not 
treated  as  a  secondary  payer.  Possible  inequities  occurred  when 
Medicaid  recipients  were  also  covered  under  other  self-insured 


health  plans  which  were  regulated  under  the  Employee  Retirement 
Income  Security  Act  (ERISA).  These  insurance  plans  were  allowed 
to  designate  themselves  as  secondary  payers  to  Medicaid.  This  study 
concluded  that  Congress  did  not  intend  to  penalize  states  in  such 
situations.  The  report  identifies  two  options  available  to  eliminate  this 
possible  inequity  to  the  states  and  certain  legal  dilemmas  facing  the 
Health  Care  Financing  Administration:  (1)  amend  ERISA  to  estab- 
lish these  health  and  welfare  plans  as  primary  payers  to  Medicaid;  or 
(2)  amend  a  section  of  the  Social  Security  Act  to  restrict  the  denial 
of  federal  financial  participation  to  only  state-regulated  insurance 
plans  that  exclude  payment  for  services  covered  by  Medicaid.  (Final 
report  8  pages.) 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  Approximately  6%  of  the  charges  for  ancillary  services 
provided  to  a  sample  of  Medicare  beneficiaries  at  16  hospitals  repre- 
sented unnecessary  care.  All  of  the  unnecessary  care  was  paid  by 
Medicare  because  of  the  absence  of  effective  medical  necessity  re- 
views. Medicare's  new  prospective  reimbursement  system  provides 
an  incentive  for  hospitals  to  eliminate  unnecessary  ancillary  services. 
However,  one  problem  of  this  new  system  was  that  the  reimburse- 
ment rates  were  based  in  part  on  costs  of  providing  unnecessary  care. 
GAO  recommended  that  HHS  eliminate  the  cost  of  such  care  from 
the  database  used  to  establish  the  rates.  GAO  also  noted  that  the 
Medicaid  program  was  vulnerable  to  the  payment  for  unnecessary 
ancillary  services. 
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PROJECT  OFFICER: 
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ABSTRACT:  The  WIC  program  for  FY  1984  provided  supplemental 
food  and  nutrition  counseling  to  three  million  women,  infants,  and 
children  who  met  income  criteria  and  were  judged  to  be  at  nutritional 
risk.  Because  WIC  has  to  operate  within  congressional  funding  lev- 
els—$1.36  billion  in  FY  1984— only  approximately  one-third  of  those 
eligible  can  be  served.  GAO  found  that  improved  program  manage- 
ment is  needed  to  derive  maximum  effectiveness  and  benefits  from 
each  federal  dollar  spent  on  WIC.  Specifically,  the  Department  of 
Agriculture's  Food  and  Nutrition  Service  needs  to  emphasize  to  state 
and  local  WIC  agencies  the  need  to  direct  program  benefits  to  those 
individuals  who  are  considered  most  vulnerable  by  WIC  profession- 
als: infants  and  pregnant  and  breastfeeding  women.  GAO  recom- 
mends that  this  be  done  by  establishing  targeting  as  a  major  program 
objective,  monitoring  state  and  local  agency  performance,  and  en- 
couraging state  and  local  agencies  to  use  more  outreach  and  publicity 
and  develop  closer  ties  with  medical  sources  that  can  refer  the  most 
vulnerable  individuals  to  WIC. 

DESCRIPTORS:  Food  and  Nutrition,  Children  and  Youth,  Infants, 
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STUDY  TYPE:  Program  Management  or  Efficiency 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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SSA-Disability  Insurance-Benefit  Payments; 
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ABSTRACT:  As  of  September  1984,  retired  and  disabled  beneficiaries 
and  their  dependents  or  survivors  owed  the  Social  Security  Adminis- 
tration (SSA)  about  $2  billion  because  they  had  been  paid  more  than 
they  were  entitled.  This  represented  about  1.4  million  overpayments. 


About  60%  of  such  overpayments,  representing  two-thirds  of  all 
overpayment  dollars,  are  caused  by  beneficiaries  who  misreport,  re- 
port late,  or  do  not  report  events  that  would  reduce  or  eliminate 
benefits.  Most  beneficiaries  comply  with  reporting  requirements,  and 
most  of  those  overpaid  repay  the  overpaid  amounts.  Beneficiaries 
who  do  not  comply,  however,  retain  the  use  of  overpaid  amounts  for 
extended  periods  and  seldom  are  penalized  because  either  SSA  does 
not  often  use  existing  penalty  authorty  or  the  authority  does  not 
extend  to  all  incidents  that  give  rise  to  beneficiary-caused  overpay- 
ments. If  SSA  more  fully  exercised  the  penalty  authority  it  has  and 
this  authority  was  extended  to  all  circumstances  that  can  affect  pay- 
ments, GAO  believes  that  overpayments  could  be  reduced  and  some 
of  their  cost  shifted  to  the  noncomplying  beneficiaries.  Therefore, 
GAO  makes  a  number  of  recommendations  to  SSA  to  improve  the 
process  for  assessing  penalties  and  to  the  Congress  to  expand  SSA 
penalty  authority. 
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ABSTRACT:  Needs-based  programs  provide  cash  and  in-kind  benefits 
to  low-income,  needy,  and/or  distressed  individuals  who  do  not  fi- 
nancially contribute  to  the  programs.  This  report  presents  a  list  of  95 
needs-based  programs  active  in  FY  1983.  Tables  also  are  presented 
showing  the  eligibility  and  benefit  factors  for  54  of  the  larger  pro- 
grams as  well  as  a  description  of  these  programs.  For  comparative 
purposes,  the  54  programs  were  grouped  into  six  classifications:  cash 
assistance,  education,  food,  housing,  medical,  and  service.  (Final  re- 
port 53  pages.) 

DESCRIPTORS:  Eligibility  Issues,  Means  Testing,  Low-Income  Popu- 
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ABSTRACT;  This  report  reviews  whether  U.S.  merchant  seamen 
should  be  entitled  to  a  government-financed  health  care  program  and 
the  feasibility  of  expanding  an  existing  government-financed  pro- 
gram, such  as  the  Civilian  Health  and  Medical  Program  of  the  Uni- 
formed Services  (CHAMPUS),  to  include  U.S.  merchant  seamen. 
Merchant  seamen  include  seamen  working  on  deep  sea,  commercial 
fishing,  inland  waterway,  and  offshore  drilling  vessels.  Merchant 
seamen  were  eligible  for  medical  care  at  federal  facilities  from  1978 
to  1981,  when  their  entitlement  was  repealed  by  the  Omnibus  Budget 
Reconciliation  Act  of  1981,  Public  Law  97-35.  The  rationale  and 
justification  for  providing  medical  care  to  merchant  seamen,  the 
methods  used  to  finance  it,  the  reasons  for  repealing  it,  and  the  argu- 
ments for  restoring  some  type  of  government-financed  health  care 
were  reviewed;  no  compelling  reasons  were  seen  for  the  Congress  to 
reverse  its  1981  decision. 
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ABSTRACT:  In  December  1985,  the  Census  Bureau  held  a  conference 
on  the  measurement  of  noncash  benefits.  This  report  provides  an 
assessment  of  the  conference.  It  focuses  on  four  topics;  (1)  the  issues 
addressed  in  the  formal  and  informal  presentations;  (2)  the  technical 
soundness  of  the  presentations;  (3)  the  need  for  further  study  of  any 
of  the  issues  investigated;  and  (4)  whether  there  are  other  important 
issues  that  were  not  addressed  at  the  conference.  Taken  alone,  the 


input  from  the  conference  is  seen  as  providing  useful  but  limited  input 
to  the  planning  of  future  research  directions,  and  as  being  insufficient 
to  guide  policy  on  what  should  be  included  in  income  and  how 
poverty  should  be  measured.  See  also  PIC  ID  Nos.  2778.1-2778.3. 
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ABSTRACT:  Increasingly,  the  poor  receive  federal  assistance  through 
provision  of  more  goods  and  services  rather  than  cash.  In  1982,  the 
Bureau  of  the  Census  presented  three  methods  as  alternatives  to  the 
official  cash-income-only  method,  which  places  a  cash  value  on  in- 
kind  benefits  such  as  food  stamps.  Depending  on  the  valuation  meth- 
od used,  adding  these  "cashed-out"  benefits  to  the  cash-only  data 
available  at  the  time  of  the  study  can  reduce  the  reported  poverty  rate 
notably.  In  1984,  for  example,  the  bureau  noted  reductions  in  the 
poverty  rate  from  14.4%,  using  the  official  cash-only  method,  to 
between  9.7%  and  13.2%,  using  the  alternative  techniques.  GAO  has 
been  working  on  a  method  for  evaluating  the  likely  effects  of 
proposed  changes  in  the  official  definition  of  poverty  to  account  for 
in-kind  benefits.  This  report  examines  whether  conceptual,  operation- 
al, or  computational  aspects  of  the  methods  distort  the  estimates  of 
poverty  that  are  derived  from  them  and  their  influence  on  the  pover- 
ty estimates.  Detailed  findings  are  presented.  See  also  PIC  ID  Nos. 
2778,  2778.2,  and  2778.3. 
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ABSTRACT:  For  the  purpose  of  measuring  income  and  poverty,  the 
Census  Bureau  has  developed  three  experimental  methods  for  placing 
cash  values  on  noncash  benefits.  The  methods  differ  primarily  in 
whether  the  cash  value  assigned  to  a  noncash  benefit  is  based  on  (1) 
what  it  would  cost  to  buy  it  (market  value  method);  (2)  what  it  is 
worth  to  the  recipient  (recipient  value  method);  and  (3)  what  percent- 
age of  a  poor  family's  budget  is  spent  on  it  (poverty  budget  share 
method).  For  this  study  GAO  developed  a  three-part  evaluation 
approach  to  assess  these  and  future  Census  Bureau  proposals  for 
measuring  noncash  benefits.  GAO  evaluated  the  market  value  meth- 
od for  food,  housing,  and  medical  care  benefits  and  found  that  con- 
ceptual choices  about  which  benefits  to  include  in  the  definition  of 
income,  methodological  choices  that  influence  the  validity  of  the 
method  and  accuracy  of  the  benefit  values  assigned,  and  methodolog- 
ical flaws,  errors,  and  adjustments  affect  the  poverty  rate  by  .6  to  6.6 
percentage  points,  reclassifying  or  misclassifying  1.4  million  to  15.4 
million  persons  as  poor  or  nonpoor.  When  GAO  applied  its  assess- 
ment approach  to  the  valuation  of  medical  benefits  using  the  market 
value  method,  approximately  three  million  persons  were  reclassified 
as  poor.  GAO  also  found  several  methodological  flaws  related  to  the 
valuation  of  medical  benefits  using  the  recipient  value  method,  in- 
cluding problems  with  the  validity  of  the  method.  See  also  PIC  ID 
Nos.  2778-2778.2.  (Final  report  130  pages.) 
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ABSTRACT:  This  briefing  report  provides  information  on  legislative 
proposals  to  establish  a  federal  health  risk  notification  program  for 
workers  exposed  to  hazardous  substances.  Under  such  a  program 
HHS  would  determine  which  substances  in  the  workplace  cause 
disease  and  illness;  identify  and  notify  employee  populations  and 
individuals  found  to  be  at  risk;  and  provide  medical  and  support 
information  and  services  to  notified  workers.  GAO  addressed  ques- 
tions on  (1)  the  difficulties  for  the  federal  government  in  carrying  out 
risk  notification,  including  the  feasibility,  cost,  and  Privacy  Act  res- 
trictions; (2)  the  potential  benefits  and  disadvantages  to  workers  of 
risk  notifications;  and  (3)  expanding  the  Department  of  Labor's  haz- 
ard communication  standard,  which  requires  that  the  hazardous  ef- 
fects of  chemicals  be  evaluated  and  information  about  the  hazards  be 
made  available  to  workers  in  the  manufacturing  industry  to  carry  out 
the  proposed  legislation's  intent.  See  also  PIC  ID  No.  2893.  (Final 
report  23  pages.) 
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ABSTRACT:  Inadequate  guidance  to  Medicare's  claims  processing 
contractors  has  resulted  in  unnecessary  expenditures  for  prosthetic 
lenses  and  related  professional  services  used  after  the  removal  of 
cataracts  and  in  inequitable  benefits  for  Medicare  beneficiaries.  GAO 
estimates  that  improved  guidance  by  the  Department  of  Health  and 
Human  Services  could  have  resulted  in  a  reduction  in  Medicare 
allowed  charges  of  at  least  S7.4  million  during  1982  in  areas  served 
under  7  of  the  program's  49  claims  processing  contracts.  Significantly 
greater  amounts  could  have  been  saved  nationally  and  more  equitable 
administration  of  benefits  would  have  resulted.  GAO  recommends 
that  the  department  develop  and  implement  guidance  to  improve 
controls  over  payment  for  prosthetic  lenses  and  related  professional 
services. 
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ABSTRACT:  The  Multiemployer  Pension  Plan  Amendments  Act  of 
1980  (MPPAA)  made  major  changes  in  the  way  the  federal  govern- 
ment insures  and  regulates  private  pension  plans  covering  employees 
of  more  than  one  employer.  Congress  enacted  the  changes  because 
of  indications  that  the  federal  insurance  program  could  incur  billions 
of  dollars  in  losses,  and  over  a  million  plan  participants  could  lose 
their  benefits.  Overall,  between  1980  and  1984,  MPPAA  had  a  posi- 
tive impact  on  protecting  plan  participants"  benefits  and  improving 
the  financial  condition  of  the  government's  insurance  program.  This 
was  achieved  without  a  significant  cost  to  employers,  plan  partici- 
pants, or  the  government.  Accordingly,  no  need  was  seen  for  major 
changes  to  the  act's  provisions.  Possible  causes  for  concern  are  that 
(1)  MPPAA's  requirements  may  not  be  enough  to  protect  the  pro- 
gram's continuing  financial  viability,  and  (2)  employer  reaction  to  the 
withdrawal  liability  provisions  may  have  a  greater  unfavorable  effect 
than  initially  on  employees"  pension  coverage  and  benefits.  (Final 
report  33  pages.) 
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ABSTRACT:  This  report  provides  a  perspective  on  the  impact  of  in- 
come security  and  social  services  on  the  federal  budget  and  the  na- 
tion's economic  stability,  identifies  concerns,  forecasts  developments, 
and  briefly  discusses  GAO's  approach  to  addressing  these  issues.  At 
the  time  of  the  study,  income  security  and  social  services  comprised 
the  single  largest  category  of  federal  expenditures.  Outlays  for  FY 
1981  were  estimated  to  be  $300  billion  (approximately  49  percent  of 
the  federal  budget).  The  effect  of  several  factors,  including  demo- 
graphic trends  and  built-in  cost-of-living  escalators,  may  cause  the 
costs  of  these  programs  to  continue  to  rise. 
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ABSTRACT;  FDA  has  responsibility  for  prohibiting  the  importation  of 
adulterated  foods.  Under  its  pesticide  monitoring  program,  FDA 
collects  and  analyzes  samples  of  shipments  of  imported  food  to  deter- 
mine whether  illegal  residues  are  present.  It  also  works  in  coopera- 
tion with  the  Customs  Service  in  taking  action  against  importers  of 
shipments  containing  illegal  pesticide  residues.  GAO  examined  how 
FDA  selects  samples  of  food  for  testing;  what  pesticides  are  tested 
for;  and  how  FDA  protects  American  consumers  from  consuming 
imported  foods  containing  illegal  pesticide  residues.  It  found  that 
FDA  samples  only  a  very  small  percent  of  imported  food,  and  tends 
to  focus  on  foods  imported  in  large  quantities.  The  tests  FDA  relies 
on,  while  capable  of  testing  most  for  most  pesticides  banned  for  use 
in  the  United  States,  cumulatively  can  detect  less  than  half  the  pesti- 
cides potentially  available  in  work  markets.  FDA  has  been  unable  to 
prevent  the  marketing  of  about  half  of  the  imported  fresh  fruits  and 
vegetables  that  it  has  determined  contain  illegal  pesticide  residue. 
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ABSTRACT:  FDA  has  responsibility  for  prohibiting  the  interstate  mar- 
keting of  food  containing  illegal  pesticide  residues.  FDA  has  con- 
cluded that  it  cannot  monitor  all  food  that  might  contain  illegal 
pesticide  residues.  Consequently,  FDA  designed  its  monitoring  pro- 
gram to  act  as  a  deterrent  by  selectively  spot-checking  a  very  small 
amount  of  domestically  produced  food  and  to  remove  such  food  that 
it  finds  to  contain  residues.  The  GAO  study  found  that  the  FDA 
pesticide  monitoring  program  as  it  is  currently  being  carried  out  has 
two  major  shortcomings.  First,  FDA  does  not  regularly  test  food  for 
a  large  number  of  pesticides  that  can  be  used  or  may  be  present  in 
food.  Second,  FDA  does  not  prevent  the  marketing  of  most  of  the 
food  that  it  finds  to  contain  illegal  pesticide  residues  or  penalize 
growers  who  market  food  with  illegal  pesticide  residues  when  FDA 
is  unable  to  remove  it  from  the  market. 
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ABSTRACT:  Many  U.S.  citizens  attend  foreign  medical  schools  with 
the  goal  of  returning  to  practice  in  this  country.  However,  the  educa- 
tion and  training  provided  by  some  of  these  schools,  in  which  several 


thousand  U.S.  citizens  are  enrolled,  vary  greatly.  GAO  recommends 
that  more  appropriate  mechanisms  be  developed  to  ensure  that  all 
students  who  attend  foreign  medical  schools  demonstrate  medical 
knowledge  and  skills  comparable  to  those  of  their  U.S. -trained  coun- 
terparts before  they  are  allowed  to  enter  the  mainstream  of  American 
medicine.  The  report  suggests  several  alternatives  to  be  considered 
in  accomplishing  this  objective.  GAO  also  recommends  that  (1)  ac- 
tion be  taken  to  address  the  practice  of  foreign  medical  students 
receiving  undergraduate  clinical  training  in  U.S.  hospitals;  (2)  the 
Department  of  Education  and  the  Veterans  Administration  ensure 
that  guaranteed  student  loans  and  educational  benefits  are  awarded 
only  to  students  at  foreign  medical  schools  providing  an  education 
comparable  to  that  provided  at  U.S.  schools;  and  (3)  the  govern- 
ment's interest  in  outstanding  guaranteed  student  loans  for  U.S.  citi- 
zens studying  medicine  abroad  should  be  adequately  protected.  See 
also  PIC  ID  No.  2248.1.  (Final  report  208  pages.) 
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ABSTRACT:  This  report  presents  an  evaluation  plan  that  could  be  used 
to  determine  the  effects  of  the  prospective  payment  system  (PPS)  on 
posthospital  services  and  examines  the  adequacy  of  the  efforts  to 
develop  this  information.  The  Medicare  prospective  payment  system, 
authorized  in  1983,  was  intended  to  control  inpatient  hospital  reim- 
bursements, the  largest  component  of  Medicare  spending.  The  sys- 
tem, which  is  based  on  fixed  per-case  payment  for  diagnosis  related 
groups,  provides  hospitals  with  strong  incentives  to  contain  their 
costs  by  controlling  the  amount  of  services  provided  or  by  limiting 
patients'  length  of  stay.  One  way  to  do  this  is  to  substitute  skilled 
nursing  facility  and  home  health  agency  services  for  hospital  care.  A 
two-part  evaluation  plan  is  presented  involving  different  approaches 
to  producing  information  on  the  effects  of  the  system  on  posthospital 
services.  This  General  Accounting  Office  (GAO)  report  translates 
the  concerns  raised  into  evaluation  questions  about  the  effects  of  the 
prospective  payment  system  in  five  areas:  (1)  patient  condition  at 
hospital  discharge;  (2)  the  use  of  posthospital  subacute  services;  (3) 
expenditures  for  those  services;  (4)  access  to  those  services;  and  (5) 
the  quality  of  care  delivered  in  those  services.  (Final  report  174 
pages.) 
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ABSTRACT:  This  report  summarizes  the  information  obtained 
through  a  survey  of  hospital  discharge  planners  regarding  their  per- 
ceptions about  problems  in  placing  Medicare  patients  in  posthospital 
care  and  the  reasons  for  those  problems.  Almost  all  discharge  plan- 
ners (97  percent)  reported  having  problems  placing  Medicare  patients 
in  skilled  nursing  facilities.  Fewer,  but  still  a  substantial  number  (86 
percent),  reported  problems  with  home  health  care  placements. 
Medicare  program  rules  and  regulations  were  cited  as  the  most  im- 
portant barrier  to  placing  Medicare  patients  in  both  skilled  nursing 
facilities  and  home  health  care.  In  addition,  the  availability  of  skilled 
nursing  beds  was  cited  by  a  substantial  percentage  of  the  discharge 
planners  as  the  most  important  problem  impeding  skilled  nursing 
placements.  A  majority  of  discharge  planners  (56  percent)  across  the 
country  reported  that  the  percentage  of  patients  waiting  in  hospitals 
for  placement  in  posthospital  care  was  greater  in  1985  than  in  1982. 
The  implementation  of  Medicare  prospective  payment  was  consid- 
ered to  have  had  the  greatest  negative  effect  on  access  to  posthospital 
care  during  that  time  period.  Growth  in  the  number  of  home  health 
agencies  was  seen  as  facilitating  access.  (Final  report  47  pages.) 
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ABSTRACT:  Early  and  continuing  prenatal  care  plays  an  important 
role  in  preventing  low  birth  weight  and  infant  mortality.  More  than 
$2.5  billion  is  spent  annually  on  neonatal  intensive  care,  primarily  for 
low-birth  weight  babies.  For  this  study  GAO  interviewed  1,157 
women  who  either  had  no  health  insurance  or  were  enrolled  in  Medi- 
caid to  determine  ( 1 )  the  timing  and  number  of  prenatal  care  visits  and 
(2)  what  prevented  them  from  obtaining  care  earlier  or  more  often. 
Of  the  women  interviewed,  63%  obtained  insufficient  prenatal  care 
(i.e.,  they  did  not  begin  care  within  the  first  trimester  or  they  made 
eight  or  fewer  visits  for  care).  Of  the  babies  born  to  the  women, 
12.4%  were  of  low  birth  weight  compared  to  6.8%  nationwide. 
Medicaid  recipients  and  uninsured  women  began  their  care  later  and 
made  fewer  visits  than  privately  insured  women  in  the  same  sample 
area  (32  communities  in  eight  states)  studied  by  GAO.  Lack  of 
money,  lack  of  transportation,  and  unawareness  of  pregnancy  were 
cited  as  the  greates  barriers  to  obtaining  sufficient  care.  The  availabil- 
ity of  free  prenatal  care  through  Medicaid  or  the  community  signifi- 
cantly decreased  the  importance  of  that  barrier.  Among  the  options 
for  improving  access  to  prenatal  care  discussed  in  the  report  is  full 
state  implementation  of  expanded  Medicaid  coverage  of  pregnant 
women.  The  cost  of  this  policy  is  expected  to  be  offset  by  savings 
from  reduced  neonatal  intensive  care  and  long-term  institutional 
costs.  (Final  report  176  pages.) 
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ABSTRACT:  Of  the  many  causes  of  mental  retardation  that  had  been 
identified  by  the  mid-1970s,  GAO  selected  a  few  for  which  preven- 
tive techniques  were  available  to  determine  what  other  actions  could 
be  taken  to  reduce  by  half  the  incidence  of  mental  retardation  in  this 
country  by  the  end  of  the  century.  The  causes  GAO  addresses  are  (1) 
metabolic  disorders;  (2)  prematurity  and  low  birth  weight;  (3) 
chromosome  abnormalities;  (4)  rubella  and  measles;  (5)  lead  poison- 
ing; (6)  Rh  hemolytic  disease;  and  (7)  early  childhood  experiences 
(i.e.,  poor  living  conditions).  Many  causes  of  retardation  have  other 
ill  effects;  therefore,  if  the  incidence  of  retardation  can  be  reduced 
these  additional  problems  may  also  be  prevented.  Final  report  99 
pages. 
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ABSTRACT:  Policymakers  have  considered  several  approaches  to 
control  health  care  costs  including  increased  competition  among 
providers.  GAO's  study  focused  on  the  two  procompetitive  appro- 
aches: (1)  the  cost-sharing  approach,  which  relies  on  increased  con- 
sumer sharing  of  health  care  costs  to  encourage  the  use  of  fewer,  less 
costly  health  care  services;  and  (2)  the  alternative  delivery  system 
approach,  which  relies  on  development  and  use  of  prepaid  health 
care  plans,  or  health  maintenance  organizations,  which  have  strong 
incentives  to  develop  efficient,  less  costly  methods  for  providing 
care.  Both  approaches  offer  potential  for  reducing  the  use  of  health 
care  services  and  restraining  the  growth  in  health  care  costs.  This 
report  discusses  how  consumers  and  providers  respond  to  the  eco- 
nomic incentives  in  the  two  approaches  and,  as  a  result,  whether  the 
approaches  can  be  successful  in  substantially  reducing  health  care 
cost  increases. 
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ABSTRACT:  Economic  policymaking  depends  heavily  on  statistical 
information.  This  report  discusses  issues  concerning  one  major 
source  of  this  information,  the  gross  national  product  (GNP),  and 
related  national  income  and  product  estimates  prepared  by  the  De- 
partment of  Commerce.  It  emphasizes  issues  concerning  the  accuracy 
and  reliability  of  the  estimates  as  defined  by  Commerce  at  the  time 
of  this  study  but  also  discusses  broader  issues,  e.g.,  appropriate  defini- 
tion of  GNP  and  the  need  for  supplementary  information.  (Final 
report  62  pages.) 
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ABSTRACT:  Illegal  aliens  are  of  concern  to  the  Congress  not  only 
because  of  their  illegal  status,  but  also  because  they  may  aggravate 
employment  and  community  resource  problems.  Because  updated, 
accurate  estimates  of  size  and  growth  of  this  population  were  unavail- 
able at  the  time  of  this  study,  GAO  reviewed  previous  estimates  of 
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the  size  of  the  illegal  alien  population  as  well  as  methods  that  have 
been  used  to  estimate  other  populations  that  are  difficult  to  count. 
GAO  found  that  acquiring  precise  estimates  of  the  illegal  alien  popu- 
lation with  these  methods  requires  better  information  on  immigration 
than  was  available.  This  report  presents  three  alternative  ways  of 
acquiring  information  relevant  to  policymaking  on  illegal  aliens.  It 
was  recommended  that,  in  assessing  the  merit  of  these  alternatives, 
the  Congress  should  weigh  the  extent  of  its  concern  for  reliable 
narrow-ranged  estimates  against  the  significant  expenditure  of  re- 
sources that  would  be  required. 
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ABSTRACT;  The  Work  Incentive  Program  (WIN)  provides  individu- 
als who  receive  welfare  under  the  Aid  to  Families  with  Dependent 
Children  (AFDC)  program  with  training  and  services  necessary  for 
them  to  obtain  a  level  of  employment  that  will  allow  them  to  be 
independent  of  welfare.  GAO  reviewed  WIN  because  of  the  pro- 
gram's cost,  and  because  of  widespread  concern  over  the  AFDC 
welfare  rolls.  It  found  that  WIN  had  achieved  some  success  in  train- 
ing and  placing  AFDC  recipients  in  jobs,  which  had  resulted  in 
savings  in  welfare  payments  in  some  cases.  Complete  results,  howev- 
er, could  not  be  determined  because  of  significant  shortcomings  in  the 
management  information  system  for  WIN.  Complete,  accurate,  and 
meaningful  information  was  not  generally  available  on  program  cost, 
benefits,  or  operations.  Overall,  WIN  does  not  appear  to  have  had 
any  significant  impact  on  reducing  welfare  payments.  The  success  of 
WIN  was  determined  largely  by  the  state  of  the  economy  and  the 
availability  of  jobs  for  its  enrollees.  WIN  is  not  a  job-creation  pro- 
gram and,  therefore,  the  program  encounters  much  difficulty  in  find- 
ing permanent  employment  for  its  enrollees  during  periods  of  high 
unemployment. 
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ABSTRACT:  GAO  reviewed  four  Florida  demonstration  projects  that 
preceded  HHS  efforts  to  expand  the  use  of  health  maintenance  organ- 
izations (HMOs)  by  Medicare  beneficiaries.  GAO  found  the  system 
for  coordinating  HMO  and  Medicare  payments  to  physicians  and 
hospitals  susceptible  to  errors.  Many  errors  occurred  because 
beneficiary  HMO  enrollment  dates  were  not  recorded  until  after  the 
actions  became  effective.  This  delay  led  to  incorrect  determinations 
as  to  who  should  pay  medical  expenses-the  HMO  or  the  regular 
Medicare  program.  GAO  recommended  that  HHS  correct  problems 
resulting  in  erroneous  payments  because  of  the  program's  expansion 
nationwide.  GAO  also  identified  a  relatively  small  number  of 
beneficiaries  for  whom  reimbursement  of  medical  expenses  was  un- 
certain because  they  were  transitioning  into  or  out  of  HMOs. 
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ABSTRACT;  GAO  undertook  this  study  to  determine  what  specific 
conclusions,  if  any,  can  be  drawn  from  scientific  knowledge  about  the 
cancer  risks  of  low-level  ionizing  radiation  exposure,  and  what  direc- 
tion federal  research  should  take  on  this  subject.  Topics  addressed  in 
the  technical  report  include  (1)  a  history  of  radiation  protection 
standards;  (2)  chemical  effects  of  ionizing  radiation,  (3)  cell  mutation; 
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(4)  cell  transformation;  (5)  radiation  damage  and  repair;  (6)  the  im- 
mune system;  (7)  latency  periods;  (8)  radiation-sensitive  population 
subgroups;  and  (9)  the  federal  radiation  research  program.  Volume 
I  is  the  summary  report;  Volume  II  is  the  technical  report  and  is 
available  from  PIC. 

DESCRIPTORS:  Cancer,  Environmental  Health,  Morbidity  and  Mor- 
tality, Biomedical  Research,  Epidemiologic  Research,  Statistical 
Analysis  Methods  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1642  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  January  '80  through  January  '81 


2719 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Problems  in  the  Structure  and  Management  of  the 
Migrant  Health  Program 

REPORT  TITLE:  Problems  in  the  Structure  and  Management  of  the 

Migrant  Health  Program 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-HRSA-Health  Services-Community-Migrant  Health 

ABSTRACT:  This  study  reported  on  the  status  of  the  Migrant  Health 
Program  and  its  relationship  to  other  efforts  to  provide  health  ser- 
vices to  the  medically  underserved.  It  also  examined  the  practice  of 
jointly  funding  health  centers  with  Migrant  Health  Program  funds 
and  Community  Health  Center  Program  funds.  Reasons  for  con- 
solidating aspects  of  these  programs  and  several  alternatives  for 
structuring  and  funding  the  Migrant  Health  Program  were  explored, 
including  the  proposal  to  consolidate  the  program  into  health  block 
grants  to  the  states.  The  study  provides  insight  into  the  barriers  faced 
by  migrant  farm  workers  in  seeking  access  to  health  care.  In  1962, 
Congress  realized  the  seriousness  of  the  migrants'  health  conditions, 
the  inadequacy  of  the  health  services  available  to  them,  and  the 
interstate  nature  of  the  migrant  problem.  It  enacted  the  Migrant 
Health  Act,  initiating  a  federal  grant  program  to  make  health  care 
accessible  to  migrants.  (Final  report  21  pages.) 

DESCRIPTORS:  Migrants,  Health  Care  Delivery  Systems,  Health  Care 
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STUDY  TYPE:  Program  Management  or  Efficiency 
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ABSTRACT:  The  extent  and  amount  of  excess  costs  resulting  from 
long-term  rentals  of  durable  medical  equipment  have  been  the  subject 
of  two  previous  studies-one  by  GAO  and  another  by  a  Department 
of  Health  and  Human  Services  grantee—that  reached  opposite  find- 
ings and  conclusions.  These  differences  stemmed  from  the  fact  that 
the  data  on  the  length  of  equipment  rentals  differed  significantly. 
GAO  reexamined  the  issue  and  found  that  overall.  Medicare  still  pays 
substantially  more  to  rent  some  items  than  it  would  pay  to  purchase 
them.  These  excess  rentals  represented  about  54%  of  the  amounts 
allowed  for  lower  cost  items  ($120  or  less)  and  about  34%  for  higher 
cost  items.  GAO  recommended  a  modification  to  Medicare's  method 
of  reimbursing  for  lower  cost  items  that  would  avoid  a  greater  por- 
tion of  excess  costs  and  offered  for  the  Congress'  consideration  an 
option  for  reducing  excess  costs  on  higher  priced  items. 
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ABSTRACT:  Because  of  problems  in  adequately  assessing  the  unmet 
demand  for  health  care  in  HEW-designated  health  manpower  short- 
age areas,  many  National  Health  Service  Corps  physicians  were  un- 
derused in  terms  of  patients  served.  This  raised  serious  questions 
about  the  extent  of  unmet  demand  for  health  care  in  some  of  these 
areas  and,  therefore,  about  the  number  of  additional  physicians  with 
scholarship  service  obligations  that  would  be  needed.  This  study 
recommended  to  the  Secretary  of  HEW  improvements  needed  in 
several  federal  programs  designed  to  affect  physician  distribution.  It 
also  recommended  that  the  Congress  reconsider  the  need  for  continu- 
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ing  the  Federal  Loan  Repayment  Program  for  physicians  and  the 
need  for  HEW  to  complete  its  study  of  physician  extender  reimburse- 
ment provided  for  in  the  Social  Security  Amendments  of  1972.  (Final 
report  111  pages  plus  appendices.) 
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ABSTRACT:  GAO  developed  a  plan  for  transferring  control  of  St. 
Elizabeth's  Hospital  to  the  District  of  Columbia  and  integrating  the 
hospital  into  a  restructured  mental  health  care  system  for  District 
residents.  The  plan  would  shift  the  primary  place  of  care  from  St. 
Elizabeth's  to  community-based  programs.  Under  GAO's  proposed 
system,  three  mental  health  service  districts  within  the  District's 
Mental  Health  Services  Administration  would  provide  community- 
based  services  and  oversee  needed  inpatient  care.  General  hospitals, 
rather  than  St.  Elizabeth's,  would  be  used  to  provide  acute  (short- 
term)  psychiatric  inpatient  care.  St.  Elizabeth's  would  continue  to 
provide  long-term  psychiatric  care,  as  well  as  psychiatric  care  for 
patients  referred  by  courts.  The  proposed  system  would  cost  about 
$22  million  less  than  St.  Elizabeth's  and  District-operated  programs 
cost  in  FY  1983.  Because  fewer  patients  would  be  treated  at  St. 
Elizabeth's,  it  would  need  fewer  staff  and  resources  for  mental  health 
care  programs. 
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ABSTRACT:  A  major  U.S.  public  assistance  program  is  Aid  to  Fami- 
lies with  Dependent  Children  (AFDC).  States  establish  their  own 
need  standards  and  decide  on  the  appropriate  level  of  benefits  for  the 
AFDC  program.  Decentralized  state  control  produces  wide  varia- 
tions in  benefits.  Coverage  is  not  always  uniform,  which  results  in  the 
different  treatment  of  similar  families.  Despite  wide  differences  in 
these  benefits,  about  80%  of  AFDC  families  in  GAO's  sample 
(which,  because  it  is  not  statistically  valid,  cannot  be  projected  to  the 
AFDC  universe)  received  cash  and  in-kind  benefits  from  other  public 
assistance-type  programs,  which  in  total  exceeded  the  official  pover- 
ty line.  GAO  found,  using  hypothetical  analyses,  that  working  even 
at  a  minimum-wage  job  would  improve  the  AFDC  mother's  financial 
well-being,  although  the  loss  of  important  benefits  at  certain  earning 
levels  raises  the  question  as  to  whether  she  would  have  a  sufficient 
financial  incentive  to  work. 
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ABSTRACT:  In  September  1986  the  Public  Health  Service's  (PHS's) 
Philadelphia  regional  office  disapproved  Telamon  Corporation's  ap- 
plication for  a  grant  for  continued  funding  of  the  Shenandoah  Mi- 
grant Health  Clinic  in  Winchester,  Virginia.  The  regional  office 
disapproved  Telamon's  $118,000  grant  application  for  a  12-month 
period,  because  it  believed  the  relatively  small  number  of  migrant 
workers  involved  could  be  served  at  a  lower  cost.  Telamon's  appeal 
of  the  decision  was  denied  by  the  HHS  Grant  Appeals  Board  because 
it  lacked  jurisdiction.  To  provide  health  services  in  the  Winchester 
area  a  12-month  supplement  of  $69,249  was  later  awarded  to  Inter- 
county  Health,  Inc.'s,  existing  grant,  under  which  health  services  are 
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provided  to  migrants  in  parts  of  West  Virginia.  GAO  reviewed  the 
basis  for  (1)  PHS's  disapproval  of  the  Telamon  grant;  (2)  the  Appeals 
Board's  denial  of  Telamon's  appeal;  and  (3)  PHS's  award  of  grant 
funds  to  Intercounty  Health  to  provide  health  services  in  the  Win- 
chester area.  GAO  found  no  basis  for  questioning  the  actions  or 
decisions  of  the  regional  office  or  tha  Appeals  Board.  (Final  report 
6  pages.) 
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ABSTRACT:  This  report  on  the  sale  and  lease  of  public  and  nonprofit 
hospitals  in  the  southeastern  United  States  discusses  the  reasons  for 
such  sales  and  leases.  It  also  lists  the  resulting  improvements  to  facili- 
ties and  additions  of  services,  the  increase  in  costs  and  charges  after 
the  transactions,  and  the  lack  of  comparable  data  on  the  effects  of  the 
provision  of  care  to  indigents.  GAO  obtained  information  on  (1)  the 
circumstances  leading  to  the  decisions  to  sell  or  lease  the  hospitals; 
(2)  the  effects  of  the  changes  in  control  on  local  communities  and 
taxpayers;  and  (3)  the  effects  on  Medicare  and  Medicaid  payments 
after  the  transactions.  Data  for  the  40  public  and  voluntary  not-for- 
profit  hospitals  that  had  been  leased  or  sold  during  1980-1982  showed 
that  charges  for  ancillary  services  generally  increased  dramatically, 
utilization  of  services  sometimes  also  increased,  and  Medicare  costs 
increased.  The  former  operators  of  10  of  11  hospitals  that  GAO 
visited  were  satisfied  with  the  new  operators'  performance.  The  re- 
sults of  hospital  inspections  before  and  after  acquisition  showed  that 
of  the  1 1  hospitals,  7  were  cited  for  deficiencies  before  acquisition, 
but  only  4  were  cited  after.  (Final  report  82  pages.) 
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ABSTRACT:  Multiple  opportunities  have  existed  for  the  public  to 
influence  state  decisions  concerning  the  use  of  block  grant  funds. 
These  public  input  opportunities  were  established  both  in  response  to 
federal  requirements  and  the  greater  discretion  available  to  the  states. 
GAO  concluded  that  the  public's  opportunity  to  participate  in  block 
grant  program  decisions  has  been  increased  by  the  availability  of 
more  than  one  forum  for  public  input,  such  as  hearings  and  oppor- 
tunities to  comment  on  draft  use  reports.  There  also  has  been  greater 
activity  among  interest  groups  and  more  involvement  by  state-elect- 
ed officials.  However,  interest  groups  have  been  split  in  the  assess- 
ment of  state  efforts  to  solicit  their  input.  Because  increased  public 
oversight  of  state  decisions  is  a  key  element  of  the  block  grant  ap- 
proach, the  federal  public  participation  requirements  that  exist  also 
would  be  beneficial  for  subsequent  block  grants.  Such  requirements, 
in  conjunction  with  the  states"  own  methods,  promote  multiple  op- 
portunities for  public  involvement  and  create  settings  where  different 
degrees  of  emphasis  are  placed  on  a  wide  variety  of  issues. 
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ABSTRACT:  The  Department  of  Agriculture  (USDA)  holds  states 
financially  liable  for  errors  in  determining  food  stamp  benefits.  Each 
state  bases  reported  program  error  rates  on  a  sample  of  food  stamp 
cases  it  reviews.  USDA  uses  these  data  to  calculate  error-rate  esti- 
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mates  that  are  the  basis  for  sanctioning  states.  These  error  rates  are 
estimates;  the  actual  rate  could  fall  anywhere  within  a  specified  range 
or  "confidence  interval."  Based  on  data  available  as  of  March  15, 
1985,  GAO  calculated  the  confidence  intervals  around  38  states'  FY 
1983  error  rates.  GAO  found  that  FY  1983  sanctions  for  these  states 
could  range  from  $686,300  to  $15,697,300.  By  using  the  midpoint  of 
the  confidence  interval,  GAO  estimated  that  sanctions  for  the  38 
states  would  amount  to  $6,697,300.  GAO  also  analyzed  state  error 
rates  and  found  that  the  rate  of  food  stamp  overissuances  declined 
somewhat  from  FY  1980  through  FY  1983,  while  the  rates  for  un- 
derissuances  and  improper  denials/terminations  of  food  stamps  to 
eligible  recipients  remained  about  the  same.  See  also  PIC  ID  Nos. 
2457  and  2457.2-2457.8,  (Final  report  29  pages.) 
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ABSTRACT:  This  report  discusses  the  Radiation  Control  for  Health 
and  Safety  Act  and  the  ensuing  program  to  protect  the  public  health 
and  safety  from  electronic  product  radiation.  The  Food  and  Drug 
Administration,  which  is  responsible  for  administering  the  act,  has 
issued  performance  regulations  for  diagnostic  X-ray  equipment,  im- 
plemented a  program  to  insure  compliance  with  those  regulations, 
and  con(' acted  educational  programs  to  improve  operator  techniques 
in  the  use  of  X-ray  equipment.  The  agency's  program  could  be 
strengthened  by  the  establishment  of  a  uniform  nationwide  operator 
credential  program,  full  implementation  of  compliance  programs  to 
insure  the  safety  of  diagnostic  X-ray  equipment,  and  issuance  of  guid- 
ance on  who  should  be  given  diagnostic  X-rays  and  when  such  X- 
rays  are  justified.  (Final  report  15  pages.) 
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ABSTRACT:  The  Railroad  Retirement  Board  programs  and  their 
beneficiaries  have  benefited  from  retirement  and  unemployment  pro- 
grams separate  from  Social  Security  and  the  state-administered 
unemployment  insurance  program.  The  retirement  program  has  (1) 
established  close  ties  with  the  Social  Security  program  and  received 
annual  transfers  of  funds  from  the  Social  Security  trust  funds;  (2) 
received  general  revenues  to  pay  certain  benefits;  and  (3)  received 
special  treatment  regarding  taxation  of  benefits,  tax  revenues,  invest- 
ment authority,  and  certain  administrative  expenses.  The  unemploy- 
ment and  sickness  insurance  program  has  also  received  general 
revenues.  Most  of  the  federal  involvement  in  these  matters  was  ini- 
tiated to  address  a  financial  need  stemming,  at  least  in  part,  from  the 
separate  nature  and  uniqueness  of  the  Railroad  Retirement  Board 
programs. 
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of  New  Arrivals  Should  Be  Improved 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Refugee  Assistance  (Entire  Program  Area); 
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ABSTRACT:  This  report  presents  the  results  of  GAO's  audit  of  FY 
1984  federal  funds  expended  under  the  State  Department's  initial 
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refugee  reception  and  placement  program.  The  review  assessed  the 
status  of  refugees  after  their  first  90  days  in  the  U.S.  and  the  extent 
to  which  grant  funds  helped  them  move  toward  self-sufficiency;  eva- 
luated the  State  Department's  management  of  the  initial  refugee  re- 
settlement program;  and  assessed  voluntary  agency  accountability 
for  funds  received  to  provide  services  to  refugees.  Principal  findings 
include  (1)  most  of  the  refugees  in  GAO's  analysis  received  the  re- 
quired core  services  (e.g.,  food,  clothing,  shelter,  job  training,  and 
placement);  (2)  approximately  15%  of  the  refugees  in  GAO's  sample 
had  jobs  at  the  time  of  this  review;  (3)  uncertainty  exists  as  to  whether 
the  90-day  initial  resettlement  program  should  focus  on  employment 
or  on  the  survival  core  services;  (4)  the  State  Department's  monitor- 
ing teams  address  the  agencies'  efforts  to  provide  core  services  and 
to  instill  the  need  for  employment,  but  do  not  use  measurable  factors, 
such  as  employment/welfare  dependency  rates,  to  evaluate  agency 
performance;  and  (5)  the  State  Department  has  incorporated  only 
limited  accountability  into  the  program;  consequently  it  places  few 
restrictions  on  agencies'  use  of  funds  and  has  little  basis  for  evauating 
the  appropriateness  or  resonableness  of  expenditures.  See  also  PIC 
ID  No.  3069.1.  (Final  report  79  pages.) 

DESCRIPTORS:  Immigrants  Refugees  and  Aliens,  Economic  Analysis 
Feature,  Low-Income  Population,  Labor  Markets  and  Problems 
STUDY  TYPE:  Program  Impact;  Program  Management  or  Efficien- 
cy 

PIC  ID  NO:  3069  PROJECT  NO:  NSIAD  86-69 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS;  Study  completed. 
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ABSTRACT:  This  report  presents  the  results  of  GAO's  analysis  of  the 
three  refugee  program  demonstration  projects  funded  by  HHS  and 
the  State  Department  in  FY  1985.  The  projects  were  intended  to 
demonstrate  that  more  refugees  could  become  employed  and  self- 
sufficient  sooner  than  in  the  past  by  (1)  removing  welfare  provisions 
that  took  away  some  cash  assistance  upon  employment  (California); 

(2)  expanding  the  voluntary  agency  role  in  providing  refugee  case 
management  services  and  cash  assistance  (Portland,  Oregon);  and  (3) 
providing  a  full  range  of  refugee  services  through  individual  volun- 
tary agencies  instead  of  providing  each  service  separately  through 
state  and  local  government  entities  (Chicago).  GAO's  review  ad- 
dressed (1)  how  the  demonstration  projects  were  designed;  (2)  the 
results  of  the  demonstration  projects  as  of  the  time  of  this  study;  and 

(3)  the  status  of  the  process  for  approving  additional  demonstration 
projects.  GAO  found  that  the  development  of  alternative  approaches 
to  refugee  resettlement  through  these  demonstration  projects  has 


been  slower  than  intended.  The  three  projects  have  shown  varied 
progress  in  meeting  their  objectives  of  increasing  refugee  employ- 
ment and  self-sufficiency.  No  new  projects  were  approved  by  the 
State  Department  or  HHS  during  the  two  years  prior  to  this  study. 
See  also  PIC  ID  No.  3069.  (Final  report  55  pages.) 

DESCRIPTORS:  Immigrants  Refugees  and  Aliens,  Demonstration  Pro- 
jects, Case  or  Site  Study  Feature,  State  or  Local  Administration, 
Social  Services  Delivery  Systems 
STUDY  TYPE:  Program  Performance  Evaluation 

PIC  ID  NO:  3069.1  PROJECT  NO:  NSIAD  88-91 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed, 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  February  '86  through  February  '88 


2732 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Reported  Federal  Drug  Abuse 
Expenditures-Fiscal  Years  1981  to  1985 

REPORT  TITLE:  Reported  Federal  Drug  Abuse 

Expenditures-Fiscal  Years  1981  to  1985 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  GAO's  review  centers  on  the  Federal  Drug  Abuse  Budg- 
et Summary,  a  document  that  describes  federal  agencies'  budget  au- 
thority and  outlays  for  drug  abuse  programs,  including  drug  law 
enforcement  and  prevention  and  treatment  activities.  On  the  basis  of 
a  sample  of  federal  agencies  with  drug  abuse  program  responsibilities, 
GAO  determined  that  the  ( 1 )  summary  fairly  reflects  the  overall  level 
of  outlays  by  federal  agencies  involved  in  drug  abuse  programs;  (2) 
criteria  used  to  report  drug-related  expenditures  vary  among  the 
agencies  reviewed;  (3)  increase  in  total  federal  drug-related  outlays 
exceeded  the  inflation  rate;  (4)  increases  in  drug  law  enforcement 
outlays  have  been  primarily  due  to  agencies'  internal  reprogramming, 
although  some  new  funds  have  been  appropriated;  and  (5)  federal 
drug  abuse  prevention  and  treatment  outlays  have  decreased  since 
1982. 
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ABSTRACT:  GAO  interviewed  representatives  of  19  small,  high-tech- 
nology firms  participating  in  the  Small  Business  Innovation  Research 
(SBIR)  program,  which  was  established  to  fund  research  and  deve- 
lopment projects  performed  by  small  businesses.  GAO  also  inter- 
viewed officials  at  eight  venture  capital  firms  and  three  experts  on 
small  businesses  participating  in  the  SBIR  program.  The  SBIR  par- 
ticipants reported  they  were  generally  satisfied  with  the  program, 
citing  as  program-participation  results  the  development  of  commer- 
cially viable  products  and  private-company  pledges  of  capital  invest- 
ment in  final  product  designs.  The  venture  capitalists  who  were 
interviewed,  however,  described  some  difficulties  relating  to  the 
availability  of  venture  capital  for  commercializing  SBIR  projects. 
The  fact  sheet  provides  a  description  of  the  scope  and  methodology 
of  this  study,  a  profile  of  the  SBIR  recipient  firms  interviewed,  and 
some  examples  of  their  SBIR  experiences  and  projects.  The  report 
also  describes  efforts  made  by  recipients  to  obtain  other  funds  and  to 
commercialize  their  SBIR  projects.  See  also  PIC  ID  Nos.  2915, 
2915.2,  and  2915.3.  (Final  report  14  pages.) 
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ABSTRACT:  Children  in  need  of  a  variety  of  services  that  cannot  be 
provided  in  their  home  environments  are  often  placed  in  public  or 
private  residential  care  facilities.  GAO,  in  a  study  conducted  in  three 
states,  found  certain  characteristics  of  children  and  their  families  to 
be  associated  with  both  how  and  where  residential  placements  were 
made.  Specifically,  children  with  higher  levels  of  previous  residential 


care.  Medicaid  eligibility,  or  histories  of  abuse  or  criminality  tended 
to  have  government  agencies  involved  in  their  placements;  children 
with  fewer  of  these  characteristics  were  more  likely  to  be  placed 
without  such  involvement.  In  addition,  GAO  found  that  children 
whose  families  had  private  medical  insurance  were  more  likely  to  be 
placed  without  government  involvement  than  were  other  children. 
With  respect  to  where  placements  are  made,  GAO  found  that  white 
children  were  more  likely  to  be  placed  in  privately  operated  facilities 
than  were  nonwhite  children,  who,  more  typically,  were  placed  in 
public  facilities. 
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ABSTRACT:  This  report  reviews  the  activities  of  selected  Title  X 
grantees  operating  family  planning  clinics  in  regard  to  use  of  funds. 
Title  X  of  the  Public  Health  Service  Act  authorized  the  Department 
of  Health  and  Human  Services  to  make  grants  for  a  broad  range  of 
family  planning  services.  Recipients  of  Title  X  funds,  however,  were 
restricted  from  using  program  funds  for  abortions  or  certain  abortion- 
related  activities  and  for  lobbying.  No  evidence  was  found  that  Title 
X  funds  had  been  used  for  abortions  or  to  advise  clients  to  have 
abortions.  However,  variations  were  found  in  the  practices  in  the  13 
clinics.  Some  of  these  were  believed  to  be  questionable  in  light  of  the 
interpretaton  of  Section  1008  of  Title  X.  Variations  included  (1) 
counseling  practices  that  did  not  present  alternatives  to  aborfion;  (2) 
abortion  referral  practices  that  might  go  beyond  the  referral  policy; 
(3)  the  use  of  educational  materials  that  presented  barrier  methods  of 
contraception  and  early  abortion  in  case  of  failure  as  a  method  of 
family  planning.  (Final  report  36  pages.) 
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ABSTRACT:  GAO's  analyses  show  that  (1)  the  percentage  of  the 
population  receiving  employer-sponsored  pensions  at  ages  younger 
than  65  has  increased  rapidly;  (2)  individuals  with  employer-spon- 
sored pension  income  have  much  lower  labor-force  participation 
rates  than  nonrecipients  of  the  same  age  and  sex;  and  (3)  the  resulting 
earlier  retirement  represents  a  potentially  significant  loss  in  federal 
revenues.  These  findings  raise  questions  about  the  future  financing  of 
retirement  benefits  for  persons  who  are  living  longer  and  retiring 
earlier.  They  also  raise  questions  about  federal  policy  regarding 
retirement  eligibility  age.  Some  recent  legislative  changes  have  re- 
duced incentives  for  early  retirement  and  removed  obstacles  to  older 
worker  employment.  Additional  changes  have  also  been  proposed 
that  would  further  remove  some  of  the  financial  incentives  to  retire 
early  in  public  and  private  plans.  Uncertainty,  however,  over  long- 
term  economic  and  demographic  projections  raises  questions  as  to 
what  public  policy  changes  may  be  needed. 
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ABSTRACT:  This  report  discusses  the  results  of  a  survey  of  17  differ- 
ent types  of  data  exchanges  between  the  Railroad  Retirement  Board 
(RRB)  and  the  Social  Security  Administration  (SSA).  It  focused  on 


the  most  problematic  exchange:  the  benefit  payments  made  by  RRB 
on  behalf  of  SSA.  This  review  is  part  of  a  continuing  General  Ac- 
counting Office  (GAO)  effort  to  examine  the  RRB-SSA  relationship. 
The  RRB-SSA  Payment  Audit  Alert  Review,  commonly  known  as 
the  Computer  Systems  Audit  (CS AUDIT),  was  established  in  1975. 
It  was  intended  to  verify  the  accuracy  of  payments  RRB  made  on 
behalf  of  SSA  to  individuals  entitled  to  both  railroad  retirement  and 
Social  Security  benefits.  Thousands  of  potential  discrepancies  remain 
unreconciled  because  RRB  and  SSA  disagree  about  the  adequacy  of 
the  CSAUDIT  system  as  a  reconciliation  tool.  The  report  concludes 
that  (1)  RRB  and  SSA  need  to  cooperate  in  paying  dually  entitled 
beneficiaries  and  to  assure  the  reliability  and  accuracy  of  benefit 
payments;  (2)  more  information  is  needed  to  reliably  project  the 
number  of  inaccurate  dual  beneficiary  payments  and  their  amount; 
and  (3)  since  CSAUDIT  was  established  in  1975  to  identify  potential 
payment  discrepancies,  neither  RRB  nor  SSA  has  made  the  effort  to 
reconcile  discrepant  data.  (Final  report  21  pages.) 

DESCRIPTORS:  Retirement,  Old  Age  and  Survivors  Insurance,  Feder- 
al Administration 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2700  PROJECT  NO:  HRD  86-3 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  February  '85  through  February  '86 


2738 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Retirement  Forecasting 

REPORT  TITLE:  Retirement  Forecasting  (Two  Volumes) 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

SSA-Old  Age  and  Survivors  Insurance  (Entire  Program 
Area); 

SSA-Disability  Insurance  (Entire  Program  Area) 

ABSTRACT:  This  report  presents  information  GAO  gathered  on  71 
models  that  collectively  forecast  three  retirement  outcomes:  (1)  the 
costs  of  federal  retirement  programs;  (2)  the  retirement  behavior  of 
civilian  workers;  and  (3)  the  levels  and  distribution  of  retirement 
income.  GAO  describes  the  availability  of  published  information  or 
documentation  on  these  models,  the  frequency  with  which  the  mod- 
els are  updated  and  maintained  for  current  use,  and  the  adequacy  of 
available  information  on  the  models  potential  for  forecast  error. 
GAO  also  discusses  factors  that  influence  the  amount  of  forecast 
error,  and  shows  that  model  forecasts  are  vulnerable  in  several  areas, 
including  the  adequacy  of  model  documentation,  the  frequency  or 
recency  of  model  maintenance,  the  existence  of  evaluative  informa- 
tion on  the  model,  and  the  quality  of  model  data.  Despite  these 
vulnerabilities,  GAO  encourages  development  and  testing  of  the 
models  and  greater  provision  of  consumer  information  on  their  qual- 
ity. Volume  1  ("Retirement  Forecasting:  Evaluation  of  Models 
Shows  Need  for  Information  on  Forecast  Accuracy")  summarizes 
GAO's  findings  across  models  for  each  of  the  three  retirement  out- 
comes. Volume  2  ("Retirement  Forecasting:  Technical  Descriptions 
of  Cost,  Decision,  and  Income  Models")  provides  technical,  descrip- 
tive reviews  of  the  individual  models.  (Final  report  volumes  119  and 
177  pages,  respectively.) 


PROJECT  DESCRIPTIONS 


1001 


Accession  No.  2738 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


DESCRIPTORS:  Retirement,  Trends  and  Forecasts,  Social  Security 
STUDY  TYPE:  Other 

pre  ID  NO:  2858  PROJECT  NO:  PEMD  87-6A,  87- 

6B 

FUND  SOURCE:  Salaries  and 

Expenses  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO: 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  October  '85  through  December  '86 


2739 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Review  Groups  Not  Located  in  the  Offices  of 
Statutory  Inspectors  General 

REPORT  TITLE:  Review  Groups  Not  Located  in  the  Offices  of 

Statutory  Inspectors  General 
PERFORMER:  General  Accounting  Office,  Washington  D  C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

OS-Office  of  Inspector  General  (Entire  Program  Area) 

ABSTRACT:  The  Inspector  General  Act  of  1978  was  intended  to 
centralize  and  coordinate  all  audit  and  investigative  activities  into 
independent  offices  of  inspector  general  (OIGs).  The  study  was  con- 
ducted to  see  if  management  review  offices  were  interfering  with  or 
duplicating  the  work  of  statutory  inspectors  general  (IGs).  GAO 
concentrated  its  review  on  the  General  Services  Administration 
(GSA)  and  HHS.  HHS  was  selected  because  preliminary  information 
indicated  that  a  significant  number  of  employees  outside  OIG  were 
involved  in  audit  and  investigative  activities.  GAO  found  that  HHS 
had  already  transferred  189  full-time  equivalent  investigators  from 
the  Social  Security  Administration's  Division  of  Program  Integrity 
and  182  full-time  equivalent  program  analysts,  auditors,  and  others 
from  the  Health  Care  Financing  Administration's  Office  of  Program 
Validations  to  OIG.  HHS  had  also  planned  to  move  118  full-time 
equivalent  auditors  from  the  Office  of  Child  Support  Enforcement, 
but  this  move  did  not  receive  congressional  approval.  (Final  report 
3  pages.) 

DESCRIPTORS:  Auditing  and  Accounting,  Management  Information 

and  Reporting,  Management  Techniques 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2478  PROJECT  NO:  AFMD  85-36 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  "84  through  February  '85  " 


2740 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Review  of  Certain  Aspects  of  Group  Home  Care 
for  Children  in  California 


REPORT  TITLE:  Review  of  Certain  Aspects  of  Group  Home  Care 

for  Children  in  California 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other  ; 
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18.  For  this  study  GAO  reviewed  group  homes  in  California.  GAO 
found  that  Title  IV-E  of  the  Social  Security  Act  is  the  primary  source 
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receive  funds  from  other  federal  sources,  but  total  funding  from  these 
sources  could  not  be  identified  at  the  state  level.  GAO  also  found  that 
the  amount  paid  to  group  homes  for  each  child  varied  widely,  but 
costs  incurred  by  the  homes  were  allowable  under  federal  and  state 
guidelines.  The  reasonableness  of  these  costs  could  not  be  deter- 
mined. Homes  visited  by  GAO  met  state  safety  standards,  although 
29  of  the  66  homes  visited  had  at  least  one  sanitary  standard  deficien- 
cy. GAO  found  no  evidence  that  the  18  homes  it  reviewed  in  detail 
had  made  duplicative  billings  to  other  federal  programs,  although 
county  auditors  had  identified  duplicate  payments  in  the  past. 
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ABSTRACT:  GAO  reviewed  the  HHS  Inspector  General's  audit  of 
federal  payments  to  California  for  its  Refugee  Cash  Assistance  Pro- 
gram. Of  the  more  than  $256  million  paid  to  California  for  its  refugee 
program  from  April  1,  1981,  through  September  30,  1982,  the  IG 
concluded  that  almost  $34  million  did  not  qualify  for  federal  funding. 
GAO  examined  the  methodology  the  IG  used  in  conducting  the  audit 
and  the  conclusions  reached.  GAO  found  that  the  IG's  sampling  and 
estimation  methodologies  were  generally  sound  and  in  conformity 
with  generally  accepted  auditing  practices.  The  evidence  developed 
by  the  IG  showed  that  the  documentation  in  the  program  files  was 
not  adequate  to  substantiate  the  eligibility  of  certain  Research  Career 
Award  (RCA)  recipients.  It  is  possible,  however,  that  the  individuals 
in  question  were  in  fact  eligible  for  program  assistance.  The  state  has 
been  given  the  opportunity  to  submit  additional  documentation  to 
establish  that  each  refugee  in  question  met  all  the  criteria  for  program 
eligibility.  It  was  recommended  that  the  IG  recompute  the  projec- 
tions of  ineligible  cases  and  the  amount  of  federal  funds  should  be 
recovered  from  the  state. 
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ABSTRACT:  This  review  was  undertaken  because  the  General  Ac- 
counting Office  (GAO)  wanted  to  determine  whether  federal  control 
programs  to  assist  the  states  in  controlling  communicable  diseases 
could  be  improved.  The  federal  government  assists  state  programs 
directly  through  grants  to  support  control  activities  and  indirectly 
through  its  own  research  and  by  financially  supporting  research  for 
improving  preventive,  curative,  and  rehabilitative  aspects  of  such 
diseases.  GAO's  review  covered  Alabama,  Colorado,  Georgia,  Mas- 
sachusetts, Michigan,  Ohio,  South  Carolina,  Tennessee,  and  Texas. 
Some  of  the  communicable  diseases  still  afflict  segments  of  the  popu- 
lation. At  the  time  of  the  study  (1)  more  than  two  million  people  each 
year  were  affected  by  veneral  diseases,  particularly  gonorrhea;  (2) 
tuberculosis  was  declining  in  incidence,  but  still  accounted  for  two- 
thirds  of  deaths  caused  by  all  communicable  diseases;  and  (3)  immuni- 
zation levels  for  a  variety  of  communicable  diseases  were  below 
levels  necessary  to  protect  the  population  in  many  areas  of  the  nation 
from  epidemics.  (Final  report  50  pages.) 
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ABSTRACT:  This  report  presents  GAO's  review  of  the  administra- 
tion's welfare  reform  proposal,  the  Better  Jobs  and  Income  Bill.  The 
bill  was  a  major  first  step  toward  recognizing  the  interrelationships 
among  cash  aid,  tax  credits,  and  public  service  jobs  programs. 
However,  at  the  time  of  this  study,  many  of  the  bill's  goals  and 
principles  were  not  expected  to  be  met  because  of  rising  costs,  inef- 
fectual methods,  and  difficulty  in  implementation. 
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ABSTRACT:  In  FY  1976,  25  states  and  the  District  of  Columbia  par- 
ticipated in  the  Emergency  Assistance  program  to  provide  temporary 
assistance  to  needy  families  with  children.  More  than  40  court  cases 
involving  disputes  regarding  the  law  and  the  intent  of  the  Congress 
resulted,  which  adversely  affected  the  operation  of  the  program.  This 
report  primarily  addresses  problems  caused  by  the  legislation.  GAO 
recommended  that  the  Secretary  of  HEW  and  Congress  resolve  the 
problems  of  legal  definitions  and  interpretations  and  that  Congress 
consider  whether  the  Emergency  Assistance  program  should  contin- 
ue. (Final  report  23  pages  plus  appendices.) 
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ABSTRACT:  Representative  Claude  Pepper  asked  GAO  to  simulate 
the  payment  rates  that  would  result  from  adopting  a  potential  pros- 


pective payment  methodology  for  home  health  care  services  provid- 
ed under  Medicare.  He  wanted  to  know  what  the  rates  would  look 
like  before  formally  proposing  the  methodology  in  a  legislative  bill. 
Essentially,  the  methodology  simulated  would  set  rates  for  the  vari- 
ous types  of  home  health  visits  at  the  75th  percentile  of  the  cost  per 
visit  for  each  type  and  would  have  separate  rates  for  urban  and  rural 
home  health  agencies.  The  simulation  results  indicate  that  rates  under 
such  a  payment-setting  method  would  be  15%  higher  than  the  aver- 
age costs  incurred  by  Medicare  under  its  retrospective  cost-based 
payment  system. 
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ABSTRACT:  The  Department  of  Labor  reviewed  selected  activities 
being  carried  out  under  the  Occupational  Safety  and  Health  Act  of 
1970  by  the  Occupational  Safety  and  Health  Administration  (OSHA) 
and  the  National  Institute  for  Occupational  Safety  and  Health  (NI- 
OSH).  This  report  relates  the  problems  and  progress  of  NIOSH  in 
developing  and  recommending  health  and  safety  standards  to  the 
Secretary  of  Labor  for  toxic  substances  and  harmful  physical  agents 
in  various  occupational  environments.  The  report  discusses  historical 
information,  magnitude  of  the  task,  uses  and  effects  of  toxic  sub- 
stances, and  personnel  problems  hindering  performance  of  tasks.  (Fi- 
nal report  72  pages.) 
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ABSTRACT:  Theoretically,  federal  social  research  and  development 
generates  information  to  improve  the  formulation  of  social  policy  and 
to  enhance  the  effectiveness  of  agencies'  programs.  However,  the 
results  of  social  research  and  development  are  generally  of  limited  use 
to  national  policymakers  because  (1)  social  research  and  development 
has  been  authorized  in  broad  subject  areas,  for  the  most  part  to  serve 
agencies  and  state  and  local  governments;  (2)  planning  has  been  frag- 
mented according  to  the  organization  of  agency  activities;  (3)  the 
dissemination  of  results  has  been  relatively  ineffective  and  uncoor- 
dinated; and  (4)  utilization  has  been  hindered  by  factors  such  as 
inaccessibility  of  results.  Recommendations  are  included  for  strength- 
ening central  coordination  of  social  research  and  development  and 
for  improving  the  integration  of  research  and  development  into  na- 
tional policy.  (Final  report  59  pages  plus  appendices.) 
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ABSTRACT:  This  briefing  report  presents  the  final  results  of  GAO's 
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imposed  by  the  Social  Security  Administration  (SSA)  on  the  opera- 
tions of  state  disability  determining  services  (DDSs)  and  (2)  deter- 
mined whether  SSA's  productivity  standards  were  appropriate. 
GAO  found  that  (1)  SSA's  FY  1987  reduction  of  the  state  agencies' 
staff  and  number  of  continuing  disability  reviews  (CDRs)  cost  the 
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sary benefit  payments,  or  about  three  times  the  administrative  ex- 
penses temporarily  saved:  and  (2)  SSA's  productivity  measure,  which 
was  used  to  allocate  staff  to  state  agencies,  does  not  allow  for  accu- 
rate or  uniform  comparisons  of  productivity.  GAO  recommends  that 
SSA  provide  the  states  with  additional  resources  to  do  more  CDRs 
and  further  modify  and  improve  its  productivity  measurement  sys- 
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findings  are  based  on  more  than  4,000  telephone  calls  made  to  SSA 
facilities  to  measure  the  incidence  of  busy  signals  and  how  long  calls 
are  placed  on  hold.  GAO  found  that  telephone  access  to  SSA  varied 
considerably  among  telephone  answering  facilities.  Success  in  reach- 
ing SSA  also  fluctuated  according  to  the  hour,  day  of  the  week,  and 
area  called.  Some  facilities  were  found  to  be  providing  an  unaccepta- 
ble level  of  service.  (Final  report  64  pages.) 
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ABSTRACT:  This  paper  examines  (1)  the  evolution  of  SSA's  field 
office  structure;  (2)  the  existing  structure,  including  its  accessibility 
to  SSA  clients  and  the  distribution  of  offices  among  the  states;  (3)  the 
effect  of  prior  office  closings  and  downgradings  on  SSA  administra- 
tive costs  and  services  to  the  public;  and  (4)  the  results  of  SSA's 
ongoing  review  of  its  field  offices.  The  principal  findings  of  the 
researchers  were  that  through  February  1986  no  offices  were  closed 
as  a  result  of  the  228  office  reviews  completed;  given  the  number  of 
SSA  offices  and  their  locations,  SSA  clients  generally  have  good 
access  to  personal  or  face-to-face  service;  and  SSA  data  on  prior 
office  closings  and  downgradings  did  not  show  significant  reductions 
in  SSA's  overall  administrative  costs.  A  map  of  Social  Security  ad- 
ministrative field  offices,  up-to-date  as  of  January  1,  1986,  is  also 
included.  (Final  report  17  pages.) 
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ABSTRACT;  This  report  presents  the  results  of  GAO's  review  of  the 
rehabilitation  of  disabled  Social  Security  beneficiaries.  The  review 
covered  the  Social  Security  Administration  (SSA)  and  the  activities 
of  disability  agencies  and  vocational  rehabilitation  agencies  in  select- 
ed states.  Less  than  10%-15%  of  disability  beneficiaries  were  found 
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more  severely  disabled  than  other  individuals  with  whom  the 
rehabilitation  agencies  work.  Although  approximately  12%  of  the 
disability  beneficiaries  in  GAO's  study  population  were  evaluated  for 
rehabilitation  services,  only  1%  of  the  population  left  the  benefit  rolls 
because  of  renewed  work  activity.  Of  these,  more  than  two-thirds 
resumed  work  without  services  from  a  rehabilitation  agency. 
Rehabilitation  counselors  believe  the  failure  to  rehabilitate  more  SSA 
beneficiaries  is  often  related  to  the  economic  disincentives  involved. 
For  many  beneficiaries,  working  is  an  unattractive  alternative  to 
retaining  their  disability  benefits  and  Medicare  coverage.  Further, 
many  beneficiaries,  even  if  rehabilitated,  lack  the  earning  power  to 
make  working  an  attractive  alternative  to  disability  benefits.  GAO 
recommends  that  SSA  carry  out  a  demonstration  to  test  whether  a 
sliding  disability  benefit  scale  increases  the  number  of  beneficiaries 
who  return  to  work.  (Final  rpeort  73  pages.) 
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ABSTRACT:  This  report  discusses  the  reconciliation  of  the  differences 
between  the  Social  Security  Administration  (SSA)  and  the  Internal 
Revenue  Service  (IRS)  in  employer-reported  earnings.  Individuals' 
Social  Security  benefits  and  the  amount  of  tax  money  the  Social 
Security  trust  funds  are  entitled  to  are  based  on  the  earnings  recorded 
in  individuals'  Social  Security  accounts.  This  study  determined  (1) 
the  effectiveness  of  the  process  for  identifying  and  resolving  instances 
where  employers  may  not  have  reported  all  or  part  of  employees' 
earnings  and  (2)  the  effect  any  uncredited  earnings  might  have  on 
individuals'  Social  Security  benefits  and  the  trust  funds.  GAO  found 
that  slow  progress  by  SSA  and  IRS  in  reconciling  differences  in 
employee  earnings  has  resulted  in  (1)  Social  Security  beneficiaries 
receiving  less  in  benefits  than  they  were  entitled  to,  and  (2)  the  Social 
Security  trust  funds  retaining  $7.7  billion  in  tax  money,  as  of  March 
1987,  related  to  earnings  not  recorded  in  SSA's  records.  (Final  report 
70  pages.) 
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ABSTRACT:  This  review  was  undertaken  to  identify  opportunities  for 
higher  productivity  and  lower  costs  at  the  Social  Security  Adminis- 
tration (SSA)  program  service  centers  (PSCs),  and  to  identify  man- 
agement actions  needed  to  assure  continuing  productivity 
improvements  at  the  PSCs.  The  review  focused  on  productivity  man- 
agement practices  and  involved  analyses  of  SSA  productivity  data, 
discussions  with  PCS  managers  and  staff,  and  an  examination  of 
certain  aspects  of  the  PSC  work  process  involving  files  management 


and  the  use  of  locally  developed  computer  programs.  GAO  also 
analyzed  studies  on  private  sector  productivity  efforts  to  ascertain 
emerging  trends  in  systematically  identifying  opportunities  for  pro- 
ductivity improvement.  Recommendations  to  the  PSCs  included  (1) 
hold  managers  accountable  for  achieving  specific  productivity  im- 
provement goals;  (2)  develop  and  apply  productivity  measures  at  the 
module  level;  (3)  use  existing  productivity  data  to  identify  opportuni- 
ties for  cost  savings;  (4)  ensure  that  beneficiary  records  folders  are  not 
retrieved  and  forwarded  to  benefit  and  claims  authorizers  for  actions 
that  do  not  require  the  use  of  folders;  and  (5)  require  the  expanded 
use  of  locally  developed  computer  programs  where  they  would  result 
in  cost  savings.  (Final  report  41  pages.) 
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ABSTRACT:  GAO  was  asked  to  assess  the  accuracy  of  past  Social 
Security  revenue  and  spending  projections  and  the  trust  fund  projec- 
tions based  on  the  1985  Social  Security  Amendments.  The  study 
found  that  through  1982  projections  were  inaccurate,  although  the 
directions  of  and  reasons  for  the  errors  differed  considerably  over 
time  (e.g.,  conservative  methodology  before  1972,  unstable  U.S. 
economy  in  the  mid-and  late-1970s,  not  foreseeing  end  of  baby 
boom).  These  projections,  however,  were  no  worse  than  other  eco- 
nomic projections.  GAO  also  agreed  with  the  Social  Security  trustees 
that  there  would  be  a  large  build-up  of  reserves  beginning  in  the  1990s 
that  is  necessary  to  bring  the  program  into  long-range  actuarial  bal- 
ance. Whether  the  accumulation  will  occur  depends  on  future  eco- 
nomic conditions  and  congressional  action. 
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ABSTRACT;  The  Social  Security  Administration  (SSA)  annually  re- 
views a  sample  of  payment  cases  to  determine  how  accurately  it 
calculates  and  pays  benefits.  SSA's  reported  payment  accuracy  rate 
(based  on  total  dollars  paid)  for  the  Retirement  and  Survivors  Insur- 
ance (RSI)  program,  the  agency's  largest  program,  fluctuated  be- 
tween 99.5%  and  99.6%  for  FY  1981  through  FY  1986.  GAO 
examined  the  adequacy  of  SSA's  accuracy  measurement  procedures 
and  the  accuracy  of  the  reported  rates  for  the  RSI  program.  GAO 
found  that  SSA's  sampling  methodology  and  process  for  measuring 
errors  and  determining  annual  payment  accuracy  rates  are  adequate, 
but  that,  because  of  SSA's  interpretation  of  errors,  not  all  errors  are 
included  when  accuracy  rates  are  calculated.  GAO  believes  that 
actual  error  rates  are  approximately  twice  what  SSA  calculates.  SSA 
also  bases  its  reported  accuracy  rate  on  total  dollars  paid  rather  than 
on  the  less  favorable  incidence  of  cases  in  error.  For  FY  1986,  GAO 
calculated  a  case  accuracy  rate  of  approximately  87.3%  compared  to 
SSA's  94.1%.  SSA  payment  accuracy  rates  measure  overall  RSI 
program  accuracy,  but  they  do  not  measure  the  effect  of  errors  on 
beneficiaries.  GAO  found  that  almost  two-thirds  of  the  errors  were 
underpayments.  (Final  report  38  pages.) 
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ABSTRACT:  GAO  evaluated  the  Social  Security  Administration's 
(SSA)  computerized  employment  pensions  income  database  to  deter- 
mine its  utility  in  detecting  pension  errors  in  the  Supplemental  Securi- 
ty Income  (SSI)  system.  It  determined  that  the  database  is  an  effective 
information  service  (in  December  1983,  35,000  SSI  cases  received 
pension  benefits;  6,300  were  overpaid  SSI  benefits),  and  recommend- 
ed that  SSA  perform  computer  matches  and  attempt  to  determine 
what  causes  payment  errors.  SSA  agreed  and  planned  to  begin  this 
process  in  October  1986. 
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ABSTRACT:  This  report  shows  that  Social  Security  clients  generally 
perceive  many  services  provided  by  the  Social  Security  Administra- 
tion (SSA)  to  be  of  high  quality  and  as  good  or  better  than  services 
they  receive  from  other  agencies.  This  conclusion  is  based  on  a  na- 
tionwide survey  of  clients  of  the  two  largest  programs  administered 
by  SSA;  the  Old  Age,  Survivors,  and  Disability  Insurance  (OASDI) 
program  and  the  Supplemental  Security  Income  (SSI)  program.  For 
this  survey,  questionnaires  were  sent  to  1,680  SSA  clients,  most  of 
whom  had  contacted  the  agency  just  prior  to  the  commencement  of 
this  study.  See  also  PIC  ID  Nos.  2736.1-2736.3.  (Final  report  76 
pages.) 
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ABSTRACT:  In  January  1985,  the  administration  announced  its  inten- 
tion to  reduce  SSA  staff  by  21%  through  FY  1990.  Concerns  were 
raised  about  potential  impacts  on  SSA  service.  This  study  examined 
the  quality  of  SSA  service,  the  effects  of  staff  reductions  on  service, 
and  the  nature  and  extent  of  past  and  planned  staff  reductions.  It 
found  that  SSA's  traditional  performance  measures  showed  stable 
performance  since  FY  1984  (i.e.,  the  year  before  the  start  of  the  staff 
reduction  program).  Approximately  80%  of  the  SSA  clients  sur- 
veyed responded  that  overall  the  quality  of  SSA  service  was  good. 
However,  most  SSA  employees  and  managers  who  were  interviewed 
reported  that  staff  reductions  have  had  an  adverse  effect  on  opera- 
tions. In  general,  decreased  quality  of  work  and  decreased  produc- 
tivity were  cited.  See  also  PIC  ID  Nos.  2736,  2736.2,  and  2736.3. 
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ABSTRACT:  This  review  provides  information  on  the  problems  as- 
sociated with  the  Social  Security  Administration's  (SSA's)  reim- 
bursement, under  the  1981  amendments  to  the  Social  Security  Act, 
of  state  vocational  rehabilitation  agency  expenses.  In  1981,  Congress 
changed  the  method  of  funding  state  vocational  rehabilitation  agen- 
cies from  a  formula  basis  to  a  reimbursement  procedure;  since  then. 


both  funding  and  rehabilitation  of  Social  Security  Disability  Insur- 
ance (SSDI)  beneficiaries  have  declined  substantially.  At  the  time  of 
this  report,  approximately  10%  of  the  people  that  vocational  rehabili- 
tation agencies  were  serving  were  SSDI  beneficiaries.  GAO  inter- 
viewed SSA  and  state  officials,  examined  statistical  data  from  SSA, 
and  analyzed  a  sample  of  pending  reimbursement  claims  at  SSA's 
Vocational  Rehabilitation  Branch.  GAO  found  that  state  vocational 
rehabilitation  officials  believed  SSA  funding  provided  little  incentive 
to  work  with  SSDI  beneficiaries.  (Final  report  10  pages.) 
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ABSTRACT:  This  study  examined  past  SSA  actuarial  75-year  projec- 
tions of  financial  status  of  the  OASDI  trust  funds  and  presented  two 
views  of  a  cross-section  of  actuaries  on  the  methods  and  assumptions 
used  in  measuring  the  status  of  the  funds.  The  study  focused  on  three 
factors  that  can  significantly  affect  the  integrity  of  the  projections:  (1) 
the  assumptions  that  the  actuaries  make  regarding  the  future  behavior 
of  key  demographic  and  economic  factors;  (2)  the  actuarial  methods 
that  the  actuaries  choose  to  make  the  projections;  and  (3)  the  degree 
of  professional  independence  that  the  actuaries  are  able  to  exercise  in 
making  demographic  and  economic  assumptions  and  selecting  the 
actuarial  methodology.  The  empirical  evidence  could  neither  prove 
nor  disprove  that  (1)  the  demographic  and  economic  assumptions 
SSA  made  were  always  reasonable;  and  (2)  the  lack  of  actuarial 
independence  significantly  affected  the  projections.  However,  it  is 
believed  that  SSA's  demographic  and  economic  assumptions  were 
generally  too  optimistic  from  1973  through  1982  and  that  more  ac- 
tuarial independence  was  needed. 
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ABSTRACT:  This  study  reviewed  the  Social  Security  Administration's 
(SSA's)  management  to  determine  how  SSA  could  improve  program 
operations  and  better  prepare  for  the  future.  GAO  found  serious 
management  problems  that  it  felt  could  interfere  with  SSA's  ability 
to  effectively  accomplish  its  mission  in  the  future  and  identified  the 
following  needs:  strong  and  stable  leadership;  better  management  of 
its  effort  to  modernize  SSA  computer  systems;  better  planning  to 
prepare  for  a  future  in  which  its  operational  and  human  resources 
needs  are  likely  to  change;  more  focus  on  financial  management  to 
alleviate  problems  caused  by  unclear  and  confusing  responsibilities; 
better  controls  over  service  delivery  to  identify  inefficient  and  inef- 
fective operations;  and  better  work-force  management  to  improve 
the  work  climate.  The  commissioner  has  begun  to  address  SSA's 
problems,  but  congressional  actions,  such  as  establishing  a  fixed  term 
for  the  commissioner,  are  viewed  as  essential  if  actions  to  improve 
management  are  to  be  sustained. 
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ABSTRACT:  This  report  by  the  Comptroller  General  to  a  congression- 
al committee  examined  two  contracts  between  the  Social  Security 
Administration  (SSA)  and  the  Paradyne  Corporation.  The  first, 
signed  in  1981,  was  for  the  installation  of  1,800  data  communications 


terminals  in  1,350  Social  Security  offices  nationwide.  The  second, 
signed  in  1982,  was  designed  to  enhance  the  data  transmission 
capabilities  of  the  Paradyne  terminals.  SSA  had  acquired  a  data  com- 
munication system  which  did  not  begin  to  meet  contractual  perfor- 
mance requirements  consistently  until  two  years  after  the  first 
terminals  were  installed.  The  report  listed  the  following  reasons  for 
inadequacies  in  the  agency's  management  of  these  contracts:  (1)  an 
internal  structural  realignment  in  1982,  which  weakened  internal  con- 
trols; and  (2)  oversight  by  both  the  Department  of  Health  and  Human 
Services  and  the  General  Services  Administration  (GSA).  Weak- 
nesses in  SSA's  systems  acquisition  process  still  existed  when  this 
report  was  written  in  1984  and  presented  a  threat  to  the  integrity  of 
planned  systems  procurements.  See  also  PIC  ID  No.  2471.1.  (Final 
report  39  pages.) 
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ABSTRACT:  Social  Security  recipients  get  annual  benefit  increases  to 
protect  against  inflation.  Many  also  participate  in  income-tested  pub- 
lic assistance  programs,  such  as  Medicaid,  Food  Stamps,  and  housing 
assistance,  which  decrease  benefits  when  the  Social  Security  in- 
creases are  received.  In  some  instances,  offsetting  decreases  in  public 
assistance  benefits  can  exceed  the  Social  Security  increases,  resulting 
in  net  losses,  and  such  persons  are  worse  off  than  if  the  increases  had 
not  been  received.  GAO  examined  how  various  program  rules  con- 
tribute to  this  phenomenon  for  Hawaii  retirees  and  tried  to  estimate 
the  number  of  persons  that  might  be  affected  there  as  well  as  national- 
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ABSTRACT:  The  Social  Security  Disability  Insurance  (SSDI)  pro- 
gram provides  cash  benefits  to  insured  workers  who  cannot  work, 
because  of  disabling  health  conditions.  Benefits  are  based  on  the  work 
history  and  average  earnings  of  the  insured  worker.  In  calendar  year 
1986,  this  program  paid  more  than  $17.7  billion  to  3.9  million  disabled 
workers  and  their  families.  The  benefits  are  intended  to  provide  for 
material  needs  of  disabled  persons  and  their  families  and  protect  them 
against  the  expenses  of  illnesses  that  otherwise  could  exhaust  their 
savings.  The  report  provides  a  comprehensive  overview  of  demo- 
graphic, health,  and  economic  conditions  of  the  disabled  beneficiaries 
and  presents  data  on  the  1986  benefit  status  and  the  characteristic 
differences  between  those  individuals  who  have  since  recovered  and 
those  individuals  who  remain  on  the  rolls.  It  is  based  on  GAO's 
analysis  of  data  from  the  Social  Security  Administration's  1982  New 
Beneficiary  Survey.  (Final  report  48  pages.) 
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ABSTRACT:  GAO  monitored  the  Social  Security  Administration's 
(SSA's)  and  the  state  disability  determination  services'  (DDSs')  im- 
plementation of  the  medical  improvement  review  standard,  specifi- 
cally in  regard  to  the  resumption  of  the  continuing  disability  reviews 
(CDRs),  which  have  been  under  moratorium  since  1984.  Among  the 
findings  are  (1)  SSA  took  more  than  a  year  to  develop  final  regula- 
tions and  procedures  to  implement  the  medical  improvement  review 
standard;  (2)  DDSs  were  unable  to  handle  the  volume  of  cases  SSA's 
initial  CDR  resumption  plan  called  for,  and  adjustments  to  the  case- 
load plan  were  necessary  to  provide  workload  relief  for  the  DDSs; 
(3)  the  primary  impediment  to  conducting  CDRs  was  the  lack  of 
DDS  resources,  because  they  were  working  on  a  backlog  of  approxi- 
mately 230,000  initial  mental  impairment  cases;  (4)  at  the  end  of  FY 
1986,  SSA  estimated  a  backlog  of  270,000  medical  expected  cases; 
and  (5)  SSA  projects  that  223,000  CDR  cases  will  be  processed  in  FY 
1987  with  medical  improvement  expected  cases  being  given  priority. 
(Final  report  42  pages.) 
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ABSTRACT:  SSA  received  two  responses  (one  from  the  Braegen  Cor- 
poration; one  from  Masstor)  to  its  July  1983  request  for  a  mass- 
storage  system.  On  January  25,  1984,  a  $1.02  million  contract  was 
awarded  to  Masstor,  the  lower  bidder.  During  the  procurement  proc- 
ess, SSA  waived  a  channel  cable  length  specification  that  it  no  longer 
needed.  In  waiving  this  requirement,  SSA  was  within  the  boundaries 
of  federal  procurement  regulations.  Shortly,  after  the  contract  was 
signed,  Masstor  and  SSA  disagreed  about  the  interpretation  of  a 
clause  in  the  contract  that,  according  to  SSA,  specified  that  Masstor 
must  provide  dual-channel  access  to  four  of  SSA's  computers.  Ac- 
ceptance testing  of  the  Masstor  equipment,  which  was  supposed  to 
begin  in  April  1984,  was  delayed  for  four  months  while  both  parties 
worked  to  resolve  this  issue.  Masstor  eventually  agreed  to  install 
additional  equipment,  and  acceptance  testing  began.  This  testing, 
which  lasted  from  August  6  to  October  8,  1984,  seemed  to  provide 
reasonable  assurance  that  the  Masstor  system  met  SSA's  needs  as 
expressed  in  the  contract.  Masstor  then  levied  a  $428,707  claim 
against  SSA  for  compensation  for  extra  equipment  provided  to  re- 
solve the  above  issue.  Also,  SSA  assessed  Masstor  with  $99,665.28  in 
liquidated  damages  for  a  121-day  installation  delay. 
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ABSTRACT:  The  Social  Security  Amendments  of  1983  included  an 
automatic  mechanism  to  help  align  Social  Security  benefit  payment 
increases  with  revenue  increases  if  Social  Security  reserves  fall  below 
a  specified  level.  GAO  was  asked  which  of  several  wage  measures 
would  be  the  most  timely  and  accurate  to  use  in  this  alignment.  GAO 
evaluated  eight  wage  measures  and  found  that  two-the  Social 
Security  Administration  Average  Wage  Index  used  in  1985  and  the 
Bureau  of  Labor  Statistics'  Employment  Cost  Index— would  be  the 
most  timely  and  accurate  to  use  as  an  automatic  mechanism.  Al- 
though the  Employment  Cost  Index  is  slightly  better  at  indicating 
revenue  increases,  the  limited  number  of  years  of  data  that  could  be 
analyzed  (only  eight)  provided  inconclusive  evidence  that  it  would 
be  the  clearly  superior  measure  to  use.  The  Department  of  Health  and 
Human  Services,  which  is  reponsible  for  the  Social  Security  pro- 
gram, generally  agreed  with  GAO's  overall  findings  and  conclusions. 
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ABSTRACT:  Block  grants  have  enabled  states  to  plan  and  manage 
programs  in  accordance  with  processes  used  for  related  services,  use 
established  service  delivery  systems,  and  carry  out  other  management 
functions  such  as  program  monitoring  and  audit  using  established 
state  procedures.  States'  prior  involvement  with  many  of  the 
categorical  programs  and  related  state  activities  provided  an  adminis- 
trative framework  for  carrying  out  their  new  block  grant  responsibili- 
ties. The  notable  exception  was  community  services  where  limited 
prior  state  involvement  required  states  to  develop  an  administrative 
structure  for  the  program  as  well  as  relationships  with  service  provid- 
ers. As  block  grant  implementation  proceeded,  the  13  states  reported 
management  improvements.  These  focused  on  reduced  time  and  ef- 
fort preparing  applications  and  reports,  changed  or  standardized  ad- 
ministrative procedures,  improving  planning  and  budgeting,  and 
better  use  of  staff  However,  GAO  was  unable  to  measure  whether 
and  to  what  extent  these  changes  reduced  state  administrative  costs. 
To  facilitate  better  program  oversight,  the  Congress  acted  in  1984  to 
strengthen  the  data  collection  requirements  for  several  block  grants. 
The  Congress  also  created  uniform  audit  requirements  for  all  federal 
assistance  programs  to  state  and  local  governments,  including  block 
grants  through  the  Single  Audit  Act.  This  legislation  should  improve 
states'  ability  to  cover  block  grants  through  broader  single  audits. 
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ABSTRACT:  The  Omnibus  Budget  Reconciliation  Act  of  1981  con- 
solidated numerous  federal  programs  into  nine  block  grants  and  shift- 
ed primary  administrative  responsibility  for  the  programs  to  the 
states.  In  this  report  GAO  assesses  the  initial  progress  seven  states 
(Alabama,  Delaware,  Iowa,  Kentucky,  Massachusetts,  Michigan,  and 
Utah)  have  made  in  implementing  the  Small  Cities  Community  Deve- 
lopment Block  Grant  Program  (Small  Cities  Program).  GAO  con- 
ducted the  study  from  December  1,  1982,  to  January  15,  1983.  The 
report  addresses  (1)  changes  that  have  occurred  as  states  used  their 
flexibility  in  funding  community  development  activities  to  meet  local 
needs;  (2)  methods  states  used  to  meet  public  participation  require- 
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ments,  including  the  role  local  governments  and  citizens  played  in 
setting  community  development  objectives  and  priorities;  (3)  the 
states'  methods  for  distributing  funds  and  selecting  grantees;  and  (4) 
local  communities'  and  others'  perceptions  of  how  states  adminis- 
tered the  1982  Small  Cities  Program  compared  with  how  the  Depart- 
ment of  Housing  and  Urban  Development  (HUD)  administered  the 
program  previously.  (Final  report  50  pages.) 
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ABSTRACT:  In  1981  the  Congress  consolidated  10  categorical  pro- 
grams into  the  Alcohol,  Drug  Abuse,  and  Mental  Health  Services 
Block  Grant  and  gave  the  states  broader  administrative  responsibili- 
ties. Although  federal  support  decreased  as  states  began  implement- 
ing the  block  grant,  carryover  of  funds  from  1981  categorical  awards 
supported  many  service  providers  well  into  1982.  This  mitigated  the 
impact  of  federal  funding  reductions  and  allowed  states  to  reserve 
block  grant  funds  for  future  years.  The  combination  of  legislative 
earmarking  of  funds,  the  historical  shared  financial  and  administra- 
tive involvement  between  states  and  the  federal  government,  and  the 
relatively  stable  trends  in  total  support  obviated  the  need  for  states 
to  make  major  program  changes  in  1982  and  1983.  While  program 
changes  occurred  at  the  service  provider  level,  they  stemmed  from 
evolving  community  needs  or  changes  in  total  funding  rather  than 
just  the  block  grant.  Established  state  agencies  carried  out  their  ex- 
panded management  responsibilities  and  reported  making  administra- 
tive improvements.  Most  states  reported  increased  levels  of 
involvement  by  legislatures  and  governors'  offices  and  sought  public 
input  through  hearings  and  other  methods.  Overall,  state  officials 
rated  the  block  grant  program  more  desirable,  while  about  half  the 
interest  groups  preferred  the  prior  categorical  approach. 
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ABSTRACT:  In  1981  the  Congress  consolidated  seven  preventive 
health  programs  into  the  Preventive  Health  and  Health  Services 
Block  Grant,  which  gave  states  broad  program  and  administrative 
responsibilities.  Aided  by  continuing  outlays  from  prior  categorical 
grants,  states  reassessed  their  needs  and  adjusted  the  level  of  support 
for  individual  program  areas.  During  this  period  states  tended  to 
assign  higher  priority  and  make  fewer  changes  in  areas  where  they 
had  considerable  involvement  before  the  block  grant,  such  as  health 
incentive  programs.  More  changes  were  made  in  areas  where  states 
previously  had  less  involvement,  such  as  emergency  medical  ser- 
vices. Established  state  agencies  were  carrying  out  their  expanded 
management  responsibilities  and  reported  management  improve- 
ments. They  reported  increased  levels  of  involvement  by  certain 
legislatures,  governors'  offices,  and  interest  groups  and  used  various 
methods  to  obtain  public  input.  Overall,  state  officials  rated  the  block 
grants  as  more  desirable,  while  approximately  half  the  interest  groups 
preferred  the  prior  categorical  approach. 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  In  1981  three  categorical  grant  programs  were  con- 
solidated into  the  social  services  block  grant,  which  gave  states  great- 
er authority  for  program  management.  Although  federal  support 
decreased  as  states  began  implementing  the  block  grant,  1 1  of  the  13 
states  GAO  visited  increased  their  total  social  services  expenditures 
between  1981  and  1983,  primarily  through  increased  state  and  other 
nonfederal  funding  as  well  as  transfers  from  other  federal  block  grant 
programs.  The  growth  in  expenditures,  however,  rarely  kept  pace 
with  the  increase  in  inflation  during  the  period.  For  the  most  part, 
states  continued  to  fund  the  same  programs  as  they  had  under  the 
prior  categorical  program,  but  changes  were  made  to  program  priori- 
ties, services  offered,  and  client  eligibility  to  better  reflect  states' 
views  and  adjust  to  limitations  on  available  funds.  The  same  state 
agencies  that  had  managed  the  prior  social  services  programs  as- 
sumed block  grant  responsibilities  and  reported  making  administra- 
tive improvements.  Overall,  state  officials  were  pleased  with  the 
block  grant,  while  many  interest  groups  preferred  the  prior  approach. 
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ABSTRACT:  The  Comprehensive  Environmental  Response,  Compen- 
sation, and  Liability  Act  of  1980  (also  known  as  Superfund)  was 
enacted  to  address  problems  posed  by  uncontrolled  hazardous  waste 
sites.  Federal  agencies  must  comply  with  the  act's  requirements  to  the 
same  extent  as  private  entities.  GAO  found  that  11  of  16  civilian 
federal  agencies  identified  by  GAO  as  having  hazardous  waste  activi- 
ties were  aware  of  340  potential  hazardous  waste  site  locations  on 
their  lands  or  under  their  control.  Assessment,  evaluation,  and  cor- 
rective action  at  the  340  locations  ranged  from  105  where  no  action 
had  been  taken  to  73  where  Environmental  Protection  Agency 
(EPA)  or  other  federal  agency  officials  had  concluded  that  no  further 
action  was  warranted.  Some  action  had  been  taken  at  the  remaining 
162  locations,  but  additional  actions  were  needed.  GAO  also  found 
that  EPA's  system,  which  shows  potential  hazardous  waste  site  loca- 
tions and  the  status  of  actions  performed,  was  incomplete.  GAO 
recommends  that  EPA  update  and  correct  the  data  system.  EPA  and 


seven  other  federal  agencies  have  underway  or  plan  new  initiatives 
to  focus  civilian  federal  agencies'  attention  on  hazardous  waste  site 
identification,  assessment,  evaluation,  and  clean-up  issues.  In  this  re- 
gard, EPA's  ongoing  effort  to  develop  a  new  strategy  is  key  to 
assuring  that  federal  agencies  comply  with  the  act.  (Final  report  104 
pages.) 

DESCRIPTORS:  Pollution,  Environmental  Health 
STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2493  PROJECT  NO:  RCED  84-188 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  September  '83  through  September  '84 


2776 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Substance  A^buse:  Description  of  Proposed  State 
Allotment  Grant  Formulas 

REPORT  TITLE:  Substance  Abuse:  Description  of  Proposed  State 

Allotment  Grant  Formulas 
PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-ADAMHA-Alcohol  Drug  Abuse  and  Mental  Health 

Services  Block  Grant  (ADAMHSBG) 

ABSTRACT:  Information  showing  the  allocation  of  funds  to  states 
under  the  substance  abuse  prevention  and  substance  abuse  treatment 
programs  is  provided.  This  fact  sheet  shows  state  allotments  using  a 
formula  basis  on  each  state's  relative  share  of  the  nation's  youth 
population  ages  5  through  24  and  an  annual  appropriation  of  $50 
million.  It  also  shows  state  allotments  using  a  formula  basis  on  each 
state's  relative  share  of  the  population  ages  1 5  through  64  weighted 
by  the  state's  relative  personal  income  and  an  annual  appropriation 
of  $100  million. 
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ABSTRACT:  Sudden  Infant  Death  Syndrome  (SIDS)  is  the  unexpect- 
ed and  sudden  death  of  an  apparently  healthy  infant.  This  study 
examined  the  effectiveness  of  services  provided  by  the  SIDS  Coun- 
seling and  Information  program.  GAO  reviewed  365  case  files  and 
interviewed  family  members  of  82  SIDS  victims.  It  was  found  that 
families  overwhelmingly  believed  that  the  information  and  counsel- 
ing provided  through  the  SIDS  program  was  helpful  to  them  in 
dealing  with  the  death  of  their  infant.  Education  and  training  pro- 
grams were  deemed  successful  also.  The  researchers  concluded  that 
administrative  improvements  could  be  made  to  help  with  the  exten- 
sion of  SIDS  services  nationwide.  The  major  improvement  would  be 
to  consolidate  the  SIDS  program  with  the  maternal  and  child  health 
program.  This  would  have  the  added  advantages  of  (1)  encouraging 
states  that  have  not  assured  the  availability  of  SIDS  services  to  do  so; 
(2)  ensuring  a  relatively  stable  funding  source;  and  (3)  linking  SIDS 
activities  with  other  maternal  and  child  health  services.  (Final  report 
127  pages.) 
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ABSTRACT;  GAO  reports  bring  issues  of  federal  department  or  agen- 
cy operations  to  the  attention  of  Congress  and  the  respective  depart- 
ments and  agencies.  GAO  follows  up  on  its  recommendations  until 
satisfactory  resolution  is  reached.  This  report  summarizes  the  conclu- 
sions and  recommendations  of  those  GAO  audits  and  other  reviews 
on  which  satisfactory  legislative  or  administrative  action  had  not 
been  taken  as  of  November  1,  1984.  These  summaries  were  compiled 
to  assist  the  congressional  appropriations  committees  in  their  review 
of  FY  1986  budget  requests.  This  report  includes  summaries  of  39 
reports  about  HHS  that  address  such  issues  as  ( 1 )  the  federal  regula- 
tion of  medical  devices;  (2)  better  federal  administration  of  state 
foster-care  programs;  (3)  physician  reimbursement  under  Medicare; 
(4)  identification  and  collection  of  Medicare  Part  B  duplicate  pay- 
ments; and  (5)  protecting  Medicare  and  Medicaid  patients  from 
health  practitioners  who  have  lost  their  licenses.  (Final  report  419 
pages.) 
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ABSTRACT:  The  1981  Omnibus  Budget  Reconciliation  Act  created 
new  block  grants  for  giving  states  assistance  in  health,  education, 
community  development,  and  energy  programs.  Since  a  thorough 
understanding  of  the  legislation  is  preliminary  to  any  studies  of  the 
grants  themselves,  GAO  has  prepared  a  summary  of  the  block  grant 
provisions  in  less  technical  language  and  tables  comparing  their  most 
significant  features.  The  summaries  and  tables  highlight  key  provi- 
sions of  the  enabling  legislation,  which  is  also  reprinted  in  this  report 
and  should  be  of  interest  to  auditors,  evaluators,  and  others  in  both 
public  and  private  sectors  who  need  an  overview  of  the  legislation. 
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ABSTRACT:  The  Special  Supplemental  Food  Program  for  Women, 
Infants,  and  Children  (WIC)  provides  staple  food  to  women  who  are 
pregnant  or  breastfeeding,  infants,  and  children  of  low-income  fami- 
lies who  are  at  risk,  because  of  inadequate  nutrition,  inadequate  health 
care,  or  both.  State  and  local  agencies  must  use  80%  of  WIC  funds 
for  food  and  20%  for  administrative  costs.  Local  agencies  may  pro- 
vide the  supplemental  foods  directly  to  participants  or  indirectly 
through  vouchers  redeemable  at  retail  food  stores.  The  indirect  meth- 
od is  the  more  prevalent,  although  in  FY  1988  six  states  have  con- 
tracts to  purchase  infant  formula  for  less  than  the  average  retail  cost. 
However,  state  WIC  officials  claim  that  purchasing  food  under  cost- 
saving  methods  presents  a  disincentive  to  increasing  program  partici- 
pation, because  they  are  not  allowed  to  use  the  savings  to  cover 
increases  in  administrative  costs.  At  the  time  of  the  study  Congress 
was  debating  legislation  that  would  allow  states  to  use  10%-20%  of 
any  savings  achieved  to  cover  increases  in  the  administrative  costs  of 
adding  WIC  participants.  If  all  states  purchased  infant  formula  at 
reduced  rates  similar  to  those  of  the  six  states,  and  all  of  the  savings 
went  to  food  purchases,  GAO  estimates  that  between  221,400  and 
630,200  additional  WIC  participants  nationwide  might  be  served  in 
FY  1988.  If  states  use  10%  of  the  estimated  savings  to  cover  adminis- 
trative costs  between  200,500  and  567,700  additional  participants 
might  be  served.  (Final  report  15  pages.) 
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ABSTRACT:  This  report  contains  summaries  of  reports  issued  during 
FY  1981  and  FY  1982  concerning  government  agencies'  contracts 
with  private  commercial  sources  for  goods  and  services  that  could  be 
provided  by  federal  sources.  The  reports  show  that  (1)  questionable 
cost  comparisons  affected  the  contracting  decision  in  some  instances 
but  not  in  others;  (2)  some  decisions  to  contract  were  made  without 
benefit  of  required  cost  comparisons;  (3)  cost  estimates  of  govern- 
ment performance  were  not  always  based  on  the  most  efficient  and 
effective  in-house  operation;  (4)  statements  of  work  used  for  develop- 
ing some  cost  estimates  were  incomplete;  and  (5)  outdated  wage  rates 
were  sometimes  provided  for  use  by  bidders. 
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ABSTRACT:  This  study  assessed  two  legislative  proposals  to  address 
the  public  concern  about  teenage  pregnancy  among  the  poor.  Both 
Senator  Chafee's  proposal  (S.938)  and  Senator  Moynihan's  proposal 
(S.1194)  describe  services  that  would  be  provided  to  pregnant  and 
parenting  young  women.  They  differ  in  the  scope  of  services  that 
would  be  provided,  the  types  of  clients  who  would  be  served,  and  the 
administrative  and  financing  arrangements  that  would  be  required. 
Senator  Moynihan's  bill  also  proposes  a  pregnancy-prevention  pro- 
gram. Major  findings  are  ( 1 )  that  the  eligible  population  is  potentially 
large;  (2)  existing  programs  appear  to  have  affected  either  the  short- 
term  use  of  contraceptives  or  fertility;  and  (3)  information  on  the 
effectiveness  of  preventing  pregnancy  is  limited.  There  are  also  prob- 
lems of  local  public  awareness  and  support  for  these  programs.  Sever- 
al critical  questions  are  still  unanswered,  such  as  knowledge  of  what 
does  and  does  not  work,  availability  of  resources  in  the  field;  and 
additional  costs  for  service  delivery.  Since  there  appears  to  be  an 
unmet  need  for  services  for  pregnant  teenagers,  but  much  uncertainty 
about  which  services  are  most  effective,  GAO  believes  that  two 
distinct  avenues  could  be  pursued  in  future  legislation:  expanding 
services  where  they  are  most  needed  and  supporting  well-evaluated 
demonstrations  of  innovative,  flexible,  and  clearly  targeted  programs. 
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ABSTRACT:  The  Comptroller  General  sent  this  letter  with  appendices 
to  the  Subcommittee  on  Social  Security  of  the  Ways  and  Means 
Committee  of  the  House  of  Representatives.  The  subject  was  the 
Treasury's  management  of  Social  Security  trust  funds  during  the  debt 
ceiling  crises  of  October  1984  and  September-November  1985.  Ap- 
pendix I  addresses  the  legality  of  the  Treasury's  management  of  these 
funds  during  these  periods.  It  concludes  that,  although  some  of  the 
Secretary's  actions  appear  in  retrospect  to  have  been  in  violation  of 
the  requirements  of  the  Social  Security  Act,  it  cannot  be  said  that  the 
Secretary  acted  unreasonably  given  the  extraordinary  situation  in 
which  he  was  operating.  Appendix  II  presents  factual  information  on 
Treasury's  actions  in  not  investing  in  a  timely  manner  and  in  disin- 
vesting  Social  Security  trust  funds'  assets  during  the  1984  and  1985 
debt  ceiling  crises.  (Final  report  30  pages.) 
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ABSTRACT:  The  costs  of  income  security  programs  soared  by  250% 
during  the  1970s,  making  them  the  largest  part  of  the  federal  budget. 
These  programs  come  under  constant  criticism  for  being  too  profuse, 
inequitable,  inefficient,  difficult  to  manage,  and  discouraging  in- 
dividuals from  working.  Taken  together,  these  multibillion-dollar  tax 
and  transfer  programs  affect  every  American's  well-being.  For  these 
reasons,  GAO  formed  a  task  force  to  study  the  income  security 
system.  Its  recommendation  was  to  form  an  independent  organiza- 
tion, such  as  a  national  income  security  commission,  to  help  Congress 
and  the  executive  branch  with  their  program  responsibilities. 
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ABSTRACT:  Unreimbursed  costs  incurred  by  hospitals  and  other 
health  care  providers  who  care  for  uninsured  undocumented  aliens 
have  become  an  important  health  policy  issue  in  urban  centers  as  well 
as  communities  along  the  U.S. -Mexico  border.  Many  of  these  costs 
have  been  carried  by  state  and  local  governments,  although  the  Immi- 
gration Reform  and  Control  Act  of  1986  (IRC A)  and  the  Omnibus 
Budget  Reconciliation  Act  of  1986  (OBRA)  both  provide  for  partial 
federal  reimbursement.  This  briefing  report  focuses  on  (1)  the  me- 
thodological and  conceptual  problems  of  estimating  the  costs  of  un- 
compensated health  care  provided  to  aliens;  (2)  an  improved  cost 
estimation  approach;  and  (3)  the  implications  of  the  new  immigrant- 
related  legislation  for  this  problem  and  its  measurement.  GAO  for- 
mulated a  possible  alternative  cost-estimation  approach  prior  to  the 
implementation  of  IRCA,  but  testing  was  postponed  until  the  situa- 
tion under  the  new  law  stabilizes.  (Final  report  44  pages.) 
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ABSTRACT:  This  fact  sheet  describes  the  formal  policies  and  proce- 
dures at  the  National  Science  Foundation  (NSF)  and  National  Insti- 
tutes of  Health  (NIH)  for  making  research  awards.  Due  to 
congressional  concern  about  the  fairness  and  effectiveness  of  the  part 
of  the  award  process  known  as  "peer  review,"  this  GAO  report 
focuses  particularly  on  the  role  assigned  to  external  scientists  who 
review  the  research  applications.  This  report  (1)  provides  back- 
ground information  on  peer  review;  (2)  describes  the  NSF  and  NIH 
awards  processes,  including  the  roles  of  external  peer  reviewers  and 
agency  officers;  and  (3)  addresses  fairness  and  accountability  in  the 
awards  processes.  GAO  obtained  information  for  this  report  by  ex- 
amining agency  and  congressional  hearing  documents,  interviewing 
federal  agency  officials,  and  reviewing  past  studies  on  the  award 
decision  processes.  See  also  PIC  ID  No.  2876.  (Final  report  52  pages.) 
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ABSTRACT:  Concern  has  been  expressed  that  federal  research  funds 
to  universities  and  colleges  are  excessively  concentrated  in  certain 
institutions  and  regions  of  the  country  for  the  scientific  research 
undertaken  on  their  campuses,  and  that  the  system  of  using  external 
peer  reviewers  might  unfairly  contribute  to  that  concentration.  This 
study  found  that,  although  the  percentage  of  federal  research  and 
development  funds  received  by  the  top  100  funded  universities  and 
colleges  has  remained  relatively  stable  from  1967  to  1984,  the  compo- 
sition of  the  top  100  has  changed,  with  19  different  institutions  mov- 
ing into  the  top  100.  These  100  institutions  received  88%  of  the 
federal  research  funds  in  1968  and  96%  in  1984.  Federal  research 
funding  to  universities  and  colleges  appears  to  be  concentrated  in 
relatively  few  states  and  institutions;  however,  when  federal  research 
funds  are  examined  by  field  of  science,  some  states  and  institutions 
that  rank  below  the  top  100  in  total  federal  research  funds  are  among 
the  top  100  in  funds  for  a  particular  field  of  science.  See  also  PIC  ID 
No.  2876.1.  (Final  report  54  pages.) 
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ABSTRACT:  When  the  Department  of  Health  and  Human  Services 
(HHS)  computed  Medicare's  prospective  payment  rates  for  inpatient 
hospital  services,  it  used  unaudited  cost  reports.  Because  unaudited 
cost  reports  frequently  include  items  that  Medicare  does  not  allow 
and  the  law  calls  for  setting  the  prospective  rates  based  on  allowable 
costs.  GAO  performed  a  recalculation  using  audited  cost  reports  for 
a  sample  of  hospitals.  A  comparison  of  the  HHS  and  GAO  computa- 
tions showed  that  the  rates  would  be  an  estimated  2.98%  lower  using 
audited  data.  Also,  HHS  did  not  remove  all  hospital  capital  costs 
from  the  data  used  to  compute  the  prospective  rates.  These  costs 
should  have  been  removed  because  capital  costs  are  paid  separately 
from  the  prospective  rates.  GAO  estimated  that  removing  the  re- 
maining capital  costs  from  the  prospective  payment  computation 
would  lower  the  rates  by  an  estimated  1.29%  and  prevent  double 
payment  for  these  costs.  GAO  recommended  that  HHS  correct  its 
database  for  computing  the  prospective  payment  rates  to  remove  the 
overstatement  resulting  from  using  unaudited  cost  data  and  the  inclu- 
sion of  some  capital  costs.  Doing  so  would  reduce  Medicare  pay- 
ments by  over  $8  billion  during  FY  1986-FY  1990. 
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ABSTRACT:  In  FY  1986  the  Veterans  Administration  (VA)  supported 
approximately  55,000  veterans  in  private  community  nursing  homes 
and  in  the  nursing  home  component  of  state  veterans'  homes  at  a  cost 
of  approximately  $350  million.  VA  medical  centers  are  required  to 
monitor  the  quality  of  care  provided  to  veterans  by  community  nurs- 
ing homes  at  least  every  30  days  and  by  state  homes  every  year.  This 
study  assessed  (1)  eight  VA  medical  centers'  compliance  with  VA 
quality  assurance  requirements  and  (2)  the  extent  to  which  the  centers 
used  quality  assurance  information  available  from  states  and  other 
sources.  GAO  found  that  the  eight  centers  generally  complied  with 
VA's  quality  assurance  requirements  for  state  veterans'  homes. 
However,  the  centers  were  performing  only  70%  of  the  required 
annual  reinspections  of  community  nursing  homes  in  their  programs 
and  62%  of  the  monthly  patient-monitoring  visits.  The  centers  were 
also  not  routinely  using  quality-of-care  information  gathered  by  state 
agencies  to  identify  problems  in  the  homes.  See  also  PIC  ID  Nos. 
2743  and  2743.1.  (Final  report  46  pages.) 
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ABSTRACT:  This  report  discusses  the  need  for  the  Veterans  Adminis- 
tration (VA)  to  update  the  financial  eligibility  criteria  for  admission 
to  its  domiciliaries  and  to  better  enforce  quality  assurance  require- 
ments. To  review  VA's  compliance  with  the  program's  requirements, 
GAO  randomly  selected  a  sample  of  142  of  2,722  veterans  admitted 
to  three  VA  domiciliaries  during  FY  1984  and  FY  1985.  Based  on  its 
findings,  GAO  recommended  that  the  Administrator  of  Veterans 


Affairs  (1)  amend  VA  regulations  to  raise  the  monthly  income  limit 
for  domiciliary  care,  and  (2)  direct  the  chief  medical  director  to 
enforce  compliance  with  quality  assurance  procedures  for  veterans 
admitted  to  VA  domiciliaries.  See  also  PIC  ID  No.  2743  and  2743.2. 
(Final  report  24  pages.) 
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ABSTRACT:  Responding  to  an  expected  surge  in  demand  for  nursing 
home  services,  the  Veterans  Administration  (VA)  proposed  in  its  FY 
1987  budget  to  increase  resources  for  VA-supported  state  and  com- 
munity nursing  home  programs.  VA  believes  these  are  less  costly 
than  the  VA-owned  nursing  home  program.  In  this  report,  GAO 
discusses  seven  issues  related  to  VA's  provision  of  nursing  home  care 
in  FY  1987  and  beyond:  (1)  nursing  home  planning;  (2)  increased  use 
of  contract  and  state  beds;  (3)  comparative  data  on  patient  needs;  (4) 
comparative  costs  of  the  programs;  (5)  per  diem  payments  to  contract 
homes;  (6)  length  of  placements;  and  (7)  quality  of  care.  See  also  PIC 
ID  Nos.  2743.1  and  2743.2.  (Final  report  41  pages.) 
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ABSTRACT:  GAO  reviewed  the  Veterans  Administration's  (VA's) 
cardiac  surgery  and  kidney  transplantation  programs,  because  of  con- 
cern that  they  were  being  underutilized.  Utilization  of  a  program 
such  as  cardiac  surgery  is  important  because  mortality  rates  generally 
decrease  as  the  number  of  surgical  procedures  increases.  For  the  two 
programs,  GAO  examined  whether  (1)  the  VA  has  developed  ade- 
quate performance  standards;  (2)  the  VA  medical  centers  are  meeting 
the  standards;  and  (3)  the  VA  is  adequately  monitoring  its  medical 
centers'  performance.  GAO  recommends  that  the  VA  tighten  its 
performance  standards  and  regularly  monitor  the  centers'  perfor- 
mance. (Final  report  37  pages.) 
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ABSTRACT:  GAO  analyzed  patient  injury  control  programs  at  nine 
Veterans  Administration  (VA)  medical  centers  between  August  1985 
and  November  1986.  GAO  also  obtained  information  on  similar  pro- 
grams in  non-VA  hospitals  or  hospital  systems.  Such  control  pro- 
grams involve  reporting  of  incidents  at  VA  medical  centers; 
investigating  of  specified  incidents;  and  trending  and  analysis  of  pa- 
tient incidents  by  VA's  medical  centers  and  central  office.  VA's 
patient  injury  control  programs  have  been  effective  in  preventing  the 
recurrence  of  more  serious  incidents,  e.g.,  unexpected  deaths  and 
surgical  complications.  These  incidents  have  been  underreported 
principally  due  to  disincentives  for  staff  to  report  them  and  lack  of 
reporting  guidance  from  and  oversight  by  VA's  central  office.  Also, 
VA  medical  centers  did  not  (1)  conduct  all  required  investigations; 
(2)  forward  all  investigation  reports  to  the  medical  inspector  for 
review;  (3)  forward  investigation  reports  in  a  timely  manner;  or  (4) 
always  trend  and  analyze  available  data.  GAO's  work  showed  that 
proper  reporting,  investigating,  trending,  and  analysis  of  serious  inci- 
dents reduces  quality  of  care  problems.  (Final  report  62  pages.) 
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ABSTRACT:  Under  Title  38  of  the  U.S.  Code,  a  VA  pension  is  reduced 
if  the  beneficiary  enters  a  VA-supported  nursing  home  and  does  not 
have  a  spouse  or  other  dependent  living  in  the  community.  A  similar 
provision  does  not  exist,  however,  when  the  beneficiary  enters  a 
nursing  home  as  a  Medicaid  patient.  Because  Medicaid  recipients 
must  apply  toward  the  cost  of  their  care  any  cash  income  and  benefits 
they  receive,  the  VA  pensions  do  not  generally  benefit  veterans  and 
their  survivors.  Instead,  they  reduce  Medicaid  program  costs,  making 
the  states  the  primary  beneficiaries  of  this  practice.  As  a  result  of  this 
study,  GAO  estimated  that  in  1986  continuing  to  pay  VA  pensions 
to  approximately  18,500  Medicaid  nursing  home  residents  in  eight 
states  reviewed  cost  the  federal  government  approximately  $27.2 
million.  GAO  also  found  that  (1)  many  Medicaid  nursing  home  resi- 
dents receive  VA  pensions;  (2)  VA  payments  applied  to  the  cost  of 
care  as  part  of  the  Medicaid  recipient's  income  result  in  the  federal 
government  paying  a  higher  share  of  the  Medicaid  costs  for  such 
veterans;  and  (3)  other  needs-based  programs,  such  as  supplemental 
security  income  and  food  stamps,  reduce  their  benefits  for  nursing 
home  patients.  GAO  recommends  that  Congress  amend  Title  38  to 
require  that  the  VA  pension  be  reduced  for  veterans  and  their  survi- 
vors who  enter  a  nursing  home  under  Medicaid.  (Final  report  8 
pages.) 
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ABSTRACT:  GAO  reviewed  32  post-traumatic  stress  disorder  cases  to 
investigate  allegations  that  the  Buffalo  (New  York)  Veterans  Ad- 
ministration regional  office  was  (1)  disapproving  a  high  percentage 
of  claims  based  on  the  disorder;  (2)  not  processing  these  claims  in  a 
timely  manner;  (3)  awarding  initial  rating  levels  that  were  too  low; 
and  (4)  not  providing  due  process  to  post-traumatic  stress  disorder 
claimants.  Through  reviewing  records  and  interviewing  officials 
from  numerous  veterans  and  mental  health  organizations,  GAO 
found  that  (1)  claim-approval  statistics  were  not  maintained;  (2)  psy- 
chiatric examinations  could  be  requested  sooner  than  they  were;  (3) 
initial  rating  levels  were  not  maintained;  (4)  no  cases  were  returned 
for  lack  of  due  process;  and  (5)  the  post-traumatic  stress  disorder 
coordinator's  role  at  the  regional  office  was  limited.  (Final  report  13 
pages.) 
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ABSTRACT:  GAO  reviewed  the  status  of  the  Tennessee  Valley  Au- 
thority's (TVA's)  Disabled  Veterans'  Affirmative  Action  Program  to 
determine  if  the  TVA's  policies  and  practices  for  employing  and 
advancing  disabled  veterans  comply  with  applicable  legislation  and 
if  disabled  veterans  are  entitled  to  preferences  in  promotion  under  the 
Veterans'  Preference  Act  of  1944  and  38  U.S.C.  2014.  GAO  found 
that  TVA's  plans  essentially  met  regulatory  requirements  in  FY  1986, 
although  it  has  not  achieved  all  its  objectives.  In  October  1986  TVA 
hired  a  disabled  veteran  to  head  a  new  Veterans'  Affairs  Unit,  which 
will  have  some  responsibility  for  recruiting  veterans,  will  coordinate 
all  veterans'  programs  at  TVA,  and  will  participate  in  developing  and 
monitoring  TVA's  Disabled  Veterans'  Affirmative  Action  Program. 
(Final  report  35  pages.) 


DESCRIPTORS:  Law  and  Legislation,  Labor  Markets  and  Problems, 

Handicapping  Conditions  and  Problems 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2744  PROJECT  NO:  HRD  87-17 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES:  November  '86  through  December  '86 


2797 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
General  Accounting  Office 

PROJECT  TITLE:  Welfare:  Expert  Panels'  Insights  on  Major 
Reform  Proposals 

REPORT  TITLE:  Welfare:  Expert  Panels'  Insights  on  Major  Reform 
Proposals 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 
FSA-Assistance  Payments-Program  Direction  and 
Management 

ABSTRACT:  GAO  convened  two  panels  of  experts  knowledgeable 
about  the  administration  of  welfare  programs  to  discuss  case  manage- 
ment, contracts  between  welfare  recipients  and  agencies,  coordina- 
tion of  services,  and  target  populations.  This  report  summarizes  the 
views  of  both  panels  on  each  of  the  four  issues.  The  first  panel  was 
co-sponsored  by  the  National  Academy  of  Public  Administration  at 
the  national  level  in  Washington,  D.C,  on  July  21,  1987.  The  panel's 
final  report  ("Welfare  Report  Dialogue:  Implementation  and  Opera- 
tional Feasibility  Issues")  supports  welfare  system  reform  and  urges 
that  states  be  given  discretion  to  design  programs  suitable  to  their 
client  populations,  economies,  existing  service  networks,  and  availa- 
ble resources.  The  second  panel  was  co-sponsored  by  the  Federation 
for  Community  Planning  at  the  local  level  in  Cleveland,  Ohio,  on 
August  13,  1987.  The  panel's  final  report  ("Workability  of  Welfare 
Reform:  A  Local  Perspective")  also  supports  reform  and  urges  state 
and  local  discretion  in  designing  programs  to  fit  particular  conditions 
such  as  limited  employment  opportunities  and  scarce  resources.  Co- 
pies of  both  panel  reports  are  included  in  this  GAO  report.  (Final 
report  69  pages.) 
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ABSTRACT:  This  report  presents  information  on  the  amounts  and 
sources  of  income  for  families  receiving  Aid  to  Families  with  De- 
pendent Children  (AFDC);  how  the  income  from  the  various  sources 
affects  their  total  incomes;  and  their  economic  status  compared  to  the 
poverty  line  and  other  welfare  and  nonwelfare  families.  It  also  sum- 
marizes the  difficulties  in  making  such  determinations  because  of 
uncertainty  about  the  accuracy  of  the  poverty  line  and  unresolved 
concerns  about  the  Census  Bureau's  experimental  techniques  for 
valuing  in-kind  benefits.  Two  of  the  major  findings  were  that  (1) 
AFDC  families'  cash  incomes  (such  as  AFDC  and  earnings)  rarely 
exceeded  the  poverty  line;  and  (2)  nationally,  two-  to  four-member 
AFDC  families  that  lived  alone  had  monthly  incomes  (cash  and 
in-kind  benefits)  that  averaged  $819  at  market  value  and  $646  at 
recipient  value.  Their  incomes  consisted  mostly  of  welfare  benefits 
and  were  affected  by  such  factors  as  where  they  live,  welfare  benefits, 
availability  of  housing  assistance,  and  earnings.  (Final  report  63 
pages.) 
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ABSTRACT:  This  report  provides  information  on  major  welfare  sys- 
tem design  issues.  Results  have  been  categorized  into  four  areas:  (1) 
benefit  targeting  and  adequacy;  (2)  system  complexity;  (3)  work  in- 
centives versus  dependency;  and  (4)  impact  on  the  family  unit.  These 
are  the  areas  persistently  addressed  by  researchers  and  the  federal 
government  over  the  last  decade.  The  report  presents  these  issues  in 
terms  of  questions  that  should  be  considered  in  debating  welfare 
reform.  It  is  based  on  GAO's  review  of  approximately  100  major 


welfare  studies  completed  since  1975;  interviews  with  federal,  state, 
and  local  welfare  officials;  the  results  of  GAO's  past  and  ongoing 
welfare  work;  and  analysis  of  the  Census  Bureau's  Survey  of  Income 
and  Program  Participation  data. 
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PROJECT  OFFICER: 
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ABSTRACT:  GAO  analyzed  the  potential  effects  of  increasing  welfare 
coverage  through  Supplemental  Security  Income  (SSI),  Aid  to  Fami- 
lies with  Dependent  Children  (AFDC),  Medicaid,  foster  care.  Child 
Support  Enforcement,  and  food  stamps  to  Puerto  Rico,  the  Virgin 
Islands,  Guam,  and  American  Samoa,  as  well  as  the  potential  effects 
of  subjecting  these  insular  areas  to  the  same  federal  income  tax  laws 
as  are  required  of  states.  GAO  found  that  (1)  although  federal  costs 
would  increase,  the  areas'  costs  would  decrease;  (2)  area  leaders' 
views  on  extending  programs  varied  according  to  program;  (3)  feder- 
al income  tax  revenue  increases  might  decline;  (4)  the  areas'  tax 
revenue  would  decline;  and  (5)  all  areas  oppose  extending  taxes. 
Included  in  the  discussion  are  summaries  of  area  views  of  extending 
the  welfare  coverage  and  the  taxes;  area  business  reactions;  and  area- 
by-area  analysis  of  the  effects  of  these  proposed  changes.  (Final  re- 
port 211  pages.) 
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ABSTRACT:  GAO  monitored  the  early  efforts  of  federal  and  state 
agencies  to  implement  the  data  exchange  provisions  of  section  2651 
of  the  Deficit  Reduction  Act  (DEFRA)  of  1984.  That  section  re- 
quired state  agencies  responsible  for  administering  the  Aid  to  Fami- 
lies with  Dependent  Children,  Medicaid,  Food  Stamp,  and 
Unemployment  Compensation  programs  to  have  an  income  and  eligi- 
bility verification  system  (lEVS)  in  place  by  September  30,  1986.  The 
study  focused  on  coordination,  resource,  and  procedural  problems 
related  to  providing  and  using  the  federal  data;  the  states'  ability  to 
effectively  use,  control,  verify,  and  keep  confidential  large  amounts 
of  federal  data;  and  the  need  for  federal  and  state  oversight  of  the  use 
of  the  federal  data.  GAO  found  the  states'  major  concerns  to  be  (1) 
the  additional  funding  needed  to  implement  the  systems;  (2)  the  effi- 
ciency of  existing  automated  systems  to  process  data  furnished  by  the 
Internal  Revenue  Service  and  the  Social  Security  Administration;  (3) 
the  processing  time  frames  required  by  federal  regulations;  (4)  wheth- 
er costs  to  process  and  use  tax  data  might  exceed  benefits;  (5)  whether 
the  usefulness  of  tax  data  might  be  impaired  by  its  age  and  other 
factors;  and  (6)  the  changes  needed  to  meet  data  safeguarding  require- 
ments. (Final  report  95  pages.) 
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ABSTRACT:  GAO  conducted  this  study  in  response  to  congressional 
concern  that  some  Indians  might  qualify  for  welfare  assistance  while 
receiving  significant  amounts  of  tribal  trust  fund  distributions.  GAO 
collected  tribal  trust  fund  distribution  data  for  FY  1984-FY  1986  and 
identified  how  tribal  trust  fund  distributions  are  treated  in  determin- 
ing Indians'  eligibility  for  six  federal  welfare  programs.  The  programs 
reviewed  were  (1)  Aid  to  Families  with  Dependent  Children  (HHS); 
(2)  Supplemental  Security  Income  (HHS);  (3)  Food  Stamp  Program 
(Department  of  Agriculture);  (4)  Pensions  for  Needy  Veterans,  Their 
Dependents,  and  Survivors  (Veterans  Administration);  (5)  Lower 
Income  Housing  Assistance  Program  (Department  of  Housing  and 
Urban  Development);  and  (6)  General  Assistance  (Bureau  of  Indian 
Affairs).  GAO  found  (1)  that  tribal  trust  fund  distributions  are  treated 
differently  by  different  program  officials  in  determining  welfare  eligi- 
bility and  (2)  no  explanation  for  why  tribal  trust  fund  distributions 
and  related  purchases  are  excluded  in  determining  welfare  eligibility 
or  why  such  distributions  and  purchases  are  treated  differently  under 
Social  Security  Act  programs  than  under  other  welfare  programs. 
The  report  includes  GAO  recommendations  and  agency  comments. 
(Final  report  64  pages.) 
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ABSTRACT:  The  Aid  to  Families  with  Dependent  Children-Unem- 
ployed Parents  (AFDC-UP)  program  is  a  state  option  under  which 
cash  aid  is  provided  to  two-parent  families  in  which  the  principal 
earner  is  unemployed  or  employed  fewer  than  100  hours  a  month.  As 
of  January  1988,  27  states,  the  District  of  Columbia,  and  Guam  had 
AFDC-UP.  GAO  reviewed  (1)  available  cost  estimates  of  requiring 
states  to  adopt  the  optional  AFDC-UP  program;  and  (2)  research  on 
AFDC-UP's  effects  on  families,  focusing  on  the  Seattle  Income 
Maintenance  Experiment/Denver  Income.  Maintenance  Experiment. 
Also  included  in  this  report  are  a  list  of  the  databases  reviewed  in 
GAO's  literature  search  and  descriptions  of  selected  provisions  of 
several  welfare  reform  proposals.  (Final  report  26  pages.) 
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ABSTRACT:  This  report,  the  second  in  the  series,  provides  informa- 
tion on  the  integrated  delivery  of  federal  needs-based  benefits  (often 
called  one-stop  shopping).  It  presents  an  inventory  of  50  service 
integration  demonstration  projects  completed  between  1970  and 
1985.  The  information  provided  for  each  project  consists  of  the  title, 
location,  sponsor,  timeframe,  description,  results,  and  constraints. 
The  report  also  includes  a  bibliography  of  169  literature  citations  on 
service  integration.  GAO's  study  focused  on  projects  for  low-income 
families  generally  eligible  for  programs  such  as  Aid  to  Families  with 
Dependent  Children,  Medicaid,  Food  Stamp,  and  Section  8  Housing. 
Excluded  from  these  lists  was  information  on  projects  related  to 
specific  target  groups  (such  as  American  Indians,  the  mentally  and 
physically  impaired,  and  the  elderly),  projects  related  to  specific 
programs  (such  as  an  educational  program  or  an  employment  and 
training  program),  and  ongoing  service  integration  projects  (such  as 
those  projects  authorized  by  the  Deficit  Reduction  Act  of  1984).  See 
also  PIC  ID  Nos.  2728,  2728.2,  and  2728.3.  (Final  report  62  pages.) 
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ABSTRACT:  This  report,  the  first  in  the  series,  presents  information  on 
the  integrated  delivery  of  federal  needs-based  benefits  (often  called 
one-stop  shopping),  specifically  information  on  five  integration 
demonstration  projects  in  Arizona,  Florida,  Maine,  Oklahoma,  and 
South  Carolina,  which  were  authorized  by  the  Deficit  Reduction  Act 
of  1984.  GAO  broadly  defines  such  service  integration  as  the  coordi- 
nation of  benefits  and/or  services  to  allow  access  to  and  use  of  bene- 
fits by  all  clients,  improve  effectiveness  of  service  delivery,  and 
achieve  efficient  use  of  human  services  resources.  The  report  pro- 
vides responses  to  the  following  questions:  (1)  What  are  the  funding 
arrangements  for  the  five  demonstration  projects  and  are  there  any 
problems  related  to  funding?  (2)  Did  HHS  require  the  states  to  pursue 
goals  beyond  the  requirements  of  Section  1136  of  Title  XI  of  the 
Social  Security  Act,  and,  if  so,  was  HHS  authorized  to  do  this,  and 
what  was  the  effect  on  the  projects?  and  (3)  What  roadblocks  at  the 
federal  level,  if  any,  do  the  states  believe  might  hinder  developing 
integrated  service  projects?  The  report  also  includes  descriptive  data 
on  the  five  projects,  and  a  chronology  of  significant  events  during  the 
projects'  approval  and  planning  phases.  See  also  PIC  ID  Nos.  2728.1- 
2728.3.  (Final  report  21  pages.) 
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ABSTRACT:  This  report,  the  fourth  in  the  series,  summarizes  re- 
sponses by  49  states  to  GAO's  questionnaire  on  integrated  delivery 
of  federal  needs-based  benefits  (often  called  one-stop  shopping).  The 
findings  include  (1)  23  states  have  integrated  all  their  service  delivery 
units  for  Aid  to  Families  with  Dependent  Children,  Medicaid  for  the 
categorically  needy  (those  persons  receiving  cash  assistance),  and  the 
Food  Stamp  Program;  (2)  30  states  have  started  at  least  one  service 
integration  demonstration  project  since  October  1,  1983;  (3)  the  two 
most  frequently  cited  obstacles  to  service  integration  were  that  many 
programs  are  highly  regulated  and  that  different  programs  use  differ- 
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ent  financial  eligibility  requirements;  and  (4)  the  most  frequently  cited 
reasons  why  eligible  families  may  not  receive  benefits  were  transpor- 
tation difficulties,  lack  of  local  outreach  services,  and  insufficient 
funds  for  limited-funding  programs  (e.g..  Section  8  Housing).  See  also 
PIC  ID  Nos.  2728-2728.2.  (Final  report  93  pages.) 
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ABSTRACT:  This  report,  the  third  in  the  series,  is  a  preliminary  sum- 
mary of  states'  responses  to  a  questionnaire  concerning  the  integra- 
tion of  human  services  programs  for  low-income  families.  Thirty-two 
states  returned  questionnaires  in  time  to  include  their  responses  in  this 
fact  sheet.  Among  the  preliminary  findings  are  (1)31  states  would  like 
to  achieve  more  service  integration;  (2)  19  states  started  at  least  one 
service  integration  project  since  January  1,  1983;  (3)  11  states  have 
considered  legislation  related  to  service  integration  since  January  1, 
1985;  and  (4)  the  reasons  most  often  given  by  states  for  why  eligible 
families  may  not  receive  benefits  were  transportation  difficulties  and 
lack  of  outreach  services.  A  more  complete  analysis  of  the  responses 
is  presented  in  PIC  ID  No.  2728.3.  See  also  PIC  ID  Nos.  2728,  2728.1, 
and  2728.3.  (Final  report  20  pages.) 
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ABSTRACT:  Federal  spending  for  entitlement  and  indexed  programs 
grew  significantly  in  the  1970s.  In  this  report,  GAO  examines  the 
nature  of  such  spending,  the  reasons  behind  its  growth,  and  what  can 
be  done  to  limit  such  spending.  GAO  identifies  seven  approaches  for 
checking  the  growth  of  entitlement  and  indexed  spending:  (1)  elimi- 
nate a  program  altogether;  (2)  limit  the  indexing  of  program  benefits; 
(3)  tighten  eligibility  criteria  to  direct  available  funds  to  the  most 
needy;  (4)  reduce  the  level  of  benefits;  (5)  cap  a  program's  total 
spending;  (6)  limit  spending  to  amounts  annually  appropriated;  and 
(7)  improve  the  efficiency  with  which  a  program  is  administered. 
(Final  report  41  pages.) 
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Special  Supplemental  Program... 

REPORT  TITLE:  WIC  Evaluations  Provide  Some  Favorable  but  No 
Conclusive  Evidence  on  the  Effects  Expected  for  the  Special 
Supplemental  Program... 

PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  This  report  analyzes  the  evaluations  of  the  Special  Sup- 
plemental Program  for  Women,  Infants,  and  Children  (WIC)  to  de- 
termine whether  they  support  assertions  that  have  been  made  about 
the  program's  positive  effects  for  five  outcomes.  GAO  found  insuffi- 
cient evidence  for  making  any  general  or  conclusive  judgments  about 
WIC's  effectiveness  overall.  In  a  limited  way,  however,  the  informa- 
tion indicates  the  likelihood  that  WIC  has  modestly  positive  effects 
in  some  areas.  GAO  also  assessed  the  problems  in  the  state  of  evalua- 
tion efforts.  That  the  program  evaluations  do  not  reveal  whether 
WIC  is  having  the  effect  intended  by  the  legislation  underscores  the 
need  to  design  and  implement  better  studies.  If  the  lessons  learned 
from  past  efforts  are  heeded,  it  should  be  possible  to  produce  informa- 
tion on  the  overall  effectiveness  of  the  WIC  program. 
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ABSTRACT:  GAO  reviewed  in-depth  the  Work  Incentive  (WIN) 
demonstrations  in  four  states:  Employment  and  Training  Choices 
(ET)  in  Massachusetts;  Michigan  Opportunity  and  Skills  Training 
(MOST);  the  Employment  Services  Program  in  Texas;  and  JOBS  in 
Oregon.  The  programs,  providing  employment  and  training  services 
for  participants  in  the  Aid  to  Families  with  Dependent  Children 
(AFDC)  program,  can  provide  insights  into  employment  service  al- 
ternatives being  considered  as  part  of  welfare  reform.  GAO  inter- 
viewed state  welfare  employment  program  officials,  program 
caseworkers,  and  officials  of  other  agencies  or  programs  providing 
services  to  the  AFDC  employment  programs.  Program  offficials  also 
offered  statistical  information.  This  report  presents  tables  analyzing 
selected  program  attributes  and  practices  in  the  following  areas:  (1) 
program  overview  and  funding;  (2)  participation;  (3)  participant  as- 
sessment and  activity  assignments,  including  the  use  of  employability 
plans;  (4)  employment-related  activities  provided;  (5)  interaction 
with  other  agencies  providing  services  to  program  participants;  (6) 
child  care  assistance;  (7)  case  management  and  caseworker  back- 
grounds; and  (8)  program  results.  Unfortunately,  gaps  and  discrepan- 
cies in  information  about  the  programs  limit  comparative  analyses. 
See  also  PIC  ID  No.  2874.  (Final  report  1 1 1  pages.) 
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ABSTRACT:  Since  1981,  legislative  changes  have  permitted  state 
AFDC  agencies  to  operate  work  programs  such  as  WIN  Demonstra- 
tions and  Community  Work  Experience  Programs  for  their  recipi- 
ents. This  GAO  review  of  these  work/welfare  programs  focused  on 
(1)  What  are  the  programs'  characteristics?  (2)  Who  are  the  people 
in  the  programs?  (3)  How  do  the  programs  prepare  participants  for 
work?  (4)  What  support  services  do  the  programs  provide  and  to 
what  extent  does  the  lack  of  these  services  act  as  a  barrier  to  partici- 
pation? and  (5)  What  are  the  programs'  results  to  date  and  the  prob- 
lems with  assessing  their  effectiveness?  Principal  findings  include  (1) 
a  small  proportion  of  AFDC  recipients  are  served  by  these  work 
programs;  (2)  the  programs  emphasize  job  search;  (3)  outside  sources 
such  as  Social  Services  Block  Grant  funds  are  used  for  support  ser- 
vices; (4)  the  few  available  program  evaluations  show  modest  in- 
creases in  employment  and  earnings,  but  less  than  48%  of  the 
participants  left  AFDC  after  finding  work;  and  (5)  uniform  informa- 
tion is  lacking  because  there  are  few  federal  reporting  requirements 
or  standard  definitions;  consequently,  data  on  participant  characteris- 
tics, types  of  jobs  found,  and  job  retention  are  not  available.  See  also 
PIC  ID  No.  2874.1. 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-CDC-Occupational  Safety  and  Health  (Entire  Program 

Area) 

ABSTRACT:  In  this  briefing  report,  selected  activities  of  the  National 
Institute  for  Occupational  Safety  and  Health  (NIOSH)  are  reviewed. 


1026 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
GENERAL  ACCOUNTING  OFFICE 


Accession  No.  2814 


Information  is  provided  on  (1)  changes  in  NIOSH's  administrative 
staff  since  its  headquarters  moved  to  Atlanta,  Georgia;  (2)  its  efforts 
to  fund  a  program  for  notifying  individual  workers  of  their  potential 
exposure  to  health  hazards  in  the  workplace;  (3)  its  use  of  funds  in 
FY  1984  and  FY  1985  to  expand  its  industry-wide  study  activities; 
and  (4)  the  length  of  time  that  NIOSH  took  to  review,  and  approve 
for  publication,  reports  and  articles  on  its  research  activities  and  to 
develop  similar  data  for  reports  approved  by  the  National  Center  for 
Toxicological  Research  (NCTR)  and  the  National  Institute  of  Envi- 
ronmental Health  Sciences  (NIEHS).  See  also  PIC  ID  No.  2893.1. 
(Final  report  24  pages.) 
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ABSTRACT:  Despite  better  weather  and  harvests  in  the  late  1970s, 
world  hunger  and  malnutrition  persist.  This  report  examines  U.S.  and 
international  attempts  to  act  on  worldwide  resolves  regarding  global 
hunger;  seeks  to  raise  the  visibility  and  priority  of  crucial  food  and 
hunger  issues;  and  offers  an  independent  perspective  on  problems  and 
progress  in  carrying  out  1974  World  Food  Conference  resolutions. 
Recommendations  to  improve  the  U.S.  response  to  world  hunger  are 
included.  (Final  report  51  pages.) 

DESCRIPTORS:  Food  and  Nutrition,  Needs  and  Needs  Assessment 
STUDY  TYPE:  Other 
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PERFORMER:  General  Accounting  Office,  Washington  D.C.  20548 
PROJECT  OFFICER: 
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ABSTRACT:  This  report  presents  information  on  employment  compe- 
tencies for  youth  in  programs  funded  under  Title  II-A  of  the  Job 
Training  Partnership  Act,  the  primary  federal  job  training  program 
for  economically  disadvantaged  youths  and  adults.  Since  1983,  nearly 
$2  billion  have  been  appropriated  annually  for  Title  II-A.  Because  the 
act  stresses  performance,  it  also  provides  funds  for  incentive  awards 
for  good  performance.  While  job  placement  is  the  primary  perfor- 
mance measure  for  adult  programs,  the  act  specifies  that  youth  pro- 
grams should  also  measure  other  factors  such  as  attainment  of 
"employment  competencies"  needed  for  success  in  the  labor  market. 
The  procedures  local  programs  use  to  provide  training  in  such 
competencies  constitute  their  "competency  systems."  Local  pro- 
grams have  had  wide  discretion  in  defining  employment  competen- 
cies and  in  designing  and  operating  competency  systems,  and  little 
has  been  known  at  the  national  level  about  just  what  they  have  been 
doing  and  what  it  means  when  they  say  a  youth  has  "attained  compe- 
tencies." In  this  report  GAO  discusses  the  extent  and  nature  of  youth 
competency  systems  as  of  June  30,  1985,  and  the  competency  attain- 
ment data  reported  to  states  for  judging  local  program  performance. 
(Final  report  89  pages.) 
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PROJECT  OFFICER: 
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ABSTRACT:  This  study  assessed  the  feasibility  of  large-scale  counter- 
cyclical public  job  creation.  The  study  focused  on  the  number  of  jobs 
that  could  be  created  and  the  cost  of  this  job  creation.  It  attempted 
to  consider  both  onsite  and  offsite  job  creation;  the  latter  was  expect- 
ed to  arise  partly  from  onsite  purchases  of  nonlabor  inputs.  Consider- 
ation was  also  given  to  a  particular  aspect  of  indirect  costs—the 
potential  inflationary  pressure  that  could  be  generated  as  a  result  of 
labor  shortages  that  might  emerge  as  a  consequence  of  these  job- 
creation  activities.  Finally,  general  administrative  and  organizational 
issues  that  might  pose  significant  barriers  to  implementation  of  job- 
creation  activities  were  reviewed  and  attempts  were  made  to  link 
some  of  these  to  particular  types  of  activity.  The  study  identified  233 
potential  job-creation  activities  in  21  different  areas;  the  most  poten- 
tially fruitful  program  areas  were  public  works,  environmental  qual- 
ity, education,  social  services,  and  criminal  justice.  (Final  report: 
Volume  I,  34  pages;  Volume  II,  156  pages;  Volume  III,  134  pages.) 
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Available  from  PIC 
START/END  DATES:  February  '77  through  June  '78 


2816 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
Department  of  Labor 

PROJECT  TITLE:  Bias  in  the  Estimates  of  Treatment  Effects  in 
Quasi-Experimental  Evaluations 

REPORT  TITLE:  Bias  in  the  Estimates  of  Treatment  Effects  in 

Quasi-Experimental  Evaluations 
PERFORMER:  Assistant  Secretary  for  Policy,  Evaluation,  and 

Research,  Washington  D.C.  20210 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs 

ABSTRACT:  This  paper  examines,  in  a  formal  analytical  framework, 
some  of  the  conditions  in  which  nonrandom  selection  procedures 
lead  to  bias  in  estimates  of  treatment  effects  and  the  direction  that 


such  bias  takes.  The  paper  demonstrates  that,  in  the  presence  of 
measurement  error  for  the  independent  variable,  estimates  of  treat- 
ment effects  may  be  biased.  Both  the  magnitude  and  direction  of  the 
bias  are  functions  of  the  selection  procedures  used  and  the  relation- 
ship between  the  variables  used  in  selection  and  statistical  control. 
The  dangers  of  relying  on  an  ad  hoc  rule  such  as  using  the  simple 
correlation  between  the  control  variable  and  the  treatment  variable 
as  an  indicator  of  the  direction  the  bias  will  take  are  enumerated.  The 
dangers  of  getting  biased  estimates  of  treatment  effect  are  likely  to  be 
present  in  quasi-experimental  evaluations  of  educational  and  employ- 
ment programs.  It  is  advisable  to  avoid  situations  in  which  control 
groups  are  selected  ex  post  from  the  untreated  population.  A  better 
strategy  is  to  plan  the  evaluation  strategy  at  a  program's  inception  so 
that  the  likelihood  of  getting  biased  estimates  may  be  minimized. 
(Final  report  18  pages.) 
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ABSTRACT:  This  paper  focuses  on  the  most  common  variant  of  pen- 
sion plans  (costs)  and  demonstrates  how  the  employer's  cost  to  fully 
fund  a  plan  varies  with  the  age  and  service  characteristics  of  his 
workforce.  It  is  shown  how  these  costs  vary  by  age  and  years  of 
service  and  indicate  numerically  the  sensitivity  of  the  conclusions  to 
variations  in  the  parameters  of  the  pension  plans.  The  results  indicate 
that  employers'  net  pension  contributions  per  employee  will  general- 
ly increase,  both  in  absolute  terms  and  as  a  percentage  of  the  em- 
ployees' salaries,  as  the  employees'  ages  and  years  of  service  increase. 
Thus,  the  defined  benefit  schemes  examined  are  not  "age-neutral" 
because  pension  costs  are  proportionately  higher  for  older  workers 
in  each  of  them.  This  creates  incentives  for  firms  to  alter  the  shape 
of  their  employees'  age-earnings  profiles  and  to  encourage  labor  tur- 
nover. Any  evaluation  of  the  impact  of  union-negotiated  or  legislated 
improvements  in  pension  benefits  must  attempt  to  measure  the  magni- 
tude of  these  market  adjustments.  To  prevent  labor  market  adjust- 
ments requires  alternatives  to  defined  benefit  pension  schemes. 
Defined  contribution  schemes  in  which  the  employer  contribtes  a 
fixed  percentage  of  each  employees'  earning  are  clearly  age-neutral. 
However,  such  schemes  promise  employees  a  fixed  contribution  rate, 
not  a  fixed  benefit  rate,  and  increase  their  uncertainty  about  future 
benefits.  (Final  report  32  pages.) 
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ABSTRACT:  This  paper  analyzes  the  effect  of  training  on  the  earnings 
of  trainees  in  four  programs:  the  Manpower  Development  and  Train- 
ing Act  (MDTA)-Institutional  program;  Job  Opportunities  in  the 
Business  Sector  (JOBS);  the  Job  Corps;  and  the  Neighborhood  Youth 
Corps  (NYC).  These  programs  represent  the  two  main  types  of  train- 
ing, classroom  and  on  the  job.  Two  of  the  programs,  NYC  and  Job 
Corps,  are  directed  at  youth;  the  others  at  individuals  of  all  ages. 
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ABSTRACT:  This  report  discusses  the  economic  effects  of  a  public 
service  employment  program  proposed  by  the  Department  of  Labor 
involving  unemployment  insurance  exhaustees.  The  report  describes 
the  proposed  program  and  discusses  a  Mathematica  Policy  Research, 
Inc.,  longitudinal  survey  of  unemployment  exhaustees,  which  is  the 
basic  data  source  for  this  project  and  from  which  a  "reservation 
wage"  of  unemployment  insurance  exhaustees  was  determined  by 
sex,  race,  education,  and  age.  The  Mathematica  study  results  suggest 
that  black  women  and  white  women  with  dependents  and  little  edu- 
cation would  be  much  more  likely  to  accept  low  wages  through  a 
work-relief  program  than  would  other  groups  studied.  Overall, 
though,  a  low-wage  public  service  employment  program  would  gain 
little  support  from  exhaustees  regardless  of  their  race,  education,  or 
dependents.  Fragmentary  evidence  also  is  presented  that  suggests  the 
availability  of  a  substantial  number  of  private-sector  jobs  that  would 
pay  comparable  or  better  wages.  (Final  report  24  pages.) 
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ABSTRACT:  This  paper  is  concerned  with  the  role  of  worker  migra- 
tion in  equilibrating  labor  markets  in  the  United  States.  According  to 
the  Census  Bureau,  in  a  five-year  period  40%  of  households  change 
their  residence;  nearly  half  of  these  moves  are  across  county  boundar- 
ies. This  paper  reviews  previous  attempts  to  model  the  determinants 
of  these  migration  patterns  and  presents  new  evidence.  The  paper  (1) 
discusses  the  specifications  of  economic  variables  in  migration  func- 
tions, including  the  way  these  variables  have  been  specified  in  past 
studies,  and  presents  some  new  or  refined  specifications;  (2)  includes 
variables  that  allow  for  the  amount  and  availability  of  economic 
benefits  not  associated  with  the  job;  and  (3)  uses  place-to-place  migra- 
tion flows,  which  link  origins  and  destinations,  in  the  analysis.  Several 
hypotheses  are  formulated  and  tested  on  data  for  migration  between 
major  metropolitan  areas  between  1965  and  1970.  Real  income,  meas- 
ures of  turnover  in  the  labor  market,  and  actual  and  average  distance 
were  found  to  be  systematically  related  to  migration  rates.  (Final 
report  62  pages.) 
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ABSTRACT:  This  report  examines  the  determinants  of  money  wage 
changes  in  manufacturing.  Among  the  determinants  analyzed  are  (1) 
unemployment  and  profits;  (2)  changes  in  the  Consumer  Price  Index 
(CPI);  (3)  changes  in  federal  income  tax  rates;  (4)  changes  in  the 
Social  Security  tax;  (5)  spillover  effects  from  other  industries;  and  (6) 
wage  drift.  The  report  develops  a  model  for  explaining  changes  in 
straight-time  average  hourly  earnings  that  allows  for  changes  in  mar- 
ginal and  average  tax  rates.  The  results  establish  direct  taxes  as  having 
an  impact  on  the  pace  of  money  wage  changes  and  indicate  that 
conditions  in  the  labor  amd  product  markets  do  have  an  influence  on 
money  wages.  (Final  report  77  pages.) 
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ABSTRACT:  This  report  presents  and  tests  a  theoretical  model  of  the 
effects  of  unemployment  insurance  benefits  on  labor  supply.  While 
much  previous  work  examined  effects  on  the  duration  of  spells  of 
unemployment,  none  considered  the  likely  inducements  given  to  in- 
creased participation  in  the  labor  force.  The  first  part  of  this  report 
models  this  phenomenon  and  tests  the  effects  on  data  for  SMSA's  for 
married  women.  Significant  effects  of  qualifying  earnings  require- 
ments and  potential  duration  of  benefits  are  found.  The  second  part 
tests  a  similar  model  on  microeconomic  data  for  married  women  in 
1971.  The  results  show  that  the  net  effects  on  employment  of  increas- 
ing benefit  amount  and  duration  are  small  and  negative,  but  that  such 
changes  do  increase  both  the  size  of  the  labor  force  and  the  number 
of  unemployed  workers  significantly.  (Final  report  46  pages.) 
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ABSTRACT:  This  study,  funded  by  the  Manpower  Administration, 
Department  of  Labor,  presents  an  evaluation  of  the  Massachusetts 
Work  Experience  Program  for  men  in  the  Work  Incentive  Program 
(WIN)  unassigned  recipient  pool.  It  included  a  controlled  experiment 
of  the  work  experience  component  as  well  as  a  process  analysis  of  the 
whole  program.  The  controlled  experiment  was  applied  to  those  men 
who  had  been  found  suitable  for  work  experience  during  a  two-stage 
screening  of  registrants  to  reassess  their  needs.  Neither  of  the  experi- 
mental treatments  employed  in  the  study  had  statistically  significant 
effects  on  the  rate  of  job  findings  nor  led  to  a  reduction  in  welfare 
payments  among  men  in  the  experimental  groups  over  the  period  of 
the  study.  The  program,  however,  was  not  completely  without  bene- 
fit: the  screening  process  did  eliminate  the  files  of  registrants  who 
either  did  not  belong  in  WIN  or  on  welfare  or  who  should  have  been 
receiving  other  WIN  treatments.  (Final  report  160  pages  plus  appen- 
dices.) 
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ABSTRACT:  This  conference  stressed  the  need  for  a  thorough  over- 
hauling of  the  national  income  support  and  public  employment  pro- 
grams, and  discussed  the  programs'  societal  and  institutional 
implications.  The  following  topics  were  addressed:  (1)  Linking  In- 
come Support  Systems;  (2)  The  Unemployment  Insurance  System: 
Review,  Revision,  and  Reform;  (3)  The  Economic  and  Social  Issues 
of  Income  and  Employment;  (4)  Income  Support-One  Question, 
Many  Proposals:  But  What  Kind  of  Answers?;  (5)  Jobs  and  Income 
in  the  Future  America;  and  (6)  Public  Service  Employment:  What  Is 
Its  Place  in  an  Income/Jobs  Strategy  for  the  Nation?  The  conference 
was  held  February  26-27,  1976,  at  San  Francisco  State  University. 
(Final  report  159  pages.) 
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ABSTRACT:  This  paper  discusses  the  relation  between  labor  market 
behavior  of  married  women  in  the  United  States  and  the  number  of 
children  they  have  borne  or  expect  to  bear,  holding  constant  such 
factors  as  wage  rates,  income  levels,  health,  and  residential  location. 
Data  derived  from  a  single  national  cross-sectional  survey  are  used 
to  obtain  alternative  estimates  of  how  changes  in  fertility  might  be 
expected  to  influence  the  labor  force  behavior  of  married  women. 
The  report  shows  the  extent  to  which  women's  labor  force  participa- 
tion can  be  attributed  to  such  broad  features  as  age,  marital  status,  and 
family  composition  and  presents  a  model  of  labor  market  behavior. 
Empirical  findings  are  reported  and  their  implications  for  the  growth 
of  the  female  labor  force  are  discussed.  Work  for  this  project  was  also 
performed  under  Grant  No.  NE-G-00-3-0212  from  the  National  Insti- 
tute of  Education.  (Final  report  90  pages.) 
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ABSTRACT:  This  study  identified  possible  areas  of  labor  market  dis- 
crimination against  the  handicapped.  A  disabling  condition  is  defined 
as  one  in  which  a  chronic  health  condition  limits  an  individual  in  the 
amount  or  kind  of  activity  in  which  he  or  she  can  engage,  which 
includes  highly  prevalent  respiratory  and  circulatory  conditions  as 
well  as  more  easily  recognized  crippling  conditions.  The  differences 
between  the  disabled  and  the  nondisabled  were  examined  in  four 
measures  of  labor  market  behavior:  (1)  labor  force  participation  rates; 
(2)  employment  rates;  (3)  hours  and  weeks  worked;  and  (4)  hourly 
and  weekly  wages.  The  1967  Survey  of  Economic  Opportunity  was 
used  to  derive  the  estimates  for  the  disabled/nondisabled  differences 
in  variables.  The  net  differences  represent  the  effects  of  factors  other 
than  those  controlled  for;  all  of  these  factors  must  be  taken  into 
account  before  the  net  differences  can  be  attributed  to  employer 
discrimination.  Results  do  not  give  strong  evidence  of  substantial 
labor  market  discrimination  against  the  handicapped,  although  at  the 
time  of  the  study  more  discrimination  may  have  existed  against  some 
subset  of  the  handicapped,  and  discrimination  against  women  ap- 
peared to  be  much  greater  than  discrimination  against  the  hand- 
icapped. (Final  report  82  pages.) 
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ABSTRACT:  Providing  training  opportunities  to  disadvantaged  in- 
dividuals who  are  past  their  years  of  formal  schooling  appears  at  least 
partially  successful  in  raising  participants'  earnings.  Some  investiga- 
tors, however,  have  argued  that  the  apparent  gains  in  earnings  by 
program  participants  are  obtained  at  the  expense  of  incumbent  mem- 
bers of  the  labor  market  in  which  successful  participants  are  placed. 
In  this  case,  the  observed  earnings  of  program  participants  represent 
an  overstatement  of  the  actual  increase  in  total  output  due  to  the 
program.  That  is,  all  the  program  accomplishes  is  a  reshuffling  of 
available  job  opportunities.  This  paper  explores  various  aspects  of 
this  problem  in  the  context  of  a  series  of  simple  models  of  labor 
market  behavior. 
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ABSTRACT:  Several  studies  have  attempted  to  estimate  the  labor  sup- 
ply effects  of  negative  tax-type  welfare  programs  on  male  family 
heads  using  data  generated  from  government-funded  social  research. 
Much  of  this  research  focused  on  identifying  the  magnitude  of  the 
average  response  and  on  estimating  the  income  and  substitution  ef- 
fects associated  with  the  demand  for  leisure.  Only  a  small  amount  of 
this  research  explored  how  the  labor  supply  response  itself  is  affected 
by  the  socioeconomic  or  demographic  status  of  program  participants. 
Yet  economic  theory  suggests  that  the  response  will  differ  by  the  age, 
work  experience,  education,  and  job  qualifications  of  the  participants, 
especially  as  these  variables  affect  the  leisure  preference  and  earning 
power  of  individuals.  This  working  paper  discusses  these  interaction 
effects  by  exploring  the  impact  of  age,  experience,  education,  and 
wage  rates  on  the  labor  supply  response  of  black  male  family  heads 
who  participated  in  the  Gary  Income  Maintenance  Experiment. 
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PROJECT  TITLE:  Optimal  Timing  of  Subsidies:  Triggers  for 
Training  Programs 

REPORT  TITLE:  Optimal  Timing  of  Subsidies:  Triggers  for  Training 
Programs 

PERFORMER:  Princeton  University,  Department  of  Economics, 

Princeton  NJ  08540 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  The  funding  for  an  increasing  number  of  social  programs 
is  being  linked  to  variations  in  the  level  of  aggregate  economic  activi- 
ty and  there  are  proposals  to  link  the  rate  of  funding  of  training 
programs  with  the  same  variations.  No  framework  has  yet  been  con- 
structed within  which  to  analyze  the  economic  effects  of  varying 
expenditures  on  these  subsidy  programs,  but  it  is  evident  that  the 
timing  of  a  subsidy  affects  its  eventual  success  in  achieving  cyclical 
variations  in  the  benefits  and  costs  of  a  subsidy.  Such  diverse  subsidies 
as  those  for  housing  construction,  school  dropout  prevention  pro- 
grams, and  urban  renewal  will  have  benefits  and  costs  that  vary 
cyclically,  and  the  extent  of  their  variation  should  be  amenable  to 
similar  empirical  analysis. 
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PROJECT  TITLE:  OSHA  Activity  in  the  Small  Business  Community 

REPORT  TITLE:  OSHA  Activity  in  the  Small  Business  Community 
PERFORMER:  Purdue  University,  West  Lafayette  IN  47907 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Health  and  Safety  Regulation 

ABSTRACT:  Each  year,  the  National  Federation  of  Independent  Busi- 
ness (NFIB)  asks  its  membership  to  complete  a  questionnaire  cover- 
ing topics  of  interest  to  NFIB.  Included  in  this  set  of  questions  is  a 
series  on  the  Occupational  Safety  and  Health  Administration.  The 
results  of  this  survey  taken  in  the  mid-1970s  are  presented  in  this 
report.  Major  findings  are  that  firms  in  construction  and  manufactur- 
ing were  inspected  at  least  twice  as  often  as  other  firms;  the  frequency 
of  inspection  rises  with  firm  size;  the  proportions  of  firms  reporting 
inspection  had  risen  between  early  1974  and  late  1975;  citations  were 
most  frequent  in  manufacturing,  with  70%  of  the  inspected  firms 
reporting  a  citation;  and  the  frequency  of  citations  rises  dramatically 
with  the  size  of  the  firm. 

DESCRIPTORS:  Safety,  Statistical  Data  Feature,  Health  Promotion 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1476  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 
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CONTRACT/GRANT  NO: 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC 
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Formula  for  Farmworkers:  The  Impact  of  Definitions, 

Eligibility  Criteria  and  Data  Bases 
PERFORMER:  Association  of  Farmworker  Opportunity  Programs, 

418  C  Street  N.E.,  Washington  D.C.  20002 
PROJECT  OFFICER 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs 


ABSTRACT:  In  an  attempt  to  develop  an  accurate,  comprehensive 
database  on  farmworkers,  the  Association  of  Farmworker  Oppor- 
tunity Programs  (AFOP)  examined  the  Comprehensive  Employment 
and  Training  Act  of  1973,  Title  III,  Section  303,  and  reviewed  and 
analyzed  migrant  and  seasonal  farmworker  definitions.  The  report 
discusses  the  problems  caused  by  the  lack  of  information  on  farm- 
workers, presents  the  AFOP  survey  research  methodologies,  and 
analyzes  the  responses.  (Final  report  260  pages.) 
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COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 
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REPORT  TITLE:  AIDS  and  Health  Insurance:  An  OTA  Survey 
PERFORMER:  Office  of  Technology  Assessment,  Washington  D.C. 

20510 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 
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X-Non-HHS  Programs-Other 

ABSTRACT:  Testing  health  insurance  applicants  for  infection  with  the 
AIDS  virus  and  asking  applicants  questions  directed  at  identifying 
persons  at  risk  for  AIDS,  such  as  questions  about  a  person's  sexual 
orientation,  are  controversial  practices  among  insurers,  state  insur- 
ance industry  regulators,  and  persons  seeking  health  insurance.  This 
paper  presents  the  results  of  an  OTA  survey  of  commercial  health 
insurers.  Blue  Cross/Blue  Shield  plans,  and  health  maintenance  or- 
ganizations (HMOs)  on  their  underwriting  practices  for  individual 
applicants  for  health  insurance  and  on  the  impact  of  AIDS  on  their 
claims  costs.  The  survey,  which  is  part  of  a  larger  OTA  assessment 
on  AIDS,  medical  testing,  and  health  insurance,  was  conducted  in 
July  and  September  1987.  The  paper  includes  the  survey  results  on 
medical  and  other  factors  in  risk  classification,  sources  of  medical 
information,  AIDS  policies  and  experience,  and  the  10  most  costly 
conditions  for  the  insurers  and  plans  surveyed.  (Final  report  60 
pages.) 

DESCRIPTORS:  Acquired  Immune  Deficiency  Syndrome,  Health  In- 
surance and  Financing,  Health  Maintenance  Organizations,  Survey 
or  Questionnaire  Feature,  Statistical  Data  Feature 
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PROGRAM(S)  EVALUATED: 
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PHS-FDA-Food  and  Drug  (Entire  Program  Area) 

ABSTRACT:  This  report  explores  the  scientific,  regulatory,  economic, 
legal,  and  ethical  considerations  involved  in  alternative  technologies 
in  biomedical  and  behavioral  research,  toxicity  testing,  and  educa- 
tion. Included  is  a  detailed  examination  of  federal,  state,  and  institu- 
tional regulation  of  animal  use  and  a  review  of  developments  in  10 
other  countries.  The  report  lists  a  range  of  options  for  congressional 
action  in  seven  principal  areas  of  public  policy  regarding  animals: 
using  existing  alternatives,  developing  new  alternatives,  disseminat- 
ing research  and  testing  information,  restricting  animal  use,  counting 
the  numbers  and  kinds  of  animals  used,  establishing  a  uniform  policy 
for  animal  use  within  federal  agencies,  and  amending  the  Animal 
Welfare  Act.  An  estimated  17  million  to  22  million  animals  are  used 
in  laboratories  annually  in  the  United  States.  Concerned  members  of 
the  government  and  the  public  focus  on  balancing  societal  needs  for 
continued  progress  in  biomedical  and  behavioral  research,  for  toxici- 
ty testing  to  safeguard  the  public,  and  for  education  in  the  life  sciences 
with  desires  to  replace,  reduce,  and  refine  the  use  of  laboratory  ani- 
mals. The  final  report  is  available  from  OTA  (Publication  No.  OTA- 
BA-273)  and  from  NTIS  (PB  86-183134/AS).  (Summary  49  pages.) 
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CONTRACT/GRANT  NO:  Not  applicable 
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ABSTRACT:  The  report  discusses  the  strengths  and  weaknesses  of  data 
sources  used  for  determining  trends  in  cancer  occurrence  and  mortal- 
ity, and  reviews  estimates  of  the  contribution  of  various  factors  (be- 
haviors and  exposures)  associated  with  cancer  in  this  country. 
Evidence  linking  today's  cancers  with  past  carcinogenic  influences 
has  come  mainly  from  epidemiology,  which  continues  to  scrutinize 
aspects  of  the  American  lifestyle,  for  possible  association  with  cancer. 
The  assessment  examines  the  use  of  extrapolation  techniques  for  es- 
timating human  carcinogenic  risks  from  test-derived  data;  the  advan- 
tages and  disadvantages  of  the  available  extrapolation  models;  and 
the  ultimate  use  of  these  techniques  in  setting  standards  for  controll- 
ing exposures  under  diverse  legislation.  The  report  also  looks  at  the 
problems  of  decision  making  in  the  face  of  the  often  great  uncertain- 
ties accompanying  scientific  findings  and  the  proposals  for  regulatory 
reform  that  have  grown  out  of  concern  for  these  issues.  Pub.  No. 
OTA-H-138.  (Final  report  240  pages.) 
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gy Assessment  or  Transfer 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  report  investigates  communications  systems  availa- 
ble to  the  nonspeaking  population,  which  includes  persons  of  all 
levels  of  intelligence  whose  temporary  or  permanent  inability  to 
speak  is  not  due  primarily  to  a  hearing  impairment.  The  report  also 
describes  and  classifies  assistive  communications  systems,  which 
range  from  symbol  boards  to  electronic  or  computerized  devices.  All 
aided  communications  systems  require  the  user  to  tell  the  equipment 
what  to  say  via  direct  selection,  scanning  devices,  encoding  systems, 
or  microprocessing  systems.  The  report  also  focuses  on  the  psycho- 
logical, training,  and  research  issues  relevant  to  assistive  communica- 
tions aids  and  their  limitations.  For  example,  (I)  some  individuals 
who  lose  their  ability  to  speak  as  the  result  of  accidents  or  diseases 
may  be  too  angry  to  want  to  use  technical  speech  aids;  (2)  commer- 
cially available  assistive  communications  devices  are  much  slower 
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than  normal  speech;  and  (3)  many  speech  and  language  professionals 
believe  that  existing  speech  aids  and  technologies  need  to  be  exploited 
more  fully.  The  report  also  lists  information  resources,  funding  agen- 
cies, services,  and  advocacy  groups  involved  in  data  collection,  dis- 
semination, and  support  to  the  speech-impaired  population.  See  also 
PIC  ID  Nos.  1609,  1609.1,  and  1609.3.  (Final  report  49  pages.) 
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ABSTRACT:  This  study  assessed  technologies  affecting  the  availabili- 
ty, uses,  and  risks  of  blood.  It  examined  promising  new  technologies 
for  (1)  blood  collection,  processing,  storage,  and  distribution;  (2) 
identification,  isolation,  production,  and  use  of  blood  components;  (3) 
blood  substitutes;  and  (4)  identification  and  prevention  of  blood- 
transmitted  diseases  and  other  risks.  In  the  late  1970s  and  early  1980s, 
there  were  major  changes  in  the  technologies  for  dealing  with  blood 
collection  and  distribution  and  for  monitoring  the  quality  of  blood 
products.  Research  on  blood  and  its  components  promises  to  lead  to 
further  changes.  The  supply  system,  however,  remains  dependent  on 
human  sources;  therefore,  voluntary  donations,  rather  than  paying 
for  blood,  have  been  encouraged.  At  the  time  of  this  report,  less  than 
5%  of  all  whole  blood  collected  in  the  United  States  was  bought. 
However,  use  of  blood  components  instead  of  whole  blood  has  in- 
creased significantly.  Commercial  plasma  collection  centers  account 
for  approximately  70%  of  U.S.  plasma  production,  and  the  United 
States  is  a  major  exporter  of  plasma  and  its  components.  Also  dis- 
cussed is  acquired  immune  deficiency  syndrome  (AIDS),  its  relation 
to  blood  products,  and  its  impact  on  the  blood  donor  system:  (1)  What 
technologies  are  available  to  screen  donors  without  discouraging 
donations?  and  (2)  What  technologies  can  be  used  to  protect  those 
receiving  blood  from  the  disease?  (Final  report  240  pages.) 
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ABSTRACT:  This  case  study  examines  how  public  policies  such  as 
veterans'  benefits.  Medicare,  and  workers'  compensation  affect  the 
use  of  the  Boston  Elbow  and  other  options  available  to  amputees.  It 
also  describes  the  development  and  use  of  the  Boston  Elbow,  a  bat- 
tery-powered, myolectrically  controlled  (i.e.,  controlled  by  signals 
from  an  amputee's  stump  muscles)  artificial  arm.  This  prosthetic  de- 
vice reproduces  elbow  flexion  and  extension.  It  is  only  one  of  several 
compensatory  options  for  people  who  have  lost  an  arm.  Nonprosthet- 
ic  measures  as  well  as  competing  prostheses  are  available  to  most 
amputees.  Distribution  of  the  Boston  Elbow  and  other  compensatory 
options  is  at  least  in  part  a  function  of  public  policy,  especially  the 
design  and  implementation  of  disability  benefits  programs.  Pub.  No. 
OTA-HCS-29.  See  also  PIC  ID  Nos.  2591,  2591.1,  and  2591.3-2591.5. 
(Final  report  44  pages.) 
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ABSTRACT:  OTA  researched  the  cost  and  effectiveness  of  Medicare 
providing  coverage  for  breast-cancer  screening,  since  breast  cancer 
as  of  1987  is  the  leading  cause  of  cancer  deaths  among  women, 
primarily  older  women.  Arguments  against  such  use  of  Medicare 
funds  are  that  (1)  the  cost  of  the  examination  is  high  in  comparison 
to  its  effectiveness  in  detecting  breast  cancer;  and  (2)  Medicare  bene- 
fits primarily  are  limited  to  covering  illness  after  diagnosis.  OTA 
found  that  (1)  increased  screening  would  reduce  the  severe  morbidi- 
ty, premature  mortality,  and,  to  some  extent,  treatment  costs  associat- 
ed with  advanced  breast  cancer;  and  (2)  the  number  of  screenings 
required  to  detect  a  single  breast  cancer  is  high,  as  is  the  cost  to 
Medicare  for  each  screening;  these  factors  offset  any  savings  that 
would  be  realized  in  treatment,  resulting  in  a  net  cost  to  Medicare  if 
screening  were  introduced.  OTA,  however,  concludes  that  (1)  it 
seems  unfair  to  require  a  relatively  low-cost  program  such  as  breast- 
cancer  screening  to  demonstrate  that  it  is  cost-effective,  especially 
since  Medicare  does  cover  several  expensive  procedures  and  diag- 
noses that  are  sometimes  performed  in  the  absence  of  demonstraed 
need  and  effectiveness;  (2)  the  purpose  of  health  care  is  to  spend 
money  to  improve  health;  and  (3)  emphasis  should  be  placed  on 
convincing  women  and  physicians  of  the  importance  of  breast-cancer 
screening,  regardless  of  reimbursement.  (Final  report  97  pages.) 
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ABSTRACT:  This  study  was  performed  as  part  of  the  evaluation  by 
Congress  of  the  proposed  ban  on  saccharin  by  the  Food  and  Drug 
Administration.  The  debate  about  cancer-testing  technology,  saccha- 
rin use,  and  government  regulation  is  introduced.  The  report  (1) 
assesses  the  capacity  of  testing  methodology  to  predict  the  carcino- 
genic potential  of  chemicals;  (2)  evaluates  the  potential  risk  that 
saccharin  consumption  might  cause  cancer  in  humans;  (3)  evaluates 
the  potential  health  benefits  of  saccharin;  and  (4)  assesses  the  potential 
availability  of  alternative  artificial  sweeteners.  Results  of  short-term 
tests  commissioned  by  OTA  as  part  of  the  study  are  also  reported. 
Publication  No.  OTA-H-55.  (Final  report  149  pages.) 
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ABSTRACT:  The  mental  health  needs  of  children  are  unique.  Al- 
though estimates  of  the  number  of  emotionally  disturbed  children 
vary,  the  President's  Commission  on  Mental  Health  estimated  that 
5%  to  15%  of  all  children  and  adolescents  (i.e.,  between  three  and 
nine  million  children  less  than  18  years  old)  require  some  type  of 
mental  health  service.  The  most  recent  available  data  at  the  time  of 
this  study  suggest  that  fewer  than  one  million  children  actually  re- 
ceive any  type  of  mental  health  services.  In  addition,  the  level  and 
type  of  service  provided  to  children  may  sometimes  be  inappropriate. 
This  paper  addresses  the  following  areas:  (1)  scope  of  the  problem, 
including  estimates  of  the  numbers  of  children  (those  less  than  18 
years  old)  in  need  of  mental  health  services  and  the  types  of  problems 
affecting  children;  (2)  mental  health  services  available  to  children;  (3) 
effectiveness  of  the  various  mental  health  treatments  and  the  appro- 
priate mix  of  mental  health  services  for  children;  (4)  the  roles  third- 
party  coverage  and  the  federal  and  state  governments  play  in  the 
provision  of  mental  health  services  for  children;  and  (5)  identification 
of  areas  for  additional  research,  and  analysis  of  possible  approaches 
to  research  and  the  provision  of  care.  Pub.  No.  OTA-BP-H-33.  (Final 
report  184  pages.) 
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ABSTRACT:  This  report  addresses  the  questions  that  Congress  must 
answer  before  a  federally  operated  program  is  developed  to  compen- 
sate vaccine  recipients  injured  as  a  result  of  being  vaccinated  in  public 
immunization  programs.  The  report  discusses  (1)  the  elements  of  a 
vaccine  injury  compensation  program;  (2)  the  federal  government's 
approach  to  compensation  at  the  time  of  the  study;  (3)  major  argu- 
ments for  and  against  establishing  a  compensation  program;  (4)  the 
types  and  estimated  number  of  vaccine-related  injuries;  (5)  the  costs 
of  vaccine  injury  compensation  programs;  (6)  approaches  to  vaccine 
injury  compensation  in  California,  Denmark,  France,  Great  Britain, 
Japan,  Switzerland,  and  West  Germany;  and  (7)  the  effects  of  future 
developments  in  vaccines  on  a  vaccine  injury  compensation  program 
See  also  PIC  ID  Nos.  1541-1541.3.  (Final  report  105  pages.) 
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ABSTRACT:  This  report  describes  technologies  and  strategies  for 
computer-based  education  and  assessment,  the  state  of  medical  edu- 
cation and  assessment  activities,  and  computer  applications  in  medi- 
cine. It  also  provides  examples  of  systems  for  the  development  and 
dissemination  of  computer-based  educational  materials.  At  the  time 
of  this  study,  the  federal  government's  role  in  computer-based  educa- 
tion and  assessment  was  primarily  in  the  research  and  development 
phases.  However,  the  medical  areas  in  which  such  computer-based 
methods  have  been  applied  have  been  of  long-standing  interest  to 
Congress.  Such  areas  include  health  professions  education,  monitor- 
ing and  evaluating  physician  services  thorugh  professional  standards 


review  organizations  (PSROs),  and  efforts  to  contain  the  costs  of 
such  federally  funded  programs  as  Medicare  and  Medicaid.  In  all 
these  areas,  the  use  of  computer  technology  was  becoming  the  rule 
rather  than  the  exception.  This  report  examines  these  computer  ap- 
plications in  various  stages  of  the  life-long  process  of  medical  educa- 
tion, from  entry  into  medical  school  through  active  practice. 
Publication  No.  OTA-BR-H-1.  (Final  report  139  pages.) 
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ABSTRACT:  This  case  study  analyzed  the  contact  lens  industry  in  the 
United  States.  The  study  analyzed  the  relationship  between  industry 
structure  and  behavior,  or  the  influence  that  the  number,  size,  market 
power,  and  policies  of  the  makers  of  contact  lenses  have  on  their 
incentives  and  behavior  regarding  competition  in  product  develop- 
ment and  price.  It  also  analyzed  the  direct  and  indirect  role  played 
by  public  policy  in  influencing  this  competition.  The  more  important 
elements  of  public  policy  affected  (1)  mergers;  (2)  market  entry;  (3) 
competition  in  the  professional  prescribing  and  fitting  of  contact 
lenses;  and  (4)  the  payment  mechanism  in  the  purchasing  process. 
(Final  report  65  pages.) 
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ABSTRACT:  This  report  evaluates  influenza  vaccination  on  the  basis 
of  cost-effectiveness  and  compares  the  prevention  of  influenza  by 
vaccination  to  treatment  of  the  disease  if  it  occurs.  Changes  in  health 
effects  and  medical  care  costs  produced  by  influenza  vaccination 
from  1971-1972  through  1977-1978  are  estimated.  OTA  found  that(l) 
influenza  vaccination  is  a  low-cost  preventive  intervention  that  yields 
health  benefits  among  all  age  groups,  although  it  appears  to  be  most 
cost-effective  among  high-risk  populations;  and  (2)  influenza  vaccina- 
tion improves  productivity  in  the  economy.  The  report  also  discusses 
options  for  the  federal  role  in  influenza  vaccination,  including  author- 
izing Medicare  to  pay  for  the  vaccination.  See  also  PIC  ID  Nos.  1541, 
1541.1,  1541.3,  and  1541.4.  (Final  report  67  pages.) 
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ABSTRACT:  Estimates  of  the  costs  associated  with  acquired  immune 
deficiency  syndrome  (AIDS)  have  varied  greatly.  Reports  of  hospital 
costs  over  the  lifetime  of  an  AIDS  patient  have  ranged  from  $24,517 
to  $147,000.  Consequently,  the  Office  of  Technology  Assessment 
analyzed  18  studies  and  identified  four  major  factors  that  account  for 
differing  cost  estimates:  (1)  definition  of  the  health  problem;  (2)  scope 
of  costs  included;  (3)  time  periods  used;  and  (4)  geographic  location. 
In  addition,  this  report  discusses  problems  in  predicting  costs  as- 
sociated with  AIDS  and  raises  issues  related  to  future  cost  estimates. 
(Final  report  22  pages.) 
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ABSTRACT:  The  report  addresses  both  the  need  for  and  the  difficul- 
ties involved  in  assessing  the  potential  social  impacts  of  new  medical 
technologies.  To  illustrate  the  diverse  nature  of  medical  technologies, 
the  complexity  of  technology  development,  and  the  variety  of  prob- 
lems that  technologies  pose,  nine  case  studies  are  presented.  The 
report  discusses  the  types  of  impacts  on  new  medical  technologies 
that  need  to  be  assessed.  The  report  also  describes  how  technology 
assessment  can  be  used  to  evaluate  the  potential  impacts  of  introduc- 
ing a  new  technology,  some  of  the  ways  in  which  the  findings  of  such 
assessments  might  be  utilized,  and  policy  alternatives  for  implement- 
ing programs  of  technology  assessment  at  federal  agencies,  such  as 
the  National  Institutes  of  Health,  which  develop  or  support  the  deve- 
lopment of  new  medical  technologies.  Publication  No.  OTA-H-34. 
(Final  report  104  pages.) 
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ABSTRACT:  Medicare's  prospective  payment  system  (PPS)  was 
phased  in  beginning  in  October  1983.  Hospitals  are  paid  according  to 
the  diagnosis  related  group  (DRG)  by  which  a  patient  is  classified. 
This  report,  written  two  months  before  the  PPS  was  implemented, 
examines  DRGs  and  their  implications  for  the  Medicare  program.  It 
(1)  reviews  the  development  of  DRGs  and  compares  them  to  alterna- 
tive case-mix  measures;  (2)  examines  the  validity  and  reliability  of  the 
DRG  classification  and  the  accuracy  of  DRG  coding;  (3)  provides 
examples  of  proposed  and  actual  uses  of  DRGs  in  hospital  payment; 
and  (4)  analyzes  the  implications  of  using  DRGs  as  an  integral  part 
of  a  per-case  payment  system  for  medical  technology  use  and  adop- 
tion. A  principal  finding  is  that,  in  the  long  run,  the  success  of  DRG 
payment  will  rest  on  its  flexibility  and  adaptability  to  changing  costs 
and  technologies.  Other  findings  related  to  this  are  (1)  a  need  for 
continued  collection  of  hospital  cost  and  charge  data;  (2)  the  potential 
importance  of  procedures  for  the  adjustment  of  DRG  rates  that  are 
conditional  on  a  hospital's  adoption  of  a  desirable  but  cost-raising 
technology;  and  (3)  the  need  for  evidence  about  the  effectiveness, 
risks,  and  costs  of  new  technologies.  See  also  PIC  ID  Nos.  2594, 
2594.1,  and  2594.3.  (Final  report  82  pages.) 
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ABSTRACT:  Displaced  homemakers  are  a  large,  often  overlooked 
group  of  people,  mostly  women,  who  have  lost  their  primary  source 
of  income.  Many  of  these  people  have  not  worked  in  the  commercial 
sense  for  many  years,  though  they  often  have  skills  developed  in 
homemaking,  past  work  experience,  or  volunteer  activities.  Howev- 
er, the  combination  of  little  recent  experience  in  paid  work,  little  or 
no  source  of  income  and,  often,  failing  self-esteem  gives  them  signifi- 
cant handicaps  in  finding  new  jobs  to  support  themselves  and  their 
families.  In  the  Vocational  Education  Act  of  1984,  Congress  added 


significantly  to  the  funds  available  to  serve  displaced  homemakers. 
This  report  addresses  issues  that  may  arise  as  new  programs  for 
displaced  homemakers  are  developed  with  the  increased  funds  made 
available  by  the  the  1984  act.  For  example,  even  with  the  augmented 
vocational  education  programs,  will  adequate  funding  be  directed 
specifically  to  displaced  homemakers?  Can  displaced  homemakers, 
who  often  have  no  source  of  income  support,  afford  training?  Do  the 
programs  that  serve  displaced  homemakers  meet  their  special  needs 
(for  example,  job  readiness  counseling,  peer  group  support,  and  train- 
ing for  nontraditional  jobs)?  The  report  considers  these  questions  and 
describes  and  evaluates  displaced  homemaker  programs  and  projects 
funded  under  the  Job  Training  and  Partnership  Act  and  the  Voca- 
tional Education  Act.  Publication  No.  OTA-ITE-292.  (Final  report 
44  pages.) 
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ABSTRACT:  This  OTA  paper  summarizes  the  evidence  on  the  possi- 
bility that  the  AIDS  virus,  HIV  (human  immunodeficiency  virus), 
can  be  transmitted  by  bloodsucking  insects  such  as  biting  files,  mos- 
quitoes, and  bedbugs.  The  report  concludes  that  there  is  no  evidence 
that  insect  transmission  causes  HIV  infections  in  temperate  or  even 
tropical  climates.  Research  has  shown  that  if  transmission  of  HIV  by 
bloodsucking  insects  is  occurring  it  is  through  mechanical  transmis- 
sion, in  which  the  insect  is  feeding  on  an  HIV-infected  person,  gets 
interrupted,  and  moves  on  to  an  uninfected  person.  This  series  of 
events  is  possible  but  highly  unlikely;  the  probability  of  HIV  trans- 
mission from  an  insect  bite  would  be  calculated  by  multiplying  how 
frequently  interrupted  feeding  occurs  by  the  probability  that  the  in- 
sect had  bitten  an  HIV-infected  person  prior  to  biting  an  uninfected 
person,  and  multiplying  that  total  by  the  probability  that  the  insect 
bite  contained  enough  HIV  to  transmit  infection.  If  insect  transmis- 
sion is  occurring,  each  case  is  a  rare  event.  The  report  also  suggests 
HIV  biology  studies,  insect  studies,  and  epidemiological  studies  that 
should  be  conducted.  See  also  PIC  ID  No.  3024.1.  (Final  report  43 
pages.) 

DESCRIPTORS:  Acquired  Immune  Deficiency  Syndrome,  Communi- 
cable Disease,  Epidemiologic  Research,  Biomedical  Research 
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ABSTRACT:  This  report  assesses  the  use  of  drugs  as  feed  additives  in 
livestock  and  poultry  production,  with  particular  emphasis  on  the 
following  concerns:  benefits,  risks,  and  acceptable  risks;  the  available 
alternatives  to  the  continued  use  of  each  category  of  drugs;  and  the 
options  available  to  Congress  to  improve  regulation  of  drugs  used  in 
livestock  feed.  The  report  summarizes  evidence  on  risks  and  benefits 
and  the  relevant  regulatory  and  public-policy  background  against 
which  this  assessment  takes  place.  The  report  focuses  on  the  addition 
of  low  levels  of  antibacterials  to  feeds  and  on  diethylstilbestrol 
(DES),  a  synthetic  estrogenic  hormone  that  is  a  proven  human  car- 
cinogen. Publication  No.  OTA-F-91.  (Final  report  67  pages.) 

DESCRIPTORS:  Food  and  Nutrition,  Medical  Technology,  Benefit- 
Cost  Analysis  Feature,  Regulation  and  Standard  Setting,  Communi- 
cable Disease,  Cancer,  Technology  Assessment  or  Transfer,  Drugs 
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ABSTRACT:  Alcoholism  constitutes  a  vast  syndrome  of  medical,  eco- 
nomic, psychological,  and  social  problems.  Between  10  million  and 
15  million  Americans  either  are  alcoholic  or  have  serious  problems 
directly  related  to  the  abuse  of  alcohol.  The  economic  cost  of  al- 
coholism and  alcohol  abuse,  a  major  portion  of  which  is  lost  work 
productivity,  may  be  as  high  as  $120  billion  annually.  For  the  small 
proportion  of  alcoholics  or  alcohol  abusers  actually  receiving  treat- 
ment, the  aggregate  costs  of  treatment  have  risen  substantially.  In 
1982,  Medicare  alone  spent  an  estimated  $150  million  for  the  treat- 
ment of  alcoholism.  Modalities  of  treatment  of  alcoholism  include  the 
use  of  drugs,  psychologically  based  treatments,  and  treatments  based 
on  group  and  community  efforts.  The  available  research  evidence, 
reviewed  in  this  study,  seems  to  indicate  that  any  treatment  of  al- 
coholism is  better  than  no  treatment.  Medicare  and  Medicaid  have 
encouraged  the  use  of  inpatient,  medically  based  treatment  for  al- 
coholism. The  available  evidence  seems  to  indicate  that  medically 
based  inpatient  rehabilitation  services  are  far  more  expensive,  but  not 
necessarily  more  effective,  than  primarily  nonmedical  inpatient  or 
outpatient  treatment.  Further  research  is  needed  both  to  specify  how 
to  match  patients  to  treatment  and  setting  and  to  test  competing 
claims  of  effectiveness.  Publication  No.  OTA-HCS-22.  (Final  report 
100  pages.) 
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ABSTRACT:  The  advent  of  continuous  ambulatory  peritoneal  dialysis 
(CAPD)  in  the  late  1970s  dramatically  changed  treatment  options 
available  to  the  patient  with  end-stage  renal  disease  (ESRD).  Since 
CAPD  was  approved  for  reimbursement  by  Medicare  in  1979,  its  use 
has  increased  rapidly,  and  by  1983  an  estimated  8,000  patients  (two- 
thirds  of  patients  on  home  dialysis,  or  12%  of  the  entire  chronic 
dialysis  population)  were  being  treated  by  CAPD.  Diffusion  has  re- 
sulted *"rom  a  combination  of  strong  professional  endorsement,  pa- 
tient acceptance,  and  vigorous  marketing  efforts  by  industrial 
producers  of  CAPD  supplies  and  equipment.  Some  projections  sug- 
gest that  up  to  40%  of  the  ESRD  population  may  be  suitable  candi- 
dates for  CAPD.  This  study  (1)  compared  the  medical  effectiveness 
of  hemodialysis  (HD)  performed  in  dialysis  centers  and  hospitals  with 
CAPD  or  HD  performed  at  home;  (2)  evaluated  the  costs  of  treat- 
ment by  each  of  these  modalities;  and  (3)  identified  critical  issues  that 
require  further  evaluation.  (Final  report  75  apges.) 
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ABSTRACT:  This  report  presents  the  major  findings  of  an  OTA  assess- 
ment of  federal  and  state  efforts  to  deal  with  the  environmental 
contamination  of  food.  The  study  examined  both  regulatory  appro- 
aches and  monitoring  strategies  for  coping  with  contaminated  food. 
The  assessment  was  concerned  with  chemical  and  radioactive  con- 
taminants that  inadvertently  find  their  way  into  the  human  food 
supply.  To  bring  the  scope  of  inquiry  within  manageable  bounds, 
OTA  excluded  naturally  occurring  toxins  such  as  fungal  and  microbi- 
al toxins.  Publication  No.  OTA-F-103.  (Final  report  229  pages.) 
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ABSTRACT:  This  study  uncovered  basic  information  about  the  medi- 
cal devices  industry  and  analyzed  the  implications  of  alternative  fed- 
eral policies.  It  developed  information  about  the  nature  of  firms  that 
manufacture  medical  technologies,  conducted  case  studies  of  selected 
medical  devices,  and  examined  federal  policies  that  influence  the 
medical  devices  industry  and  affect  the  cost  and  effectiveness  of 
medical  devices.  It  was  found  that  because  technologies  such  as  auto- 
mated blood  chemistry  analyzers,  ultrasound  imaging,  and  cardiac 
pacemakers  have  become  common  elements  of  medical  diagnosis  and 
therapy,  the  growth  of  the  industry  that  manufactures  such  technolo- 
gies has  paralleled  the  growth  of  expenditures  for  medical  care.  The 
industry's  sales  totaled  an  estimated  $13  billion  in  1981,  more  than 
three  times  the  1972  level  and  11  times  the  1958  level.  It  was  also 
noted  that  Congress  is  continually  called  on  to  develop  policies  that 
will  affect  the  medical  devices  industry  but  in  the  past  has  lacked 
adequately  analyzed  information  to  deal  with  the  subject.  Federal 
policies  related  to  the  research,  marketing,  location,  and  financing 
(medical  insurance)  of  medical  technologies,  as  well  as  to  the  taxa- 
tion, patenting,  and  foreign  trade  of  all  technologies,  affect  the  deve- 
lopment, manufacture,  and  sale  of  medical  devices.  Pub.  No. 
OTA-H-229.  See  also  PIC  ID  Nos.  2591.1-2591.5.  (Final  report  258 
pages.) 
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ABSTRACT:  The  Prospective  Payment  Assessment  Commission 
(ProPAC)  is  an  independent  commission  established  by  Congress  to 
make  recommendations  to  the  Secretary  of  Health  and  Human  Ser- 
vices and  Congress  about  changes  in  Medicare's  prospective  payment 
system  established  under  the  Social  Security  Amendments  of  1983. 
OTA  is  responsible  for  oversight  of  the  commission.  The  special 
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report  contains  information  on  the  appointments  and  staffing  of  Pro- 
PAC,  the  organization  of  the  commission,  the  status  of  various  ad- 
ministrative and  operating  activities,  and  the  substantive  areas  of 
concentration.  It  discusses  the  commission's  progress  in  key  areas  of 
operation  and  contains  questions  that  the  Congress,  and  therefore 
OTA,  may  wish  to  analyze.  The  key  finding  is  that  ProPAC's  overall 
performance  in  its  first  year  of  operation  was  of  a  high  order,  and  in 
some  respects  exceptionally  high.  See  also  PIC  ID  No.  1825.1. 
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ABSTRACT:  This  OTA  report  examines  selected  preventive  health 
care  strategies  for  children  and  identifies  those  strategies  that  could 
substantially  improve  children's  health  or  could  lower  health  care 
costs.  Particular  attention  is  paid  to  preventing  low  birth  weight  by 
(1)  providing  better  access  to  family  planning  services  for  high-risk 
women,  particularly  adolescents;  and  (2)  improving  prenatal  care  for 
pregnant  women  at  high  risk  of  giving  birth  to  low  birth-weight 
babies.  The  report  also  focuses  on  four  health  problems  of  young 
children  that  account  for  substantial  burdens  of  illness,  disability,  and 
death  among  American  children:  (1)  congenital  disorders  detectable 
by  screening  techniques  used  on  newborns;  (2)  diseases  and  condi- 
tions preventable  through  care  of  healthy  children  (i.e.,  immuniza- 
tion); (3)  accidental  injuries;  and  (4)  maltreatment  (i.e.,  child  abuse 
and  neglect).  A  technical  memorandum  ("Technology-Dependent 
Children:  Hospital  v.  Home  Care")  and  a  case  study  ("Neonatal 
Intensive  Care  for  Low  Birthweight  Infants:  Costs  and  Effective- 
ness") were  also  produced  as  part  of  this  study.  All  three  reports  are 
available  from  PIC.  (Final  report  301  pages;  executive  summary  23 
pages;  technical  memorandum  107  pages;  case  study  75  pages.) 
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ABSTRACT:  Approximately  25%  of  the  people  over  65  and  up  to  40% 

of  those  over  75  have  hearing  impairments  that  interfere  with  under- 
standing normal  speech.  Even  these  numbers  may  underestimate  the 
prevalence  of  this  problem  because  hearing  impairment  in  the  elderly 
is  often  undetected.  Most  hearing  impairments  of  the  elderly  cannot 
be  corrected  with  available  medical  or  surgical  treatments.  Thus,  the 
use  of  technologies  that  compensate  for  hearing  impairments  is  often 
the  most  effective  treatment.  This  OTA  background  paper  describes 
the  most  common  types  and  causes  of  hearing  impairment  in  the 
elderly  and  reviews  technologies  such  as  hearing  aids,  assistive  listen- 
ing devices,  signaling  and  telecommunication  devices,  and  environ- 
mental design  technologies  that  can  be  used  to  compensate  for 
hearing  loss.  Elderly  people  and  their  families  are  generally  unaware 
of  many  of  these  technologies,  and  little  information  about  their 
effectiveness  is  available  to  consumers.  In  addition,  with  the  excep- 
tion of  hearing  aids,  the  existing  services  delivery  system  does  not 
promote  access  to  available  technologies.  This  background  paper 
emphasizes  the  need  for  more  public  information  about  technologies 
that  compensate  for  hearing  loss  and  improved  service  delivery  sys- 
tems that  are  adapted  to  the  characteristics  of  the  elderly.  Pub.  No. 
OTA-BP-BA-30.  See  also  PIC  ID  Nos.  2588,  2588.1,  and  2588.3. 
(Final  report  87  pages.) 
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PERFORMER:  Office  of  Technology  Assessment,  Washington  D.C. 
20510 

PROJECT  OFFICER:  Sisk,  Jane;  202-228-6590 
PROGRAM(S)  EVALUATED: 

HCFA-Medicare-End  Stage  Renal  Disease 

ABSTRACT:  In  the  course  of  treatment  for  end-stage  renal  disease 
(ESRD),  which  at  the  time  of  this  study  afflicted  approximately 
96,000  people  in  the  United  States,  most  patients  and  their  providers 
use  an  array  of  products  made  by  the  hemodialysis  equipment  and 
supplies  industry.  The  market  for  dialysis  equipment  and  disposables 
has  undergone  rapid  grovi'th  since  1972,  when  Medicare  coverage 
was  extended  to  patients  with  ESRD,  regardless  of  age.  This  case 
study  analyzes  the  economics  of  the  hemodialysis  equipment  and 
supplies  industry.  The  report  addresses  (1)  treatment  approaches  for 
ESRD:  hemodialysis,  peritoneal  dialysis,  and  transplantation;  (2) 
equipment  requirements,  with  focus  on  dialyzers;  (3)  market  structure 
and  competition;  (4)  industry  performance;  and  (5)  policy  issues: 
reimbursement  policy,  research  policy,  and  dialyzer  reuse.  Pub.  No. 
OTA-HCS-32.  See  also  PIC  ID  Nos.  2591-2591.2,  2591.4,  and  2591.5. 
(Final  report  67  pages.) 
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ABSTRACT:  Interest  in  human  applications  of  recombinant  DNA 
technology  has  been  expressed  by  numerous  scientific,  medical,  reli- 
gious, civic,  and  government  leaders.  This  background  paper  focuses 
on  the  imminent  development  of  human  gene  therapy,  emphasizing 
early  medical  applications.  The  governmental  concerns  related  to 
human  gene  therapy,  as  well  as  to  other  medical  technologies,  include 
protection  of  subjects  involved  in  research  and  clinical  treatment, 
ensuring  safety  and  efficacy  of  the  techniques  in  specific  applications, 
and  public  discussion  and  education.  Human  gene  therapy,  if  it  is 
approved  for  use,  will  be  performed  first  on  patients  who  have  no 


better  prospect  for  treatment  and  who  suffer  from  severe,  rapidly 
fatal  diseases  caused  by  defective  genes.  Treatment  will  involve  in- 
serting copies  of  the  normal  gene  into  cells  where  the  new  gene  can 
be  used  to  produce  proteins  that  correct  a  biochemical  defect.  Human 
gene  therapy  as  envisioned  at  the  time  of  this  report  would  thus  be 
applied  to  treat  patients  with  specific  rare  genetic  disease,  and  not  as 
the  tool  of  a  eugenic  social  program  intended  to  improve  the  human 
gene  pool.  Publication  No.  OTA-BP-BA-32.  (Final  report  105  pages.) 

DESCRIPTORS:  Genetics,  Medical  Technology,  Biomedical  Re- 
search, Safety,  Law  and  Legislation 
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ABSTRACT:  The  possibility  that  our  air,  drinking  water,  food,  drugs, 
consumer  products,  and  workplace  may  expose  us  to  the  risk  of 
contracting  cancer  has  generated  considerable  concern  among  U.S. 
citizens.  Responding  to  that  concern,  Congress  appropriated  money 
for  research  to  identify  carcinogenic  substances  and  empowered 
regulatory  agencies  to  ban,  limit,  or  control  the  use  of  such  sub- 
stances. During  the  1980s,  the  research  and  regulatory  agencies  have 
devoted  considerable  effort  toward  writing  policy  guidelines  con- 
cerning how  they  will  determine  whether  or  not  a  substance  causes 
cancer.  The  federal  government,  primarily  through  the  National 
Toxicology  Program  (NTP),  pays  for  the  conduct  of  toxicologic 
testing  in  animals  of  suspected  carcinogens.  This  study  addressed 
these  federal  carcinogen  policies.  Specifically,  the  study  involved  a 
comparison  of  these  policies  on  a  number  of  technical  and  scientific 
points  concerning  the  conduct  of  animal  studies,  the  procedures  used 
to  evaluate  the  results  of  those  studies,  and  the  ultimate  regulatory  use 
of  the  data  from  those  studies.  In  addition,  the  study  examined  the 
results  of  NTP  tests  for  carcinogenicity,  how  the  regulatory  agencies 
have  used  those  results,  and  how  useful  that  information  has  been. 
Pub.  No.  OTA-TM-H-39.  (Final  Report  251  pages.) 
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ABSTRACT:  Rational  decisions  at  all  levels  in  health  care  (from  feder- 
al government  policymaking  to  the  treatment  of  a  single  patient  by 
a  physician)  require  sound  information.  Randomized  clinical  trials 
(RCTs),  a  set  of  experimental  designs,  provide  the  highest  quality  of 
evidence  for  the  efficacy  and  safety  of  medical  technologies.  RCTs 
fill  an  obvious  need  for  information,  yet  their  impact  on  health  policy 
and  medical  care  remains  largely  undocumented.  This  background 
paper  brings  together  the  literature  and  views  about  the  actual  and 
potential  role  of  RCTs  in  decision  making  about  medical  technolo- 
gies. In  addition  to  providing  descriptive  historical  and  background 
information  about  RCTs,  the  chapters  focus  on  (1)  funding  of  RCTs 
and  some  nonrandomized  clinical  trials;  (2)  users  of  RCTs  in  health 
policymaking;  (3)  criticisms  of  and  alternatives  to  RCTs;  (4)  charac- 
teristics of  RCTs  that  appear  to  influence  their  impact,  (5)  literature 
published  specifically  about  the  impacts  of  RCTs  on  medical  practice; 
and  (6)  suggestions  for  strengthening  the  impact  of  RCTs.  Pub.  No. 
OTA-BP-H-22.  (Final  report  109  pages.) 

DESCRIPTORS:  Clinical  Trials  Feature,  Medical  Technology,  Medi- 
cal Practice,  Safety,  Technology  Assessment  or  Transfer 
STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2592  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PB  84-114560 
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PHS-NIH-Biomedical  Research-Institute 
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ABSTRACT:  This  background  paper  focuses  on  the  status  of  basic 
neuroscience  research  and  investigates  not  only  the  status  of  potential 
medical  applications,  but  also  broad  social  and  ethical  issues  that 
might  arise  from  such  research.  Neuroscience  research  has  led  to  new 
treatments  for  major  causes  of  death  in  both  the  developed  world 
(cardiovascular  disease  and  stroke)  and  developing  nations  (parasitic 
diseases),  in  addition  to  advancing  knowledge  about  neurological  and 
psychiatric  disorders.  In  the  United  States,  the  aging  of  the  popula- 
tion provides  one  of  the  strongest  incentives  for  research  on  the 
nervous  system  because  mental  and  organic  brain  disorders  such  as 
depression,  insomnia,  and  Alzheimer's  disease  become  increasingly 
common  with  age.  This  background  paper  also  looks  at  neurotox- 
icology.  Toxic  damage  to  the  nervous  system  is  emerging  as  an  im- 
portant area  for  public  policies  to  protect  the  health  of  workers  and 
the  general  population.  Neurotoxicology  is  also  growing  rapidly  as 
a  scientific  discipline.  Related  working  papers  are  available  from 
NTIS.  Pub.  No.  OTA-BP-BA-24.  See  also  PIC  ID  Nos.  2588,  2588.2, 
and  2588.3.  (Final  report  36  pages.) 

DESCRIPTORS:  Nervous  System  Disorders,  Biomedical  Research, 
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PIC  ID  NO:  2588.1  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PB  84-196716 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available  ,  , 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  March  "83  through  March  '84 


2863 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
Office  of  Technology  Assessment 

PROJECT  TITLE:  Cost-Effectiveness  of  Medical  Technologies 

REPORT  TITLE:  Implications  of  Cost-Effectiveness  Analysis  of 

Medical  Technology 
PERFORMER:  Office  of  Technology  Assessment,  Washington  D.C. 

20510 
PROJECT  OFFICER: 
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ABSTRACT:  The  Office  of  Technology  Assessment  (OTA)  conducted 
an  assessment  that  analyzed  the  feasibility,  implications,  and  useful- 
ness of  applying  cost-effectiveness  and  cost-benefit  analysis  in  health 
care  decision  making.  The  major,  policy-oriented  report  of  the  assess- 
ment was  published  in  August  1980.  In  addition  to  the  main  report 
there  is  a  series  of  five  background  papers:  (1)  "Methodological  Is- 
sues and  Literature  Review";  (2)  "Case  Studies  of  Medical  Technolo- 
gies" (which  includes  17  case  studies,  nine  of  which  are  available 
from  PIC);  (3)  "The  Efficacy  and  Cost-Effectiveness  of  Psychothera- 
py"; (4)  "The  Management  of  Health  Care  Technology  in  Ten  Coun- 
tries"; and  (5)  "Four  Common  X-Ray  Procedures:  Problems  and 
Prospects  for  Economic  Evaluation."  Publication  No.  OTA-H-126. 
See  also  PIC  ID  Nos.  1541.1-1541.4.  (Final  report  219  pages.) 
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ABSTRACT:  This  report  assesses  health  care  for  American  Indians  and 
Alaskan  natives  who  are  eligible  for  the  medical  and  health-related 
services  from  the  federal  government.  The  federal  agency  responsi- 
ble for  providing  these  services  is  the  Indian  Health  Service  (IHS), 
a  component  of  the  Public  Health  Service  (PHS).  The  principal  stu- 
dies by  the  researchers  were  the  services  provided  to  Indians  in  view 
of  their  health  needs;  the  health  delivery  systems  in  which  these 
services  were  provided;  and  the  growing  problem  of  paying  for  high- 
cost  care  that  could  not  be  provided  in  IHS  facilities  and  that  had  to 
be  purchased  from  other  providers  of  medical  care.  Information  is 
included  about  the  changing  health  problems  of  Indians,  the  status  of 
their  health,  regional  differences  in  health  status,  and  health  problems 
of  particular  concern  among  Indians.  Finally,  major  issues  are  dis- 
cussed in  detail,  including  the  effects  of  self-determination  legislation 
on  transfer  of  health  services  management  from  IHS  to  tribal  govern- 
ments; efforts  to  achieve  greater  equity  in  the  allocation  of  funds 
among  IHS  service  areas;  the  problem  of  high-cost  cases  in  IHS's 
contract  care  program;  and  data  management  and  use  in  IHS.  Pub. 
No.  OTA-H-290.  (Final  report  377  pages.) 
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ABSTRACT:  With  infertility  affecting  one  in  six  American  couples,  the 
demand  for  infertility  services  escalated  markedly  between  the  mid- 
1960s  and  mid-1980s.  This  study  investigated  drug  therapy,  mi- 
crosurgery, artificial  insemination,  and  an  array  of  innovative  repro- 
ductive technologies  that  are  now  available  to  help  infertile  couples. 
These  new  technologies  include  in  vitro  fertilization,  embryo  trands- 
er,  embryo  freezing,  and  gamete  intra-fallopian  transfer.  Worldwide, 
an  average  of  three  babies  are  born  each  day  via  in  vitro  fertilization. 
Nine  policy  issues  related  to  infertility  prevention  and  treatment  were 
identified  in  this  report:  (1)  collecting  data  on  reproductive  health;  (2) 
preventing  infertility;  (3)  information  to  inform  and  protect  consum- 
ers; (4)  providing  access  to  infertility  services;  (5)  reproductive  health 
of  veterans;  (6)  transfer  of  human  eggs,  sperm,  and  embryos;  (7) 
recordkeeping;  (8)  surrogate  motherhood;  and  (9)  reproductive  re- 
search. OTA  also  provides  options  for  congressional  action  for  each 
policy  issue.  (Final  report  402  pages.) 
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ABSTRACT:  In  the  late  1950s  intensive  care  units  (ICUs)  were  formal- 
ly developed;  in  the  early  1980s  they  were  present  in  almost  80%  of 
U.S.  hospitals.  It  is  estimated  that  adult  ICU  care  represents  approxi- 
mately 14%-17%  of  total  inpatient,  community  hospital  costs,  ap- 
proximately $  1 3  billion  to  $  1 5  billion  in  1 982.  The  report  first  presents 
what  is  known  about  the  technical  aspects  of  ICU  care:  distribution 
of  ICU  beds,  maintenance  costs,  utilization,  characteristics  of  ICU 
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patients,  and  the  outcome  (e.g.,  clinical  and  functional  outcome  and 
cost-effectiveness)  of  intensive  care.  The  report  then  addresses  (1) 
decision  making  in  the  ICU  and  the  factors  that  have  often  led  physi- 
cians to  provide  life-support  care  after  the  rationale  for  doing  so  no 
longer  exists;  (2)  foregoing  life-sustaining  treatment;  and  (3)  possible 
future  steps  for  handling  a  greater  demand  for  ICU  beds  on  limited 
funds.  See  also  PIC  ID  Nos.  2594,  2594.2,  and  2594.3.  (Final  report 
98  pages.) 
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ABSTRACT:  Technological  advances  in  the  treatment  of  chronic  dis- 
ease and  acute  illness,  combined  with  greater  access  to  such  care, 
make  it  possible  to  keep  persons  alive  who  might  never  have  survived 
in  the  past.  More  older  persons  than  ever  before  are  surviving  to  age 
75  and  older.  These  advances  have  led  to  complex,  legal,  ethical,  and 
financial  issues  concerning  the  definition  of  death,  appropriate  use  of 
life-sustaining  technologies,  quality  of  life,  patients'  rights,  surrogate 
decision  making,  and  the  allocation  of  federal  health  care  resources. 
This  assessment  (1)  classifies  types  of  life-sustaining  technologies  and 
describes  their  development;  (2)  evaluates  the  use  of  technologies  in 
different  situations  and  settings  (e.g.,  end-stage  renal  dialysis,  resusci- 
tation, ventilation,  and  nutritional  support);  (3)  describes  the  elderly 
subpopulations  that  are  affected;  (4)  reviews  ethical  problems  such  as 
patients'  rights;  (5)  presents  data  on  attitudes  toward  use  of  life- 
sustaining  technologies;  (6)  reviews  problems  related  to  surrogate 
decision  making  for  the  demented  elderly;  (7)  evaluates  federal  and 
state  laws  regarding  patients'  rights,  surrogate  decision  making,  and 
advance  directives;  and  (8)  assesses  costs  related  to  applications  of 
life-sustaining  technologies.  Pub.  No.  OTA-BA-306.  See  also  PIC  ID 
No.  2746. 

DESCRIPTORS:  Elderly,  Chronic  Disease,  Law  and  Legislation, 
Medical  Technology,  Life  Services  Planning,  Morbidity  and  Mortal- 
ity 

STUDY  TYPE:  Program  Strategy 

PIC  ID  NO:  2589  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 


CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 
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PROJECT  OFFICER:  Cook-Deegan,  Robert;  202-228-6679 
PROGRAM(S)  EVALUATED: 

PHS-NIH-Biomedical  Research-Institute 
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PHS-ADAMHA-Mental  Health-Research  and  Demonstration 

ABSTRACT:  The  economic,  social,  and  health  problems  associated 
with  disorders  that  cause  deterioration  of  mental  function  (dementia) 
are  growing  rapidly;  1983  estimates  of  the  cost  of  providing  long- 
term  care  nationwide  are  approximately  $44  billion  yearly  with  $12 
billion  derived  from  federal  sources.  Disorders  leading  to  dementia 
account  for  an  estimated  30%-50%  of  these  costs.  These  figures  and 
the  other  costs  associated  with  dementia  threaten  to  rise  rapidly  as  the 
proportion  of  those  over  75  years  old  continues  to  increase  much 
faster  than  other  age  groups.  This  assessment  considered  federal  sup- 
port of  basic  research  intended  to  provide  treatment  or  means  of 
prevention  and  federal  financing  and  monitoring  of  long-term  care 
for  those  who  have  dementia.  The  assessment  surveyed  the  status  of 
basic  biomedical  research  and  health  services  research  and  evaluated 
the  methods  for  providing  long-term  care  of  those  who  develop 
dementia.  The  study  addressed  various  options  such  as  home  care, 
day  care,  respite  care,  adoptive  care,  and  domiciliary  care  in  addition 
to  nursing-home  care.  Particular  attention  was  focused  on  evaluating 
methods  for  optimizing  care  of  demented  patients  in  the  various 
settings  (including  federal  and  private  responsibilities  for  financing 
quality  assurance).  Pub.  No.  OTA-BA-323.  See  also  PIC  ID  Nos. 
2588-2588.2  and  2746.  (Final  report  538  pages;  executive  summary  76 
pages.) 

DESCRIPTORS:  Medicaid,  Long  Term  Care,  Biomedical  Research, 
Mental  Illness,  Medicare,  Aging 
STUDY  TYPE:  Program  Strategy 
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20510 

PROJECT  OFFICER:  Sisk,  Jane;  202-228-6590 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  The  characteristics,  prices,  and  durability  of  wheelchairs 
are  critical  both  to  the  quality  of  life  of  their  users  and  to  the  costs 
incurred  by  the  users,  insurers,  and  government  agencies.  This  case 
study  focused  on  how  federal  policies  affect  innovations  in  wheel- 
chair characteristics.  The  case  study  presented  two  examples  of  inno- 
vations in  wheelchair  design,  the  Power  Rolls  IV  made  by  Invacare 
Corporation  and  a  curb-climbing  wheelchair  available  in  parts  of 
Europe,  but  not  the  United  States.  It  examined  the  wheelchair  market 
and  noted  that  1  American  in  200  (approximately  1.2  million  total  in 
1977)  was  a  wheelchair  user.  The  case  study  also  discussed  federal 
policies  relating  to  wheelchairs.  Although  federal  research  and  deve- 
lopment efforts  on  wheelchairs  appeared  modest  in  relation  to  the 
number  of  users,  the  federal  government  is  a  major  purchaser  of 
wheelchairs  through  the  Veterans  Administration,  Medicaid,  and 
Medicare.  The  Food  and  Drug  Administration  classifies  and  regu- 
lates the  marketing  of  wheelchairs  under  its  authority  to  regulate 
medical  devices.  Finally,  the  study  discussed  public  policy  issues 
related  to  the  wheelchair  industry.  Publication  No.  OTA-HCS-30. 
(Final  report  98  pages.) 
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COST    (In  Thousands):  Not  available 

STATUS;  Study  completed. 

Available  from  PIC, 
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Available  from  NTIS 
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ABSTRACT;  These  four  articles  provide  a  broad  perspective  on  the 
ethical  and  legal  issues  that  arise  when  medical  decisions  must  be 
made  on  behalf  of  the  demented  and  dying.  The  first  article  ("Au- 
tonomy and  the  Demented  Self)  is  concerned  with  the  role  that  the 
patient's  own  preferences  should  have  in  the  decision  process.  The 
second  article  ("Deciding  for  Others")  provides  substantive  discus- 
sion of  the  key  issues  in  surrogate  decision  making;  (1)  For  whom 
must  a  surrogate  be  named?  (2)  Who  can  serve  as  a  surrogate?  and 
(3)  On  what  basis  is  the  surrogate  to  reach  a  decision?  The  third 
article  ("The  Right  of  Elderly  Patients  to  Refuse  Life-Sustaining 
Treatment")  gives  an  account  of  the  rapidly  developing  case  law  on 
treatment  decisions  for  the  dying  and  demented  and  discusses  new 
and  proposed  legislation  that  would  enhance  the  patient's  ability  to 
assert  control  over  treatment.  The  fourth  article  ("Legal  Perceptions 
and  Medical  Decision  Making")  studies  the  relation  of  medicine  and 
the  law  in  handling  these  clinical  decisions.  These  articles  were  pub- 
lished in  "The  Millbank  Quarterly"  (Volume  64,  Supplement  2, 
1986).  See  also  PIC  ID  Nos.  2588.3  and  2589.  (Journal  202  pages.) 

DESCRIPTORS:  Life  Services  Planning,  Elderly,  Chronic  Disease, 
Medical  Technology,  Morbidity  and  Mortality 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2746  PROJECT  NO; 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 
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ABSTRACT:  This  report  provides  information  on  the  Veterans  Ad- 
ministration's (VA's)  role  in  medical  device  development  and  pro- 
curement. The  VA  health  care  delivery  system  is  the  largest  in  the 
nation.  This  report  groups  medical  devices  into  three  classes:  (1) 
rehabilitative  devices  (i.e.,  orthotic  and  prosthetic  devices);  (2)  equip- 
ment (i.e.,  radiological  and  laboratory  devices);  and  (3)  supplies  (e.g., 
bandages).  Various  chapters  address  the  VA's  involvement  in  (1) 
research  and  development;  (2)  testing  and  evaluation;  (3)  marketing, 
procurement,  and  supply;  and  (4)  financing,  adopting,  and  using 
medical  devices.  OTA  found  that  (1)  better  analytical  methods  for 
evaluating  and  procuring  the  most  appropriate  devices  at  least  cost 
could  be  applied  at  various  stages  in  development  and  use;  and  (2)  VA 
research  and  development,  evaluation,  and  procurement  could  be 
better  integrated.  The  report's  appendices  include  (1)  a  review  of 
veterans'  service  organizations  and  their  perspectives  on  the  VA 
heatlh  care  delivery  system  and  (2)  an  examination  of  VA  procure- 
ment of  eight  types  of  medical  equipment  and  the  effects  of  VA 
purchasing  policies  on  decision  making  by  private  manufacturers  and 
buyers  of  that  equipment.  See  also  PIC  ID  Nos.  2591-2591.4.  (Final 
report  108  pages.) 
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ABSTRACT:  The  report  covers  a  broad  range  of  mechanisms  to  limit 
Medicare  costs  related  to  medical  technology.  The  first  part  of  the 
report  presents  information  on  the  interactions  between  medical  tech- 
nology and  Medicare.  It  analyzes  specific  Medicare  policies  (i.e., 
eligibility,  benefits,  payment,  and  beneficiary  cost-sharing  policies) 
that  have  been  important  to  the  adoption  and  use  of  medical  technolo- 
gy. In  addition,  it  reviews  evidence  on  the  contributions  of  medical 
technology  to  increases  in  general  health  care  costs  and  in  Medicare 
costs.  The  second  part  of  the  report  provides  information  on  policies 
that  have  been  or  could  be  used  to  influence  medical  technology 
adoption  and  use  and  to  restrain  the  increase  in  Medicare  program 
costs.  It  covers  four  general  areas:  coverage  of  specific  technologies, 
payment  to  hospitals,  payment  to  physicians,  and  approaches  to 
changing  incentives,  for  the  adoption  and  use  of  technologies,  that  do 
not  directly  involve  Medicare  payment.  Finally,  it  presents  options 
for  congressional  consideration.  See  also  PIC  ID  Nos.  2594.1-2594.3. 
(Final  report  232  pages.  Pub.  No.  OTA-H-227;  executive  summary  35 
pages.  Pub.  No.  OTA-H-228.) 
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ABSTRACT:  This  report  analyzes  the  implications  of  proposals  to 
promote  competition  in  the  financing  and  delivery  of  medical  care  for 
the  use  and  advancement  of  medical  technology.  It  focuses  on 
proposals  for  increased  cost  sharing  by  patients  and  increased  compe- 
tition among  plans  that  provide  health  insurance  and  deliver  medical 
care.  The  report  (1)  describes  and  compares  these  two  kinds  of 
proposals  to  increase  competition;  (2)  considers  the  effects  of  in- 
creased competition  on  the  use  and  innovation  of  clinical,  ancillary, 
and  managerial  technologies;  (3)  examines  the  likely  effects  of  in- 
creased competition  on  quality  of  care;  and  (4)  addresses  the  informa- 
tion that  consumers  would  need  to  make  the  decisons  expected  of 
them  under  greater  competition.  See  also  PIC  ID  Nos.  2593,  2593.1, 
and  2593.3.  (Final  report  159  pages.) 

DESCRIPTORS:  Medical  Technology,  Health  Insurance  and  Financ- 
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ABSTRACT:  To  control  the  rapidly  rising  costs  of  the  Medicare  pro- 
gram, the  Social  Security  Amendments  of  1983  mandated  a  new 
Medicare  hospital  payment  system:  prospective  payment  based  on 
diagnosis-related  groups  (DRGs),  which  is  radically  different  from 
previous  systems.  A  comprehensive  evaluation  of  the  effect  of  the 
prospective  payment  system  (PPS)  and  assumptions  about  its  implica- 
tions must  be  explicity  tested.  PPS  will  have  great  impact  on  the 
development  and  use  of  medical  technology.  This  study  on  Medicare 


1048 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
OFFICE  OF  TECHNOLOGY  ASSESSMENT 


Accession  No.  2877 


PPS  addressed  (1)  the  range  of  possible  effects  related  to  medical 
technology  and  its  use;  (2)  evaluation  measures;  (3)  ongoing  or 
planned  monitoring  and  evaluation  activities;  (4)  shortcomings  and 
gaps  in  these  activities;  and  (5)  the  overall  design  for  evaluation, 
including  timing,  methodology,  priorities,  and  the  role  of  efforts. 
Pub.  No.  OTA-H-262.  (Final  report  248  pages.) 
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ABSTRACT:  Government-sponsored  health-related  bibliographic  in- 
formation is  predominantly  created  and  disseminated  by  the  National 
Library  of  Medicine's  (NLM's)  computerized  system,  MEDLARS 
(Medical  Literature  Analysis  and  Retrieval  System).  This  report  ana- 
lyzes the  arguments  for  and  against  the  existence  of  MEDLARS  and 
provides  information  to  help  Congress  in  decisions  regarding  the 
appropriate  mix  of  NLM  and  private-sector  information  activities 
that  would  serve  the  public  interest  most  efficiently.  OTA  found  that 
in  most  respects  MEDLARS  is  an  efficient  system  for  disseminating 
health-related  bibliographic  information.  In  regard  to  the  relationship 
of  NLM  and  the  private  information  sector,  OTA's  major  findings 
are  (1)  that  there  are  insufficient  empirical  data  to  decide,  on  purely 
technical  grounds,  the  most  efficient  and  effective  configuration  of 
public  and  private  bibliographic  activities;  and  (2)  that  rapid  develop- 
ments in  the  computer  and  communications  fields  may  profoundly 
alter  the  effects  of  policy  decisions.  See  also  PIC  ID  Nos.  2593, 
2593.2,  and  2593.3.  (Final  report  150  pages.) 
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ABSTRACT:  Public  attention  has  recently  been  focused  on  the  release 
into  the  environment  of  genetically  engineered  organisms.  Questions 
center  on  the  stability  of  genetic  material  inserted  into  the  organisms, 
on  the  probability  that  the  inserted  genetic  material  will  be  trans- 
ferred to  other,  nontarget  organisms,  as  well  as  on  the  effect  of 
genetic  material  passed  from  one  organism  to  another.  OTA  examines 
these  issues  and  others  in  the  burgeoning  field  of  biotechnology.  A 
series  of  publications  will  address  the  environmental  application  of 
genetically  altered  organisms,  human  biological  materials  in  research 
and  commerce,  commercial  development  of  tests  for  human  genetic 
diseases,  funding  of  research  in  biotechnology,  patent  law  applicable 
and  appropriate  to  biotechnology,  and  development  of  socially  useful 
biotechnology  products  that  may  not  be  highly  profitable.  Two  publi- 
cations ("New  Developments  in  Biotechnology:  Ownership  of  Hu- 
man Tissues  and  Cells"  and  "New  Developments  in  Biotechnology; 
Public  Perceptions  of  Biotechnology")  are  available  from  PIC.  (Final 
reports  168  and  125  pages,  respectively.) 
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ABSTRACT:  This  case  study  summarizes  the  scientific  and  clinical 
status  (as  of  1984)  of  nuclear  magnetic  resonance  (NMR)  imaging,  a 
diagnostic  imaging  modality  that  has  captured  the  interest  of  the 
medical  and  scientific  communities  and  the  general  public.  The  report 
also  provides  an  overview  and  analysis  of  the  impact  of  various 
federal  and  nonfederal  practices  and  policies  on  the  development  and 
diffusion  of  NMR  imagers  as  of  August  1984.  The  policies  examined 
include  the  Food  and  Drug  Administration's  premarket  approval 
process;  Health  Care  Financing  Administration,  Blue  Cross/Blue 
Shield,  and  commercial  insurance  company  reimbursement  decisions; 
state  certificate-of-need  policies;  and  federal  financial  support  for 
research  and  development.  Pub.  No.  OTA-HCS-27.  See  also  PIC  ID 
Nos.  2591  and  2591.2-2591.5.  (Final  report  156  pages.) 
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ABSTRACT:  This  case  study  examined  the  costs,  effectiveness,  and 
payment  status  of  nurse  practitioners,  certified  nurse-midwives,  and 
physician  assistants  in  the  United  States.  It  updated  and  expanded  a 
1981  OTA  case  study,  "The  Costs  and  Effectiveness  of  Nurse  Practi- 
tioners." It  covered  the  following  areas:  (1)  the  emergence  of  the 
professions  of  nurse  practitioner,  certified  nurse-midwife,  and  physi- 
cian assistant  including  Medex;  (2)  the  effects  of  these  professions  on 
access  to  care;  (3)  the  quality  of  care  offered  by  these  professions;  (4) 
the  costs  associated  with  these  professions;  (5)  practice  location  and 
employment  data  for  these  professions;  and  (6)  the  extent  to  which 
public  programs  and  private  health  insurance  pay  for  these  profes- 
sions. The  case  study  examined  the  potential  effects  of  major  changes 
in  the  health  sector  on  the  status  of  new  health  professionals.  The 
report  contains  conclusions  based  on  the  findings  concerning  costs 
and  effectiveness,  quality  of  care  and  access,  and  policy  implications 
for  federally  funded  training  programs  and  reimbursement  policies 
concerning  these  professions.  Pub.  No.  OTA-HCS-37.  (Final  report 
96  pages.) 
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ABSTRACT:  This  assessment  analyzed  nutrition  research  alternative 
goals  and  priorities,  alternative  definitions  and  funding,  and  alterna- 
tive research  personnel  requirements.  Its  principal  finding  was  that 
federal  human  nutrition  research  programs  have  failed  to  deal  with 
the  changing  health  problems  of  the  American  people.  Possibly  the 
most  productive  and  important  area  of  nutrition  research  will  be  the 
identification  of  specific  dietary  links  to  chronic  diseases,  leading  to 
methods  of  prevention.  The  report  outlines  congressional  options  in 
this  area  and  provides  an  appendix  containing  supportive  materials 
used  in  the  OTA  study.  Publication  No.  OTA-F-74.  (Final  report  77 
pages.) 
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ABSTRACT:  Consumers  have  increasingly  advocated  open  shelf-life 
dating,  i.e,  the  use  of  dates  on  a  can  or  package  of  food  that  informs 
the  consumer  when  a  product  was  packed  or  by  when  a  product 
should  be  sold  or  used.  Although  such  a  step  appears  simple  and 
sensible  at  first  glance,  it  entails  many  scientific  and  financial  uncer- 
tainties and  involves  some  complex  choices.  OTA  analyzed  consum- 
ers' perspectives  on  open-date  labeling;  benefits  and  costs;  alternative 
systems  and  techniques;  alternative  criteria  and  scientific  tests  to 
establish  open  dates;  enforcement  mechanisms  and  liability  related  to 
open-date  labeling;  and  options  available  to  Congress. 
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ABSTRACT:  This  report  provides  information  about  the  health  effects 
of  passive  smoking,  the  types  of  policies  that  are  in  force  in  the  public 
and  private  sectors  to  control  smoking  in  the  workplace,  and  the  costs 
and  effects  of  those  policies.  Health  effects  discussed  include  lung 
cancer,  lung  function,  cardiovascular  disease,  respiratory  illnesses, 
and  eye  irritation.  Workplace  smoking  policies  discussed  include  fed- 
eral (i.e.,  General  Services  Administration,  Department  of  Defense, 
Postal  Service,  and  Veterans  Administration),  state,  and  local  gov- 
ernment regulations  and  policies  and  private  sector  policies.  The 
discussion  of  the  costs  and  effects  of  smoking  policies  in  the  work- 
place includes  employee  absenteeism,  life  and  health  insurance,  desig- 
nated smoking  areas,  and  office  and  equipment  cleaning  and  repair. 
See  also  PIC  ID  No.  1454.  (Final  report  70  pages.) 
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ABSTRACT:  Medicare's  payment  methods  have  fueled  increases  in 
expenditures  for  physician  services,  which  have  now  become  one  of 
the  most  rapidly  growing  parts  of  the  federal  budget.  The  method  of 
customary,  prevailing,  and  reasonable  (CPR)  charge  payment  is  in- 
herently inflationary  and  contains  incentives  for  providers  to  use 
additional  and  more  expensive  services.  This  report  investigates  four 
strategies  to  change  Medicare  payment  for  physician  services.  Each 
has  advantages,  disadvantages,  and  uncertain  implications.  Capitation 
payment  under  a  mandatory  voucher  system  is  most  likely  to  be  able 
to  control  Medicare  expenditures  without  increasing  beneficiaries' 
expenditures;  however,  the  recipient  would  be  at  a  financial  risk  for 
the  use  and  cost  of  covered  services.  Payment  based  on  fee  schedules 
would  give  Medicare  greater  control  over  price,  but  changes  in  total 
expenditures  would  depend  on  changes  in  the  volume  and  types  of 
services  as  prices  were  constrained.  Continuing  CPR  payment  and 
lowering  Medicare's  approved  charges  might  initially  reduce  the 
growth  in  Medicare  expenditures,  but  this  effect  would  be  unlikely 
to  be  sustained.  Payment  for  packages  of  services  could  theoretically 
enable  Medicare  to  limit  expenditures  for  packaged  services,  but  total 
expenditures  would  depend  on  the  effects  of  case-mix  adjustment  and 
the  extent  to  which  related  services  were  used  outside  the  packages. 
Pub.  No.  OTA-H-294.  (Final  report  248  pages.) 

DESCRIPTORS:  Health  Care  Reimbursement  Systems,  Physicians, 

Medicare  Prospective  Payment  System 

STUDY  TYPE:  Program  Management  or  Efficiency 

PIC  ID  NO:  2697  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PB  86-18201 1/AS 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  February  '84  through  February  '86 


2883 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
Office  of  Technology  Assessment 

PROJECT  TITLE:  Policy  Implications  of  Medical  Information 
Systems 


PROJECT  DESCRIPTIONS 


1051 


Accession  No.  2883  Other  Departments  and  Agencies 

OFFICE  OF  TECHNOLOGY  ASSESSMENT 


REPORT  TITLE:  Policy  Implications  of  Medical  Information 

Systems 

PERFORMER:  Office  of  Technology  Assessment,  Washington  D.C. 

20510 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

PHS-OASH-Health  Services  Research; 
X-Non-HHS  Programs 

ABSTRACT:  This  report  assesses  computer-based  medical  information 
systems,  their  benefits  and  limitations,  the  factors  influencing  their 
adoption,  and  policy  alternatives  available  to  the  federal  government 
concerning  them.  Social  and  economic  implications  of  medical  infor- 
mation systems  are  discussed,  including  the  quality  and  delivery  of 
health  care,  the  role  of  medical  care  professionals,  malpractice  litiga- 
tion, and  the  confidentiality  of  patient  records.  Three  existing  sys- 
tems, TMIS,  COSTAR,  and  PROMIS,  are  described  and  discussed. 
Policy  issues  and  alternatives,  such  as  development,  control,  and 
standardization,  are  summarized.  The  report  includes  a  three-page 
bibliography  on  the  topics  of  health  data  systems  and  computer-based 
medical  information  systems.  Publication  No.  OTA-H-56.  (Final  re- 
port 79  pages.) 
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ABSTRACT:  This  paper  is  an  update  of  OTA's  "Policy  Implications 
of  the  Computed  Tomography  (CT)  Scanner"  (1978).  The  CT  scan- 
ner remains  an  instructive  case  study  of  government  involvement  in 
the  policy  areas  of  evaluation,  regulation  of  diffusion  and  use,  and 
financing  of  medical  technologies.  The  purpose  of  the  original  OTA 
study  on  the  CT  scanner  was  twofold.  First,  it  was  to  examine  the 
usefulness  and  costs  of  CT  scanning,  the  effect  of  CT  scanners  on 
medical  care  delivery  patterns,  and  ways  to  improve  planning  affect- 
ing such  devices.  Second,  it  was  to  examine  policies  toward  CT 
scanners.  Like  the  original  report,  this  update  (covering  the  period 
from  August  1978  to  January  1981)  documents  the  changes  in  the 
number,  distribution,  and  diffusion  of  the  scanners.  It  also  summarizes 
changes  in  federal  policies,  agencies,  and  programs  during  that  time 
that  affected  research,  development,  and  diffusion  of  CT  scanners 
and  the  evaluation  and  financing  of  CT  scanning.  Publication  No. 
OTA-H-72.  (Final  report  100  pages.) 
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ABSTRACT:  Before  a  new  drug  can  be  prescribed  for  use  in  the  United 
States  it  must  meet  the  Food  and  Drug  Administration's  (FDA's) 
minimum  statutory  requirements  for  proof  of  its  efficacy  and  safety. 
Because  the  number  and  types  of  patients  exposed  to  a  drug  in  pre- 
marketing testing  are  necessarily  limited  compared  to  the  number  and 
types  of  patients  for  whom  the  drug  will  be  prescribed  once  it  is  on 
the  market,  new  uses,  contraindications,  and  side  effects  of  drugs  will 
be  discovered  after  the  drug  is  on  the  market.  The  primary  objective 
of  postmarketing  surveillance  is  to  develop  information  about  a 
drug's  effects  under  customary  conditions  of  use.  This  report  de- 
scribes (1)  the  drug  approval  process;  (2)  the  history  and  objectives 
of  postmarketing  surveillance;  (3)  the  methods  employed  to  accom- 
plish it;  and  (4)  activities  in  postmarketing  surveillance.  The  report 
also  ( 1 )  provides  guidelines  to  determine  whether  shortening  the  drug 
approval  process  would  diminish  its  ability  to  detect  adverse  drug 
reactions  prior  to  release  for  marketing  and  (2)  identifies  issues  and 
options  for  increased  postmarketing  surveillance.  See  also  PIC  ID 
Nos.  2593-2593.2.  (Final  report  70  pages.) 
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ABSTRACT:  OTA  estimates  that  there  are  approximately  6,000  deaths 
from  work-related  injuries  and  between  2.5  million  and  11.3  million 
nonfatal  occupational  injuries  annually.  This  report  covers  (1)  op- 
tions for  improving  occupational  health  and  safety;  (2)  the  available 
data  on  occupational  deaths,  injuries,  and  illnesses;  (3)  methods  for 
identifying  health  and  safety  hazards;  (4)  technologies  for  controlling 
work-related  illness  and  injury;  (5)  the  interactions  among  workers, 
machines,  and  workplaces;  (6)  personal  protective  equipment;  (7) 
training  and  education  of  employers,  managers,  employees,  and 
health  and  safety  professionals;  (8)  activities  of  federal  agencies;  (9) 
assessment  of  the  Occupational  Safety  and  Health  Administration 
(OSHA)  and  the  National  Institute  for  Occupational  Safety  and 
Health  (NIOSH);  (10)  the  role  of  economic  analysis  in  decision  mak- 
ing; (11)  incentives,  imperatives,  and  the  decision  to  control;  (12) 
opportunities  for  installing  controls  during  a  period  of  reindustrializa- 
tion;  and  (13)  preventing  occupational  illness  and  injury  in  the  future. 
Publication  No.  OTA-H-256.  See  also  PIC  ID  No.  1454.1.  (Final 
report  425  pages.) 
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ABSTRACT:  This  report  reviews  evidence  for  workplace-induced  re- 
productive impairment,  the  existing  regulatory  structure,  and  options 
for  compensation  for  workers  who  have  been  or  may  be  reproduc- 
tively  harmed  in  the  workplace.  Although  the  extent  to  which  work- 
place exposure  to  chemical,  physical,  and  biological  agents  may 


contribute  to  reproductive  impairment  is  unknown,  the  level  of  re- 
productive impairment  in  the  population  is  a  significant  public  health 
concern.  There  is  an  obvious  need  for  elucidating  the  causes  in  order 
to  reduce  the  overall  incidence  of  reproductive  impairment.  Policy 
decisions  regarding  the  management  of  occupationally  related  repro- 
ductive risk  must  be  made  within  the  context  of  two  federal  statutes: 
the  Occupational  Safety  and  Health  Act  and  the  Civil  Rights  Act. 
These  may  be  viewed  as  contradictory,  because  steps  taken  to  protect 
the  health  of  the  embryo/fetus  may  interfere  with  female  workers' 
employment  opportunities.  Toxic  substances  are  unlikely  to  be  regu- 
lated solely  for  their  reproductive  health  effects,  because  most  agents 
that  affect  reproductive  health  have  other  health  effects  as  well.  At 
the  time  of  the  study,  four  health  hazards-ionizing  radiation,  ethylene 
oxide,  and  dibromochloropropane  (DBCP)-were  regulated  in  part 
because  of  their  effects  on  reproductive  capacity.  Pub.  No.  OTA-BA- 
266.  (Final  report  422  pages.) 
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ABSTRACT:  This  report  focuses  on  the  research  and  development  of 
a  vaccine  to  prevent  bacterial  pneumonia.  Chapter  1  summarizes  the 
report.  Chapter  2  discusses  federal  and  industry  participation  in  and 
federal  financing  of  the  research  and  development  of  pneumococcal 
vaccine.  Chapter  3  describes  and  analyzes  the  procedures  the  federal 
government  used  to  evaluate  the  safety  and  efficacy  of  this  vaccine. 
Chapter  4  presents  OTA's  cost-effectiveness  analysis  of  the  vaccine. 
Chapter  5  reviews  vaccine  liability  court  cases,  the  principles  that 
underlie  the  pricing  of  liability  insurance,  and  liability  experience 
under  the  1976  swine  flu  immunization  program.  Chapter  6  discusses 
findings  and  issues.  Chapter  7  presents  federal  options  to  address  the 
issues  discussed  in  tHe  previous  chapter.  Publication  No.  OTA-H-96. 
See  also  PIC  ID  Nos.  1541  and  1541.2-1541.4.  (Final  report  208 
pages.) 
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ABSTRACT:  OTA  reviewed  both  the  technical  aspects  of  AIDS  re- 
search and  related  issues  of  public  health  policy  conducted  by  the 
Public  Health  Service  (PHS)  and  evaluated  the  planning,  resources, 
and  staffing  of  PHS's  efforts  to  control  AIDS.  In  particular,  OTA 
investigated  (1)  the  adequacy  of  PHS's  confirmation  of  the  causal 
relationship  between  the  newly  discovered  retrovirus  HTLV-III  and 
AIDS  and  the  adequacy  of  research  to  identify  other  possible  agents 
involved;  (2)  the  adequacy  and  timeliness  of  PHS's  redirection  of 
general  AIDS  research  toward  HTLV-III  work,  including  research 
on  blood,  on  treatment  protocols,  on  animal  models,  and  on  epidemi- 
ological work;  (3)  the  adequacy  and  scope  of  efforts  to  develop 
vaccines  against  the  disease;  (4)  the  adequacy  and  timeliness  of  the 
distribution  of  new  knowledge  and  information  among  researchers 
and  regulators;  and  (5)  the  adequacy  of  PHS  resources  to  support 
needed  activities  that  would  yield  the  best  chances  for  immediate 
results  in  the  prevention  and  treatment  of  AIDS.  Publication  No. 
OTA-TM-H-24.  (Final  report  158  pages.) 
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ABSTRACT:  This  report  examines  genetic  testing,  which  may  be  use- 
ful in  reducing  occupational  disease,  but  also  raises  concerns  of  poten- 
tial misuse.  Genetic  testing  encompasses  two  major  techniques:  (1) 
screening  to  identify  individual  workers  who  are  genetically  at  higher 
risk  to  disease,  and  (2)  monitoring  to  serve  as  an  early  warning  system 
that  exposure  to  a  hazardous  agent  in  the  workplace  has  occurred. 
The  report  evaluates  the  evidence  supporting  the  claimed  benefits, 
the  extent  of  testing,  and  how  the  results  have  been  used.  Social 
issues,  particularly  of  a  loyal  and  ethical  nature,  are  identified  and 
discussed.  (Final  report  243  pages.) 
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ABSTRACT:  The  Prospective  Payment  Association  Commission 
(ProPAC)  was  established  as  an  independent  advisory  commission  by 
the  Social  Security  Amendments  of  1983.  The  report  covers  Pro- 
PAC's  second  full  year  of  operation.  The  main  body  of  the  report  is 
organized  into  three  parts.  The  first  contains  information  on  the 
appointments  and  staffing  of  ProPAC,  the  expenditures  and  budget 
for  FY  1985  and  FY  1986,  and  ProPAC's  areas  of  concentration.  The 
second  part  presents  an  analysis  of  ProPAC's  progress  in  operating, 
relating  to  outside  groups,  and  fulfilling  its  mandate.  The  last  section 
provides  general  conclusions  and  issues  for  future  consideration.  The 


1054 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
OFFICE  OF  TECHNOLOGY  ASSESSMENT 


Accession  No.  2894 


report's  appendices  include  (1)  a  list  of  specific  topics  under  review 
for  diagnosis  related  group  (DRG)  classification  and  weight  analysis; 
(2)  ProPAC's  quality  of  care  research  strategy;  (3)  a  list  and  descrip- 
tion of  extramural  research  contracts;  (4)  the  extramural  research 
agenda  options  for  FY  1986  and  FY  1987;  and  (5)  a  glossary  of 
selected  terms.  See  also  PIC  ID  No.  1825.  (Final  report  22  pages  plus 
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ABSTRACT:  This  report  addresses  the  federal  government's  lack  of  a 
coherent  policy  on  the  collection,  analysis,  and  use  of  statistical  infor- 
mation regarding  people's  health  and  their  use  of  medical  care  re- 
sources. In  the  1970s,  the  number  and  types  of  federal  health  data 
systems  increased  dramatically,  but  there  was  no  systematic  appraisal 
of  the  adequacy,  need  for,  or  use  of  data  that  was  being  collected.  Part 
I  of  this  report  inventories  the  different  health  data  collection  systems 
administered  by  HEW  and  other  federal  agencies,  outlines  the  prob- 
lems of  duplication  and  fragmentation  that  occur,  and  addresses  the 
possibilities  of  improving  the  coordination  of  these  systems.  Part  II 
is  a  directory  of  statutes  that  authorize  health  data  collection  by  the 
Public  Health  Service  and  the  Health  Care  Financing  Administra- 
tion. Publication  No.  OTA-H-90.  (Final  report  212  pages.) 
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ABSTRACT:  This  study  considered  the  flow  of  information  that  is 
central  to  an  effective  system  of  medical  technology  assessment. 
OTA  found  that  the  system  for  evaluating  emerging,  new,  and  exist- 
ing medical  technologies  was  inadequate  in  a  number  of  respects.  One 
of  the  biggest  problems  was  that  the  activities  of  the  multiple  public- 
and  private-sector  participants  in  the  system  were  not  well  coordinat- 
ed. Furthermore,  some  classes  of  medical  technologies  were  inade- 
quately evaluated  for  safety,  efficacy,  cost-effectiveness,  or  social  and 
ethical  implications  prior  to  their  adoption  by  the  health  care  system. 
OTA  concluded  that  a  more  integrated  system  for  assessing  medical 
technologies,  possibly  one  with  stronger  links  between  federal  agen- 
cies and  private-sector  organizations  such  as  medical  specialty  socie- 
ties, might  be  more  effective.  The  report  discusses  methods  and  data 
that  can  be  used  to  measure  a  medical  technology's  outcomes  as  well 
as  the  methods  and  mechanisms  that  can  be  used  to  synthesize  the 
various  types  of  information.  Pub.  No.  OTA-H-181.  See  also  PIC  ID 
Nos.  2593.1-2593.3.  (Final  report  228  pages.) 
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ABSTRACT:  Mutations  are  permanent  changes  in  the  genetic  informa- 
tion contained  in  chromosomes  and  DNA  of  cells.  When  they  occur 
in  germ  cells  (i.e.,  egg  or  sperm  cells)  they  are  passed  on  to  succeed- 
ing generations.  Always  a  concern  in  public  health,  mutations  are 
becoming  a  policy  issue  because  of  claims  that  they  have  been  caused 
by  exposures  to  radiation  and  chemicals.  Little  is  known  about  the 
frequency  of  human  mutations,  and  evidence  is  insufficient  to  decide 
whether  external  factors  contribute  in  any  significant  way  to  the 
frequency  despite  the  reasonable  contention  that  they  probably  do. 
Technological  breakthroughs  may  make  it  possible  to  determine  mu- 
tation rates  directly.  The  new  methods  require  drawing  blood  and 
analyzing  proteins  or  DNA  or  a  particular  gene  for  genetic  changes. 
This  report  ( 1 )  details  the  status  and  limits  of  knowledge  about  human 
mutation  and  mutation  frequencies;  (2)  reviews  methods  used  to 
study  human  mutations;  (3)  describes  methods  that  were  under  deve- 
lopment at  the  time  of  the  study;  (4)  estimates  when  each  of  the  new 
methods  might  be  available  for  studying  human  populations  and  the 
size  of  the  experiments  that  would  be  necessary  to  produce  useful 
results;  and  (5)  presents  policy  options  to  spur  the  research  and  ap- 
plication of  appropriate  methods.  Pub.  No.  OTA-H-298.  (Final  re- 
port 156  pages.) 
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ABSTRACT:  This  report  describes  medical  devices  and  other  tech- 
nologies used  to  manage  urinary  incontinence,  a  medical  problem 
that  is  prevalent  among  the  elderly  and  has  enormous  consequences 
for  medical  care  costs.  The  report  discusses  (1)  the  prevalence  and 
types  and  causes  of  incontinence  and  treatments  for  it;  (2)  the  effec- 
tiveness and  safety  of  devices  and  treatments,  including  artificial 
sphincters,  electrical  stimulation,  catheters,  bedpads  and  undergar- 
ments, surgery,  drug  treatment,  and  training  procedures  (e.g.,  pelvic 
floor  exercises,  biofeedback,  bladder  retraining,  habit  training,  and 
behavior  modification);  and  (3)  the  costs  and  financing  of  inconti- 
nence. The  report  also  includes  a  discussion  of  the  manufacturers  of 


incontinence  products.  Some  of  the  report's  policy  implications  ad- 
dress (1)  individuals  with  urinary  incontinence  and  health  profession- 
als' lack  of  information  on  the  variety  of  products  and  treatments 
available;  (2)  the  need  for  simple  diagnostic  tests  that  would  greatly 
increase  the  chances  for  better  clinical  evaluations  and  management 
of  the  problem;  and  (3)  the  debate  about  whether  Medicare  should 
reimburse  noninstitutionalized  persons  for  incontinence  supplies. 
Pub.  No.  OTA-HCS-33.  See  also  PIC  ID  Nos.  2591-2591.3  and 
2591.5.  (Final  report  75  pages.) 
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ABSTRACT:  This  study  focused  on  the  functional  status  of  the  elderly 
and  the  ways  in  which  technology  can  assist  them  to  maintain  their 
independence  and  enhance  their  quality  of  life.  Medical  and  health 
care  technologies  have  led  to  increased  longevity,  which  has  been 
accompanied  by  rising  prevalence  of  chronic  diseases  that  impair 
functional  ability.  Therefore,  this  assessment  focused  on  technology 
and  changes  in  (1)  health  status;  (2)  health  services;  (3)  the  living 
environment;  and  (4)  the  workplace.  The  report  discusses  the  impact 
of  five  chronic  conditions  on  the  lives  of  those  affected,  potential 
health  improvements  from  behaviors  that  may  delay  onset  of  chronic 
disease,  the  need  for  increased  biomedical  research,  and  how  tele- 
communications can  foster  self-health  care.  It  also  reviews  the  impor- 
tance of  medication  for  management  of  chronic  impairments,  the 
need  for  a  coordinated  approach  to  long-term  care,  appropriately 
developed  supportive  services,  and  improved  technologies  to  assess 
health  and  functional  status.  The  report  describes  federal  programs 
that  subsidize  rental  housing  for  the  elderly  and  new  design  standards 
that  promote  safety  and  improve  the  elderly's  ability  to  be  self-suffi- 
cient. The  study  also  evaluated  the  impact  of  changes  in  workplace 
technology.  Job  security  may  be  weakened  in  some  industries,  while 
in  others  technology  can  enhance  job  performance,  safety,  and 
security  for  older  workers.  Pub.  No.  OTA-BA-264.  See  also  PIC  ID 
Nos.  2588.1-2588.3.  (Final  report  504  pages.) 
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bled people.  The  problems  and  processes  of  the  development  and  use 
of  technologies  were  analyzed  in  the  context  of  societal  allocation  of 
resources  and  the  setting  of  goals  for  public  policy.  The  study  con- 
centrated on  two  critical  matching  processes:  (1)  between  technologi- 
cal needs  and  technological  capabilities;  and  (2)  between  allocation 
goals  or  intents  and  resource  capabilities.  Publication  No.  OTA-H- 
179.  See  also  PIC  ID  Nos.  1609.1,  1609.2,  and  1609.3.  (Final  report 
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ABSTRACT:  This  paper  discusses  selected  telecommunications  de- 
vices for  hearing-impaired  persons.  The  report  provides  background 
information  on  technology  for  the  hearing-impaired  population  and 
discusses  the  development  and  diffusion  of  teletypewriters  for  hear- 
ing-impaired people.  It  also  examines  specific  telecommunications 
issues  and  concerns  in  relation  to  the  hearing-impaired  population. 
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ABSTRACT:  A  learning  disability  is  seen  as  the  outcome  of  a  network 
of  forces  that  include  neurophysiological,  emotional,  familial,  organi- 
zational, political,  social,  historical,  and  technological  cases.  Options 
for  research  and  development  are  based  on  this  integrative  view.  In 
this  case  study,  both  "hard"  and  "soft"  technologies  relevant  to  the 
learning  disabled  are  discussed.  "Hard"  technology  refers  to  concrete 
discoveries  and  inventions  such  as  facts  about  the  brain  and  mi- 
crocomputers. Hard  technology  is  the  what.  "Soft"  technology  refers 
to  how  the  technology  is  used  and  who  uses  it.  The  complex  of 
legislation,  public  and  private  organizations,  programs,  theories,  and 
research  are  all  soft  technologies.  These  soft  inventions  provide  the 
social  context  for  hard  technologies.  This  case  study  argues  that, 
unless  this  social  context  is  addressed,  the  promise  that  advanced  hard 
technology  holds  for  learning-handicapped  people  might  be  seriously 
compromised.  See  also  PIC  ID  Nos.  1609-1609.2.  (Final  report  64 
pages.) 
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ABSTRACT:  Displaced  adults  are  workers  who  have  lost  jobs  through 
no  fault  of  their  own,  or  homemakers  who  have  lost  their  major 
source  of  financial  support.  While  increasing  automation  and  other 
industry  adjustments  to  new  competitive  forces  benefit  the  nation  as 
a  whole,  they  do  mean  that  millions  of  workers  are  displaced.  This 
study  concentrated  on  the  problems  of  displaced  blue-collar  and  non- 
professional white-collar  workers.  These  workers  are  likely  to  face 
extended  periods  of  unemployment,  loss  of  health  insurance  and 
retirement  benefits,  and  reemployment  only  in  a  new  job  with  lower 
pay.  For  many  semiskilled  blue-collar  workers  the  best  route  back  to 
a  good  job  is  retraining,  although  even  with  retraining,  initial  wages 
are  often  lower  than  on  the  old  jobs.  Most  displaced  workers  can 
benefit  substantially  from  other  reemployment  services,  such  as  job 
search  assistance,  counseling,  and  job  development.  Relocation  assist- 
ance is  appropriate  for  some.  This  report  presents  an  overview  of 
federal  programs  that  provide  such  services,  and  evaluates  the  extent 
to  which  both  private  and  public  programs  are  meeting  the  needs  of 
displaced  workers.  It  also  includes  an  assessment  of  the  extent  to 
which  adult  educational  systems  and  new  educational  technologies 
can  help  displaced  workers  and  homemakers  prepare  for  new  jobs. 
In  many  cases,  this  preparation  involves  basic  education,  an  area 
where  technologies  such  as  computer-aided  instruction  and  interac- 
tive videodisks  are  especially  promising. 
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ABSTRACT:  This  report  provides  updated  information  on  the  efficacy 
and  safety  of  pneumococcal  vaccine  and  on  federal  involvement  in 
the  vaccine's  use.  The  report  (1)  describes  federal  activities  from  1979 
to  the  time  of  this  study;  (2)  re-evaluates  the  1979  cost-effectiveness 
analysis  of  vaccination  against  pneumococcal  pneumonia,  including 
new  information  on  vaccine  efficacy;  and  (3)  discusses  policy  implica- 
tions. Although  exact  data  were  not  available,  it  was  estimated  that 
approximately  25%  of  persons  older  than  age  65  may  have  received 
pneumococcal  vaccine  by  the  time  of  the  study.  The  report  concludes 
that  efforts  beyond  Medicare  coverage  (which  was  implemented  in 
1981)  will  be  needed  to  reach  the  elderly  and  promote  the  use  of  the 
vaccine.  See  also  PIC  ID  Nos.  1541-1541.2  and  1541.4.  (Final  report 
52  pages.)  .       .;  , 

DESCRIPTORS:  Preventive  Health  Care,  Communicable  Disease, 
Cost-Effectiveness  Analysis  Feature,  Quality  Assurance,  Federal 
Role,  Law  and  Legislation,  Medicare  Prospective  Payment  System 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1541  3  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PB  85-128155 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 

COST    (In  Thousands):  Not  available 

STATUS:  Study  completed,  ■  . 

Available  from  PIC,  '  ' 

Executive  summary  at  PIC, 

Available  from  NTIS 
START/END  DATES:  January  '84  through  May  '84 


2902 

AGENCY  SPONSOR:  Other  Departments  and  Agencies 
Office  of  Technology  Assessment 

PROJECT  TITLE:  Medical  Technology  and  Costs  of  the  Medicare 
Program 

REPORT  TITLE:  Variations  in  Hospital  Length  of  Stay:  Their 

Relationship  to  Health  Outcomes 
PERFORMER:  Office  of  Technology  Assessment,  Washington  D.C. 

20510 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  From  1965  to  1980  hospitals  in  the  eastern  United  States 
reported  patients'  lengths  of  stay  that  were  approximately  40%  long- 
er than  those  reported  by  hospitals  in  the  western  United  States. 
These  differences  are  not  explained  by  regional  differences  in  age, 
sex,  or  racial  distributions.  The  potential  economic  significance  is 
very  large.  This  report  addresses  whether  the  regional  differences  in 
length  of  stay  result  in  differences  in  health  outcome  (i.e.,  whether 
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patients  are  harmed  by  hospital  stays  that  are  too  long  in  the  East  or 
too  short  in  the  West).  The  study  attempted  to  find  data  in  the 
medical  research  literature  clearly  establishing  a  particular,  optimal 
length  of  stay  for  specific  illnesses.  The  report  includes  the  findings 
for  (1)  acute  myocardial  infarction;  (2)  elective  surgery;  (3)  normal 
(low-risk)  newborn  deliveries;  (4)  low  birth-weight  infants;  and  (5) 
psychiatric  hospitalization.  Studies  in  the  first  four  areas  uniformly 
concluded  that  shorter  lengths  of  stay  had  no  different  outcomes 
from  longer  lengths  of  stay,  but  none  of  the  studies  could  rule  out  the 
possibility  that  early  discharge  causes  a  small  but  significant  health 
impact.  In  psychiatry  the  evidence  is  stronger  that  patients  hospital- 
ized initially  for  shorter  periods  respond  better  than  patients  kept 
longer,  but  different  patient  groups  and  a  wide  range  of  definitions 
of  late  and  early  discharge  were  used.  Further  research  is  needed.  See 
also  PIC  ID  Nos.  2594-2594.2.  (Final  report  85  pages.) 
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ABSTRACT:  This  report  covers  the  status  of  technologies  that  affect 
fertility  change.  It  presents  1982  projections  for  population  growth 
to  the  year  2000  and  the  implications  of  this  growth;  identifies  the 
determinants  of  fertility  change;  reviews  reproductive  research  and 
contraceptive  research  and  development;  discusses  the  factors  that 
influence  the  acceptance,  distribution,  and  use  of  fertility  planning 
techniques  in  the  less  developed  countries;  and  examines  U.S.  funding 
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ABSTRACT:  The  aging  of  the  U.S.  population  implies  tremendous 
changes  in  the  extent  and  mix  of  needs  for  health  care  and  social 
services.  More  Americans  are  entering  their  middle  years,  in  which 
more  chronic  diseases  begin  to  appear,  and  during  the  coming 
decades  the  proportion  of  society  over  65  is  expected  to  nearly  dou- 
ble. This  report  addresses  health  issues  of  two  kinds.  First  it  considers 
the  patterns  of  age  and  disability  in  older  persons  at  the  time  of  this 
study  and  patterns  that  are  likely  to  prevail  in  subsequent  years. 
Second  it  considers  the  kinds  of  services  required  by  an  aging  society. 
Biomedical  research  shows  that  aging  does  not  necessarily  mean 
disability.  Rather,  disability  is  a  product  of  the  interaction  between 
the  individual  and  the  environment,  including  the  social  environ- 
ment, and  therefore  cannot  be  considered  by  itself 
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ABSTRACT:  Spouse  abuse,  incest,  child  molestation,  battering  of  chil- 
dren, and  abuse  of  elderly  relatives  were  once  thought  to  be  isolated 
events  that  occurred  only  within  a  small  element  of  the  population. 
All  are  now  conceded  to  represent  widespread  problems  that  occur 
among  families  in  every  social  and  economic  class.  This  report  of  the 
Attorney  General's  Task  Force  on  Family  Violence  indicates  that, 
while  all  of  the  answers  are  not  known,  we  as  a  nation  are  in  a  position 
to  do  much  more  to  cope  with  and  understand  the  problem  of  family 
violence.  Recommendations  include  development  of  a  cooperative 
effort  by  the  criminal  justice  system,  social  service  agencies,  and  the 
entire  community  to  provide  comprehensive  services  to  family  mem- 
bers. 
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ABSTRACT:  This  report  contains  profiles  of  30  major  national  data 
files  for  points  or  periods  of  time  since  January  1978  that  contain 
statistics  on  adults  with  physical,  mental,  or  emotional  impairments 
that  impede  life  functions.  Some  of  the  files  contain  two  or  more 
related  surveys.  Information  provided  for  each  data  file  includes 
contact,  sponsor,  period,  survey  description,  key  variables  and  varia- 
ble breakdowns,  availability  of  data,  tape  characteristics,  and  survey 
evaluation.  The  data  files  are  indexed  under  (1)  disability-specific;  (2) 
employment;  (3)  federal  programs/benefits;  (4)  health/functional 
limitation;  (5)  residential  facilities;  and  (6)  transportation.  (Final  re- 
port 138  pages.) 
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ABSTRACT:  The  Conference  on  the  Measurement  of  Noncash  Bene- 
fits was  held  December  12-14,  1985,  in  Williamsburg,  Virginia. 
"Proceedings. ..Volume  1"  includes  the  formal  presentations  made  at 
the  conference.  The  impetuses  for  the  conference  were  the  strong 
growth  in  noncash  benefits  during  the  two  decades  prior  to  the  con- 
ference and  the  Census  Bureau's  experimental  estimates  of  the  num- 
ber of  persons  in  poverty  when  income  is  defined  to  include  the  value 
of  certain  government  noncash  benefits.  These  estimates  were  pub- 
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lished  in  Technical  Papers  50  ("Alternative  Methods  for  Valuing 
Selected  In-Kind  Transfer  Benefits  and  Measuring  Their  Effect  on 
Poverty"),  51  ("Estimates  of  Poverty  Including  the  Value  of  Non- 
cash Benefits:  1979  to  1982"),  52  ("Estimates  of  Poverty  Including 
the  Value  of  Noncash  Benefits:  1983"),  and  55  ("Estimates  of  Poverty 
Including  the  Value  of  Noncash  Benefits:  1984").  Volume  1  of  the 
proceedings  and  the  technical  papers  are  all  available  from  PIC.  An 
edited  transcript  of  the  discussions  that  took  place  in  the  conference 
working  groups  and  plenary  sessions  is  available  from  the  Census 
Bureau.  See  also  PIC  ID  Nos.  2778,  2778.1,  and  2778.3.  (Final  report 
166  pages;  technical  papers  162  pages,  135  pages  plus  appendices,  39 
pages  plus  appendices,  and  82  pages,  respectively.) 
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ABSTRACT:  This  report  on  AIDS  identifies  the  most  crucial  problems 
related  to  the  disease  and  suggests  mechanisms  for  addressing  them. 
Specifically,  the  report  discusses  research  necessary  for  prevention 
and  treatment;  provision  of  care  and  its  financing;  public  health  meas- 
ures designed  to  control  the  disease;  legal  and  ethical  issues;  interna- 
tional ramifications  of  the  problem;  and  projections  of  the  epidemic. 
(Final  report  374  pages.) 
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ABSTRACT:  The  Interagency  Statistical  Committee  on  Long-Term 
Care  for  the  Elderly  addressed  the  need  for  baseline  data  on  the 
elderly  and  the  critical  factors  in  their  environment  that  allow  them 
to  function  as  independently  as  possible.  The  committee  developed 
an  inventory  of  existing  and  planned  data  sources  on  long-term  care 
for  the  elderly,  assessed  the  adequacy  of  their  coverage  in  relation  to 
major  long-term  care  policy  issues,  and  made  recommendations  for 
obtaining  needed  data. 
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ABSTRACT:  This  report  compiles  both  previously  published  and  un- 
published statistical  data  on  persons  with  disabilities  and  provides 
guidance  in  the  use  of  those  data.  Sections  of  the  report  cover  (1)  the 
prevalence  of  disabilities:  impairment  and  chronic  conditions,  activi- 
ty limitations,  and  severity  of  limitations;  (2)  characteristics  of  the 
disabled  population  by  living  arrangements,  employment,  income, 
and  health  care  utilization;  (3)  federal  programs;  (4)  comparative  data 
on  individual  impairments  and  chronic  conditions;  and  (5)  state-level 
data.  Data  are  presented  in  table  and  chart  form  and  are  accompanied 
by  highlights  and  explanatory  notes.  (Final  report  177  pages.) 
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ABSTRACT;  This  report  provides  an  empirical  analysis  of  income 
mobility  with  special  emphasis  on  individuals  who  moved  in  and  out 
of  low  earnings  categories.  The  empirical  findings  are  based  on  an 
analysis  of  the  Continuous  Work  History  Sample,  cover  the  period 
1957-1966,  and  include  information  on  race,  age,  sex,  and  estimated 
annual  earnings  for  984,500  individuals.  (Final  report  70  pages.) 
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ABSTRACT:  The  final  report  of  the  Eligibility  Simplification  Project 
provides  an  interdepartmental  review  of  federal  policies  and  adminis- 


trative processes  for  determining  applicant  eligibility  for  major  public 
assistance  programs.  An  interagency  study  team,  co-chaired  by  HHS 
and  the  Office  of  Management  and  Budget  (OMB),  developed  com- 
prehensive analyses  and  recommendations  for  simplifying  and  stand- 
ardizing the  eligibility  requirements  and  procedures  of  the  seven 
"basic  needs"  programs:  Aid  to  Families  with  Dependent  Children 
(AFDC),  food  stamps.  Supplemental  Security  Income  (SSI),  Medi- 
caid, employment  and  training  (CETA),  social  services  (Title  XX), 
and  housing  assistance  (Section  8).  The  report  recommends  changes 
that  would  reduce  the  conflicting  and  unnecessarily  burdensome  and 
duplicative  eligibility  requirements  to  achieve  greater  efficiency  in 
the  administrative  processes  of  the  programs. 
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ABSTRACT;  This  report  evaluates  the  potential  for  increasing  the 
primary  health  care  insurance  benefits  for  military  personnel,  annui- 
tants, and  their  dependents  to  (1)  relieve  overcrowded  military  treat- 
ment facilities  (MTFs);  and  (2)  form  the  base  for  a  referral  system  to 
make  MTF  staffing  patterns  throughout  the  military  health  service 
system  (MHSS)  consistent  with  wartime  medical  readiness  needs. 
The  report  addresses  conceptual  issues  associated  with  these  objec- 
tives, model  development  for  a  primary  care  physician  system  within 
the  military,  the  effect  of  health  insurance  on  the  demand  for  primary 
care  services,  and  the  administration,  management,  and  legal  consid- 
erations of  such  a  system. 
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ABSTRACT:  This  paper  discusses  census  incompleteness  and  defends 
the  Census  Bureau's  efforts  to  balance  the  error  rate  with  simplicity 
of  the  survey.  Some  topics  detailed  include  (1)  sources  of  error;  (2) 
definitional  problems  such  as  including  illegal  aliens  as  part  of  the 
population;  (3)  the  amount  of  money  that  should  be  spent  to  make  the 
census  more  complete:  (4)  problems  when  processing  the  census 
schedules  such  as  duplication  and  omission;  (5)  interpreting  census 
results  for  legislative  purposes:  (6)  obtaining  information  from  a  series 
of  censuses;  and  (7)  hypotheses  on  the  undercount.  This  paper  was 
presented  at  the  Conference  on  Census  Undercount,  February  25-26, 
1980,  in  Arlington,  Virginia.  (Final  report  23  pages.) 
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ABSTRACT:  This  report,  prepared  as  part  of  the  Reagan  administra- 
tion welfare  reform  initiative,  proposes  standards  and  principles  by 
which  to  judge  public  policy  and  its  effects  on  the  family.  (Final 
report  64  pages.) 
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ABSTRACT:  This  report  provides  an  analysis  of  the  issues  necessary 
to  develop  a  hospital  prospective  payment  system  based  on  diagnosis- 
related  groups  (DRGs)  for  a  CHAMPUS  program  and  describes 
existing  prospective  payment  systems,  including  the  Medicare  and 
slate  systems,  to  determine  whether  adoption  or  modification  of  these 
systems  would  be  appropriate  for  CHAMPUS.  The  key  study  recom- 
mendations that  are  discussed  in  detail  include  (1)  development  of  a 
DRG  system  specific  to  CHAMPUS;  (2)  exemption  of  psychiatric 
and  substance  abuse  DRGs;  (3)  design  of  an  alternative  cost-sharing 
policy;  (4)  reimbursement  for  capital  and  educational  expenses;  and 
(5)  requirements  for  hospital  participation.  The  report  concludes  that 
a  DRG-based  payment  system  using  the  cost-to-charge  ratios  speci- 
fied would  result  in  substantial  cost  savings  for  CHAMPUS  and  its 
beneficiaries.  To  implement  such  a  system,  CHAMPUS  should  con- 
tinue to  gather  data  necessary  to  improve  and  update  various  ele- 
ments of  the  DRG  system  proposed  in  the  report. 
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REPORT  TITLE;  Food  Stamp  Research:  Results  from  the  Income 
Survey  Development  Program  and  the  Promise  of  the 
Survey  on  Income  and  Program  Participation 

PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 
Lane,  Plainsboro  NJ  08536 

PROJECT  OFFICER: 

PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  The  1979  Income  Survey  Development  Program  (ISDP) 
test  panel,  precursor  to  the  1984  Survey  on  Income  and  Program 
Participation  (SIPP),  permitted  more  comprehensive  and  extensive 
analyses  of  the  Food  Stamp  Program  (FSP)  than  had  been  previously 
possible.  This  report  presents  findings  on  the  economic  status  and 
behavior  of  FSP  recipients  from  studies  based  on  the  ISDP.  SIPP 
promises  to  provide  even  more  information  on  FSP  households  such 
as  household  composition,  income  change,  receipt  of  program  bene- 
fits, and  program  turnover.  In  turn,  these  data  are  expected  to  lead 
to  improved  targeting  of  FSP  benefits,  better  estimates  of  program 
cost,  and  improved  measure  of  the  adequacy  of  program  benefits  in 
fulfilling  program  objectives.  (Final  report  69  pages  plus  appendix.) 

DESCRIPTORS:  Food  and  Nutrition,  Food  Stamps,  Statistical  Data 
Feature 

STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  1672  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 
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STATUS:  Study  completed. 
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PROJECT  TITLE:  Hospital  Capital  Cost  Reimbursement  under 
Medicare 

REPORT  TITLE:  Hospital  Capital  Cost  Reimbursement  under 
Medicare 

PERFORMER:  Library  of  Congress,  Congressional  Research 

Service,  Washington  D.C.  20540 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HCFA-Program  Direction  and  Management-Medicare 

ABSTRACT:  In  1983  Congress  enacted  the  prospective  payment  sys- 
tem (PPS)  for  paying  hospitals  on  the  basis  of  a  prospectively  deter- 
mined specific  amount  per  case,  according  to  individual  patient 
diagnoses.  Not  all  of  the  expenses  previously  reimbursed  on  a  reason- 
able cost  basis,  however,  were  incorporated  into  PPS.  Capital-related 
costs,  for  example,  were  excluded  from  PPS  until  October  1986.  This 
study  reviews  policy  regarding  payments  to  hospitals  for  capital- 
related  costs  under  Medicare.  Background  information  is  provided 
on  the  nature  of  capital-related  costs  and  historical  trends  in  methods 
of  financing  hospital  capital  expenditures.  Past  policy  for  capital- 
related  cost  under  Medicare  is  described  and  the  major  reasons  for 
the  widespread  interest  in  changing  these  policies  are  discussed.  Key 
issues  related  to  the  design  of  an  alternative  policy  are  also  summa- 
rized. Finally,  legislation  and  regulatory  proposals  to  include  pay- 
ments for  capital-related  costs  in  PPS  are  described. 

DESCRIPTORS:  Medicare  Prospective  Payment  System,  Hospitals 
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STATUS:  Study  completed. 
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PROJECT  TITLE:  Improving  National  Statistics  on  Children,  Youth, 
and  Families 

REPORT  TITLE:  Improving  National  Statistics  on  Children,  Youth, 

and  Families  (Two  Reports) 
PERFORMER:  Child  Trends,  Inc.,  2100  M  Street  N.W., 

Washington  D.C.  20037,  202-223-6288 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

HD-ACYF  (Entire  Program  Area) 

ABSTRACT:  Although  considerable  data  exist  on  the  circumstances  of 
children's  lives  and  changes  in  the  health,  academic  achievement,  and 
behavior  of  young  people  in  the  United  States,  information  is  still 
needed  on  how  and  why  children's  lives  are  changing  and  the  im- 
plications of  those  changes.  The  Interagency  Conference  on  Child 
and  Family  Statistics  developed  recommendations  for  improving  the 
federal  statistical  database  on  children  and  families  and  published 
them  in  "Improving  National  Statistics  on  Children,  Youth,  and 
Families:  A  Report  on  Recommendations  Made  at  the  Interagency 
Conference  on  Child  and  Family  Statistics."  In  addition,  another 
interagency  committee  report  ("National  Statistics  on  Children, 
Youth,  and  Their  Families:  A  Guide  to  Federal  Data  Programs") 
provides  brief  descriptions  of  a  number  of  data  collection  programs 
supported  by  the  federal  government  that  provide  national  statistical 
information  on  children  and  their  families.  The  Interagency  Confer- 
ence on  Child  and  Family  Statistics  was  held  April  12-13,  1984,  at  the 
National  Institutes  of  Health  in  Bethesda,  Maryland.  (Final  reports  98 
and  163  pages,  respectively.) 

DESCRIPTORS:  Statistical  Data  Feature,  Demography,  Children  and 
Youth,  Family,  Bibliography  Feature,  Conference  Proceedings  Fea- 
ture 

STUDY  TYPE:  Research  and  Data  Development 
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STATUS:  Study  completed. 
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ABSTRACT:  This  report  provides  an  inventory  of  data  sources  on 
long-term  care  for  the  elderly.  For  this  report's  purpose,  long-term 
care  refers  not  only  to  institutionalization  and  other  formal  or  organ- 
ized services,  but  to  the  whole  range  of  possible  support  for  people 
with  functional  limitations.  In  addition  to  the  more  familiar  assistance 
categories  such  as  health  and  social  services,  other  less  obvious  forms 
of  support  such  as  housing  modifications,  transportation,  services 
"bundled"  with  housing,  special  income  support,  and  mechanical  aids 
are  considered. 
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PERFORMER:  Applied  Management  Sciences,  Inc.,  962  Wayne 

Avenue,  Silver  Spring  MD  20910 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs-Social  Services; 
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ABSTRACT:  This  report  covers  the  literature  that  pertains  exclusively 
to  the  employment  of  the  handicapped  in  the  United  States.  The 
report  focuses  on  three  major  policy  issues  that  are  of  concern  to  the 
Office  of  Federal  Contact  Compliance  Programs  (OFCCP):  (1)  judi- 
cial decisions;  (2)  the  implementation  and  applicability  of  regulations; 
and  (3)  employer-employee  relations.  The  literature  being  reviewed 
is  indexed  according  to  key  issues  such  as  arbitration,  enforcement  of 
affirmative  action  laws,  and  job  behavior.  The  report  also  includes 
suggestions  for  additional  research  projects.  (Final  report  102  pages.) 

DESCRIPTORS:  Handicapping  Conditions  and  Problems,  Training  and 
Employment  of  the  Disadvantaged,  Literature  Review  Feature 
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REPORT  TITLE:  National  Supported  Work  Demonstration  (Five 
Volumes) 

PERFORMER:  Manpower  Demonstration  Research  Corporation,  3 

Park  Avenue,  New  York  NY  10016 
PROJECT  OFFICER:  Gayer,  Paul;  Rm  415E,  HHH  Bldg; 

202-245-6613 
PROGRAM(S)  EVALUATED: 
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ABSTRACT:  Supported  work  is  a  highly  structured  work  experience 
program  designed  for  persons  who  have  severe  employment  disabili- 
ties. It  places  emphasis  on  three  programmatic  techniques:  peer  group 
support,  graduated  stress,  and  close  supervision.  This  series  of  reports 
presents  the  findings  from  the  study  of  supported  work's  impacts  on 
the  four  target  groups  and  the  benefits  and  costs  of  the  supported 
work  demonstration.  The  reports  are  Volume  1:  "The  Impact  of 
Supported  Work  on  Young  School  Dropouts";  Volume  2:  "The  Im- 
pact of  Supported  Work  on  Ex-Offenders";  Volume  3:  "The  Impact 
of  Supported  Work  on  Long-Term  Recipients  of  AFDC  Benefits"; 
Volume  4:  "The  Impact  of  Supported  Work  on  Ex-Addicts"; 
Volume  5:  "The  Supported  Work  Evaluation:  Final  Benefit-Cost 
Analysis";  and  "Summary  and  Findings  of  the  National  Supported 
Work  Demonstration."  Work  for  this  project  also  was  performed 
under  the  Department  of  Labor's  Grant  No.  33-36-76-01  and  Con- 
tract No.  30-34-75-02.  Mathematica  Policy  Research,  Inc.,  the  Uni- 
versity of  Wisconsin's  Institute  for  Research  and  Poverty,  and  the 
Ford  Foundation  also  were  involved  in  this  demonstration  project. 
(Final  reports  224  pages,  138  pages  plus  appendices,  202  pages,  240 
pages,  216  pages,  and  164  pages,  respectively.) 
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ABSTRACT:  The  new  "social  contract"  discussed  in  this  report  advo- 
cates that  public  assistance  recipients  fulfill  their  part  of  the  contract 
through  work,  training,  or  education  efforts  and  that  society  has  a 
responsibility  to  provide,  for  a  reasonable  but  limited  period,  the 
relevant  education,  training,  and  support  services  necessary  for 
achieving  self-sufficiency.  Chapter  1  of  this  report  provides  informa- 
tion about  trends  in  poverty  and  recommendations  for  reform.  Chap- 
ter 2  lays  the  groundwork  by  examining  who  is  poor  and  the  variety 
of  problems  that  cause  poverty.  Chapter  3  discusses  the  importance 
of  economic  policies  in  fighting  poverty.  Chapter  4  discusses  propos- 
als for  reforming  welfare  and  facilitating  the  transition  from  welfare 
to  work.  Chapter  5  outlines  a  pragmatic  strategy  for  adopting  the 
proposed  approach  to  social  reform.  (Final  report  108  pages  plus 
appendices.) 
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ABSTRACT;  This  report  presents  the  problems  young  people  encoun- 
ter in  making  the  transition  from  school  to  work.  Three  questions  are 
addressed;  (1)  Where  do  youths  obtain  their  first  full-time  jobs?  (2) 
What  work  experience  have  they  had  before  entering  full-time  em- 
ployment? and  (3)  What  is  the  effect  of  part-time  experience  upon 
choice  of,  and  earnings  in,  first  full-time  jobs?  A  10-year  longitudinal 
file  constructed  from  the  Social  Security  1%  work  history  sample  is 
used  for  conducting  the  analysis.  See  also  PIC  ID  No.  0289.  (Final 
report  71  pages.) 
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ABSTRACT;  The  President's  National  Advisory  Committee  on  Rural 
Poverty  assembled  the  facts  on  rural  policy,  and  on  the  basis  of  these 
facts  has  made  specific  recommendations  calling  for  major  changes 
in  antipoverty  programs.  This  report  discusses  rural  conditions  and 
the  need  for  action.  Extensive  effort  is  devoted  to  examining  specific 
rural  problems-unemployment,  health,  education,  housing,  deteri- 
orating communitites,  existing  government  programs-and  suggest- 
ing both  new  programs  and  changes  in  existing  ones. 
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ABSTRACT:  The  Physician  Payment  Review  Commission  (PPRC) 
was  created  by  Congress  to  make  recommendations  for  reforms  of 


1066 


COMPENDIUM  OF  HHS  EVALUATION  STUDIES 


Other  Departments  and  Agencies 
OTHER 


Accession  No.  2930 


the  methods  used  to  pay  physicians  for  services  to  Medicare  benefici- 
aries. This  report  describes  the  commission's  work  in  the  year  prior 
to  pubhcation,  especially  its  progress  in  developing  a  proposal  for  a 
Medicare  fee  schedule.  The  report  also  addresses  (1)  controlling  the 
rate  of  growth  in  expenditures  and  services  while  assuring  access  to 
those  service  and  quality  of  care;  (2)  the  quality  of  care  provided  by 
health  maintenance  organizations  (HMOs)  and  aspects  of  payment  to 
HMOs  that  may  affect  access  to  care;  and  (3)  the  ability  of  the  Health 
Care  Financing  Administration,  carriers,  providers,  and  beneficiaries 
to  respond  to  changing  data  requirements.  (Final  report  321  pages.) 
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ABSTRACT:  This  paper  presents  an  analysis  of  the  most  critical  under- 
lying assumptions  that  the  Census  Bureau  believed  established  a  prop- 
er framework  for  deciding  whether,  when,  and  how  to  adjust  1980 
census  results  for  undercoverage.  The  paper's  purpose  was  (1)  to 
distill  into  meaningful  information  two  years  of  deliberation  on  the 
issues,  and  (2)  to  provide  a  direct  and  practical  response  mechanism 
for  a  final  round  of  comment  and  discussion  before  decisions  were 
made.  Subjects  covered  include  (1)  background  information  on  the 
problem  of  undercoverage;  (2)  procedures  for  arriving  at  a  decision 
on  undercount  adjustment;  (3)  the  basic  question  of  whether  the 
Census  Bureau  should  adjust  the  1980  census  results  for  purposes 
other  than  apportionment,  and  the  corresponding  critical  assump- 
tions; and  (4)  factors  that  prevent  adjustment  for  apportionment  pur- 
poses. 
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ABSTRACT:  This  report  presents  the  findings  from  an  evaluation  of 
the  Simplified  Application  Demonstration  project.  Food  Stamp  Pro- 
gram rules  governing  the  determination  of  eligibility  and  the  calcula- 
tion of  benefits  are  extremely  complex.  Thus  they  create 
time-consuming  administrative  processes  that  are  often  subject  to 
error.  The  Simplified  Application  Demonstration  attempted  to  define 
and  test  simpler  rules  for  calculating  food  stamp  benefits  for  certain 
households  while  still  maintaining  "target  efficiency"  and  to  assess 
the  impacts  of  the  simplification  policies.  Findings  of  the  evaluation 
of  this  demonstration  are  presented  in  four  volumes:  Volume  1,  Sum- 
mary of  Findings;  Volume  2,  Details  of  Central  Findings;  Volume  3, 
Details  of  Supporting  Studies;  and  Volume  4,  Technical  Appendices. 

DESCRIPTORS:  Food  Stamps,  Demonstration  Projects,  Eligibility  Is- 
sues 

STUDY  TYPE:  Program  Impact 

PIC  ID  NO:  2899  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  FSN-53-3198-3-93 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  June  '84  through  September  '86 
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Disadvantaged  Workers  in  Securing  and  Holding  Jobs 

REPORT  TITLE:  Stochastic  Model  of  Discrimination  in  the  Labor 
Market 

PERFORMER:  The  Rand  Corporation,  1700  Main  Street,  Santa 

Monica  CA  90406 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Employment  and  Training 

ABSTRACT:  This  report  presents  a  model  of  the  employment  process 
to  illustrate  the  dynamic  relationship  between  unemployment  rates 
for  whites  and  nonwhites.  Both  the  worker's  search  for  jobs  and  the 
employer's  search  for  workers  are  stochastic  and  modeled  as  simple 
Markov  processes.  Dynamic  programming  methods  are  used  to  find 
the  employer's  optimal  hiring  policy  and  the  interaction  between  the 
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two  processes  is  analyzed.  The  report  provides  a  derivation  of  the 
steady-state  distribution  over  time  of  unemployment  by  race.  Since 
the  model  has  not  been  empirically  tested,  methods  of  validation  are 
discussed.  Possible  policy  implications  are  also  stated.  See  also  PIC 
ID  No.  0289.1.  (Final  report  36  pages.) 

DESCRIPTORS;  Labor  Markets  and  Problems,  Civil  Rights  and  Inte- 
gration, Minority  Groups,  Research  and  Evaluation  Methods  Fea- 
ture, Operations  Research  Feature 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO  0289  PROJECT  NO; 

FUND  SOURCE;  Other  NTIS  NO;  PIC  Only 

MECHANISM:  Contract  ERIC  NO;  Not  applicable 

CONTRACT/GRANT  NO;  B99-4944 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC 
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of  Large-Scale  Models 
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PERFORMER;  Control  Analysis  Corporation,  800  Welch  Road, 

Palo  Alto  CA  94304 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

X-Many  HHS  Programs 

ABSTRACT:  This  report  develops  a  basis  for  discussing  possible  model 
guidelines,  their  feasibility  and  impact  on  improving  model  utility, 
and  their  acceptability  by  the  model  developer  and  user  groups. 
Eighteen  areas  are  identified  as  containing  modeling  improvement 
possibilities.  The  specific  model  improvement  possibilities  for  each 
area  are  stated  in  terms  of  propositions  that  represent  possible  actions 
for  improving  the  utility  of  modeling  activities.  To  determine  how 
the  various  segments  of  the  modeling  community  felt  about  these 
proposals,  aspects  of  the  proposals  were  reformulated  in  terms  of 
statements,  and  a  limited  but  carefully  chosen  cross-section  of  the 
modeling  community  was  then  asked  to  express  its  support  or  opposi- 
tion to  and  priority  ranking  of  these  statements.  The  reviewers  were 
classified  by  organization  (i.e.,  university,  nonprofit  organization, 
profit  group,  and  the  government)  and  by  professional  modeling 
expertise  (i.e.,  analytic,  simulation,  and  economic).  The  report  con- 
tains a  general  description  of  the  problem,  a  statement  of  the  proposi- 
tions and  a  list  of  arguments  for  and  against  each  one,  an  analysis  of 
the  reviewer  responses,  conclusions,  and  recommendations  for  fur- 
ther model  improvement  activities. 

DESCRIPTORS;  Operations  Research  Feature,  Economics 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  0282  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM;  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO;  7-35840 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 

Available  from  PIC, 

Executive  summary  at  PIC 
START/END  DATES;  July  '76  through  December  '78 
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PERFORMER:  Human  Services  Research  Institute,  2336 

Massachusetts  Avenue,  Cambridge  MA  02140 
PROJECT  OFFICER; 
PROGRAM(S)  EVALUATED: 

X-Non-HHS  Programs-Other 

ABSTRACT:  This  report  presents  data  describing  (1)  the  incidence  and 
prevalence  of  disabling  conditons  among  children  and  (2)  the  charac- 
teristics of  disabled  children  and  youth  and  their  caretakers.  The  data 
cover  children  living  in  U.S.  households,  institutions,  and  other 
group  quarters  as  well  as  children  participating  in  public  education 
programs.  Part  I  of  the  report  provides  an  overview  of  significant 
survey  results,  which  are  presented  in  table  form  in  Part  III.  Part  II 
discusses  statistical  validity,  reliability,  and  other  issues  relevant  to 
the  interpretation  of  data.  Part  III  contains  tables  arranged  in  four 
areas:  (1)  birth  defects;  (2)  disabled  children  in  U.S.  households  (i.e., 
living  with  families,  relatives,  or  other  adults  in  a  noninstitutional 
setting);  (3)  disabled  children  in  other  living  arrangements  (i.e.,  insti- 
tutions and  other  group  quarters);  and  (4)  participation  in  learning 
programs.  Part  IV  presents  background  information  on  the  data- 
collection  efforts  that  resulted  in  the  tables  presented  in  Part  III.  Part 
V  lists  citations  of  previous  studies  on  the  incidence  and  prevalence 
of  childhood  disability  and  on  methodology.  (Final  report  121  pages.) 

DESCRIPTORS;  Children  and  Youth,  Handicapping  Conditions  and 
Problems,  Statistical  Data  Feature,  Bibliography  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO;  3006  PROJECT  NO; 

FUND  SOURCE;  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO; 
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REPORT  TITLE;  Synthetic  Method;  Its  Feasibility  for  Deriving  the 
Census  Undercount  for  State  and  Local  Areas 

PERFORMER;  Hill,  Robert  B.,  National  Urban  League, 
Washington  D.C.  20005 

PROJECT  OFFICER; 

PROGRAM(S)  EVALUATED; 
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ABSTRACT:  This  paper  describes  the  synthetic  method  for  adjusting 
the  census  undercount  for  states  and  local  areas.  It  discusses  the 
social,  economic,  political,  and  legal  ramifications  of  census  under- 
count and  actions  that  can  be  taken  to  reduce  the  resulting  inequities. 
Strengths  and  weaknesses  of  the  method  are  assessed,  and  an  over- 
view is  provided  of  research  studies  that  have  used  this  method.  The 
paper  was  presented  at  the  Conference  on  Census  Undercount,  Feb- 
ruary 25-26,  1980,  in  Arlington,  Virginia.  (Final  report  37  pages  plus 
four  tables.) 
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DESCRIPTORS:  Minority  Groups,  Black  Americans,  Federal  Ad- 
ministration, Equity  of  Benefits,  Conference  Proceedings  Feature 
STUDY  TYPE:  Other 

PIC  ID  NO:  2137  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  In-house  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  Not  available 
STATUS:  Study  completed. 
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PROJECT  TITLE:  Turnover  in  the  AFDC  Program 

REPORT  TITLE:  Turnover  in  the  AFDC  Program:  An  Empirical 

Analysis  of  Case  Closings  and  Openings 
PERFORMER:  Mathematica  Policy  Research,  Inc.,  101  Morgan 

Lane,  Plainsboro  NJ  08536 
PROJECT  OFFICER: 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC 

ABSTRACT:  The  number  of  families  ever  to  participate  in  the  Aid  to 
Families  with  Dependent  Children  (AFDC)  program  in  one  year  is 
much  higher  than  the  average  monthly  caseload.  Thus,  some  families 
must  be  part-year  participants  whose  cases  closed  or  perhaps  reo- 
pened during  the  year.  This  study  examined  the  extent  and  nature  of 
this  turnover  in  the  AFDC  caseload  using  data  gathered  in  the  Den- 
ver Income  Maintenance  Experimemt.  The  most  striking  conclusion 
reached  is  that,  while  significant  turnover  does  occur,  estimation  of 
turnover  functions  is  extremely  difficult.  Descriptive  statistics  further 
indicate  that  a  relatively  large  subset  of  welfare  families  has  been  on 
the  rolls  for  years.  Conclusions  about  those  families  who  are  likely 
to  stay  on  the  rolls  are  also  presented. 
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X-Non-HHS  Programs-Other 

ABSTRACT:  This  report  is  the  result  of  the  House  of  Representatives 
Select  Committee  on  Children,  Youth,  and  Families'  assessment  of 
the  conditions  under  which  American  children  and  their  families  live. 
In  1983  the  committee  identified  what  appeared  to  be  dramatic  shifts 
in  families'  social  and  economic  conditions  and  living  arrangements. 
This  report  demonstrates  that  those  trends  were  not  temporary 
phenomena.  The  report  includes  statistics  on  family  environment, 
economic  security,  health  and  health-related  behavior,  education, 
behavior  and  attitudes  of  adolescents,  and  participation  in  govern- 
ment support  programs.  Only  those  data  for  which  there  are  reasona- 
bly reliable  national  measures  are  included.  The  report  also  includes 
previously  unavailable  data  on  Hispanic  children,  foster  children, 
adopted  children,  children  with  various  health  and  mental  health 
problems,  and  children's  health  insurance  coverage.  This  project  was 
sponsored  by  the  National  Science  Foundation;  supplementary  sup- 
port was  provided  by  the  Office  of  the  Assistant  Secretary  for  Plan- 
ning and  Evaluation,  HHS. 
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Assistance  Strategy 
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PROJECT  OFFICER:  Weinberg,  Daniel;  Rm  405F,  HHH  Bldg; 

202-245-7148 
PROGRAM(S)  EVALUATED: 

FSA-Assistance  Payments-AFDC; 
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Management 

ABSTRACT:  In  1986,  the  White  House  Domestic  Policy  Council's 
Low-Income  Opportunity  Working  Group  extensively  studied  wel- 
fare and  poverty  in  this  country.  Information  was  collected  from 
welfare  recipients,  ex-recipients,  and  public  assistance  employees. 
Section  I  of  the  report  provides  background  information  and  dis- 
cusses study  findings,  potential  for  reform,  and  a  proposal  for  a  new 
national  welfare  strategy.  Section  II  describes  the  features  and  fail- 
ures of  the  system.  Section  III  analyzes  the  weaknesses  of  a  central- 
ized welfare  system  and  describes  the  potential  for  reform  evident  in 
states  and  communities.  Section  IV  presents  the  new  strategy  and 
proposes  explicit  policy  goals  to  serve  as  the  framework  for  any 
welfare  program  aimed  at  helping  people  become  less  dependent. 
Supplement  3,  a  self-help  catalog  for  welfare-dependent  populations, 
is  also  available  from  PIC.  Information  on  the  other  supplemental 
volumes  is  available  from  the  agency.  The  Office  of  the  Assistant 
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Secretary  for  Planning  and  Evaluation  and  other  federal  agencies 
contributed  to  this  research.  See  also  PIC  ID  No.  2705.1.  (Final 
report  71  pages.) 
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Assistance  Strategy  (Supplement  3:  A  Self-Help  Catalog) 
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PROGRAM(S)  EVALUATED: 
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ABSTRACT:  This  inventory  describes  385  self-help  and  mutual-help 
programs.  A  self-help  program  is  a  self-sufficiency  program  in  which 
low-income  people  are  actively  involved  in  its  development,  im- 
plementation (e.g.,  as  staff  or  volunteers),  or  direction  (e.g.,  as  board 
members  or  advisors).  A  mutual-help  program  is  a  self-sufficiency 
program  for  low-income  people  that  is  developed  or  directed  by 
more  advantaged  members  of  the  same  racial  or  ethnic  group(s)  for 
which  the  program  was  established.  As  self-sufficiency  programs, 
they  try  to  enhance  (1)  the  economic  well-being  of  low-income  peo- 
ple directly  through  business  or  community  development,  employ- 
ment training  or  placement,  or  day  care  for  the  children  of  working 
parents;  and  (2)  the  social  well-being  of  low-income  people  by  prov- 
iding quality  education,  housing,  and  health  care,  by  strengthening 
families,  or  by  promoting  responsible  behavior.  The  programs  includ- 
ed in  this  inventory  have  extensive  grass-roots  involvement,  do  not 
totally  rely  on  government  support,  are  operated  by  community- 
based  groups  that  are  not  controlled  by  a  government  agency  or 
national  organization,  have  acknowledged  success,  and  were  still 
operating  at  the  time  of  the  study.  Information  on  the  study's  other 
supplemental  volumes  is  available  from  the  agency.  This  project  was 
co-funded  by  the  Office  of  the  Assistant  Secretary  for  Planning  and 
Evaluation.  See  also  PIC  ID  No.  2705. 
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ABSTRACT:  This  paper  is  based  on  the  one-day  workshop  held  on 
April  24,  1985.  It  discusses  purchasing  and  using  microcomputers  for 
statistical  purposes;  electronic  data  dissemination;  applications  of  mi- 
crocomputers; and  expert  systems.  For  each  of  these  four  topics,  the 
paper  provides  a  summary,  the  presentations,  and  the  discussions  that 
followed.  (Final  report  99  pages.) 
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ABSTRACT:  This  paper  focuses  on  the  options  for  rehousing  individu- 
als and  famihes  who  are  homeless  and  strategies  for  preventing  addi- 
tional homelessness.  The  report  estimates  that  as  many  as  735,000 
persons  are  homeless  on  a  given  night  and  that  between  1.3  and  two 
million  different  individuals  may  experience  homelessness  at  some 
point  during  a  year.  These  estimates  assume  that  the  rate  of  homeless- 
ness in  suburban  areas  differs  from  the  rate  of  homelessness  in  urban 
areas.  Homeless  families  comprise  25%  of  the  homeless  population, 
homeless  individuals  75%.  Reasons  for  homelessness  include  destruc- 
tion of  home  by  fire,  eviction,  divorce,  domestic  violence,  mental 
illness,  alcohol  and/or  other  substance  abuse,  insufficient  housing 
allotments  provided  to  recipients  of  AFDC,  and  a  combination  of  any 
of  these  conditions.  Strategies  for  finding  housing  for  the  homeless 
and  for  preventing  imminent  homelessness  include  (1)  preserving  the 
existing  supply  of  subsidized  housing;  (2)  expanding  the  supply  of 
low-income  housing;  (3)  reassessing  AFDC  housing  allotments;  (4) 
reassessing  local  policies  that  may  tend  to  increase  housing  costs 
unnecessarily;  and  (5)  developing  programs  to  help  families  and  in- 
dividuals on  the  brink  of  homelessness,  such  as  programs  to  (1)  medi- 
ate landlord-tenant  disputes  that  might  otherwise  lead  to  evictions; 
(2)  negotiate  and  counsel  to  prevent  foreclosure;  and  (3)  assist  families 
and  individuals  in  finding  housing.  (Final  report  64  pages  plus  appen- 
dices.) 
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ABSTRACT:  This  report  describes  the  differences  among  state  Medi- 
caid eligibility  requirements  and  benefits  and  the  impact  of  these 
differences  in  provisions  on  the  out-of-pocket  health  care  costs  paid 
by  women  age  45  or  older.  The  report  examines  these  impacts  by 
examining  Medicaid  payments  and  out-of-pocket  medical  costs  for 
eight  prototypical  women  in  each  of  the  50  states  and  the  District  of 
Columbia.  Included  in  the  discussion  are  variations  in  requirements 
for  Medicaid  eligibility;  methodology  and  prototypical  cases  used  to 
illustrate  the  effects;  and  an  analysis  of  the  impact  of  variations  in 
Medicaid  coverage.  The  study  found  the  four  factors  that  most 
strongly  influenced  eligibility  and  therefore  out-of-pocket  expenses 
were  differences  in  the  (1)  categorical  requirements  of  the  AFDC  and 
SSI  programs;  (2)  AFDC  and  SSI  income  and  asset  limits;  (3)  medi- 


cally needy  programs;  and  (4)  AFDC-UP  programs.  This  project  was 
funded  by  the  American  Association  of  Retired  Persons'  Women's 
Initiative.  (Final  report  35  pages  plus  appendices.) 
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ABSTRACT:  This  report  provides  information  to  help  government 
managers  and  policymakers  clarify  the  intent  of  government  pro- 
grams and  improve  program  efficiency,  effectiveness,  and  respon- 
siveness. It  presents  a  strategy  through  which  evaluators  can 
determine  what  information  is  likely  to  be  used  and  can  purchase 
sequential  increments  of  timely,  useful  information  on  program  pro- 
mise and  performance.  The  report  discusses  methodology,  resource 
requirements,  potential  problems  and  solutions,  and  significance  and 
provides  examples  of  the  following:  evaluability  assessment,  rapid 
feedback  evaluation,  performance  monitoring,  and  intensive  evalua- 
tion. Information  on  managing  an  evaluation  program  and  planning 
a  sample  survey  is  also  included.  (Final  report  234  pages.) 
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ABSTRACT:  This  report  discusses  principles  for  assuring  confidential- 
ity and  preventing  discrimination  to  guide  public  health  officials  in 
their  actions,  to  stimulate  informed  policy  and  legislative  debate,  and 
to  serve  as  an  educational  resource  for  health  care  practitioners.  The 
report  provides  definitions  of  confidentiality  and  discrimination,  and 
reported  examples  of  breaches  of  confidentiality  and  examples  of 
discrimination.  (Final  report  32  pages.) 
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ABSTRACT:  This  report  describes  specific  programs  that  have  been 
established  in  cities  to  respond  to  the  special  needs  of  persons  who 
are  both  homeless  and  mentally  ill.  The  case  studies  in  this  report  are 
based  on  the  following  service  areas:  housing  alternatives,  day  drop- 
in  centers,  outreach  services,  training  for  police  officers,  and  coordi- 
nation among  agencies  or  service  systems.  Some  topics  discussed 
include  services  provided,  client  population,  funding  and  staffing 
issues,  linkages  with  other  agencies,  and  program  success.  (Final 
report  66  pages  plus  appendix.) 
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ABSTRACT:  This  report  presents  the  American  public's  views  on 
social  welfare  and  health  insurance.  Sample  populations  completed 
questionnaires  concerning  the  following  reform  proposals  that  were 
pending  in  Congress  at  the  time  of  the  study:  (1)  redesigning  the  Aid 
to  Families  with  Dependent  Children  (AFDC)  program  to  include  a 
mandatory  job  search  and  training  requirement;  (2)  expanding  the 
Special  Supplemental  Food  Program  for  Women,  Infants,  and  Chil- 
dren (WIC)  to  provide  nutritional  assistance  to  most  low-income 
mothers;  (3)  expanding  the  Head  Start  program  to  provide  preschool 
educational  intervention  to  most  low-income  children;  (4)  supple- 
menting the  income  of  the  working  poor;  (5)  providing  health  insur- 
ance to  the  working  poor;  and  (6)  instituting  government  programs 
to  help  all  Americans  pay  the  costs  of  catastrophic  illness  and  long- 
term  care.  The  basis  of  the  study  was  to  find  out  (1)  what  concerns 
infiuence  the  public's  sense  of  what  the  government  should  do;  (2) 
how  people  make  judgments  about  what  has  worked  and  what  is 
likely  to  work;  (3)  which  groups  are  perceived  to  need  and  deserve 
public  help;  (4)  how  the  public's  thinking  about  providing  assistance 
to  the  poor  differs  from  its  thinking  about  providing  access  to  health 
care  for  most  Americans;  and  (5)  the  reforms  for  which  people  are 
willing  to  pay,  and  how  much  they  are  willing  to  pay.  Funding  for 
this  project  was  provided  by  the  Ford  Foundation's  Project  on  Social 
Welfare  Policy.  (Final  report  81  pages.) 
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ABSTRACT:  The  study  was  designed  as  a  comprehensive  evaluation 
of  barriers  that  represent  disincentives  to  employment  for  persons 
with  developmental  disabilities.  It  was  conducted  in  two  phases:  (1) 
identification  and  analysis  of  barriers  in  public  assistance  programs 
(SSI  and  SSDI),  medical  assistance  programs  (Medicare  and  Medi- 
caid), wage  and  hours  laws  (Fair  Labor  Standards  Act),  and  other 
insurance  (Worker's  Compensation,  personal  liability);  and  (2)  deve- 
lopment of  recommendations  for  reducing  and  removing  barriers. 
The  report  also  provides  an  analysis  of  key  federal  legislative  changes 
enacted  in  1986  affecting  employment  and  suggests  strategies  for 
restructuring  community-based  programs  and  redirecting  funding. 
(Final  report  95  pages.) 

DESCRIPTORS:  Developmental  Disabilities,  Training  and  Employ- 
ment of  the  Disadvantaged,  Labor  Markets  and  Problems,  Handicap- 
ping Conditions  and  Problems,  Retardation,  Law  and  Legislation 
STUDY  TYPE:  Research  and  Data  Development 

PIC  ID  NO:  2897  PROJECT  NO: 

FUND  SOURCE:  Other  NTIS  NO:  PIC  Only 

MECHANISM:  Contract  ERIC  NO:  Not  applicable 

CONTRACT/GRANT  NO:  Not  applicable 
COST    (In  Thousands):  FY  86-$49 
STATUS:  Study  completed. 

Available  from  PIC 
START/END  DATES:  May  "86  through  February  '87 


includes  (1)  taxing  Social  Security  benefits;  (2)  payroll  taxes;  (3)  the 
estate  tax;  and  (4)  taxing  capital  gains  at  death.  The  report  also  dis- 
cusses other  benefits  such  as  food  stamps  and  Medicaid  and  includes 
a  section  on  implementing  the  SSI  program  improvements.  (Final 
report  125  pages  plus  appendices;  executive  summary  11  pages.) 
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ABSTRACT:  Approximately  13%  of  all  persons  age  65  and  older  had 
incomes  below  the  poverty  line  in  1985.  Striking  income  disparities 
exist  within  the  elderly  population.  The  poverty  rate  for  families 
headed  by  elderly  females  was  23%  while  the  rate  for  elderly  married 
couples  was  6%  in  1985.  Poverty  rates  for  disabled  adults  are  also 
high;  one-third  had  incomes  below  the  poverty  line  in  1983.  This 
report  examines  a  set  of  public  policy  proposals  for  substantially 
reducing  poverty  among  elderly  and  disabled  persons  in  the  United 
States,  calculates  the  cost  of  achieving  this  objective,  and  suggests  a 
variety  of  ways  to  meet  this  cost.  The  report  focuses  on  improving 
the  Supplemental  Security  Income  (SSI)  program  as  a  means  to  end 
poverty  among  the  elderly  and  disabled.  Some  of  the  SSI  options 
discussed  are  (1)  increasing  benefits  to  the  poverty  line;  (2)  liberaliz- 
ing the  assets  test;  (3)  indexing  the  cash  income  disregard;  and  (4) 
lowering  the  eligibility  age  to  62.  The  section  on  financing  the  options 
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